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OFFICERS 

THE  AMERICAN  SOCIETY  OF  MECHANICAL 

ENGINEERS 

FORMING  THE  STATUTORY   COUNCIL 
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PRESIDENT 
Alex.  C.  Humphreys New  York 

VICE-PRESIDENTS 
George  M.  Brill Chicago,  111. 
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PAST  OFFICERS 

Alexander  L.  Hollet,  Chairman  of  the  Meeting  for  Organization  of  The 
American  Society  of  Mechanical  Engineers Died  January  29,  1882 

PRESIDENTS 

R.  H.  Thxjrston 1880-1882 Died  October  25,  1903 

E.  D.  Leavitt 1883 Cambridge,  Mass. 

John  E.  Sweet 1884 Syracuse,  N.  Y. 

J.  F.  HoLLOWAY 1885 Died  September  1,  1896 

Coleman  Sellers 1886 Died  December  28,  1907 

George  H.  Babcock 1887 Died  December  16,  1893 

Horace  See 1888 Died  December  14,  1909 

Henry  R.  Towne 1889 New  York,  N.  Y. 

Oberlin  Smith 1890 Bridgeton,  N.  J. 

Robert  W.  Hunt 1891 Chicago,  111. 

Charles  H.  Loring 1892 Died  February  5,  1907 

Eckley  B.  Cox 1892-1894 Died  May  13,  1895 

E.  F.  C.  Davis 1895 Died  August  6,  1895 

Charles  E.  Billings 1895 Hartford,  Conn. 

John  Fritz 1896 Bethlehem,  Pa. 

Worcester  R.  Warner 1897 Cleveland,  O. 

Charles  Wallace  Hunt 1898 Died  March  27,  1911 

George  W.  Melville 1899 Died  March  17,  1912 

Charles  H.  Morgan 1900 Died  January   10,   1911 

S.  T.  Wellman 1901 Cleveland,  O. 

Edwin  Reynolds 1902 Died  February  19,  1909 

James  M.  Dodge 1903 Philadelphia,  Pa. 

Ambrose  Swasey 1904 Cleveland,  O. 

John  R.  Freeman 1905 Providence,  R.  I. 

F.  W.  Taylor 1906 Philadelphia,  Pa. 

F.  R.  Hutton 1907 New  York,  N.  Y. 

M.  L.  Holman 1908 St.  Louis,  Mo. 

Jesse  M.  Smith 1909 New  York,  N.  Y. 

George  Westinghouse 1910 Pittsburgh,  Pa. 

E.  D.  Meier 1911 New  York,  N.  Y. 

HONORARY  COUNCILLORS 
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F.  R.  Hitton 1906 New  York,  N.  Y. 

M.  L.  Holman 1907 St.  Louis,  Mo. 
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E.  D.  Meiek 1910 New  York,  N.  Y. 
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EXECUTIVE  COINIMITTEE  OF  THE  COUNCIL 


Alex.  C.  Humphreys,  Chairman 

E.  D.  Meier,  Vice-Chairman 

F.  R.   HUTTON 


E.  B.  Katte 

Geo.  a.  Ourok 

H.  G.  Reist 


STANDING  COMMITTEES 

FINANCE 


R.  M.  Dixon  (1),  Chairman 
W.  H.  Marshall  (2) 


W.  D.  Sargent  (5) 
HOUSE 


F.  Blossom  (1),  Chairman 
E.  Van  Winkle  (2) 


L.  Waldo  (5),  Chairman 
W.  M.  McFarland  (1) 


W.  N.  Dickinson  (5) 
LIBRARY 

E.  G.  SpiLSBrRY  (4) 
.    MEETINGS 


C.  E.  LucKE  (1),  Chairman 
•  H.  DE  B.  Parsons  (2) 


H.  L.  Gantt  (5) 
MEMBERSHIP 


G.  J.  FoRAN  (1),  Chairman 
Hosea  Webster  (2) 


F.  R.  Low  (1),  Chairman 

G.  I.  RocKWooD  (2) 


H.  C.  Meyer,  Jr.  (5) 
PUBLICATION 

I.   E.    MOULTROP    (5) 

PUBLIC  RELATIONS 


J.  M.  Dodge  (4),  Chairman 
D.  C.  Jackson  (1) 


W.  R.  Warner  (5) 
RESEARCH 


R.  H.  Rice  (5),  Chairman 
R.  D.  Mershon  (1) 


H.   L.   DOHERTY    (3) 

W.  L^  Saunders  (4) 


H.    R.   COBLEIGH    (3) 
S.    D.   COLLETT   (4) 


C.  L.  Clarke  (2) 
Alfred  Noble  (3) 


W.  E.  Hall  (3) 
H.  E.  Longwell  (4) 


Theodore  Stebbins  (3) 

W.  H.   BOEHM   (4) 


G.  M.  Basford  (3) 
C.  I.  Earll  (4) 


J.  W.  Lieb,  Jr.  (2) 
F.  J.  Miller  (3) 


W.  F.  M.  Go.ss  (2) 
A.  L.  De  Leeuw  (3) 


R.  C.  Carpenter  (4) 

Note— Numbers  in  parentheses  indicate  number  of  years  the  member  has  yet  to  serve. 
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SOCIETY  REPRESENTATIVES 

AMERICAN  ASSOCIATION  FOR  ADVANCEMENT  OF  SCIENCE 
A.  C.  Humphreys  H.  G.  Reist 

ENGINEERING  EDUCATION 
A.  C.  Humphreys  F.  W.  Taylor 

INTERNATIONAL  ASSOCIATION  FOR  TESTING  METALS 
Charles  Kirchhoff 

JOHN  FRITZ  MEDAL 
W.  F.  M.  Goss  (1)  J.  A.  Brashear  (3) 

H.  R.  TowNE  (2)  F.  R.  Hutton  (4) 

LIBRARY  CONFERENCE  COMMITTEE 
Leonard  Waldo 

TRUSTEES  UNITED  ENGINEERING  SOCIETY 

Jesse  M.  Smith  (1)  "  A.  C.  Humphreys  (2) 

F.  J.  Miller  (3) 

Note — Numbers  in  parentheses  indicate  number  of  years  the  member  has  yet  to  serve. 


LOCAL  MEETINGS  OF  THE  SOCIETY 

MEETINGS  OF  THE  SOCIETY  IN  BOSTON 

E.  F.  Miller,  Chairman  Henry  Bartlett 
R.  E.  Curtis,  Secretary  R.  H.  Rice 

G.  F.  Swain 

■MEETINGS  OF  THE  SOCIETY  IN  NEW  YORK 

F.  H.  CoLViN,  Chairman  H.  R.  Cobleigh 
F.  A.  Waldron,  Secretary-Treasurer                                  Edward  Van  Winkle 

R.  V.  Wright 

MEETINGS  OF  THE  SOCIETY  IN  ST.  LOUIS 

E.  L.  Ohle,  Chairman  M.  L.  Holman 

F.  E.  Bausch,  Secretary  John  Hunter 

R.  H.  Tait 

MEETINGS  OF  THE  SOCIETY  IN  SAN  FRANCISCO 

A.  M.  Hunt,  Chairman  W.  F.  Durand 

T.  W.  Ransom,  Secretary  E.  C.  Jones 

Thos.  Morrin 

MEETINGS  OF  THE  SOCIETY  IN  PHILADELPHIA 

A.  C.  Jackson,  Chairman  J.  E.  Gibson 

D.  R.  Yarnall,  Secretary  W.  C.  Kerr 

T.  C.  McBride 

MEETINGS  OF  THE  SOCIETY  IN  NEW  HAVEN 

E.  S.  Cooley,  Chairman  .  F.  L.  Bigelow 
E.  H.  Lockwood,  Secretary                                                    L.  P.  Breckenridgb 

H.  B.  Sargent 

MEETINGS  OF  THE  SOCIETY  IN  CHICAGO 

Paul  M.  Chamberlain,  Chairman  H.  A.  Bogardus 

Paul  P.  Bird  G.  F.  Gebhardt 

A.  L.  Rice 

MEETINGS  OF  THE  SOCIETY  IN  CINCINNATI 

A.  L.  DeLeeuw,  Chairman  ^^  •  G.  Franz 

J.  T.  Faig,  Secretary  G.  W .  Galbraith 

L.  H.  Thullen 


SUB-COMMITTEES  OF  THE  COMMITTEE  ON 
MEETINGS 


J.  M.  Dodge,  Chairman 
L.  P.  AxFORD,  Secretary 
D.  M.  Bates 
H.  A.  Evans 


ADMINISTRATION 


H.  H.  Vaughan 
AIR  MACHINERY 


W.  O'Neil, 
V.  Conrad 


Chairman 


CEMENT  MANUFACTURE 

F.  W.  Kelley,  Chairman 

J.  G.  Bergquist,  Vice-Chairman 

W.  R.  Dunn 

Morris  Kind 

F.  H.  Lewis 

\V.  H.  Mason 

FIRE  PROTECTION 

J.  R.  P'reeman,  Chairman 
E.  V.  French,  Vice-Chairman 
Albert  Blauvelt 


R.  B.  Sheridan, 
C.  K.  Baldwin 
Alex.  C.  Brown 
O.  G.  Dale 


I.    H.    WOOLSON 

HOISTING  AND  CONVEYING 

Chairman 


Harry  Sawyer 
INDUSTRIAL  BUILDING 


Charles  Day,  Chairman 
William  Dalton 


C.  T.  Main 
IRON  AND  STEEL 


Jos.  MoKfiAN,  Chairman 
W.  P.  Baku  A 
F.  F.  Beall 
Rogers  Birnie 
A.  L.  Coluy 

MACHINE  SHOP  PRACTICE 
F.  E.  Rogers,  Chairman 

L.    D.    BUHLINGAME 

W.  L.  Clark 
A    L.  DeLeeuw 

W.    H.    DiEFENDORF 

F.  li.  Eberhakdt 


AN'iLFRED  Lewis 

W.  L.  Lyall 

W.  B.  Tardy 

H.  R.  TowNE 


AA'illiam  Prellwitz 
R.  H.  Rice 

R.  K.  Meade 

Ejnar  Posselt 

H.  J.  Seaman 

H.  Struckmann 

A.  C.  Tagge 

P.  H.  Wilson 

F.  M.  Griswold 

H.  F.  J.  Porter 

T.  W.  Ransom 


P.  J.  Fickinger 

F.  E.  Hulett 

Spencer  Miller 

A.  L.  Roberts 


J.  O.  DeWolf 
F.  B.  Gilbreth 


Julian  Kennedy 

M.  T.  Lothrop 

W.  E.  Snyder 

J.  T.  Wallis 

R.  M.  Watt 

F.  A.  Errington 

A.  J.  Fuller 

H.  D.  Gordon 

H.  K.  Hathaway 

Alex.  Kearney 

Wm.  Lodge 


RAILROADS 


E.  B.  Katte,  Chairman 

G.  M.  Basford 

W.  G.  Beslek 

A.  H.  Ehle 

T.  N.  Ely 

W.  F.  M.  Goss 


C  T.  Plunkett,  Chairman 
E.  W.  Thomas,  Secretary 

D.  M.  Bates 
John  Eccles 

E.  D.  France 


TEXTILES 


A.    L.    HUSIPFREYS 
W.    F.    KlESEL 

W.  B.  Potter 

N.  W.  Storer 

H.  H.  Vaughan 

R.  V.  Wright 

E.  F.  Greene 

F.   W.   HOBBS 

C.  R.  Makepeace 

C.  H.  Manning 

H.  F.  Mansfield 


SPECIAL   COMMITTEES 

CHANGES  IN  THE  PATENT  LAWS  OF  U.  S. 
W.  H.  Blauvelt  B.  F.  Wood 

CODE  OF  ETHICS 
C.  W.  Baker,  Chairman  E.  D.  Meier 

C.  T.  Main  Spencer  Miller 

C.  R.  Richards 

COMMITTEE  ON  COOPERATION  WITH  ENGINEERING  SOCIETIES 
C.  W.  Baker  E.  D.  Meier 

COMMITTEE  TO  FORMULATE  STANDARD  SPECIFICATIONS  FOR 
THE  CONSTRUCTION  OF  STEAM  BOILERS  AND  OTHER  PRES- 
SURE VESSELS  AND  FOR  CARE  OF  SAME  IN  SERVICE 


J.  A.  Stevens,  Chairman 
W.  H.  Boehm 
R.  C.  Carpenter 


G.  F.  Swain,  Chairman 
C.  W.  Baker 


Richard  Hammond 

C.  L.  Huston 

H.  C.  Meinholtz 


E.  F.  Miller 
CONSERVATION 


C.  W.  Rice 
CONSTITUTION  AND  BY-LAWS 
Jesse  M.  Smith,  Chairman 
G.  M.  Basford 

E.  D.  Meier 

ENGINEERING  STANDARDS 
Henry  Hess,  Chairman 


L.    \).    BURLINGAME 

M.  L.  Holman 


F.  R.  Hutton 
D.  S.  Jacobus 


J.  H.  Barr 


H.  G.  Stott,  Chairman 

A.    C.    ASHTON 


Charles  Day 
FLANGES 


J.  P.  Sparrow 
xi 


W.  M.  McFarland 
Wm.  Schwanhausser 


INCREASE  OF  MEMBERSHIP 
I.  E.  MouLTROP,  Chairman  W.  T.  Donnellt 

C.  W.  Aiken  J.  P.  Ilslet 
J.  V.  V.  CoLWELL  E.  B.  Katte 
R.  M.  Dixon                                                                               H.  S.  Wynkoop 

INVOLUTE  GEARS 
Wilfred  Lewis,  Chairman  E.  R.  Fellows 

Hugo  Bilgram  C.  R.  Gabriel 

C.  G.  Lanza 

KELVIN  MEMORIAL  COMMITTEE 

A.  C.  Humphreys,  ex-officio  Calvin  W.  Rice,  ex-offido 

I.  N.  HoLLis  Jesse  M.  Smith 

MYRIAWATT 
H.  G.  Stott  a.  F.  Ganz 

Carl  Schwartz 

ON  ARRANGEMENTS  LEIPZIG  MEETING  1913 

E.  D.  Meier,  Chairman  C.  W.  Baker 

J.  W.  Lieb,  Jr.,  Vice-Chairman  W.  H.  Wiley 

W.  F.  M.  Goss  A.  C.  HtTMPHREYS,  ex-o^cio 

Calvin  W.  Rice,   ex-officio 

PIPE  THREADS 

E.  M.  Herr,  Chairman  G.  M.  Bond 

W.  J.  Baldwin  S.  G.  Flagg,  Jr. 

L.  V.  Benet,  Representative  at  Paris  Conferences 

POWER  TESTS 

D.  S.  Jacobus,  Chairman  William  Kent 
G.  H.  Barrus,  Vice-Chairman  E.  F.  Miller 

E.  T.  Adams  Arthur  West 
L.  P.  Breckenridge  A.  C.  Wood 

REFRIGERATION 

D.  S.  Jacobus,  Chairman  E.  F.  Miller 
P.  De  C.  Ball                                                                            A.  P.  Trautwein 

G.   T.   VOORHEES 

RESEARCH  COMMITTEE.  SUB-COMMITTEE  ON  SAFETY  VALVES 
P.  G.  Darling  E.  F.  Miller 

H.  D.  Gordon  F.  L.  Pryor 

F.  M.  Whyte 

RESEARCH  COMMITTEE.     SUB-COMMITTEE  ON  STEAM 

R.  H.  Rice,  Chairman  W.  D.  Ennis 

C.  J.  Bacon  L.  S.  Marks 

E.  J.  Berg  J.  F.  M.  Patitz 

SOCIETY  HISTORY 
J.  E.  Sweet,  Chairman  F.  R.  Hutton,  Secretary 

H.   H.   SUPLEE 

STANDARD  CROSS-SECTION  SYMBOLS 
H.  deB.  Parsons,  Chairman  A.  E.  Norton 

F.  deR.  Furman  Bradley  Stoughton 

John  W.  Upp 


STANDARDIZATION  OF  CATALOGUES 
Wm.  Kent,  Chairman  M.  L.  Cooke 

J.  R.  BiBBiNs  W.  B.  Snow 

STUDENT  BRANCHES 
F.  R.  HuTTON,  Chairman  Wm.  Kent 

Geo.  a.  Oruok 

TELLERS  OF  ELECTION 

W.  T.  Donnelly  G.  L.  Hoxik 

Theo.  Stebbins 
TOLERANCES  IN  SCREW  THREAD  FITS 
L.  D.  BuRLiNGAME,  Chairman  A.  A.     Fuller 

Elwood  Burdsall  James  Hartness 

F.  G.  CoBURN  H.  M.  Leland 

F.  H.  CoLViN  W.  R.  Porter 

F.  O.  Wells 

OFFICERS  OF  THE  GAS  POWER  SECTION 

1912 

CHAIRMAN  SECRETARY 

H.  J.  K.  Freyn  Geo.  A.  Orrok 

GAS  POWER  EXECUTIVE  COMMITTEE 
F.  R.  Hutton  (1),  Chairman  Max  Rotter  (1) 

F.  R.  Low  (3)  H.  F.  Smith  (1) 

I.  E.  Moultrop  (5)  H.  H.  Suplee  (2) 

H.  E.  Longwell  (1) 

GAS  POWER  COMMITTEE  ON  MEETINGS 

Wm.  T.  Magruder,  Chairman  A.  H.  Goldingham 

W.  H.  Blaxjvelt  Nisbet  Latta 

E.  D.  Dreyfus  H.  B.  Macfarland 

GAS  POWER  MEMBERSHIP  COMMITTEE 
A.  F.  Stillman,  Chairman  J-  H.  Norris 

H.  V.  O.  Goes  G.  M.  S.  Tait 

J.  H.  Lawrence  J-  D-  Shaw 

F.  S.  King  H.  W.  Anderson 

C.  D.  Smith 
GAS  POWER  LITERATURE  COMMITTEE 
R.  B.  Bloemeke,  Chairman  ^^■■  S.  Morrison 

A.  W.  H.  Griepe  S.  L  Oesterreicher 

H.  S.  Isham  .  S-  O-  Sandell 

J.  Maibaum  '  H.  G.  Wolfe 

W.  F.  Monaghan  >*'•  J-  VOUNQ 

OFFICERS  OF  AFFILIATED  SOCIETY 

PROVIDENCE  ASSOCIATION  OF  MECHANICAL  ENGINEERS 
T.  M.  Phetteplace,  President  W.  H.  Paine,  Vice-President 

J.  A.  Brooks,  Secretary  A.  H.  Whatley,  Treasurer 

Note — Numbers  in  parenthesea  indicate  number  of  years  the  member  has  yet  to  serve. 
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OFFICERS  OF  STUDENT  BRANCHES 


INSTITUTION 


DATE 
AUTHORIZED 
BY  COUNCIL 


HONORABT 
CHAIRMAN 


CHAIRMAN 


CORRESPONDma 
8ECRETART 


Armour  Inst,  of  Tech. 

Chicago,  III. 
Brooklyn  Poly  Inst. 

Brooklyn,  X.  Y. 
Columbia  University 

New  York 
Cornell  University 

Ithaca,  N.  Y. 
Lehigh  University 

South  Bethlehem,  Pa. 
Lcland  Stanford  Jr. 

Univ.,  Palo  Alto,  Cal. 
Mass.   Inst,  of  Tech. 

Boston,  Mass. 
New  York  University 

New  York 
Ohio  State  University 

Columbus,  Ohio 
Penna.  State  College 

State  College,  Pa. 
Purdue  University 

Lafayette,  Ind. 
Rensselaer  Poly.  Inst. 

Troy,  X.  Y. 
State  Univ.  of  Ky. 

Lexington,  Ky. 
Stevens  Inst,  of  Tech. 

Hobokt-n,  X.  J. 
Syracus<'   I'niversity 

SjTacu  e.  N.  Y. 
Univ.  of  Arkansas 

Fayetteville,  Ark. 
Univ.  of  California 

Berkeley,  Cal. 
Univ.  of  Cincinnati 

Cinfinnati,  Ohio 
Univ.  of  Illinois 

Urbana,  III. 
UniverNity  of  Kansas 

Lawrence,  Kan. 
Univ.  of  Maine 

Orono,  Me. 
Univ.  of  Missouri 

Columbia,  Mo. 
Univ.  of  Nebraska 

Lincoln,  Neb. 
Univ.  of  Wi.soonsin 

Madinon,  Wis. 
Washingtim  University 

St.  Louis,  Mo. 
Yale  University 

New  Haven,  Conn. 


Mar.  9.  1909 
Mar.  9,  1909 
Nov.  9,  1909 
Dec.  4.  1908 
June  2,  1911 
Mar.  9,  1909 
Nov .  9,  1909 
Nov.  9,  1909 
Jan. 10,  1911 
Nov.  9,  1909 
Mar.  9,  1909 
Dec.  9,  1910 
Jan.lO,  1911 
Dec.  4,  1908 
Dec.  3,  1912 
Apr.l2.  1910 
Feb.13,  1912 
Nov.  9,  1909 
Nov.  9,  1909 
Mar.  9,  1909 
Feb.  8,  1910 
Dec.  7,  1909 
Dec.  7,  1909 
Nov.  9,  1909 
Mar.10,1911 
Oct.ll,  1910 


G.  F.  Gebhardt 
\V.  D.  Ennis 
Chas.  E.  Lucke 
R.  C.  Carpenter 
H.  A.  S.  Howarth 
W.  F.  Durand 

E.  F.  Miller 

C.  E.  Houghton 
Wm.  T.  Magruder 
J.  P.  Jackson 
G.  A.  Young 

A.  M.  Greene,  Jr. 

F.  P.  Anderson 
Alex.  C.  Humphreys 
W.  E.  Ninde 

B.  N.  Wilson 
Joseph  N.  Le  Conte 
J.  T.  Faig 

W.  F.  M.  Goss 
F.  W.  Sibley 
Arthur  C.  Jewett 
H.  Wade  Hibbard 
J.  D.  Hoffman 
A.  G.  Christie 
E.  L,  Ohle 
L.  P.  Breckenridge 


E.  R.  Burley,  Jr. 

B.  L.  Huestis 
E.  M.  Stone 
S.  D.  Mills 
E.  E.  Finn 

C.  W.  Scholefield 
J.  G.  Russell 

R.  H.  Neilan 
J.  F.  Blank 
A.  W.  Kimmel 
E.  Kneass 
R.  R.  Taliaferro 
J.  H.  Vander  Veer 
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By  Residence 

December  31,  1912 

Membership  in  United  States 4268 

Membership  in  foreign  countries 269 

Present  address  unknown 5 

Total  membership 4542 

By  Grades 

Honorary  Members 19 
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Total  membership 4542 
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THE  AMERICAN    SOCIETY   OF 
MECHANICAL     ENGINEERS 

VOLUME  34—1912 

This  voliiine  comprises  a  record  of  llie  i)roceedings  of  The 
American  Society  of  Mechanical  P^ngineers  for  191'2  and  is  main- 
ly devoted  to  the  two  general  meetings  of  the  Society  laiown  as 
the  Spring  and  Annual  Meetings.  Brief  reference  is  made  to  the 
various  local  meetings  held  throughout  the  year  and  in  cases 
where  papers  presented  locally  have  later  been  assigned  to  the 
Spring  or  Annual  Meetings  they  appear  in  this  volume.  An  ac- 
count of  the  main  events  connected  with  the  work  of  the  Society 
is  given  in  the  annual  report  of  the  Council,  beginning  im  page  4. 
The  reports  of  the  standing  committees  and  a  more  complete  ac- 
count of  many  of  the  activities  will  be  found  in  The  Journal, 
issued  monthly  by  the  Society. 

ALEXANDER  CROMBIE   HUMPHREYS 

At  the  Annual  Meeting  1911,  Alexander  Crombie  Humphreys 
was  elected  President  of  The  American  Society  of  Mechanical 
Engineers  for  the  ensuing  year,  and  the  work  of  his  administra- 
tion is  comprised  in  this  volume. 

Dr.  Humphreys,  who  is  the  second  president  of  Stevens  Insti- 
tute of  Technoh  gy,  was  born  in  P^linburgh,  March  30, 
1851.  He  came  to  this  country  at  the  age  of  eight  and  was  edu- 
cated in  his  father's  private  school.  Boston.  Mass.  When  fourteen 
years  old  he  passed  a  preliminary  test  examination  for  the  United 
States  Naval  Academy,  but  was  disqualified  on  account  of  his 
youth.    He  then  entered  a  Boston  insurance  office.    In  1866  he  re- 
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moved  to  New  York,  where  he  secured  employment  with  the  New 
York  Guaranty  &  Indemnity'  Company,  and  in  a  few  years  was 
made  receiving  teller  and  assistant  bookeeper.  In  1872  he  be- 
came secretary-treasurer,  and  shortly  afterwards  superintendent 
of  the  Bayonne  &  Greenville  Gas  Light  Company.  For  years  he 
had  spent  much  of  his  spare  time  working  with  tools,  and  he  now 
came  in  touch  with  mechanical  undertakings  as  secretary  of  the 
building  committee  of  his  company.  Upon  the  completion  of  the 
plant  he  was  offered  the  position  of  secretary  and  treasurer. 
Three  years  later  he  recognized  his  need  of  a  technical  course  at 
Stevens  Institute,  and  presented  himself  at  recitations  and  lec- 
tures two  mornings  of  each  week,  doing  the  prescribed  work  of 
the  institute  at  home.  During  the  next  four  years  he  kept  up  with 
liis  class,  attended  to  his  ])usiness  duties  and  supported  his  wife 
and  two  children.  In  1881  the  president  and  the  faculty  of  the  in- 
stitute passed  a  formal  resolution  congratulating  him  upon  his 
success  under  these  exceptional  conditions.  Shortly  after  his 
graduation  he  accepted  the  office  of  chief  engineer  of  the  Pintsch 
Lighting  Company,  for  which  lie  l)uilt  many  oil-gas  works,  con- 
ducted exporiirental  work  (m  a  large  scale,  and  perfected  an  or- 
ganization for  carrying  on  the  business.  In  elanuary  1885,  he  be- 
came supprinlpndont  of  construction  of  the  United  Gas  Improve- 
ment Company  of  Philadelphia,  and  within  a  few  months  was  its 
general  superintendent  and  chief  engineer.  Under  a  uniform 
system  of  management  and  control  developed  by  him,  many 
properties  were  operated  from  Philadelphia.  Early  in  1892,  in 
association  with  Arthur  G.  Glasgow,  he  established  the  London 
firm  of  Humphreys  &  Glasgow,  consulting  gas  engineers,  which 
was  successful  from  the  start.  This  firm  designed  and  con- 
structed the  carbureted  water  gas  plant.  Other  works  constructed 
by  Humphreys  &  Glasgow  ai"e  now  in  opoi'ation  in  all  parts  of  the 
world  except  North  America.  Here  Mr.  Humphreys  built  n  any 
plants  as  chief  engineer  of  the  United  Gas  Improvement  Com- 
pany. T"''pon  his  resignation  from  the  Ignited  Gas  Improvement 
Company,  two  years  later,  he  formed  the  New  York  firm  of 
Humphreys  &  Glasgow,  which  has  been  equally  prominent  in  the 
Amorir-nn  field.  The  specialty  of  gas  engineering  presents  tech- 
niciil  diffirnlties  that  few  people  appreciate,  but  since  entering  the 
field  of  consultant  practice  Mr.  Humphreys  has  achieA'ed  a  repu- 
tation far  beyond  the  confines  of  this  branch.    When  the  presi- 
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dency  of  Stevens  Institute  was  rendered  vacant  by  tlie  death  of 
Henry  Morton,  the  faculty  unanimously  petitioned  the  Board  of 
Trustees  to  elect  Mr.  Humphreys,  and  this  action  was  seconded 
by  many  of  the  alumni  individually,  who  urged  his  appointment 
as  a  man  of  broad  sympathies,  an  able  administrator,  and  a 
thorough  man  of  all'uirs.  He  was  elected  June  5,  190l!.  As  presi- 
dent of  this  great  school  of  practical  knowledge  he  is  doing  more 
good  than  can  be  readily  measured;  his  outspoken  criticisms  of 
tocluiical  education,  as  viewed  in  some  quarters,  have  already 
caused  a  profound  conviction  of  the  need  of  more  thoroughness 
and  less  display.  The  University  of  l*ennsylvania  has  since  con- 
ferred upon  Mr.  Humphreys  the  honorary  degree  of  Sc.D.,  and 
the  honorary  degree  of  LL.D.  has  been  C(jnferred  upon  him  by 
Columbia  University,  New  York  University  and  Princeton  Uni- 
versity. 

In  1907  Dr.  Humphreys  succeeded  Bayard  Dod  as  president  of 
the  Board  of  Trustees  of  Stevens  Institute.  He  is  now  president 
of  the  Buffalo  Gas  Company'.  He  is  a  member  of  the  American 
Institute  of  Mining  Engineers,  of  the  American  Institute  of  Elec- 
trical Engineers,  the  American  Society  of  Civil  P>ngineers,  the 
Institution  of  Civil  Engineers,  the  British  Association  for  the 
Advancement  of  Science,  and  the  American  Association  for  the 
Advancement  of  Science;  past-president  of  the  American  Gas 
Light  Association  and  of  the  American  Gas  Institute,  the  Ivobert 
Burns  Society,  New  York,  the  Canadian  Society,  New  York,  and 
the  National  Society  for  the  Promotion  of  Industrial  Education; 
president  of  the  Engineers'  Clulj  of  New  York;  a  member  of  the 
National  Society  for  the  Promotion  of  Engineering  Education, 
and  of  the  Union  League,  Century,  Lotos,  Law3^ers'  and  Chem- 
ists' Clubs  of  New  York;  vice-president  of  the  St.  Andrew's 
Society,  New  York;  a  member  of  the  Universit}'^  Club,  Phila- 
delphia, and  many  other  societies  Avorking  in  public  interest;  a 
member  of  the  Chamber  of  Commerce,  New  York,  and  presi- 
dent of  Humphreys  &  Miller,  Inc.,  New  York,  successors  to 
Himiphreys  &  Glasgow. 


ANNUAL  REPORT  OF  THE   COUNCIL 

The  activities  of  the  Society  for  the  year  1911-1912  have 
covered  a  wide  scope.  Prominent  among  them  has  been  coopera- 
tion with  other  societies.  For  this  purpose  a  conference  com- 
mittee has  been  formed,  consisting  of  two  appointees  each  from 
the  American  Society  of  Civil  Engineers,  the  American  Insti- 
tute of  Mining  Engineers,  the  American  Institute  of  Electrical 
Engineers  and  The  American  Society  of  Mechanical  Engineers, 
whose  province  it  is  to  bring  to  the  attention  of  their  respective 
organizations  for  action  matters  of  importance.  The  Society 
has  also  cooperated  with  other  organizations  and  appointed  com- 
mittees to  assist. 

A  Committee  on  Engineering  Standards  has  been  formed, 
with  which  the  prominent  engineering  societies  of  the  world 
have  been  asked  to  cooperate,  to  establish  a  clearing  house  for 
the  issuance  of  information  respecting  standards  for  the  en- 
gineering profession. 

At  various  functions  during  the  year,  the  Society  has  been 
represented  by  the  following  Honorary  Vice-Presidents,  ap- 
pointed by  the  Council:  William  M.  Rice  Institute,  Houston, 
Texas,  W.  B.  Tuttle;  Fourth  National  Conservation  Congress, 
George  M.  Brill  and  W.  B.  Jackson;  American  Electric  Railway 
Association,  R.  W.  Hunt  and  C.  J.  Davidson;  International 
Rubber  Conference,  E.  B.  Katte;  International  Conference  on 
Hygiene  and  Demography,  H.  de  B.  Parsons  and  T.  Kennard 
Thompson;  Pratt  Institute  Commencement  Exercises,  C.  W. 
Obert ;  Carnegie  Institute  of  Technology,  O.  P.  Hood ;  National 
Waterways  Commission,  H.  G.  Stott;  International  Congress 
of  Navigation,  Wm.  T.  Donnelly;  American  Academy  of  Politi- 
cal and  Social  Science,  Geo.  W.  Melville,  C.  M.  Day,  J.  M.  Rusby. 

Ties  with  organizations  abroad  as  well  as  at  home  are  con- 
tinually being  strengthened  by  the  Society's  policy  of  coopera- 
tion.    During  the  year  the  Society  has  participated  in  the  erec- 
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tion  of  a  memorial  window  at  AVestminster  Abbey  to  the  mcMiiory 
of  Lord  Kt'hiii.  uikUt  tho  auspices  of  the  Institution  of  Civil 
Engineers,  $600  havin<;  been  subscribed  bv  members  of  the  Society 
for  this  purpose.  In  April  of  this  year,  the  members  of  the  Ger- 
man Museum  Commission  apjiointed  to  study  important  enjjineer- 
ing  achievements  in  America,  were  given  the  greetings  of  the  So- 
ciety at  a  meeting  in  the  Engineering  Societies  Building,  and  in 
the  various  cities  visited  were  assisted  by  committees  of  the  mem- 
bership formed  for  the  purpose.  An  invitation  to  participate 
in  a  meeting  of  the  Verein  deutscher  Ingenieure  in  Leipzig  in 
the  sumu'er  of  1913  has  been  accepted  l)y  the  Council  and  active 
preparations  for  the  trip  have  been  begun  by  the  Committee  of 
Arrangements,  Col.  E.  D.  Meier,  chairman. 

Within  the  Society  itself  new  activities  have  been  undertaken. 
As  a  result  of  an  earnest  consideration  by  the  Council  of  ways 
and  means  of  extending  the  membership,  a  committee  on  In- 
crease of  Membership,  I.  E.  Moultrop,  chairman,  was  appointed 
early  in  the  year.  This  committee  has  cooperated  with  the 
Membership  Committee  in  seeking  to  invite  only  those  qualified 
for  admission  from  among  those  prominent  in  the  profession  and 
if  possible  increasing  rather  than  lowering  in  any  way  the  pre- 
sent high  standard  of  membership.  The  proposed  amendments  to 
the  Constitution  provide  an  additional  engineering  grade,  mak- 
ing the  several  grades  of  membership  similar  to  the  more  im- 
portant American  and  English  societies  and  simplifying  the 
method  of  election  in  accordance  with  these  same  prominent 
organizations.  The  proposed  engineering  grade  is  that  of  As- 
sociate-Member, intermediate  between  Member  and  Junior,  and 
election  by  the  Council  is  proposed  to  be  substituted  for  election 
by  the  memliership. 

Honorary  membership  has  been  conferred  during  the  year 
upon  Anatole  Mallet  of  Paris,  Carl  Gustav  Patrick  DeLaval. 
Stockholm.  Rudolj^h  Diesel.  Munich,  and  Oskar  von  Miller. 
Munich.  The  death  of  George  "Wallace  Melville.  Past-Pre,sident 
and  Honorary  Member,  is  reported  with  regret. 

The  following  table  shows  the  changes  in  membership  for 
the  fiscal  year,  October  1,  1911,  to  October  1,  1912,  in  distinction 
from  the  administration  year  which  the  rest  of  the  report 
covers : 


SOCIETY    AFFAIRS 
MEMBERSHIP  FOR  FISCAL  YEAR  (OCT.   1,   1911-OCT.   1,   1912) 


Oct.  1, 
1911 

Losses 

Additions 

Net 
de- 
crease 

Net 
in- 
crease 

Grade 

1 

2 

H 

r 

§ 
2 

H 

a 
o 

S  "1 

s  s 

.3  a 

Oct.  1, 
1912 

Honorary 

Members 

Associates 

Juniors 

16 

2702 

370 

919 

1 
13 
43 

19 
4 
17 

30 
10 
28 

1 

27 
4 
2 

54 
2 

1 

3 

278 

16 

175 

4 
1 

13 

2 
259 

87 

18 

2961 

357 

1006 

Total 

4007 

57 

40 

68 

34 

57 

472 

5 

335 

4342 

Affiliates    Gas 
Power  Section. 

Affiliates     Stu- 
dent Section. . 

134 
635 

8 

87 

126 

722 

The  University  of  California  has  been  added  to  the  list  of 
student  branches,  which  now  number  25.  The  total  number  of 
student  aniliatcs  is  now  722.  The  Committee  on  Student  Branches, 
Prof.  F.  R.  Ilutton,  chairman,  has  been  increased  by  the  addition 
of  AVm.  Kent  and  (Jeorge  A.  Orrok,  witli  the  intent  that  through 
tliis  onhirged  committee  visits  can  be  made  to  the  several  branches. 

An  important  step  with  reference  to  local  meetings  of  the 
Society  was  taken  at  the  Spring  Meeting  in  Cleveland,  after 
conference  with  representatives  of  the  several  cities  where  meet- 
ings are  held.  The  policy  adopted  was  to  extend  the  rules  for 
professional  sections  making  them  applicable  to  geographical 
sections.  Upon  approval  of  the  Council  local  meetings  may 
now  be  considered  geographical  groups,  with  the  local  committee 
in  responsible  charge.  A  close  relation  between  the  Society's 
headquarters  and  those  of  the  several  centers  is  maintained  by 
the  interchange  of  papers.  Under  these  provisions  meetings  as 
geographical  groups  are  now  being  conducted  in  San  Francisco, 
St.  Louis  find  Cincinnati. 

The  Council  reports  the  final  adoption  of  amendments  to  the 
By-Laws  and  Eulos,  as  follows: 

B  18  The  Coiincil  nt  niiy  ineeffiig  may,  in  its  discretion,  permanently 
remit  tlie  fines  of  nny  Member  of  the  Society  who  has  paid  thirty  years' 
dties,  or  who  shnll  have  reached  the  age  of  seventy  years  after  having  paid 
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twenty-live  years'  dues,  provided  tbut  notice  of  sutb  proposed  actiou  shall 
have  been  giveu  at  a  previous  meetiug  of  tbe  Council  and  tbe  Committee  on 
Membersbip  sball  bave  concurred  in  recommending  tbat  tbis  actiou  be 
taken.  Tbe  Council  may,  in  its  discretion,  restore  to  membersbip  any  per- 
son dropped  from  tbe  rolls  for  non-payment  of  dues,  or  otberwise,  upon 
sucb  terms  and  conditions  as  it  may  at  tbe  time  deem  best  for  tbe  interests 
of  tbe  Society. 

R  13  Tbe  features  of  tbe  program  outside  of  tbe  professional  and 
business  sessions  to  be  provided  for  tbe  members  and  guests  at  any  meet- 
ing of  tbis  Society  in  any  city  sball  be  in  cbarge  of  a  Local  Committee,  sub- 
ject, bowever,  to  tbe  general  approval  of  tbe  Committee  on  Meetings.  Tbe 
President's  reception  of  tbe  annual  meeting  sball  be  in  cbarge  of  tbe  House 
Committee  under  tbe  general  supervision  of  tbe  Committee  on  Meetings. 

PKOFESSIONAL    SECTIONS    AND    GEOGKAPHICAL    GROUPS 

R  19  A  professional  section  or  a  geographical  group  of  tbe  Society  sball 
consist  of  Honorary  Members,  Members,  Associates,  and  Juniors  of  Tbe 
American  Society  of  Meduinical  Engineers  and  of  other  persons  to  be  des- 
ignated Atfiliates  as  beieinafler  described. 

R  20  A  professional  section  of  Tbe  American  Society  of  Mechanical 
Engineers  may,  with  tbe  approval  of  tbe  Council,  be  ori?anized  for  tbe  con- 
sideration of  any  engineer! ni;,  .scienf itic,  or  professional  topic,  provided  that 
a  number  satisfactory  to  tiie  Council,  of  members  of  Tbe  American  Society 
of  Mechanical  Engineers,  unite  in  uuiking  written  request  for  sucb  an 
organization.     A   similar   procedure   shall   apply   to   geographical   groups. 

Sucb  a  section  or  group  sball  be  designated  as Section  or Group 

of  Tbe  American  Society  of  Mechanical  Engineers, — the  blank  being  filled 
by  tbe  topic  specialized  or  name  of  locality. 

R  21  Tbe  provisions  of  the  Constitution,  By-Laws,  and  Rules  of  The 
American  Society  of  Mechanical  Engineers,  and  the  preceileuts  of  the  So- 
ciety with  respect  to  professional  sessions  for  tbe  discussion  of  papers,  shall 
cover  tbe  procedure  of  tlie  i)rofessioual  sections  or  geographical  groups 
except  tbat  no  meeting  of  a  section  or  group  sball  be  considered  a  meeting 
of  the  Society  as  a  whole. 

R  22  For  the  convenient  conduct  of  its  professional  affairs  the  section 
or  group  shall  oi'ganize  an  Executive  Committee  of  five  members  of  tbe 
Society,  under  tbe  general  direction  of  tbe  Council.  Sucb  olhcers  as  tbe 
section  or  group  shall  recpiire  nnist  be  selected  from  tbe  membershii)  of  tbe 
Society.  Other  connnittei's  f)f  tbe  section  or  group  shall  he  appointed  by  Its 
Executive  Committee. 

R  23  Tbe  Executive  Committee  of  tbe  section  or  group,  subject  to  tbe 
approval  and  direction  of  tbe  Secretary  of  tbe  Society,  shall  designate  a 
Secretary  of  tbe  section  or  group,  whose  duties  sball  be  those  usually 
attaching  to  the  Secretary  of  a  professional  session,  and  who  shall  also  see 
'hat  the  discussions  of  papers  are  satisfactorily  reporte<l  and  transmitted 
to  tbe  Secreti^ry  of  the  Society. 

R  24  Expenditures  for  tbe  purpose  of  a  section  or  group  chargeable  to 
tbe  Society  must  be  authorized  by  the  Socn-tary  of  tbe  Society  before  they 
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iiie  iiKUi-red,  and  must  lie  pruvidiHl  for  in  the  estimate  and  budget  approved 
by  the  Council.  Xo  liability  otherwise  incurred  shall  be  binding  on  the 
Society.  Any  expenditure  not  so  provided  must  be  met  by  the  section  or 
tjroup  itself. 

K  I'D  Engineers  and  others  not  mcmbors  of  The  American  Society,  but 
desiring  to  participate  in  the  meeting  of  the  section  or  group,  may  enroll 
themselves  as  aftiliates  as  heretofore  provided,  with  the  approval  of  the 
Executive  Committee  of  the  section  or  group.  Such  atflliates  shall  have 
the  privilege  of  presenting  i»:ipcrs  and  taking  part  in  the  discussions.  They 
shall  pay  $5  per  annum,  which  shall  be  due  and  payable  in  advance,  on 
October  1st  of  each  year  of  their  enrollment,  and  shall  thereby  be  entitled 
to  receive  the  regular  issues  of  The  Journal  for  a  period  covered  by 
their  dues. 

It  2(i  The  Council  of  The  American  Society  of  Mechanical  Engineers 
may,  at  sixty  days  notice,  suspend  or  disband  any  section  or  group. 

Committee  activity  1ms  been  narked  thix)iighout  the  year 
and  the  ad\ance  which  the  Society  is  making  has  come  about 
tlirough  the  earnest  work  of  the  standing  and  special  conynittees. 
Full  details  appear  in  the  separate  reports  of  the  committees 
published   in  The   Journal   for   December,   1912. 

The  task  of  completing  the  series  of  pictures  of  Honorary 
Members  has  progressed  under  the  care  of  the  House  Committee, 
and  twenty-two  of  these  portraits  are  now  hung  upon  the  walls 
of  the  Society's  rooms.  To  this  committee  has  been  assigned 
the  duties  in  connection  with  the  President's  Reception  given 
each  year  at  the  Annual  Meeting. 

Through  the  initiative  of  the  Library  Committee  amendments 
to  the  By-Laws  of  the  United  Engineering  Society  have  been 
prepared  and  have  received  the  approval  of  the  Boards  of 
each  of  the  Societies  comprising  the  United  Engineering  Society, 
whereby  a  common  administration  of  the  joint  libraries  of  the 
American  Institute  of  Mining  Engineers,  the  American  Insti- 
tute of  Electrical  Engineers  and  The  American  Society  of  Me- 
chanical Engineers,  may  be  secured,  making  possible  greater 
efficiency  in  the  joint  lil)rary  service,  together  with  symmetry 
of  the  several  collections,  so  that  there  may  be  no  duplication 
of  cfTort. 

It  mny  be  of  interest  to  add  that  this  policy  has  been  in  the 
mind  of  the  Tru.stees  from  the  start  of  the  plans  for  the  building 
in  H>0|.  Ii  was  especially  dear  to  the  broad  intelligence  and  am- 
bitions of  the  Inte  Charles  Wallace  ITiint.  Past-President  of  the 
Society  and  one  lime  President  of  the  Board  of  Trustees,  but  he 
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saw  that  during  his  life  time  tlie  time  was  not  ripe  for  its  ac- 
complishment. It  is  pathetic  that  within  a  year  after  his  death 
this  shouUl  have  come  to  fruition,  and  he  not  able  to  enjoy  the 
.satisfaction  it  would  have  atforded  him. 

An  important  advance  movement  has  been  undertaken  by  the 
Committee  on  Meetings  in  the  appointment  of  six  additional 
sub-committees,  covering  various  phases  of  mechanical  engineer- 
ing, with  the  idea  of  securing  increased  service  through  the 
assistance  of  specialists  who  will  report  developments  in  their 
respective  fields.  There  are  now  ten  of  these  sub-committees, 
covering  Administration,  Air  Machinery,  Cement  Manufacture, 
Fire  Protection,  Hoisting  and  Conveying,  Industrial  Building, 
Iron  and  Steel,  Machine  Shop  Practice,  Railroads,  and  Textiles. 

Due  to  the  rapid  growth  of  the  Society,  the  work  of  the  Pub- 
lication Committee  has  become  increasingly  difficult,  particularly 
as  regards  Transactions,  there  being  sufficient  important  material 
to  fill  a  two  volume  edition.  The  Council  has  concurred  in  the 
recommendation  of  the  committee  that  an  index  to  Transac- 
tions, comprising  volumes  1  to  30  inclusive,  be  published,  and  an 
appropriation  has  been  secured  for  the  purpose.  The  subscrip- 
tion price  of  The  Journal  has  been  reduced  to  $2  a  year  to  mein- 
bers  and  affiliates  and  $3  a  year  to  non-members.  This  publica- 
tion has  been  entirely  self-supporting  during  the  year  and  has 
continually  sought  to  enlarge  its  field  of  activity  and  usefulness, 
so  as  to  present  a  complete  record  of  mechanical  engineering. 

A  total  of  865  applications  for  membership  have  been  re- 
ceived by  the  Membership  Conmiittee  during  the  fiscal  year,  of 
which  694  have  been  recommended  for  membership.  Eight 
former  members  have  also  been  reinstated.  The  Committee 
have  adopted  a  simpler  form  of  application  and  reply  blank 
which  will  more  readily  meet  its  requirements. 

A  special  committee  on  Code  of  Ethics  has  been  appointed 
by  the  Council,  following  the  example  of  other  societies,  to  con- 
sider the  formation  of  such  a  code. 

The  special  committee  on  Flanges  has  cooperated  with  the 
National  Association  of  Master  Steam  and  Hot  Water  Fitters 
in  formulating  the  1912  schedule  of  standard  weight  and  extra- 
heavy  flanges  and  flanged  fittings.  This  has  been  adopted  by  the 
Government  in  several  of  its  departments  and  by  numerous 
organizations. 
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As  a  result  of  interest  awakened  in  the  subject  of  measurement 
of  taps,  bolts  and  screws,  a  committee  has  been  appointed  to 
take  up  the  matter,  whose  duty  it  shall  be  to  prescribe  the  per- 
missible tolerances  in  the  commercial  manufacture  of  these  pro- 
ducts, including  their  measurement. 

The  committee  on  Standard  Cross- Sections  and  Symbols  will 
report  at  the  Annual  Meeting  on  standards  for  drawings  to 
indicate  the  materials  used. 

Upon  invitation  of  the  Patent  Law  Association,  a  conference 
was  held  in  Washington  at  which  the  Society  was  represented, 
together  with  several  other  national  societies.  The  Committee 
on  Patoiit  Law.  AV.  IT.  Blauvelt  and  B.  F.  AVood.  has  l)een  con- 
tinued so  that  it  may  attend  any  conferences  which  may  arise  and 
participate  in  any  developments,  reporting  to  the  Society  as  the 
necessity  may  arise. 

At  the  Annual  Meeting  the  very  complete  and  remarkable 
report  of  the  Committee  on  Power  Tests  will  be  presented  and 
thus  bring  up  to  date  and  extend  the  present  reports  of  the 
Society  on  these  subjects. 


No.  1346 

MEETINGS  JANUARY-JUNE 

MEETINGS  PKE\'10US  TO  THE  SPKING  MEETliNG 

NKW    VOUK,   JANUAHV   y 

A  '•  get-together  "  n.eeting  for  a  statement  of  plans  and  policies 
b}'  members  of  the  various  standing  committees  and  of  the  Com- 
mittee on  Meetings  in  New  York,  and  for  discussion  of  these 
policies.  A  full  account  of  the  meeting  was  published  in  The 
Journal  for  Februaiy  11)12. 

noSTON,   JANUAUY    IT. 

Annual  Engineers  Dinner,  under  the  auspices  of  the  Boston 
Society  of  Civil  Engineers,  the  Boston  Section  of  the  American 
Institute  of  Electrical  Engineers,  and  of  this  society.  Chas  T. 
Main,  Mem.  Am.  Soc.  M.  K.,  president  of  the  Boston  Society  of 
Civil  Engineers  presided,  and  addresses  were  given  by  Ira  N. 
Hollis,  Mem.  Am.  Soc.  M.  E..  [)resident  of  the  P^ngineers  Club  of 
Boston;  (ieneral  Hugh  liancroft,  chairman  of  the  Directors  of 
the  Port  of  Boston;  I^rof.  W.  C.  Sabin,  Dean  of  the  Graduate 
School  of  Applied  Science  of  Harvard;  Dr.  Richard  C.  Mac- 
laurin,  president  of  Massachusetts  Institute  of  Technology;  and 
President  F.  W.  Hamilton  of  Tufts  College.  The  greetings  of 
the  national  engineering  societies  were  extended  by  Admiral  M. 
T.  Endicott.  ])resident  of  the  American  Society  of  Civil  En- 
gineers, Col.  E.  D.  Meier,  past-president  and  honorary  vice-presi- 
dent of  The  American  Society  of  ^lechanical  Engineers,  and  Dr. 
Gano  S.  Dunn.  j)resident  of  the  American  Institute  of  Electrical 
Engineers.  The  Journal  for  Febiuary  1!)1"2  contains  a  more 
detailed  account  of  this  meeting. 

ST.   LOUIS,   FKBUUAHV   7 

A  Comparison  of  Air  Breaking  Systems  for  Urban  Electric 
.Railway  Cars:     Paji.er  by  Charles  W.   Young  and  Charles  A. 
Hobein,  of  the  United  Railways  Company.  St.  Louis. 

11 
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An  abstract  of  this  paper  and  the  discussion  appear  in  The 
Journal  for  July  1912. 

NEW  YORK.  FEBRUARY  13 

Design  and  Mechanical  Features  of  the  California  Gold 
Dredge:  Paper  by  Kobert  E.  Cranston.  Published  in  this 
volume. 

I'llILADELPlIIA,  FEBRUARY  14 

Address  by  Charles  Y.  Knight,  on  his  invention,  the  Knight 
silent  motor. 

BOSTON,   FEBRIARY   IC. 

Aviation:  Paper  by  Albert  A.  Merrill,  embodying  the  results 
of  his  extended  study  and  experiments  in  this  field. 

An  abstract  of  this  paper  appears  in  The  Journal  for  Ma\' 
1912. 

PHILADELPHIA,   MARCH   7 

The  Electrification  of  Main  Line  Railways:  Paper  by  Wil- 
liam J.  Clark  of  New  York.  The  accomplishments  of  electric 
traction  were  described,  with  special  reference  to  its  importance 
in  the  moving  of  freight. 

NEW  YORK,  MARCH   12 

Taps  and  Screws:  Paper  by  F.  ().  Wells.  An  abstract  of  both 
the  paper  and  discussion  appears  in  the  July  issue  of  The 
Journal. 

BOSTON,  MARCH  16 

Results  of  Tests  on  the  Discharge  Capacity  of  Safety  Valves : 
Paper  by  E.  F.  Miller,  and  addition  by  A.  B.  Carhart.  Published 
in  this  volume. 

PROVIDENCE,  MARCH  26 

Dinner  of  the  Providence  Association  of  Mechanical  Engineers, 
affiliated  with  the  Society.  Prof.  Ira  N.  Hollis  extended  the 
greetings  of  the  Society  and  Calvin  W.  Rice  spoke  briefly  of  the 
Society's  activities.  E.  L.  Corthell,  the  speaker  of  the  evening, 
gave  an  addre.ss  on  the  Future  of  South  America. 

PHILADELPHIA,   MARCH   30 

Flour  Milling  and  Mill  Engineering:  Paper  by  B.  W. 
Dedrick,  instructor  in  mill  engineering,  Pennsylvania  State  Col- 
lege. Published  in  abstract,  together  with  an  abstract  of  the  dis- 
cu.ssion,  in  The  Journal  for  July  1912. 

SAN   FRANCISCO,   APRIL  3 

The  Design  and  Mechanical  Features  of  the  California  Gold 
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Dredge:    Paper  by  Robert  E.  Cranston.    Published  in  this  vol- 
ume. 

NEW  YORK,  APUIL  9 

Meeting  in  honor  of  the  German  Museum  Commission,  with  an 
address  by  Dr.  Oskar  von  Miller,  President  of  the  Verein 
deutscher  Ingenieure,  on  the  work  of  the  ^luseuui.  A  more  com- 
plete account  appears  in  The  Journal  for  May  1912. 

ST.   LOUIS,  APRIL  13 

Address  by  Dr.  Rudolph  Diesel  of  Munich  on  the  Development 
of  the  Diesel  Engine. 

NEW  YORK.   APRIL  ?,0 

Conferring  of  Honorary  Membership  upon  Dr.  Rudolph  Diesel 
(►f  Munich  and  address  on  the  Development  of  the  Diesel  Engine, 
by  Dr.  Diesel.  This  address  appears  in  The  Journal  for  June 
lbl2. 

NEW  HAVEN,  APRIL  17 

Meeting  on  ISIanufacturing  Costs:  Papers,  The  Development 
of  Manufacturing  Costs,  Prof.  J.  W.  Roe;  Manufacturing  Costs, 
by  Bruce  Fenn ;  Cost  Department  and  its  Relation  to  the  Manage- 
ment, by  G.  P.  Miller,  secretary  Bridgeport  Brass  Company. 
The  latter  paper  was  presented  at  the  evening  session. 

An  account  of  (lu'  meeting  appears  in  The  Journal  for  March 
1912. 

NEW  YORK,  MAY  14 

Commercial  Dictating  Machines:  Topical  discussion  by  A.  J. 
AfcFaul,  of  the  Allen  Advertising  Company,  New  York,  Otto 
Brushaber,  Dictaphone  Company,  New  York,  and  C.  K.  Fank- 
hauser,  American  Telegraphone  Company,  Springfield,  Mass. 
An  account  of  the  mcotiiig  n))i)('nrs  in  Tlio  Journal  for  .Vugust 
1912. 

BOSTON,  INLAY  17 

Papers:  Progress  in  Development  of  a  New  Type  of  Cen- 
trifugal Pump  and  Blower,  by  C.  V.  Kerr  and  A.  L.  Schaller; 
and  Increase  of  Boie  of  High-Speed  Wheels  by  Centrifugal 
Stresses,  by  San  ford  A.  Moss.    The  latter  appears  in  this  volume. 

THE   SPRING   MEETING 

The  Spring  Meeting  was  held  at  Cleveland,  Ohio,  May  28  to  31, 
1012.  with  a  total  registration  of  502,  of  whom  221  were  mem- 
bers.   The  headquarters  during  the  meeting  were  at  the  Chamber 
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of  Commerce  Buildin<r.  wlicre  (lie  })rofe.ssioiiiil  sessions  and  sev- 
eral of  the  social  functions  were  held,  and  lunches  were  served 
there  on  AVednesday  and  Friday.  This  building  is  well  adapted 
for  a  gathering  of  this  kind,  and  especially  so  in  this  case,  as  it  is 
the  home  of  the  Cleveland  Engineering  SocietA^  whose  rooms 
were  freely  thrown  open  to  the  use  of  the  members. 

The  Connnittee  on  Meetings  had  arranged  a  strong  profes- 
sional program,  and  the  Local  Committee  contributed  in  every 
j)ossil)le  way  to  the  pU'asure  of  the  members  and  tlieir  guests.  The 
program  follows: 

PROGRAM 

Tuesday  Afternoon,  May  28  * 

Informal  reception  at  the  home  of  Mr.  and  Mrs.  Swasey. 

Tuesday  Evening 

Membership  reunion  and  informal  reception,  Chamber  of  Com- 
merce Hall. 

Wednesday  Morning,  May  29 
Business  and  Profkssonal  Session 

Business  Meeting;  Reports  of  committees,  tellers  of  election;  new 
business. 

A  New  Analysis  of  the  Cylinder  Performance  of  Recip- 
rocating Engines,  J.  Paul  Clayton. 

Discussed  by  Arthur  L.  Rice,  F.  E.  CarduUo,  R.  C.  Stevens,  S.  A.  Moss, 
R.  C.  H.  Heck,  F.  W.  Marquis,  C.  D.  Young,  J.  B.  Stanwood,  W.  D.  Ennis. 

Equipment  of  a  Modern  Flour  Mill  on  a  Gradual  Reduc- 
tion System,  John  F.  Harrison  and  W.  W.  Nichols. 

Design  and  Mechanical  Features  of  the  California  Gold 
Dredge,  Robert  E.  Cranston. 

SiMui/rANEoiis  Session 

OAS    I'DWKK    SKCTIOX 

Problems  in  Natural  Gas  Engineering,  Thomas  R.  Weymouth. 

Discussed  \)y  C.  N.  Cross. 

Bituminous  Coal  Producers  for  Power,  C.  M.  Garland. 

Discussed  by  O.  P.  Hood,  E.  D.  Dreyfus,  T.  A.  Marsh,  Chas.  W.  Baker. 
Some  Tests  on  Carbureters,  George  W.  Munro. 
Discussed    bv    V   S.  King,    F.    H.    Vose,  George  A.  Orrok. 
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Wedyiesday  Afternoon 

Inspection  by  members  of  local  manufacturing  and  power  plants. 
Automobile  trip  for  ladies  through  the  parks.  Tea  served  at  the 
Country  Club. 

Wednesday  Evening 
Lecture 

Sound  Waves:  How  to  Photograph  Them  and  What  They 
Mean,  Dr.  Dayton  C.  Miller,  of  the  Case  School  of  Applied  Science. 

Thursday  Morning,  May  SO 

Professional  Session 
New  Processes  for  Chilling  Cast  Iron,  Thos.  D.  West. 

Discussed  by  H.  M.  Howo,  P.  Munnoch,  Paul  Kreuzpointner,  .T.  A.  Beckett, 
C.  Hering,  A.  S.  Dowler,  A.  Hauveur,  B.  Stoughton,  J.  E.  Joluison,  Jr.,  H.  M. 
Lane. 

Tests  of  Chillable  Irons,  Thos.  D.  West. 

Discussed  by  Henry.  Souther,  Paul  Kreuzpointner,  C.  B.  Murray,  B.  Stough- 
ton, A.  E.  Outerbridge,  Jr. 

Strength  of  Steel  Tubes,  Pipes  and  Cylinders  under  In- 
ternal Fluid  Pressure,  Reid  T.  Stewart. 
Discussed  by  C.  AL  Sames,  T.  A.  Marsh,  S.  A.  Mo.ss. 
On  the  Control  of  Surges  in  Water  Conduits,  Wm.  F.  Durand- 
Speed  Regulation  in  Hydroelectric  Plants,  Wm.  F.  Uhl. 

Thursday  Afternoon 

Excursion  on  Lake  Erie. 

Thursday  Evening 

Reception  and  dance  at  Colonial  Club. 

Friday  Morning,  May  SI 

Pk(jfe.s.sional  Session 

The  Present  State  of  Development  of  Large  Steam  Tur- 
bines, A.  G.  Christie. 

Discussed  by  George  A.  Orrok,  F.  Hodgkinson,  C.  V.  Kerr,  J.  A.  Moyer, 
Clarence  P.  Crissey,  E.  D.  Dreyfus,  Carl  Geo.  deLaval,  W.  L.  R.  Emmet. 

A  Discussion  of  Certain  Thermal  Properties  of  Steam,  G. 
A.  Goodenough. 

Discussed  by  F.  E.  Cardullo,  H.  N.  Davis,  R.  C.  H.  Heck,  S.  A.  Moss. 

The    Reduction    in    Temperature    of    Condensing    Water 
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Reservoirs  due  to  Cooling  Effect  of  Air  and  Evaporation, 
W.  B.  Ruggles. 

Discussed  by  F.  E.  CarduUo,  W.  H.  Carrier,  W.  T.  Donnelly. 

Results  of  Tests  on  the  Discharge  Capacity  of  Safety 
Valves,  E.  F.  Miller  and  A.  B.  Carhart. 

Discussed  by  C.  H.  Chase,  W.  Trinks,  A.  B.  Carhart. 

Friday  Afternoon 

Inspection  of  plants  of  The  Goodrich  Rubber  Company,  the 
Wt-Uman-Seaver-Morgan  Company  at  Akron,  and  the  Diamond 
Match  Company  at  Barberton. 


No.  1347 

A    NEW   ANAT.YSTS   OF   THE   CYLINDER   PER- 
FORMANCE OF  liECIPllOCATlNCi  ENOINES 

By  J.  Paul  Clayton,  Urbana,  III. 
Junior  Member  of  the  Society 

The  investigation  described  in  this  paper  is  the  result  of  an  exten- 
sive analytical  and  experimental  study  of  the  forms  of  the  expansion 
and  compression  curves  which  occur  in  indicator  diagrams.  From 
this  study  has  been  developed  a  new  and  very  complete  analysis  of 
cylinder  performance  for  reciprocating  engines  using  any  elastic 
fluid  for  the  working  medium. 

2  The  analytical  study  was  carried  on  by  transferring  the  in- 
dicator diagram  to  logarithmic  cross-section  paper  and  thus  drawing 
a  figure  which  will  be  called  a  logarithmic  diagram.  It  is  well  known 
that  the  equation  of  the  poly  tropic  curve  PV"  =  C  becomes  a  straight 
line  when  plotted  on  logarithmic  cross-section  paper.  Conversely, 
when  the  expansion  or  compression  curve  of  an  indicator  diagram 
becomes  a  straight  line  in  the  logarithmic  diagram,  then  the  curve 
is  of  the  form  PV''  =  C,  the  value  of  n  being  the  slope  of  the  line. 

3  The  logarithmic  diagram  is  more  useful  for  analysis  than  any 
other  form  of  diagram  because  of  the  natural  limitations  of  the 
human  mind.  We  do  not  possess  the  power  to  distinguish  between 
curves,  but  are  able,  however,  to  see  clearly  the  differences  in  these 
curves  after  they  have  been  transformed  into  straight  lines,  which 
fact  alone  makes  these  new  methods  of  analysis  possible.  We  are 
now  enabled  to  comprehend  in  their  straight-line  form  curves  which 
we  have  always  seen,  but  could  not  distinguish  one  from  the  other 
in  their  original  form. 

4  By  means  of  the  logarithmic  diagram  it  has  been  found  that, 
free  from  certain  abnormal  influences,  expansion  or  compression  of 
an  elastic  medium  takes  place  in  the  cylinders  of  reciprocating  en- 
gines substantially  according  to  the  law  PV"  =  C. 
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5  From  the  fact  that  the  law  PV''  =  C  holds  for  expansion  and 
compression  curves  from  practice,  there  have  been  developed  rational 
methods  of  approximating  the  clearance  volume,  of  locating  the  cy- 
clic events  closely,  and  of  detecting  moderate  leakage  when  the  engine 
is  in  regular  operation.  These  methods  apply,  however,  only  to  those 
indicator  diagrams  which  are  taken  from  the  cylinders  of  reciprocat- 
ing engines  using  any  elastic  fluid  for  the  working  medium  and  having 
as  a  part  of  the  cycle  an  expansion  or  compression  of  the  medium. 

6  It  has  been  discovered  that  the  value  of  n  for  the  expansion 
curves  of  steam  diagrams  bears  a  definite  relation  in  any  given 
cylinder  to  the  proportion  of  the  total  weight  of  steam  mixture  which 
was  present  as  steam  at  cut-off.  This  proportion  or  quality  will  be 
called  A'c  in  this  investigation,  and  its  value  will  be  expressed  in 
decimal  parts  oi  unity.  The  relation  of  the  value  of  n  to  the  value 
of  Xo  for  the  same  class  of  cylinder  as  regards  jacketing  has  been 
found  to  be  practically  independent  of  engine  speed  and  of  cylinder 
size. 

7  The  practical  significance  of  finding  this  relation  is  that  there 
is  now  available  an  accurate  method  of  approximating  the  value  of 
X«  and  therefore  the  actual  weight  of  steam  and  water  present  at 
cut-off  from  the  indicator  diagram  alone. 

8  It  is  believed,  after  working  with  the  new  methods  of  analysis, 
that  the  existing  methods  are  in  a  very  crude  state,  and  that  many 
of  the  deductions  made  from  them  are  without  foundation  or  mean- 
ing. 

9  Preliminary  to  the  investigation,  an  examination  was  made  of 
the  nature  and  form  of  the  expansion  and  compression  curves  from 
a  large  numl)er  of  steam  engines,  by  the  aid  of  the  logarithmic 
diagram. 

10  Values  of  n  in  the  equation  expressing  the  law  PV''  =  C,  how- 
ever, exhibited  a  large  range  of  variation,  the  range  being  from  0.70 
to  1.34.  The  engines  from  which  the  values  were  obtained  differed 
in  type,  size,  speed,  steam  pressure,  ratio  of  expansion  and  back 
pressure.  Obviously,  comparisons  could  not  be  made  of  these  ex- 
amples because  of  the  number  and  mjignitude  of  the  variables. 

1 1  Indicator  diagrams  taken  from  the  same  cylinder  with  differ- 
ent cut-off  positions  showed  that  the  value  of  n  was  higher  as  the 
cut-off  was  lengthened.  There  was  a  large  variation  in  the  value  of 
n  where  the  conditions  of  cylinder  size,  speed,  steam  pressure  and 
steam  distribution  were  the  same.  The  only  variai^le  shown  by  the 
diagrams  was  length  of  the  cut-off.    After  considerable  study,  it  was 
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decided  that  there  might  be  some  relation  in  any  one  cyhnder  be- 
tween the  value  of  n  for  the  expansion  curve  and  the  value  of  A'o, 
as  the  value  of  A'o  was  known  to  be  higher  as  the  length  of  cut-off 
increased.  One  fact  that  seemed  to  confirm  this  hypothesis  was  that, 
with  superheated  steam  (under  the  same  general  conditions,  except 
the  kind  of  steam  used),  when  the  value  of  X^  is  high,  the  value  of 
11  for  expansion  is  always  much  higher  than  with  saturated  steam. 
The  only  important  variable  between  the  use  of  saturated  and  sup- 
erheated steam  to  account  for  the  change  in  the  value  of  n  was  the 
quality  of  the  steam  mixture  at  cut-off,  or  the  value  of  X,. 

12  All  cases  of  engines  examined  using  superheated  steam  at 
normal  cut-off  showed  ?i  to  be  higher  than  1.0,  and  as  high  as  1.34; 
and  all  cases  of  small  engines  using  saturated  steam  showed  n  to  be 
lower  than  1.0  and  as  low  as  0.70.  These  facts  led  to  the  conclusion 
that  the  value  of  X^  was  the  most  important  single  factor  in  the 
accompanying  value  of  n.  Tests  were  therefore  planned  in  which 
the  effort  was  made  to  vary  the  value  of  Xo  between  the  widest  prac- 
ticable limits. 

LABORATORY  TESTS 

13  An  outline  of  these  tests  will  first  be  given,  with  a  synopsis 
of  the  method  of  analysis  used,  after  which  the  application  of  the 
anal.ysis  to  indicator  diagrams  will  be  given  for  the  purpose  of  deter- 
mining cylinder  performance. 

14  A  single-cylinder,  long-range  cut-off,  12-in.  by  24-in.  Corliss 
engine,  located  in  the  mechanical  engineering  laboratory  of  the 
University  of  Illinois,  was  selected  for  the  tests.  A  Corliss  engine 
was  selected  because  of  the  fact  that  in  this  type  all  the  steam  used 
passes  through  the  cylinder. 

15  It  was  planned  to  observe  the  effect  upon  the  value  of  n  of 
varying  the  value  of  Xo  under  different  conditions  of  pressure  and 
speed;  n  being  the  exponent  in  the  equation  PT'"  =  C  for  the  expansion 
curve  of  an  indicator  diagram,  and  Xo  the  quality  of  the  steam  at 
cut-off.  The  value  of  Xc  was  varied  through  a  large  range  by  the 
use  of  saturated  and  superheated  steam,  in  conjunction  with  different 
lengths  of  cut-off  under  the  same  conditions  of  pressure  and  speed. 
The  values  of  Xo  obtained  ranged  from  0.50  to  0.90,  covering  the 
range  usually  found  in  practice  with  the  type  of  engine  used. 

16  The  values  of  n  for  the  expansion  curves  were  obtained  by 
means  of  the  logarithmic  diagram  explained  in  detail  in  the  Ap- 
pendix.   The  value  of  X,  given  in  the  log  is  the  average  of  the  results 
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obtained  from  one  set  of  head-end  and  crank-end  diagrams  for  eacii 
test.  The  unit  of  measurement,  therefore,  was  the  revolution,  as  the 
values  of  A'o  for  the  head  and  crank  ends  cannot  be  measured  sepa- 
rately when  one  exhaust  pipe  is  used  for  both  ends  of  the  cylinder. 
The  value  of  n  given  for  one  test  is  the  average  of  the  separate  values 
from  the  expansion  curves  of  the  head-end  and  crank-end  diagrams, 
taken  from  the  set  of  diagrams  already  mentioned. 

17  Seventy-four  tests  in  16  series  were  run.  Of  this  number,  60 
tests  in  14  series  were  selected  as  fulfilling  the  requirements  decided 
upon  to  give  reliable  data.  Each  series  consisted  of  four  to  five 
.separate  tests,  differing  from  each  other  only  in  the  length  of  cut-off, 
with  the  same  conditions  of  pressure  and  speed.  All  tests  were  run 
with  the  steam  exhausting  from  the  cylinder  at  about  atmospheric 
pressure  into  a  surface  condenser.  The  length  of  cut-off  was  varied 
in  nearly  uniform  steps  from  about  5  per  cent  to  45  per  cent  of  the 
length  of  the  stroke,  and  was  the  means  of  varying  the  value  of  Xt 
when  using  either  saturated  or  superheated  steam. 

18  The  14  series  were  divided  into  two  divisions  of  seven  series 
each;  one  division  being  run  with  saturated  steam,  and  the  other 
with  steam  superheated  to  500  deg.  fahr.  at  the  superheater.  Each 
division  consisted  of  five  series  run  at  different  gage  pressures  at 
constant  speed,  and  two  series  run  at  different  speeds  with  constant 
pressure.  The  steam  pressures  used  were  57.5,  76.5,  95,  113,  and 
132  lb.  gage  with  the  engine  running  at  120  r.p.m.  The  other  speeds 
eniploycd  were  90  r.p.m.  and  150  r.p.m.  at  the  gage  pressure  of  113 
lb.  Each  division,  therefore,  gave  the  effect  of  the  use  of  five  steam 
pressure's  at  constant  speed,  and  three  speeds  at  constant  pressure. 

19  The  governor  change-speed  device  was  always  set  to  give  the 
desired  speed  with  the  engine  running  at  no  load.  As  the  load  was 
increased,  the  speed  decreased  through  the  action  of  the  governor 
in  about  the  same  proportion  for  all  initial  speeds.  Whenever  speed 
is  mentioned,  the  no-load  speed  is  the  one  referred  to,  the  exact 
speed  for  any  one  test  being  given  in  the  general  log. 

20  The  general  log  of  the  29  tests  run  with  saturated  steam  is 
given  in  Table  1.  Table  2  contains  the  results  of  the  31  tests  run 
with  supprheated  steam.  Table  3  gives  the  averages  of  similar  series, 
called  groups,  run  at  the  same  pressure  and  speed,  with  both  satur- 
ated and  superheated  steam.  For  any  one  group  of  the  two  series  of 
tests,  as  has  already  been  pointed  out,  the  only  variables  are  the 
length  of  cut-off  and  the  value  of  X,. 
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21  Values  of  n  obtained  under  Different  Conditions  from  the  Same 
Engine  Cylinder.  All  the  simultaneous  values  of  Xe  and  n  obtained 
from  the  GO  tests  were  plotted  in  Fig.  1.  A  study  of  this  figure  shows 
beyond  question  that  as  X„  increases  in  value,  n  increases  also.  The 
values  all  lie  in  a  region  which  has  a  definite  trend  towards  higher 
simultaneous  values  of  Xo  and  n.  Observing  the  general  trend,  it  is 
seen  that  there  is  no  exception  to  this  general  relation.  No  value 
of  n  below  1.00,  for  instance,  is  found  for  values  of  Xo  above  0.80, 
and  no  value  of  n  above  1.10  is  found  for  values  of  X-  below  0.72. 
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FiQ.  1     General  Relations  between  Quality  at  Cut-Off  and  the  Value 
OF  n  FOR  Various  Pressures  and  Speeds 

22  It  is  also  apparent  that  the  points  with  long  cut-off,  obtained 
from  saturated  steam  for  given  values  of  X,  and  n,  are  in  the  same 
region  occupied  by  the  points  with  short  cut-off  obtained  from  super- 
heated steam  for  the  same  given  values  of  Xo  and  n.  Examining 
the  region  of  n  =  0.90 -1.00  and  of  Xe  =  0.50- 0.70,  we  see  that  the 
points  obtained  with  long  cut-off  with  saturated  steam,  and  with 
short  cut-off  with  superheated  steam,  lie  indiscriminately  together. 
This  shows  conclusively,  in  a  general  way,  that  the  value  of  n  is 
practically  independent  of  the  length  of  cut-off,  even  though  this 
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length  may  vary  from  5  per  cent  to  45  per  cent,  and  that  n  depends 
solely  on  the  value  of  Xo,  the  only  other  variable. 

23  The  points  shown  in  Fig.  1  occupy  a  relatively  wide  region 
until  they  are  separated  into  the  various  groups  of  similar  pressures 
and  speeds. 

24  The  points  for  each  group  were  plotted  separately,  and  sepa- 
rate curves  were  determined  for  each  condition.  From  preliminary 
plotting,  the  relations  between  n  and  Xo  were  found  to  be  expressed 
closer  by  straight  lines  than  by  any  other  family  of  curves.     The 
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Fia.  2    Relation  of  Quality  and  the  Value  of  n  for  Tests  run  at  111  Lb. 
Absolute  Pressure  of  Cut-Off  and  150  R.P.M. 


method  used  to  draw  these  lines  will  be  given  for  group  F,  which 
includes  series  VIII,  with  four  tests,  and  series  XVI  with  four  tests. 
This  group  is  sho^\•n  in  Fig.  2.  All  points  were  given  equal  weight. 
The  average  of  all  the  coordinates,  or  the  "center  of  gravity"  was 
found  and  the  conditions  imposed  that  the  line  pass  through  this 
center  as  an  axis,  and  that  the  slope  be  determined  by  the  position 
of  the  points.  The  points  in  group  F  were  divided  into  four  logical 
pairs  or  groupings,  and  the  center  of  gravity  found  for  each  group- 
ing.   The  line  was  then  drawn  as  shown.    Where  points  were  located 


26  ANALYSIS   OF   CYLINDER   PERFORMANCE   OF   ENGINES 

SO  that  a  logical  grouping  was  in  doubt,  various  groupings  were 
made,  and  each  given  weight  in  determining  the  slope. 

25  The  equation  of  the  curve  selected  is 

Xo  =  1. 258  w- 0.614 
The  average  deviation  of  the  points  from  this  line  is  2.6  per  cent 
(measured  from  the  zero  of  Xe)  and  the  maximum  deviation  is  4.6 
per  cent.  This  average  deviation,  2.6  per  cent,  is  smaller  than  that 
for  most  of  the  groups.  The  straight  line,  in  most  cases,  represents 
the  points  found  as  close  as  any  other  curve  that  could  be  employed, 
and  has  the  merit  of  simplifying  greatly  the  subsequent  use  made  of 
the  relations  for  the  different  groups. 

26  The  values  of  n  for  group  F  were  also  plotted  to  the  various 
accompanying  cut-off  positions  at  which  each  test  was  run.  This  is 
shown  in  Fig.  3.  The  points  in  Fig.  3  show  that  for  each  initial  con- 
dition of  steam  the  value  of  n  increased  as  the  cut-off  was  lengthened, 
and  that  with  any  given  cut-off  different  values  of  n  were  obtained 
according  as  saturated  or  superheated  .steam  was  used.  Thus  at  a 
cut-off  of  15  per  cent,  the  value  of  n  obtained  is  0.950  with  saturated 
steam,  and  1.084  with  superheated  steam.  The  only  variable  present 
in  these  two  cases  is  Xo,  the  value  of  which  is  higher  with  .super- 
heated steam  than  with  saturated  steam.  A  definite  relation  be- 
tween n  and  the  length  of  cut-off  occurs  only  when  a  given  cut-off 
is  accomi)anied  by  the  same  value  of  X^,  that  is,  the  value  of  n  bears 
a  direct  relation  to  X,  but  not  to  cut-off.  Fig.  3  taken  in  conjunc- 
tion with  Fig.  2  proves  that  the  value  of  h  depends  directly  only 
upon  the  value  of  Xc,  and  that  the  relation  of  n  and  X,  is  practically 
independent  of  the  length  of  cut-off  within  the  limits  of  the  tests. 

27  Effect  of  Varying  the  Steam  Pressure  at  Constant  Speed.  The 
relations  of  Xo  and  n  were  determined  separately  for  all  groups  by 
the  method  outlined  for  Fig.  2.  The  lines  for  the  five  pressures  used, 
comprising  the  results  of  groups  A,  B,  C,  D  and  G,  were  replotted  as 
shown  in  Fig.  4.  This  figure  also  contains  other  curves  that  are 
discus.sed  in  Paragraph  38.  The  lines  shown  give  the  relations  of  X, 
and  n  for  various  absolute  pressures  at  cut-off,  all  obtained  with  a 
speed  of  120  r.p.m. 

28  These  curves  were  then  examined  to  find  the  effect  of  varying 
the  absolute  pressure  at  cut-off  (designated  as  p)  on  the  relations  of 
X,  and  n.  In  Fig.  4,  the  constant  pressure  curves  were  intercepted 
at  constant  values  of  n,  and  the  coordinates  of  X",  and  p  for  the 
points  of  intersection  plotted  in  Fig.  5.  This  process  was  repeated 
at  intervals  of  0.05  for  the  values  of  n  from  0.850  to  1.250.     The 
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Fig.  3    Relations  of  Per  Cent  of  Cut-Off  and  the  Value  of  n  for  Tests 
RUN  AT  111  Lb.  Absolute  Pressure  at  Cut-Off  and  150  R.P.M. 
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Fig.  4    Relations  at  Cut-Off,  between  Quality  and  the  Value  of  n  for 
Various  Pressures  at  Constant  Speed 
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resulting  points  did  not  give  smooth  curves,  but,  after  considerable 
study  and  trial,  curves  were  adopted  as  shown. 


50  60  7U  BO  90  IOC IIP  IZO  130  M  150 


80  90  100  I/O  1 20  130  140  I50'  ' 

Absolute  PreisureatCut-ofr  Pounds  per  5q.  In. 

Fia.  5    The  Relation  at  Cut-Off,  between  Quality  and  Pressure  for 
Constant  Values  of  n  from  Expansion  Curve 

29    This  procedure  gave  a  series  of  relations  between  Xo  and  p 
for  constant  values  of  n.    Since,  however,  the  independent  variables 
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30  ANALYSIS   OF   CYLINDER   PERFORMANCE    OF   ENGINES 

in  any  actual  curve  under  examination  are  n  and  p,  the  coordinates 
of  the  curves  of  Fig.  5  were  changed  so  as  to  show  the  relations  of 
n  and  p  at  constant  values  of  X,.     These  are  shown  in  Fig.  6. 

30  The  effect  of  a  change  of  pressure  on  the  relations  of  Xe  and 
?i  is  not  great  between  the  limits  of  75  to  150  lb.  An  approximate 
equation  has  been  worked  out,  therefore,  which  represents  the  rela- 
tions of  Xo  and  n  at  an  average  pressure  between  the  limits  men- 
tioned. Th«'  equation  corresponds  to  the  relations  at  129  lb.  and  is 
of  the  form 

Xc  =  1. 245  n- 0.576 

31  Effect  of  Vorying  the  Speed  at  Constant  Pressure.  Groups  D, 
E,  ami  /''  were  run  at  speeds  of  120,  90,  and  150  r.p.m.,  respectively, 
with  the  average  cut-ofT  pressure  on  the  diagrams  constant  at  111 
II).  absolute. 

32  The  regulatic»n  of  the  governor  was  very  poor,  there  being 
about  a  10  per  cent  drop  in  speed  from  no  load  to  full  load.  For 
this  rea.son  the  relations  of  Xe  and  n  with  various  speeds  at  constant 
pressure  were  affected  by  considerable  variation  of  the  speed  itself 
for  each  group. 

33  The  rcilations  for  each  group  were  found  as  already  described, 
and  the  curves  plotted  in  Fig.  7.  The  relation  of  speed  (designated 
as  s)  and  Xe  for  constant  values  of  n  was  derived  from  Fig.  7,  and  is 
given  in  Fig.  8. 

34  The  apparent  relations  of  Xo,  s,  and  7i,  obtained  by  drawing 
a  smooth  curve  through  the  three  points  obtained  for  each  value  of 
n,  is  not  satisfactory  owing  to  insufficient  data  and  the  change  of  the 
speed  itself  in  the  three  groups  due  to  poor  regulation. 

35  The  drop  in  the  speed,  for  one  group,  does  not  seriously  affect, 
however,  the  relations  of  A',  and  n  for  the  various  pressures  at  con- 
stant speed. 

36  Relation  of  the  Value  of  n  to  the  Quality  of  the  Steam  Mixture 
at  Cut-Off.  From  the  evidence  obtained  from  these  tests,  it  may  be 
stated  positively  that  for  any  one  engine  running  at  a  given  pressure 
and  speed,  there  is  a  definite  relation  between  X,  and  n  which  is 
practically  independent  of  the  cut-ofl"  position  within  the  limits 
examined.  This  relation  is  apparently  a  linear  one.  It  may  also  be 
stated  that  the  relation  of  X,  and  n  is  dependent,  to  some  extent,  on 
the  absolute  pressure  at  cut-off,  and  on  the  speed  of  the  engine. 

37  It  remained  to  compare  the  relations  of  X,  and  n  for  the 
engine  tested  with  the  relations  for  other  engines.  This  comparison 
is  made  in  Table  4. 
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Fig.  7    Relation  of  Quality  at  Cut-Off  and  thk  Values  of  n  for  Various 
Speeds  at  the  Constant  Cut-off  Pressure  of  111  Lb. 
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38  Further  investigation  shows  that  there  is  a  relation  between 
the  initial  quality  Xi  and  the  value  of  k  for  adiabatic  expansion 
in  the  equation  for  the  polytropic  curve  PV^  =  C,  which,  Uke  the 
experimentally  determined  relation,  is  also  a  linear  one.  The  adia- 
batic relations  of  X  and  /.•  are  plotted  in  Fig.  4  for  the  pressures  used 
in  the  tests. 

THE  METHOD  OF  APPROXIMATING  THE  ACTUAL  STEAM   CON- 
SUMPTION FROM  INDICATOR  DIAGRAMS 

39  When  indicator  diagrams  were  first  obtained  from  steam 
engines,  loss  from  initial  condensation  was  not  suspected  and  it  was 
believed  that  the  steam  consumption  could  be  determined  from  the 
diagram  at  the  point  of  cut-olf .  After  the  classic  tests  of  Clark  and 
Isherwood,  however,  the  existence  and  amount  of  this  initial  con- 
densation was  revealed;  but  the  great  difference  in  the  proportion 
that  the  initial  condensation  bears  to  the  total  weight  of  mixture 
present,  either  at  cut-off  or  during  the  expansion,  as  found  in  different 
types  and  sizes  of  engim^s,  has  jirevented  any  reliable  determinations 
of  the  actual  steam  consumption  by  this  method.  The  steam  con- 
sumption comiHitod  from  the  diagram,  when  using  saturated  steam, 
is  generally  from  15  per  cent  to  50  per  cent  below  the  actual  con- 
sumption. 

40  The  devising  of  an  accurate  method  of  measuring  the  actual 
weight  of  steam  consumed  from  the  diagram  has  tlierefore  been 
regarded  as  impossible.  Thurston  ^  states  that  "the  steam  or  water 
consumption  of  an  engine  cannot  be  exactly  ascertained  by  the  use 
of  the  indicator"  for  the  reasons  mentioned.  Most  of  the  other  writers 
on  the  subject  have  expressed  similar  views. 

41  Methods  of  computing  the  weight  or  proportion  of  the  initial 
condensation  from  the  dimensions,  type,  and  speed  of  the  engine 
considered,  as  shown  by  the  results  of  large  numbers  of  tests,  have 
been  devised  by  many.'  The  results  obtained  from  these  methods 
have  not  Ijeen  uniform,  and  do  not  agree  closely  enough  with  the 
test  results  to  be  used  with  confidence.  Moreover,  none  of  these 
methods  is  appUcable  when  superheated  steam  is  used.     R.  C.  H. 

'  Principles  of  Thermodynamics,  G.  A.  Goodenough,  p.  191. 

» Engine  and  Boiler  Trials,  R.  H.  Thurston,  p.  237. 

'A  Manual  of  flio  Steam  Engine,  R.  H.  Thurston,  p.  517. 

Engineer  (London),  Escher,  1882. 

Relative  Proportions  of  the  Steam  Engine,  L.  S.  Marks,  p.  206. 

Proc.  Inst.  Mech.  JOngrs.,  October  1889. 

Engineering,  Bodmcr,  March  4,  1892,  p.  299. 

The  Steam  Engiue,  Cotterill,  p.  339. 
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Heck  ^  states  that  the  steam  consumption  computed  by  the  use  of 
his  formula  should  ordinarily  show  not  more  than  10  per  cent  iliffcr- 
ence  from  the  test  results. 

42  The  Phenomena  Occurring  in  the  Cylinder.  The  greatest 
source  of  loss  in  the  cj'^lindor  is  due  primarily  from  practical  con- 
siderations to  the  use  of  a  metallic  structure.  The  skin  surface  of 
this  metal,  which  is  a  fairly  good  conductor  of  heat,  must  be  heated 
once  every  cycle  from  the  temperature  acquired  from  contact  with 
the  exhaust  steam,  nearly  up  to  the  temperature  of  the  admission 
steam,  this  heating  being  accomplished  by  the  condensation  of  some 
of  the  incoming  steam. 

43  The  amount  of  this  condensation,  measured  as  the  proportion 
of  the  mixture  present,  varies  with  the  size,  valve  design,  relative 
roughness  of  the  interior  surface,  temperature  range,  length  of  cut- 
off, speed,  location  of  ports  and  port  passages,  quality  of  the  steam 
supplied,  and  the  jacketing  and  lagging.  It  can  easily  be  seen, 
from  the  number  and  relative  magnitude  of  these  variables,  that  the 
computation  of  the  weight  of  condensation,  by  means  of  a  fornuila 
which  will  take  these  variables  into  account,  can  never  be  an  accu- 
rate operation. 

44  After  many  examinations  into  the  cases  of  different  types  and 
sizes  of  engines,  with  non-jacketed  cylinders  in  good  order,  and  with 
pressure  limits  similar  to  those  used  with  the  tests,  it  has  been  found 
that  while  the  initial  condensation  is  subject  to  the  action  of  ten  or 
more  variables,  yet  the  value  of  n  resulting  from  a  given  value  of  A'', 
is  almost  always  substantially  the  same.  A  few  of  the  applications 
showing  this  point  will  be  found  in  Table  4.  Here  the  cylinder  sizes 
vary  from  10^  in.  by  12  in.  to  34.2  in.  by  60  in.,  the  speeds  from  27.00 
to  263  r.p.m.,  and  the  types  include  slow-speed  Corliss,  high-speed, 
and  locomotive  engines.  The  possibility  of  calculating  accurately 
the  weight  of  condensation  in  these  different  cases  may  be  easily 
imagined. 

45  The  phenomena  caused  by  the  presence  of  the  cylinder  walls 
in  the  class  of  engines  discussed  have  been  found  to  be  divided  into 
two  natural  classes:  those  occurring  before  cut-off,  and  those  occur- 
ring after  cut-off. 

46  The  phenomena  occurring  before  cut-off  are  contnjlled  by 
the  action  of  the  ten  or  more  variables  already  mentioned,  and  there- 
fore are  subject  to  all  the  variation  that  may  occur  in  any  individual 
case  to  be  examined.    For  this  reason  any  methotl  of  computing  the 

iThe  Steam  Engine,  R.  C.  H.  Heck,  p.  119. 
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condensation  accurately  from  the  physical  facts  surrounding  the 
case  is  open  to  objection.  This  method  also  cannot  allow  for  the  use 
of  superheated  steam,  an  increasingly  important  condition. 

47  The  phenomena  occurring  after  cut-off  are  practically  inde- 
pendent of  all  variables  except  X^,  and  the  initial  pressure  and 
speed.  Of  these  variables,  only  the  value  of  Xc  and  the  initial  pres- 
sure have  proved  to  be  of  material  importance  in  the  applications 
made  thus  far. 

48  This  may  be  summed  up  by  stating  that  the  value  of  X„  in 
any  particular  case,  is  subject  to  the  action  of  many  important 
variables,  but  that  the  relation  of  X,  and  n  is  practically  independent 
gf  these  variables  within  the  limits  examined  in  this  investigation. 

49  The  Phenomena  of  Condensation  and  Re-Evaporation  during 
Expansion.  When  adiabatic  expansion  of  initially  dry  saturated 
steam  takes  place,  a  part  of  the  steam  is  condensed  as  the  pressure 
is  lowered,  the  condensed  steam  giving  up  its  latent  heat  which  is 
converted  into  work.  When  superheated  steam  is  expanded  adiabat- 
ically,  the  steam  loses  its  superheat  until  saturation  is  reached,  after 
which  condensation  takes  place  as  in  the  case  of  initially  dry  steam. 

50  When,  however,  the  steam  is  initially  composed  of  a  large 
proportion  of  water,  both  being  at  the  same  temperature,  adiabatic 
expansion  may  take  place  without  additional  condensation  and  may 
even  be  accompanied  by  re-evaporation.  This  fact  is  due  to  the 
large  amount  of  heat  contained  in  the  water,  a  part  of  which  flashes 
into  steam  as  the  pressure  is  lowered,  thus  supplying  and  neutralizing 
the  loss  of  steam  volume  by  condensation  which  takes  place  with 
steam  initially  dry.  Adiabatic  expansion  is  accompanied  by  con- 
densation when  the  initial  quality  is  above  the  value  0.50  at  an  initial 
pressure  of  240  lb.  per  sq.  in.  absolute,  but  below  the  value  of  0.50 
it  is  accompanied  by  re-evaporation.  An  examination  of  the  tem- 
perature entropy  diagram  for  steam  will  show  the  values  of  the 
initial  quality  wliich  form  the  line  of  demarcation  of  condensation 
and  re-evaporation  during  the  adiabatic  change  of  state. 

51  In  the  actual  engine  using  saturated  steam,  as  has  already 
been  pointed  out,  some  of  the  incoming  steam  is  condensed  in  warm- 
ing up  the  skin  surface  of  the  cylinder  walls  to  approximately  the 
temperature  of  the  incoming  steam.  When  the  admission  of  steam 
is  cut  off  and  expansion  commences,  the  condensation,  due  to  the 
presence  of  the  cylinder  walls,  continues  in  general  until,  at  some 
point  during  expansion,  the  water  on  the  cylinder  walls  begins  to  re- 
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evaporate  at  such  a  rate  that  the  weight  of  steam  present  at  the  end 
of  expansion  is  greater  than  that  whicli  was  present  at  cut-off. 

52  To  show  the  effects  and  extreme  values  of  condensation  and 
re-evaporation  during  expansion,  there  have  been  prepared  in  Table  5 
two  examples,  using  the  average  results  of  the  tests  run. 

TABLE    5    CONDENSATION    AND    RE-EVAPORATION    OF    STEAM 

DURING  EXPANSION 

Example  number 1  2 

Initial  quality,  parts  of  unity 0 .  540  0 .  950 

Pressures,  Lb.  per  Sq.  In.  Absolute 

Initial 145.0  145.0 

Final 20.0  20.0 

Value  of  n  in  Equation  PV"  =  C 

Adiabatic  expansion,  from  Table  20 1 .082  1 .  133 

Actual  expansion  in  engine  tested,  from  Fig.  6 0.900  1 .230 

Volume  of  Steam  Present,  Cu.  Ft.  (Volume  of  water  neglected) 

Initial 1 .00  1 .00 

Final,  adiabatic  expansion 6 .  24  5 .  75 

Final,  curve  of  constant  steam  weight 6. 44  6.44 

Final,  actual  expansion  in  engine  tested 9  0t  5.00 

Weight  of  Steam  Present,  Lb. 

Initial,  plus  water 0.594  0.338 

Initial,  steam  only 0.321  0.321 

Final,  adiabatic  expansion 0.311  0.287 

Final,  cui've  of  constant  steam  weight 0.321  0.321 

Final,  actual  expansion  in  engine  tested 0 . 4.50  0  249 

QuaUty  of  Steam  at  Final  Pressure,  Parts  of  Unity 

Adiabatic  expansion 0  •  524  0 .  849 

Curve  of  constant  steam  weight 0  ■  540  0 .  950 

Actual  expansion  in  engine  tested 0  757  0 .  736 

Condensation  or  Re-evaporation,  Parts  of  Unity 

Apparent  re-evaporation 0.217 

Real  re-evaporation 0  •  233 

Apparent  condensation 0.214 

Real  condensation 0.113 

53  Example  1  is  a  condition  which  obtains  in  tlie  engme  tested 
when  using  saturated  steam  at  about  140  lb.  gage  pressure  with  a 
length  of  cut-off  of  about  3  per  cent.  All  values  of  the  qualities 
mentioned  are  portions  of  the  total  weight  of  mixture  in  parts  of 
unity.  The  value  of  X„  is  0.540,  a  low  value,  yet  one  which  often 
obtains  in  small  engines.    If  this  steam  were  expanded  adiabatically 
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to  the  back  pressure,  20  lb.  absolute,  the  resulting  qua,lity  would  be 
0.524,  giving  a  condensation  of  0.016.  The  expansion  which  actu- 
ally takes  place  in  the  engine  tested  under  these  conditions  results 
in  a  final  quality  of  0.757,  showing  that  the  apparent  re-evaporation 
from  the  value  of  X^  has  been  0.217.  However,  the  steam  mixture 
in  expanding  did  expand  adiabatically  in  order  to  give  up  heat  to 
work,  but  the  actual  or  what  might  be  called  the  gross  expansion, 
was  changed  in  character  by  the  re-evaporation  of  a  large  propor- 
tion of  the  water  present,  due  to  the  return  of  heat  from  the  cylinder 
walls  and  the  consequent  flashing  into  steam  of  part  of  the  water 
when  the  pressure  and  the  temperature  were  lowered.  The  real  re- 
evaporation,  measured  by  its  effect  upon  adiabatic  expansion,  has 
been  the  difference  between  0.757  and  0.524  or  0.233. 

54  The  actual  expansion  in  this  case  has  been  the  result  of  two 
factors  which  worked  simultan(;ously:  adiabatic  expansion  and  the 
return  of  heat  from  the  cylinder  walls  to  the  mixture.  The  first 
factor,  adiabatic  expansion,  as  already  explained,  is  itself  the  result 
of  two  neutralizing  or  opposing  conditions,  i.  e.,  the  condensation  of 
initially  dry  steam  during  expansion,  and  the  relatively  smaller 
amount  of  re-evaporation  of  water  initially  in  the  mixture  due  to 
the  liberation  of  its  excess  of  heat  when  the  pressure  and  tempera- 
ture were  lowered.  The  net  result  of  the  two  conditions  of  this 
adiabatic  expansion,  however,  was  a  condensation.  The  second 
factor  is  the  large  amount  of  re-evaporation  due  to  the  return  of 
heat  from  the  surface  of  the  cylinder  walls  to  the  condensed  steam, 
amounting  in  Example  1  to  0.233,  or,  roughly,  there  has  been  re- 
evaporated  (luring  expansion  I  of  the  entire  weight  of  mixture 
present. 

55  Example  2  shows  conditions  which  obtain  in  the  engine  tested 
when  served  with  steam  superheated  about  125  deg.  fahr.  at  about 
140  lb.  gage  pressure,  with  a  length  of  cut-ofT  of  about  45  per  cent. 
The  value  of  Xc  is  0.950,  a  very  high  value  for  this  class  of  engine. 
The  quality  after  adiabatic  expansion  would  be  0.849,  a  condensation 
of  0.101.  Where  values  of  X^  are  as  high  as  0.950,  however,  no  re- 
evaporation  takes  place  in  practice,  but  condensation  continues 
throughout  expansion.  After  expansion  in  the  engine  tested,  the 
quality  would  be  0.73G,  showing  much  greater  condensation  than 
that  due  to  adiabatic  expansion  alone.  The  apparent  condensation 
has  been  0.214,  but  the  real  condensation,  measured  by  its  effect 
upon  adiabatic  expansion,  has  been  0.113. 

56  The  actual  expansion  in  Example  2,  as  in  Example  1,  has  been 
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tli(3  result  of  two  factors:  iidiabatic  expansion  and  the  further  ab- 
straction of  heat  chu'ing  the  whole  expansion  by  the  cylinder  walla. 
Heat  is  abstracted  during  expansion  by  the  cylinder  in  the  engine 
tested  at  all  values  of  X,  above  0.85,  thus  giving  values  of  n  higher 
than  the  adiabatic  value  k. 

57  The  phenomena  of  condensation  and  re-evaporation  during 
expansion  are  the  causes  of  the  relations  exi.sting  between  X,  and  n 
in  the  cylinders  of  steam  engines.  The  two  examples  given  show 
values  obtained  in  extreme  cases  which  illustrate  very  well  the  effect 
of  A'o  upon  the  character  of  the  expansion,  and  therefore  upon  the 
value  of  n,  and  show  the  range  of  values  that  n  assumes  in  one  engine 
due  to  a  change  in  the  value  of  Xo. 

58  The  Relation  of  Xo  and  n.  The  relation  of  A'^,  and  n,  for  the 
same  engine,  has  been  shown  by  the  author's  tests  to  be  very  definite 
under  the  same  conditions  of  pressure  and  speed.  This  relation,  or 
dependence  of  n  upon  Xo,  however,  is  not  seriously  affected  by 
changes  of  pressure  luid  speed  within  the  limits  of  the  tests. 

59  The  ordinary  speeds  of  similar  types  of  engines,  70  to  120 
r.p.m.,  do  not  affect  the  relation  seriously  enough  to  be  taken  into 
account  when  examining  such  cases,  because  of  the  twofold  char- 
acter of  speed  in  its  influence  upon  tlic  action  of  the  cylinder 
walls. 

60  The  engine  experimented  upon  was  operated  at  120  r.p.m., 
and  had  a  stroke  of  2  ft.  Other  engines  of  this  class  run  at  speeds 
iis  low  as  70  r.p.m.,  but  have  strokes  of  5  or  6  ft.  Cylinder  condensa- 
tion is  not  dependent  upon  rotative  speed  alone,  but  is  also  influenced 
by  the  piston  sjjeed,  as  determined  by  the  length  of  the  stroke.  On 
account  of  different  lengths  of  stroke,  different  engines  caniKjt  be 
compared  on  the  basis  of  rotative  speed.  Thus  while  the  small  engine 
tested  has  a  rotative  speed  of  120  r.p.m.,  its  piston  speed  is  only 
480  ft.  per  min.  In  largt;  engines,  while  the  rotative  speed  may  be 
only  70  r.p.m.,  yet,  with  strokes  of  0  ft.,  the  piston  speed  is  840  ft. 
per  min.  What  the  small  engine  gained  by  higher  rotative 
speed,  the  large  engine  made  up  in  a  measure  by  higher  piston 
speed. 

61  After  taking  into  account  the  two  parts  of  which  speed  is 
composed,  it  is  found  that  the  speeds  of  stationary  engines  of  the 
type  tested  are  in  substantially  the  same  range.  On  account  of  this 
fact,  only  the  results  of  the  tests  run  at  120  r.p.m.  have  been  used 
in  the  applications  made  at  present. 

62  The  relation  of  X-  and  n  has  been  found  to  be  practically 


40  ANALYSIS   OF   CYLINDER   PERFORMANCE   OF  ENGINES 

independent  of  cylinder  size.    This  statement  is  true  for  non-jacketed 
cylinders  and  for  pressures  in  the  range  examined. 

63  It  appears,  therefore,  that  this  method  of  approximating  the 
value  of  Xe  at  cut-off  from  experimentally  determined  relations,  and 
thus  accounting  for  the  initial  condensation,  is  upon  much  surer 
ground  than  any  method  of  computing  condensation  from  the  phys- 
ical facts  surrounding  the  case.  It  approaches  the  problem  from 
the  side  where  the  phenomena  occurring  are  practically  independent 
of  all  the  variables  mentioned.  This  fact  adds  greatly  to  the  accu- 
racy obtained,  and  with  the  applications  given  in  Table  4  shows  that 
an  accurate  and  reliable  method  of  approximating  the  actual  steam 
consumed  from  the  indicator  diagram  alone  has  been  devised. 

04  This  method  is  free  from  several  objections  to  which  tests 
are  open.  It  measures  the  consumption  in  one  revolution,  and  is, 
therefore,  practically  measuring  a  rate  instead  of  a  quantity.  The 
only  data  needed  for  an  approximation  are  one  set  of  indicator 
diagrams,  taken  simultaneously,  the  constants  of  size  and  clearance, 
and  the  speed  of  the  engine  tested.  No  interruption  of  any  kind  in 
the  routine  of  a  plant  is  caused,  and  the  expense  incurred  is  not  to 
be  compared  with  that  of  an  equally  accurate  test.  The  method  is 
accurate  enough  for  almost  all  purposes  except  guarantee  tests  sub- 
ject to  bonus  and  forfeit  contracts.  In  the  case  of  locomotives  on 
the  road,  it  is  the  only  possible  method  of  approximating  the  steam 
consumption  of  the  main  engines,  due  to  the  use  of  steam  by  the  air- 
pump,  train-heating  system,  blower,  generator  sets,  safety  valves, 
whistle,  blow-off  valves,  and  leaks.  The  same  is  true  of  marine 
engines,  where  many  auxiliaries  are  supplied  with  steam  from  the 
same  boilers,  and  exhaust  into  the  same  surface  condensers.  The 
method  is  especially  useful  for  non-condensing  engines,  where  the 
boiler-feed  measurement  method  is  the  only  practicable  one.  Steam 
consumpticm  may  be  obtained  as  often  as  is  desired  instead  of  prob- 
ably once  in  an  engine's  life. 

65  Lijuitations.  The  relations  of  X,  and  n  given  in  Fig.  6  are 
applicable,  however,  only  to  non-jacketed  cylinders  exhausting  at 
very  close  to  atmospheric  pressure.  When  the  back  pressure  is 
raised  to  30  lb.  absolute,  for  instance,  there  is  a  new  series  of  rela- 
tions existing  for  the  same  initial  pressure,  due  to  a  different  tem- 
perature range  in  the  cylinder  and  the  consequent  alteration  of  the 
phenomena  occurring  after  cut-off.  Steam  jackets  also  alter  the 
phenomena  occurring  after  cut-off,  and  therefore  have  to  be  ex- 
amined separately  for  the  relations  of  X,  and  n. 
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66  Since  this  method  rests  entirely  on  the  indicator  diagram, 
great  care  must  be  observed  in  taking  these  diagrams.  The  indicator 
itself  must  be  an  accurate  instrument  in  the  best  possible  condition. 
The  indicator  connections  must  be  short  and  direct.  An  extensive 
investigation  by  W.  F.  M.  Goss  ^  shows  that  the  long  and  indirect 
pipe  connections  materially  alter  the  form  and  character  of  the 
expansion  curves.  A  correct  reducing  motion,  free  from  lost  motion, 
must  be  used  so  as  to  reproduce  the  actual  expansion.  The  arrange- 
ment of  having  one  indicator  at  each  end  of  the  cylinder  is  always 
to  be  preferred. 

67  The  applications  of  this  method  must  be  made  with  judgment 
and  care.  If  large  leakage  exists  only  an  approximate  solution  can 
be  obtained,  as  certain  assumptions,  treated  in  the  section  on  leakage, 
have  to  be  made.  The  various  steps  involved  in  the  use  of  the 
method  must  be  thoroughly  comprehended  to  give  satisfaction. 

68  Application  of  the  Method.  The  relations  of  X,  and  n,  as 
determined  for  various  pressures  at  constant  speed  from  the  engine 
tested  in  the  laboratory  of  the  University  of  Illinois  were  plotted  in 
the  form  of  the  chart  shown  in  Fig.  6. 

69  The  next  step  was  to  examine,  with  certain  restrictions,  the 
tests  of  other  engines,  and  to  compare  the  relations  of  X,  and  n  with 
those  given  in  Fig.  6.  The  restricting  conditions  imposed  were:  (o) 
that  the  tests  should  come  from  reUable  sources;  (b)  that  the  data 
supplied  should  be  complete  enough  for  computing  the  quantities 
needed  for  comparison;  (c)  that  the  cylinders  should  be  non-jacket- 
ed; (d)  that  the  diagrams  furnished  should  be  representative  of  aver- 
age conditions;  (e)  that  the  back  pressure  in  the  cylinder  examined 
should  be  practically  atmospheric;  (/)  that  no  large  leaks  should 
exist. 

70  The  values  of  X^,  n  and  p  were  first  found  from  the  set  of 
diagrams  to  be  examined.  Next,  the  values  of  n  and  p  were  located 
in  Fig.  6  and  the  corresponding  value  of  X,  found,  as  obtained  in  the 
tests.  The  value  of  Xo  obtained  from  the  chart  and  that  obtained 
from  the  test  examined  were  compared,  and  the  steam  consumption, 
as  computed  by  the  value  of  Xo  taken  from  the  chart,  was  obtained. 

71  The  results  of  tests  which  fulfilled  the  conditions  imposed  are 
given  in  Table  4.  Four  distinct  classes  of  engines  were  examined. 
These  include  simple  Corliss,  two-valve  and  four-valve  types,  the 
high-pressure  cylinders  of  compound  engines,  the  intermediate  pres- 
sure cylinders  of  triple  expansion  engines,  high-speed  and  simple 

I  Trans.  Am.  Soc.  M.  E.,  vol.  17,  p.  398. 
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locomotive  engines.    The  sizes  range  from  IO5  in.  by  12  in.  to  34.2 
in.  by  60  in.,  and  the  speeds  from  263  to  27.66  r.p.m. 

72  The  final  results,  given  in  columns  24,  29,  31  and  36  of  Table 
4  were  averaged  (analysis  201  excepted)  and'the  averages  are  given 
as  follows: 

Approximation  from  Chart — Fig.  6 
Average  Difference  from  Test  Value  of  Xc.Per  Actual  Steam  Con- 

Results  Cent  sumption,  Per  Cent 

Irrespective  of  sign 3 .  06  3 .  72 

Higher  (  +  )  or  lower  (  — )  than 

test  results -1-93  +2.50 

Approximation  from  Equation  A'c  =  1.245 /i —0.576 

Irresppctivo  of    sign 3 .  32  3 .  98 

Higlier  (  +  j  or  luwer  (-)  than 

test  results -1.32  "  +1.91 

Analysis  201  shows  an  application,  the  conditions  of  speed  and  cut- 
off pressure  of  which  are  far  outside  of  the  limits  examined.  The 
values  given  were  obtained  by  extrapolating  as  straight  lines  the 
lower  portions  of  the  curves  of  constant  value  of  Xo  in  the  chart  of 
Fig.  6.  Although  the  speed  is  only  27.66  r.p.m.  and  the  cut-off 
pressure  only  38.5  lb.  absolute,  the  value  of  X^  by  chart  was  deter- 
mined as  0.470,  while  the  value  by  test  is  0,508,  a  difference  of  7.5 
per  cent,  based  on  the  test  value  of  X,.  This  application  is  given  to 
show  that  an  extrapolation  of  the  method  to  unusual  conditions  of 
speed  and  cut-off  pressure  does  not  lead  to  absurd  results,  although 
it  is  not  nearly  as  accurate  as  the  applications  to  speeds  higher  than 
50  r.p.m. 

73  The  results  of  the  applications  made  up  to  the  present,  with 
the  restricting  conditions  imposed,  tend  to  show  that  the  steam 
consumption  of  engines  may  be  approximated  from  the  indicator 
diagram  to  within  an  average  difference  of  less  than  4  per  cent  from 
the  test  results.  Individual  examples,  however,  may  show  as  much 
as  8  per  cent  difference  in  rare  cases. 

CONCLUSIONS  REGARDING  STEAM  CONSUMPTION  FROM 
DIAGRAMS 

74  The  following  conclusions  have  been  drawn  from  the  results 
of  the  investigation,  as  applicable  to  non-jacketed  steam  cylinders 
in  good  physical  condition  exhausting'at  or  near  atmospheric  pres- 
sure, and  with  the  limitations  imposed  as  already  given: 
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a  At  a  given  initial  pressure  and  speed  of  engine,  there  is  a 
definite  relation  existing  between  A',  and  n,  in  any  one 
cylinder,  which  is  practically  independent  of  the  cut-off 
position. 

h  This  relation  is  practically  independent  of  cylinder  size 
and  of  engine  speed;  it  is  therefore  applicable  to  other 
cylinders  of  the  same  type. 

c  By  means  of  the  experimentall}'  determined  relations  of  X, 
and  n,  the  value  of  A^c  may  be  approximated  from  the 
average  value  of  n  obtained  from  the  expansion  curves 
of  one  set  of  indicator  diagrams,  taken  simultaneously; 
therefore  the  actual  weight  of  steam  present  in  one  revo- 
lution may  be  approximated. 

d  The  actual  steam  consumption  may  be  obtained  by  this 
method  from  the  indicator  diagram  to  well  within  an 
average  of  4  per  cent  of  the  amount  consumed  as  meas- 
ured by  test. 

e  This  method  has  the  following  advantages  not  possessed  by 
tests:  it  is  more  accurate  than  the  average  test,  and  is 
the  only  accurate  method  available  for  testing  certain 
classes  of  engines;  it  virtually  measures  an  instantaneous 
rate  instead  of  an  average  quantity  over  a  long  time, 
and  thus  enables  a  large  number  of  points  to  l^e  obtained 
for  a  water-rate  curve;  it  permits  of  making  tests  at  fre- 
quent intervals  instead  of  once  in  the  engine's  life;  the 
expense  is  not  to  be  compared  with  that  of  an  equally 
accurate  test;  it  involves  no  change  in  the  routine  of  the 
plant  tested. 
THE  LOGARITHMIC  DIAGRAM  APPLIED  TO  ALL  ELASTIC  MEDIA 

75  The  Form  of  Expansion  and  Compression  Curves  from  Practice 
About  300  indicator  diagrams  from  50  engines  using  steam,  gas,  air, 
and  ammonia  have  been  examined  '  to  investigate  the  form  and 
character  of  the  expansion  and  compression  curves.  It  may  be 
stated  as  a  result  that  the  polytropic  law  FT"  =  C  holds  for  all  elastic 
media  with  certain  exceptions  which  have  been  studied  and^  the 
causes  treated. 

76  An  example  of  two  logarithmic  diagrams  showing  how  per- 
fectly the  law  holds  is  given  in  Fig.  10.  These  diagrams  were  con- 
structed from  two  indicator  diagrams  shown  in  Fig.  9  taken  from 
the  Corliss  engine  tested. 

'  See  Appendix  for  discussion. 
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77  Mathematical  Relations  of  the  Law,  PV"  =  C.  The  equation 
of  the  polytropic  curve,  Pr"  =  C,  when  plotted  on  rectangular  cross- 
section  paper,  gives  a  curve  depending  for  its  form  and  position  on 
the  values  of  P,  V,  n;  and  C.  When  this  curve  is  plotted  on  logarith- 
mic paper  it  becomes  a  straight  line  depending  for  its  slope  on  the 
value  of  n  and  for  its  position  upon  the  value  of  C.  The  relations 
for  such  curves  are  given: 

Taking  the  logarithm  of  both  terms 

logP+nlog  y  =  logC 
Transposing 

log  P=  —n  log  V+log  C 
This  equation  is  of  the  form  of  the  straight  line 

y  =  mx-\-h 
where 

y  =  log  P 
m=  —n 
a:  =  log  V 
6  =  logC 

Thus  m=—n,  the  slope,  or   measure  of  inclination  of  the  line   to 
the  axis  log  V.    In  Fig.  10,  for  example,  at  a  point  X  on  the  line 

log  P=  —  n  log  V-\-  log  C 
draw  OX  parallel  to  the  axis  log  P,  and  draw  OY  parallel  to  the  axis 

OX 
log  V.    The  slope  of  the  line  will  be  the  value  of  the  ratio  _^  =  —n. 

OY  is  negative,  being  measured  to  the  left,  giving  n  its  negative  sign. 

78  Use  of  the  Logarithmic  Diagram.  The  logarithmic  diagram 
forms  the  basis  of  the  methods  of  analyzing  the  cylinder  performance 
of  reciprocating  engines  which  are  developed  in  detail  in  the  follow- 
ing pages. 

79  These  methods  apply  only,  however,  to  the  logarithmic 
diagrams  derived  from  the  cylinders  of  reciprocating  engines  using 
an  elastic  fluid  for  the  working  medium  and  having,  as  a  part  of  the 
cycle  of  operation,  an  expansion,  a  compression,  or  both. 

80  The  figures  of  one  set  of  indicator  diagrams  and  the  corre- 
sponding set  of  logarithmic  diagrams  are  numbered  the  same,  but 
the  letters  a  and  h  are  used  in  addition  to  the  figure  number  to  denote 
the  indicator  and  logarithmic  diagrams,  respectively. 
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RATIONAL  METHOD  OF  APPROXIMATING  CLEARANCE 

81  In  the  cases  of  the  great  majority  of  the  PF-diagrams  which 
were  examined,^  the  expansion  and  compression  curves  became 
straight  lines  in  the  logarithmic  diagram,  showing  that  the  law 
pyn  =  (j  ^vas  applicable,  or  in  other  words,  that  n  was  a  constant  for 
one  curve.  The  clearances  furnished  with  the  diagrams  examined 
had  been  carefully  found  by  the  displacement  method. 

82  It  was  desired  to  see  what  forms  the  lines  assumed  when  the 
clearance  was  taken  larger  or  smaller  than  the  measured  quantity. 
The  diagram  shown  in  Fig.  11-a,  taken  from  a  42  in.  by  60  in.  gas 
engine,  was  used  for  this  purpose.  The  true  clearance,  measured 
as  18.0  per  cent,  was  used  in  the  full  logarithmic  diagram  of  Fig. 
11-b.  Trials  were  made  with  clearances  assumed  as  14.0,  16.0,  20.0, 
and  22.0  per  cent  of  the  piston  displacement.  With  the  true  clear- 
ance of  18.0  per  cent,  the  curves  became  almost  perfectly  straight 
lines,  while  with  the  values  of  clearance  less  than  18.0  per  cent,  it  is 
seen  that  the  lines  become  bent  to  the  left,  and  with  values  of  over 
18.0  per  cent  the  lines  become  bent  to  the  right.  Hence  the  straight 
line  for  the  value  of  18.0  per  cent  is  the  transition  between  the  family 
of  curves  bending  to  the  left,  representing  a  clearance  smaller  than 
the  real  value,  and  the  family  of  curves  bending  to  the  right,  repre- 
senting a  clearance  larger  than  the  real  value. 

83  The  practical  significance  of  this  fact  is  that  there  is  now 
available  a  rational  method  of  approximating  the  clearance  of  any 
cylinder  using  an  elastic  medium,  which  has,  as  a  part  of  the  cycle 
of  operation,  an  expansion  or  a  compression.  This  method  is  based 
on  the  fact,  already  mentioned,  that  in  practice  all  elastic  media, 
except  under  certain  exceptional  conditions,  obey  substantially  the 
law  PV"  =  C,  when  subject  to  change  of  state,  and  therefore  be- 
come straight  linos  in  the  logarithmic  diagram. 

84  Graphical  Method  of  Approximating  Clearance.  The  graphical 
method  of  approximating  clearance  requires  only  the  scale  of  the 
indicator  spring  to  be  known,  and  the  atmospheric  line  to  be  drawn, 
in  order  to  locate  the  zero  Une  of  pressure.  The  exact  order  of  pro- 
cedure necessary  to  make  a  trial,  and  the  degree  of  accuracy  ob- 
tained in  any  given  case,  is  shown  in  detail  in  Par.  93  for  a  25|  in. 
by  37?  in.  gas  engine.  All  that  is  necessary  is  to  assume  different 
values  of  clearance,  and  plot  the  logarithmic  diagram  for  each  as- 
sumed value.    The  straight  line  position  of  the  curves  is  found  by 

•  See  Appendix  for  discuseion. 
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trial  and  error  to  lie  between  the  two  diverging  families  of  curvcB 
representing  too  small  and  too  large  clearance. 


Fig.  11-a     Diagram  from  Large  Gas  Engine 
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85  It  follows  also  from  the  curves  shown  by  Fig.  11-b  that  the 
clearance  being  known,  the  scale  of  the  spring  used  may  be  obtained 
in  the  same  manner  if  the  atmospheric  line  is  given. 
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86  Mathematical  Method  of  Approximating  Clearance.  The  re- 
sults obtained  from  the  graphical  method  of  trial  and  error  may  also 
be  accomplished  by  the  use  of  the  purely  mathematical  process  upon 
which  the  method  depends. 

87  The  law  PV''  =  C  holds,  thus  n  is  a  constant  for  any  part  of 
the  curve.  When  the  wrong  clearance  is  used,  the  law  PF°  =  C 
does  not  hold,  and  n  varies  from  point  to  point.  In  the  graphical 
method,  trials  of  various  values  of  clearance  are  made,  until  the 
curve  becomes  approximately  a  straight  line;  this  resultant  straight 
line  is,  therefore,  the  law  PV"  =  C,  in  which  n  is  a  constant  for  ail 
parts  of  the  curve.  The  one  condition  necessary  to  be  fulfilled, 
therefore,  is  that  n  be  constant  for  all  parts  of  the  curve,  but  not 
of  any  particular  value. 

88  To  illustrate  the  use  of  the  mathematical  method  in  Fig.  11-b, 
let  us  assume  several  points,  as  PiFi,  P2V2,  PzVs,  and  P^Vi  at  various 
intervals  on  one  of  the  curves,  as  on  the  compression  curve  at  the 
clearance  value  14.0  per  cent.  It  is  desirable  for  convenience  to 
locate  the  points  at  about  equal  intervals,  as  shown.  The  law 
PV''  =  C  is  assumed  to  hold.  Then,  for  two  points,  PiVi  and  PjFj, 
called  group  a,  we  have 

Piyi°  =  C 
P,Vi''  =  C 
Equating  these,  we  obtain 

Transposing  and  dividing 


\vj      Pt 


2 
Taking  the  logarithm  of  both  sides 

n  (log  y,  -  log  Vi)  =  log  Pi  -  log  P2 
Whence 

^^^logP,-logP2 fij 

log  F2-log  Fi 
In  the  same  manner  for  the  points  PsFa  and  P4F4,  called  group  6,. 
is  obtained 

„,='?5Z-i°_sZ'. PI 

log  Fi— log  Vi 
For  the  correct  value  of  clearance,  the  following  condition  must  be 
fulfilled  by  trial  and  error 

n.  =  nb [3J 

89    The  values  of  the  logarithms  of  the  coordinates  of  all  the 
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points  are  then  found,  and  the  values  of  n,  and  rib  computed.  If  the 
points  are  located  in  the  order  shown,  then  with  too  small  a  clear- 
ance, n.  is  lower  in  value  than  rib-  A  larger  value  of  clearance  is 
+hen  assumed,  the  operation  being  merely  to  add  a  constant  number 
to  the  values  of  Vi,  Fj,  Vt,  and  W.  The  process  is  repeated  until 
the  value  of  n.  becomes  practically  equal  to  Uh.  When  the  clearance 
is  assumed  too  large,  n.  becomes  higher  in  value  than  iih,  indicating 
that  the  true  value  has  been  passed. 

90  The  trial  by  the  mathematical  method  is  neither  as  accurate 
nor  as  short  as  the  graphical  method.  It  is  not  as  accurate  because 
the  points  assumed  may  not  be  representative.  When  this  is  the 
case,  the  graphical  method  allows  judgment  to  be  exercised  in  select- 
ing the  straight-line  position,  thereby  eliminating  irregularity  of 
points. 

91  The  question  arises  as  to  whether  the  form  of  the  lines  due  to 
wrong  clearance  can  be  distinguished  from  the  form  due  to  leakage 
or  to  "hooks,"  on  the  logarithmic  diagram.  This  case  is  treated  in 
Par.  126. 

92  The  curve  of  the  Py-diagram  nearest  the  clearance  space,  or 
the  compression  curve  in  Fig.  11-a,  is  generally  the  better  guide  in 
the  graphical  trials.  This  is  well  shown  in  Fig.  11-b.  A  given  differ- 
ence in  the  values  of  clearance  used  for  trial  causes  more  horizontal 
variation  in  the  position  of  the  compression  curve  than  in  the  ex- 
pansion curve.  This  fact  allows  closer  locations  of  the  straight-line 
transition  region  to  be  made  from  the  compression  curve  than  from 
the  expansion  curve. 

93  Examples.  It  was  desired  to  determine  the  clearance  of  the 
diagram  shown  in  Fig.  12-a.  From  general  knowledge  of  this  class 
of  engines  a  trial  by  the  graphical  method  was  made  in  Fig.  12-b 
with  the  clearance  assumed  as  12.4  per  cent,  a  value  purposely 
assumed  as  being  too  small.  This  value  is  seen,  by  the  bending  of 
both  curves  to  the  left,  to  be  much  too  small.  Trials  were,  therefore, 
made  with  the  clearance  assumed  as  13.8,  15.1,  and  16.0  per  cent 
of  the  piston  displacement.  The  values  of  15.1  per  cent  gave  prac- 
tically straight  lines  for  both  the  expansion  and  compression  curves, 
while  the  value  of  16.0  per  cent  shows  that  the  lines  have  begun  to 
bend  to  the  right,  indicating  too  large  a  clearance.  By  inspection, 
it  will  be  seen  that  the  region  of  fairly  straight  lines  may  be  located 
as  lymg  between  the  values  of  about  14.5  per  cent  to  15.5  per  cent. 
The  clearance  is,  therefore,  selected  as  15.0  per  cent,  a  value  which 
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Diagrams  from  Gas  Engines  for  Producer  and  Illumznating  Gas 
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Fig.  12-b     Koerting  4-Cycle  2.5 |  in.  by  Z1\  in.  Producer  Gas  Engine 


J.    PAUL   CLAYTON 


51 


may  be  high  or  low  by  not  more  than  4  per  cent  in  this  case.  This 
clearance  value,  15.0  per  cent,  is  a  common  value  for  engines  of  this 
class. 

94    The  graphical  method  is  more  accurate  for  large  clearances, 
measured  in  per  cent  of  the  piston  displacement,  than  for  small  ones. 
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Fig.  13-b     Gas  Engine  10  in.  by  19  in.  foh  Illuminating  Gas 


The  closeness  of  location  of  the  straight-line  region,  lying  between 
the  two  families  of  diverging  curves,  will  be  found  to  be  within  5  per 
cent  to  10  per  cent  of  the  clearance  volume,  for  values  of  clearance 
between  20  per  cent  and  2  per  cent,  respectively,  of  the  piston  dis- 
placement. 
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RATIONAL  METHOD  OF  LOCATING  THE  STROKE  POSITION  OF 

CYCLIC  EVENTS 

95  It  is  often  desirable  to  know  at  what  part  of  the  stroke  the 
cycUc  events  occur.  This  knowledge  can  be  best  obtained  from  the 
Pr-diagram.  For  ordinary  purposes,  these  events  can  be  closely 
located  by  inspection  on  the  P7-diagrams  themselves,  in  most  cases; 
thus,  on  a  diagram  from  a  Corliss  engine,  cut-offs  may  generally  be 
located  to  within  3^  in.,  measured  along  the  length  of  the  diagram. 

96  The  actual  beginning  of  true  compression,  however,  can  never 
be  accurately  located  on  the  PF-diagram.  True  compression, 
unaffected  by  leakage,  begins  after  the  exhaust  valve,  in  closing, 
has  acquired  enough  seal  to  prevent  leakage.  The  point  of  the  begin- 
ning of  true  compression  is  generally  at  least  5  lb.  above  the  back 
pressure.  The  point  at  which  leakage  ceases  cannot  be  located  on 
the  PF-diagram  because  the  curve  of  true  compression,  and  the 
curve  during  the  time  the  valve  has  insufficient  seal,  are  of  the  same 
direction  of  curvature,  and  are  not  reverse  curves  as  in  the  general 
case  of  admission  and  expansion. 

97  The  fact  that  expansion  and  compression  of  a  constant  weight 
of  medium  takes  place^  according  to  the  law,  PV'^  =  C,  thus  becom- 
ing straight  lines  in  the  logarithmic  diagram,  enables  us  to  locate 
cyclic  events  very  closely,  even  in  cases  where  they  cannot  be  detected 
at  all  in  the  PF-diagram. 

98  An  example  is  shown  in  Fig.  20-a,  containing  locomotive 
PF-diagrams  taken  at  short  cut-off  and  high  speed.  The  events  of 
cut-off,  release,  compression,  and  lead  are  very  difficult  to  locate  on 
such  diagrams.  These  events  are  located  on  the  logarithmic  diagram 
in  Fig.  20-b  by  noting  when  the  expansion  and  compression  curves 
become  straight,  indicating  a  constant  weight  of  steam  mixture. 

99  A  sufficient  number  of  points  are  plotted  to  show  clearly  the 
direction  of  the  diagram  near  the  events  desired.  Thus  these  events, 
even  though  obscure  in  the  PF-diagram,  may  be  located  to  well 
\vithin  about  ^  in.  in  the  logarithmic  diagram,  this  length  being 
equivalent  to  about  y?  in.  when  retransf erred  to  the  PF-diagram 
itself. 

100  The  use  of  this  method  has  one  great  advantage  in  that  it 
largely  eliminates  the  variable  element  of  personal  judgment.  It 
is  a  common  occurrence  to  see  PF-diagrams  where  two  persons  have 

'See  Appendix  for  discussion. 
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located  an  event  such  as  cut-off,  ^  in.  apart,  each  location  being  the 
best  judgment  of  the  person  doing  the  work.  The  logarithmic 
diagram  will  at  all  times  give  closer  locations  of  events  for  these 
reasons  than  will  the  PF-diagrams. 

101  The  method  also  allows  the  point  of  true  compression  to  be 
located,  the  location  of  which  is  practically  impossible  in  the  PV- 
diagram. 

RATIONAL  METHOD  OF  DETECTING  LEAKAGE 

102  The  law  PT "  =  C  is  applicable  only  to  cases  where  the  weight 
of  the  working  medium  remains  practically  constant  during  any 
expansion  or  compression.  When  this  weight  changes  materially, 
either  by  leakage  into,  or  out  from,  the  cylinder  containing  the 
medium,  the  resulting  expansion  or  compression  no  longer  obeys 
the  law,  and  it  becomes  a  curve  on  logarithmic  cross-section  paper. 
This  fact  is  very  clearly  shown  in  the  curves  of  the  logarithmic 
diagram  derived  from  cylinders  in  which  large  leaks  were  known  to 
exist. 

103  Examples  of  Known  Leakage.  The  first  case,  shown  in  Fig. 
13-b,  occurred  in  a  10  in.  by  19  in.  gas  engine,  intended  for  producer 
gas,  but  using  illuminating  gas  at  high  compression.  The  piston,  a 
single-acting  trunk  type,  allowed  a  large  leak,  clearly  detected  by 
the  noise  of  escaping  gas,  at  the  beginning  of  the  combustion  stroke. 
Both  the  compression  and  expansion  curves  show  the  effect  of  this 
leak  in  a  clear  manner  when  transferred  to  the  logarithmic  form. 
After  that  portion  of  the  stroke  was  reached  where  no  sound  of 
leakage  was  heard,  the  two  curves  became  straight  lines.  This  in- 
dicated very  clearly  that  the  effect  of  leakage,  if  appreciable,  may 
be  detected  in  the  form  of  the  curves  of  the  logarithmic  diagram. 

104  The  second  case,  shown  in  Fig.  14-b,  is  from  a  14  in.  by  35 
in.  Corliss  engine.  The  knowledge  of  the  leaky  condition  of  the  piston 
and  valves  came  from  the  engineer  in  charge. 

105  The  expansion  and  compression  lines  indicate  by  their 
form  at  the  upper  ends,  a  large  leak  from  the  cylinder,  or  through 
the  exhaust  valve.  The  lines  also  show,  by  the  rising  of  the  curves 
at  the  lower  ends,  a  considerable  addition  to  the  steam  in  the  cylinder 
during  expansion  and  compression.  This  steam  could  come  only 
from  a  large  leak  in  the  steam  valve..  The  seven  other  diagrams  taken 
from  this  same  engine  all  showed  the  effect  of  leakage  in  a  similar 
manner. 
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106  The  third  case  of  know-n  leakage,  sho^\Ti  in  Fig.  15-b,  is  from 
an  11^  in.  by  22  in.  double-acting  ammonia  compressor.  This 
cylinder  was  known  to  be  in  a  very  bad  condition  as  regards  wear 
and  leakage  of  piston  and  valves.  The  re-expansion  curves,  by  the 
enormous  amount  of  re-expansion  showTi,  indicate  large  leakage 
into  the  cylinder  during  this  operation.    The  lower  part  of  the  com- 
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Diagrams  from  Corliss  Engine  and  Ammonia  Compressor 
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Fig.  14-b    Corliss  Engine  14  in.  by  35  in. 
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pression  curves,  by  rising,  indicates  leakage  into  the  cylinder,  either 
past  the  piston  or  through  the  discharge  valves.    The  upper  part  of 
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these  curves  indicates  leakage  from  the  cylinder,  either  past  the  piston 
or  through  the  suction  valves. 

107     These  three  examples  show  abnormal  conditions  which  are 
comparatively  rare.     Very  smooth  curves  may  be  obtained  m  the 
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PF-diagrani  even  if  there  is  large  leakage  taking  place.  This  is  seen 
by  referring  to  Fig.  14-a,  both  the  expansion  and  compression 
curves  being  fairly  regular.  The  logarithmic  diagram,  however, 
shows  clearly,  in  connection  with  the  discussion  and  the  examples 
shown,  that  large  leakage  of  two  kinds  was  taking  place  during 
expansion  and  compression.  Leakage  which  occurs  during  admis- 
sion or  during  exhaust  has  no  effect  upon  the  lines  of  the  diagram 
as  the  weight  of  the  medium  is  continually  changing. 

108  Method  of  Detecting  Leakage.  When  leakage  occurs  in  a 
cylinder,  it  is  seldom  found  that  only  one  source  of  leakage  exists. 
Leakage  is  usually'  the  result  of  wear,  which  affects  most  of  the  possible 
sources  of  leakage  in  about  an  equal  proportion.  As  a  result,  several 
leaks  are  generallj'-  affecting  the  curves.  This  is  the  case  in  Figs.  14-b 
and  L5-b,  whore  leakage  was  taking  place  both  into  and  out  from 
the  cylinders. 

1 09  In  discussing  leakage,  it  must  be  kept  in  mind  that  difference 
in  pressure  between  two  regions  is  the  cause  of  this  phenomenon. 
In  the  steam  engine,  there  are  three  pressures  which  must  be  con- 
sidered, i.  e.,  the  pressure  in  the  steam  chest,  in  the  cyUnder  at  the 
point  discussed,  and  in  the  exhaust  passage.  Leakage,  being  due  to 
difference  of  pressure,  becomes  material  only  when  this  difference 
becomes  considerable.  Thus  leakage  into,  or  out  from  a  steam  cylin- 
der has  been  found  to  occur  in  most  cases  only  when  the  pressure 
difference  is  over  about  20  lb.  In  Fig.  14-b,  the  leakage  into  the  cylin- 
der, shown  by  the  lower  parts  of  the  lines,  begins  to  occur  at  about 
25  lb.  absolute,  or  35  lb.  lower  than  the  pressure  at  admission. 
The  leakage  out  from  the  cylinder,  shown  by  the  upper  parts  of  the 
lines,  ceases  to  occur  at  a  pressure  of  about  40  lb.  absolute  for  the 
expansion  curve,  and  begins  to  occur  at  about  25  lb.  absolute  for 
the  compression  curve.  The  difference  of  pressure  between  the  steam 
in  the  cylinder  and  that  in  the  exhaust  passage  is  about  35  lb.  in  the 
first  case,  and  about  20  lb.  in  the  second  case. 

110  This  fact,  founded  on  many  diagrams  analyzed  enables  us  to 
divide  the  expansion  and  compression  lines  roughly  into  three  equal 
parts  on  the  logarithmic  diagram  (when  these  lines  extend  from  the 
initial  pressure  nearly  to  the  back  pressure) :  (a)  the  upper  third,  in- 
fluenced by  leaks  owf /rom  the  cylinder;  (h)  the  middle  third,  practi- 
cally uninfluenced  by  leakage;  (c)  the  lower  third,  influenced  by 
leakage  into  the  cylinder.  Thus  fairly  reliable  values  of  n,  free  from 
the  effect  of  leakage,  may  be  obtained  from  the  middle  third  of  the 
lines. 
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111  Returning  to  Fig.  14-b,  both  the  lines  indicate  leaks  out  from 
the  cylinder.  This  can  occur  either  past  the  piston  or  through  the 
exhaust  valves.  The  piston  generally  becomes  leaky  sooner  than 
Corliss  exhaust  valves,  and,  in  this  particular  engine,  one  of  the 
piston  rings  was  found  upon  examination  to  be  broken.  When 
diagrams  from  both  ends  of  the  cylinder  are  available,  piston  leakage 
causes  nearly  an  equal  effect  on  the  expansion  curves  of  both  ends. 
The  leakage  into  the  cylinder  can  come  from  only  one  source  which 
can  influence  the  curves,  i.  e.,  the  steam  chest.  The  effect  of  this 
leak  is  seen  in  both  lines  in  the  lower  thirds, 

112  In  Fig.  15-b,  both  forms  of  leakage  are  shown  in  the  ammonia 
compression  curves.  The  lower  thirds  show  leakage  into  the  cylin- 
der, either  through  the  discharge  valves  or  past  the  piston.  The 
upper  thirds  of  the  lines  show  large  leakage  from  the  cylinder, 
caused  by  the  condition  of  either  the  suction  valves  or  the  piston. 
Ordinarily,  it  is  not  possible  to  distinguish  between  two  leaks  occur- 
ring in  the  same  third  of  the  curves. 

113  Approximation  of  the  Volume  Which  Leaked.  Fig.  13-b 
is  an  example  where  only  one  kind  of  leakage  is  present.  Here,  the 
piston  alone  leaked  badly  at  the  commencement  of  the  stroke.  The 
effect  of  this  leak  is  seen  in  the  upper  third  of  both  lines. 

114  When  only  one  kind  of  leakage  exists  it  is  possible  to  com- 
pute with  fair  accuracy  the  volume  of  leakage  taking  place  during 
expansion  or  compression.  The  lines  are  extended,  as  shown  in  Fig. 
13-b,  giving  the  lines  of  constant  weights  of  the  medium.  The 
volume  of  gas  that  had  leaked  during  compression,  up  to  100  lb. 
absolute  pressure,  is  then  seen  to  be  0.014  cu.  ft.,  or  6.3  per  cent  of 
the  volume  remaining.  The  volume  of  gas,  measured  at  the  pressure 
of  450  lb.  absolute,  that  leaked  after  combustion  during  expansion, 
is  seen  to  be  0.032  cu.  ft.,  or  18.7  per  cent  of  the  volume  remaining 
after  the  leakage  stopped. 

115  The  leakage  that  took  place  during  combustion  at  the  end 
of  the  stroke  cannot  be  computed,  but  it  can  be  estimated  by  mak- 
ing the  assumption  that  this  leakage  was  proportional  to  the  mean 
rate  of  leakage  shown  by  the  two  curves,  and  that  its  duration  was 
the  time  interval  occurring  between  the  point  .4  and  the  point  B. 

116  The  important  result  that  is  attained  by  this  method  is  not, 
however,  the  approximation  of  leakage,  but  the  knowledge  that  it  is 
taking  place,  so  that  it  can  be  located  and  stopped. 

117  The  Use  of  the  Method  in  Testing  for  Maximum  Economy. 
Many  engines  are  sold  and  their  prices  fixed  on  the  basis  of  their  test 
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Diagrams  raoM  High-Speed  Engine  and  Compottnd  Superheated 
Steam  Engine 
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performancos.  The  iini)()rtancc  to  the  mamifacturer  of  being  able 
to  eliminate  leaks  during  this  test  does  not  iiavo  to  be  empiuisized. 
Does  the  engineer  in  charge  of  the  test  know  whether  the  engine  is 
tight  under  regular  operating  conditions? 

118     All  of  our  present  knowledge  of  leakage  is  an  inference  drawn 
from  the  leakage  "standing."     Nobody  knows  whether  an  engine 
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that  is  tight  "standing"  leaks  when  in  operation,    or    vice    versa. 

119  This  method  should  be  applied  to  all  engines  about  to  under- 
go any  test  where  maximum  economy  is  the  object  desired. 

120  The  results  of  an  analysis  made  in  connection  with  this 
investigation  by  means  of  logarithmic  diagrams  of  a  large  number 
of  PF-diagrams,  indicate  that  the  majority  of  engines,  in  good  con- 
dition, are  practically  tight  as  regards  leakage  into  or  out  from  the 
cylinder. 
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121  Most  leakage  is  the  result  of  wear  and  tear  due  to  long  and 
hard  use.  After  the  wear  and  tear  has  become  marked,  it  is  the 
custom  to  rebore  the  cylmder  and  to  resurface  the  valves  and  valve- 
seats.    Some  railroad  companies  overhaul  the  cylinders  and  valves 
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USING  Superheated  Steam 


of  locomotive  cylinders  at  regular  intervals  of,  for  instance,  150,000 
miles  of  travel.  Some  cylinders  in  stationary  plants  are  rebored 
at  equal  time  intervals  of  some  four  or  five  years  each. 

122     As  a  pure  question  of  economy,  other  things  not  considered, 
general  repairs  of  cylinder  and  valves  should  take  olace  when  the 
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extra  annual  cost  of  fuel  and  water  due  to  leakage  equals  the  annual 
interest  on  the  money  necessary  for  general  repairs. 

123     It  is  apparent  that  the  existing  methods  of  determining 
when  general  repairs  are  necessary  are  in  a  verj-  haphazard  state  as 
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Fig.  20-b    Purdue  16  ix.  by  24  in.  Superheated  Steam  Locomotive 


regards  economy,  and  that  the  personal    judgment  of    the  man 
making  the  decision  may  be  liable  to  great  variation. 

124  The  method  of  detecting  leakage  from  the  logarithmic 
diagram  offers  a  more  rational  solution  of  this  important  question. 

INTERPRETATION    OF   THE    LOGARITHMIC   DIAGRAM 

125  In  the  discussion  upon  the  effect  of  wrong  clearance,  leakage, 
and  excessive  condensation  ^  upon  the  lines  of  the  logarithmic 
diagram,  it  was  assumed,  for  the  sake  of  clearness,  that  only  one  of 
these  effects  existed  at  one  time.  The  examples  were  selected  so  as 
to  illustrate  only  one  of  these  effects  in  each  case. 

I  Discubsed  in  Appendix. 


J.    PAUL  CLAYTON 


63 


126  Cases  occur  where  several  of  these  effects  exist  at  one  time 
in  the  same  diagram.  The  separation  of  one  effect  from  another  is 
not  an  exact  process.    However,  the  character  of  the  curves  showing 
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Fig.  21-b     Diesel  16  l\.  by  24  i.\.  Oil  Engine,  Crude  Oil 


excessive  condensation,  wrong  clearance,  and  leakage  are  quite 
different.  For  instance,  WTong  clearance  affects  the  lines  throughout 
their  length.  Excessive  condensation,  in  the  cases  of  the  steam 
diagrams  examined,  alwaj'S  affects  only  the  upper  parts  of  the 
curves.  Leakage,  as  has  been  mentioned,  affects  materially  only 
the  upper  and  lower  thirds  of  the  lines,  where  these  lines  extend 
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from  the  initial  pressure  to  nearly  the  back  pressure.  When  ex- 
cessive condensation  and  large  leakage  exist  together,  no  close  ap- 
proximation of  the  clearance  can  be  made. 

127  An  adequate  treatment  of  the  segregation  of  these  various 
efifects,  when  found  together,  is  beyond  the  scope  of  this  paper.  The 
treatment  is  long  and  complicated.  It  has  been  found,  however,  that 
experience  in  the  use  of  logarithmic  diagrams  enables  one  to  sepa- 


i 


Fig.  22-a     Diagrams  from  Pumping  Engine 


rate  these  effects  qualitatively,  in  some  cases,  from  the  form  of  the 
expansion  and  compression  curves. 

COMMON  ERRORS  MADE  IN  ANALYZING  STEAM  INDICATOR 

DIAGRAMS 

128  The  Use  of  the  Equilateral  Hyperbola  as  a  Standard  of  Com- 
parison. The  values  of  n  for  the  expansion  curves  of  steam  indicator 
diagrams  are  not  closely  constant,  but  are  subject  to  a  very  wide 
range  of  variation.  The  extent  of  this  variation  may  be  seen  from 
the  examples  given  in  the  logs  of  the  tests  made,  and  in  the  Appendix. 
The  range  of  variation  found  in  the  present  investigation  is  from 
0.70  to  1.34. 
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129  The  range  of  values  in  the  engine  tested  was  from  0.835  to 
1 .234.  The  average  values  were  0.947  for  the  tests  run  with  saturated 
steam,  1.056  for  the  tests  run  with  superheated  steam,  and  1.004  for 
all  tests.  The  values  of  n  for  most  engines  of  ordinary  size  using 
saturated  steam  at  normal  cut-off  is  between  0.95  and  1.05,  while 
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for  superheated  steam  the  range  is  usually  from  1.00  to  1.30.  For 
saturated  steam  the  value  of  n=  1.0  is  about  an  average  value.  The 
only  meaning  that  the  average  value  of  n  =  1  ever  possessed  is  that 
the  average  value  of  A'o,  in  the  class  of  engines  examined,  lies  in  the 
range  betw(!en  0.60  and  0.70. 

130  The  law  of  Boyle  or  Mariotte,  or  the  law  of  isothermal  ex- 
pansion of  a  perfect  gas,  has  no  bearing  of  any  kind  whatsoever  on 
the  expan.sion  of  .steam  in  a  cylinder.  The  equilateral  hyperbola 
sometimes  occurring  in  steam  cylinders  is  only  a  special  case  of 
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expansion  according  to  the  polytropic  law  PV'^  =  C,  while  Boyle's 
law  is  another  special  case  which  never  occurs  in  steam  engine 
practice. 

131  Because  of  the  agreement  in  form  between  Boyle's  law  and 
the  equilateral  hyperbola  (the  special  case  of  the  law,  Py°  =  C, 
where  n  =  1.0),  this  latter  curve  has  been  called  the  ideal  or  theoretical 
curve  of  expansion  to  which  curves  in  practice  are  supposed  to  ap- 
proach as  a  measure  of  practical  perfection  in  the  use  of  steam.    The 


300  rm 

J> 

1 

' 

1 

- 

r 

r 

1 

1 

:( 

»«*=-' 

d 

1 

"* 

^^ 

n-io« 

■^ 

c 

"jjl 

:  (1       Av.  n 

•  i.ii 

3 

uj  90  -  — 

\ 

H 

— 

— 

- 

- 

- 

n 

-  il: 

U     - 

(       AA 

— 

'^■^ .  .  . 

=% 

g 

—J 

~ 

-^ 

^ 

- 

"t^ 

^ 

Lj  60  --- 



i~^ 

|^-W= 

=» 

■^ 

«*^ 

h 

t  .„  "  " 

\  \ 

psj 

r^ 

H 

\ 

CH 

V\ 

v-l_ 

1. 

BJsj" 

n    - 

' 

H 

^ 

K 

< 

:it 

n 

•  I.J 

|92 

1 

^   40--- 

K 

r\ 

1 

Av. 

1  =  1.'" 

54 

0^- 

^ 

0. 

\ 

\ 

1 

1 

Lj    30  --- 

n. 

40 

9 

1 

s 

,\ 

1 

3 
o 

Av 

n 

•1 

4 

1^ 

r^  •  1.431 

< 

\ 

'^^^^^^r^. 

10 

.007  009  iK)9  01° 


«»»        o.«Jo     e.»4    cs   o«  or  .M .»» 0 1  »2  <"      *^    '■'  **  *7 

ABSOLUTE  volume:-  CD. ft 
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equilateral  hyperbola  is  m  no  sense  whatsoever  an  ideal  or  theoretical 
curve,  and  its  use  for  the  purposes  of  comparison  is  an  empirical  or 
arbitrary  convention  only.  It  should  be  called  the  conventional 
expansion.  It  has  even  been  contended  that  because  an  expansion 
curve  did  not  coincide  with  the  equilateral  hyperbola,  some  grave 
fault  exists  in  the  engine.  A  value  of  n  may  be  as  low  as  0.60  with 
no  graver  fault  than  very  excessive  initial  condensation,  while  a 
value  of  1.35  may  be  found  from  no  graver  fault  than  that  of  using 
steam  superheated  about  250  deg.  fahr. 

132    The  only  rational  use  of  applying  the  equilateral  hyperbola 
to  steam  PF-diagrams  is  to  act  as  a  guide  to  see  whether  n  is  greater 
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or  less  than  1 .0.  If  the  actual  curve  is  not  close  to  this  hyperbola, 
if  no  faults  exist,  and  if  the  cylinder  is  non-jacketed,  then  this  fact 
means  that  the  value  of  Xo  for  the  case  examined  is  less  than  about 
0.60  or  greater  than  about  0.70.  The  assumption  that  n  =  1.0  as  a 
standard  of  expansion  is  equivalent  to  assuming  that  the  value  of 
Xa  is  standard  at  about  0.65,  No  engineer  would  seriously  propose 
that  the  value  of  Xt  of  0.65  should  be  selected  as  a  standard  of 
economy. 

133  The  elaborate  theory  of  analysis  bliilt  on  the  assumption 
that  n=1.0  is  the  natural  result  of  the  use  of  averages  in  any  art 
where  the  actual  facts  have  never  been  investigated. 

134  The  use  of  the  equilateral  hyperbola  to  predict  the  form  of 
P7-diagrams  for  the  purposes  of  design  is  satisfactory  in  the  case 
of  ordinary  sizes  of  engines  using  saturated  steam.  When  steam 
superheated  over  100  deg.  fahr.  is  used,  the  value  of  n  should  be 
assumed  at  between  1.10  and  1.25.  The  high  values  of  n  obtained 
with  highly  superheated  steam  in  large  engines  alter  materially  the 
division  of  work  and  the  tangential  forces  acting  from  those  obtained 
when  n  is  assumed  to  be  1.0.  This  fact  should  be  considered  in  the 
design  of  engines  to  use  superheated  steam. 

135  The  use  of  the  equilateral  hyperbola  to  obtain  the  ratio 
known  as  the  "diagram  factor"  has  no  rational  basis,  but  its  use  for 
this  purpose  gives  results  which  are  valuable  for  the  purpose  of 
design. 

136  The  Graphical  Method  of  Approximating  the  Clearance.  If  n 
has  the  value  1.0  on  a  PF-diagram,  the  clearance  may  be  found  by 
locating  the  zero  of  volume  on  the  zero  line  of  pressure.  This  process 
is  performed  graphically  by  reversing  the  method  used  in  construct- 
ing the  equilateral  hyperbola. 

137  In  actual  expansions,  however,  n  is  almost  never  exactly 
equal  to  1.0,  but  is  greater  or  less  as  already  explained.  The  accu- 
racy of  the  result  by  this  method  is  dependent  on  how  close  the 
value  of  n  approximated  ]  .0.  The  clearance  obtained  by  this  method 
may  be  as  much  as  100  per  cent  larger  or  smaller  than  the  actual 
clearance  volume  in  ordinary  cases,  while  errors  of  25  per  cent  and 
50  per  cent  are  very  common.  Where  errors  of  this  size  are  possible, 
the  method  is  of  no  use  for  important  work. 

138  A  rational  method  of  approximating  the  clearance  cannot 
be  based  upon  the  assumption  that  n  =  1.0,  but  only  upon  the  fact 
that  it  be  of  a  constant  value,  the  value  itself  being  immaterial. 
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139  Combined  Steam  Indicator  Diagrams.  Very  little  of  viilue  is 
obtained  from  the  combined  PF-diugrams  of  steam  engines,  except 
the  measure  of  the  diagram  factor  for  the  purpose  of  design. 

ABSOLUTE    PRESSURE- LB. PEF?SQ.  I M. 
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140  One  of  the  uses  that  has  been  made  of  the  combmed  diagram 
is  to  see  whether  continuity  of  expansion  exists.  It  has  been  as- 
sumed by  various  writers  that  continuity  of  expansion  should  exist. 
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A  study  of  the  relations  of  X,  and  n  shows  that  continuity  of  expan- 
sion does  not  and  should  not  exist  except  under  very  special  condi- 
tions. 

141  Division  of  Feed  for  Applying  Hirn's  A7ialysis.  One  of  the 
requirements  of  Hirn's  analysis  is  that  we  know  exactly  how  much 
steam  was  admitted  to  each  end  of  a  cylinder.  These  amounts  are 
not  usually  equal  in  practice,  so  an  assumption  must  be  made  to 
cover  the  needs  of  the  case. 

142  The  usual  assumption  is  to  divide  the  feed  between  each  end 
of  a  cylinder  in  the  ratio  of  the  values  of  the  mean  effective  pressure 
shown  by  the  PF-diagrams  from  the  two  ends.  This  assumption 
is  probably  not  far  from  the  actual  division  in  most  cases,  and  is  the 
best  that  can  be  done  under  the  circumstances. 

143  In  the  light  of  the  facts  presented  in  this  investigation,  this 
feed  maj'  now  be  di\dded  on  a  more  rational  basis.  It  has  been 
found  that  the  presence  of  the  piston  rod  in  only  one  end  of  the  cyl- 
inder has  no  appreciable  effect  upon  the  value  of  n.  This  fact  enables 
us  to  divide  the  feed  according  to  the  volumes  filled  and  the  values 
of  Xo  as  determined  by  the  resulting  values  of  n.  This  method  is 
believed  to  be  the  closest  solution  obtainable  in  the  case  where  the 
supply  for  each  end  of  the  cylinder  cannot  be  separately  measured. 

144  Computing  the  Weight  of  Steam  Retained  in  Compression.  A 
carefully  made  investigation  indicates,^  when  saturated  steam  is 
used,  that  the  steam  in  the  cylinder  is  dry  or  even  very  slightly 
superheated  at  the  closure  of  the  exhaust  valve.  As  shown  by  the 
logarithmic  diagrams,  leakage  of  the  steam  in  compression  continues 
until  the  exhaust  valve,  in  closing,  has  acquired  considerable  lap. 

145  The  point  which  is  selected  to  compute  the  volume  of  steam 
retained  in  compression  generally  lies  between  the  points  A  to  5  and 
C  to  D  of  Fig.  10.  As  the  weight  of  steam  retained  is  yet  decreasing, 
the  point  selected  nearly  always  accounts  for  more  steam  than  was 
actually  retained.  In  other  words,  we  do  not  find  the  value  of  X,  to 
be  as  high  as  it  actually  is. 

146  The  following  method  shown  in  Fig.  10  has  been  adopted  in 
the  present  investigation.  The  straight  line  of  the  compression  curve 
on  the  logarithmic  diagram,  or  the  line  of  constant  weight  of  steam 
mixture,  is  prolonged  dotted  as  shown  to  the  back  pressure.  The 
intersection  of  this  prolonged  line  with  the  back  pressure  line  ex- 

•  George  Duchesne,  Revue  de  rn^canique,  July  1S99;  quoted  in  Power,  Jan 
10,  1911,  p.  71. 
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tended  is  taken  as  the  volume  of  dry  steam  retained  in  compression. 
This  method  almost  always  gives  less  steam  retained  in  compression 
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than  the  ordinary  method,  and  is  believed  to  be  rational  in  the 
present  state  of  knowledge  of  this  subject. 
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CONCLUSIONS 
147    The  following  conclusions  have  been  drawn  from  the  results 
of  the  investigation  relating  to  all  elastic  media,  as  appHcable  to  the 
cylinders  of  reciprocating  engines  using  elastic  media  and  having, 
as  a  part  of  the  working  cycle,  an  expansion,  a  compression,  or  both : 
a  The  indicator  diagram,  taken  by  means  of  a  correct  re- 
ducing motion  and  with  a  reliable  indicator,  contains  the 
evidence  necessary  for  a  very  complete  and  useful  an- 
alysis of  cylinder  performance. 
b  The  logarithmic  diagram,  derived  from  the  indicator  dia- 
gram, discloses  a  new  and  very  complete  analysis  of 
cylinder  performance. 
c  Free  from  the  influences  of  leakage,  wrong  clearance,  wrong 
location  of  the  line  of  zero  pressure,  and  excessively  low 
speed  (principally  in  steam  engines),  expansion  or  com- 
pression of  an  elastic  medium  takes  place  substantially 
according  to  the  law,  PV''  =  C. 
d  The  clearance  of  cylinders  may  be  found  by  graphical  trial 
in  the  logarithmic  diagram  to  within  5  per  cent  to  10 
per  cent  of  the  clearance  volume,  depending  as  the  clear- 
ance itself  varies  from  20  per  cent  to  2  per  cent,  respect- 
ively, of  the  piston  displacement. 
e  The  cyclic  events,  even  though  entirely  obscure  in  the  in- 
dicator diagram,   may  be   located   on   the  logarithmic 
diagram  (when  plotted  on  logarithmic  paper  of  5  in.  per 
square)    to    within    ys    in.,    this    quantity  being  the 
equivalent  of  about    ^    in.    when  retransferred  to  the 
indicator  diagram. 
/  Leakage  (if  appreciable)  may  be  reliably  detected  from  the 
logarithmic  diagram,  and  may,  in  some  cases,  be  approxi- 
mated in  volume. 
g  The  weight  of  steam  retained  in  compression  should  be  ob- 
tained from  the  logarithmic  diagram  by  prolonging  the 
line  of  constant  weight  of  steam  mixture  to  the  back 
pressure  line  extended;  the  intersection  of  these  two  ex- 
tended lines  is  the  volume  of  steam  which  is  retained. 
148     Acknowledgment    is   made    to    Prof.    G.    A.    Goodenough, 
through  whose  kind  offices  permission  was  secured  to  undertake  the 
investigation,  and  who  at  all  times  has  given  his  hearty  encourage- 
ment to  the  work;  also,  to  Dean  W.  F.  M.  Goss,  Prof.  0.  A.  Leut- 
wiler,  C.  M.  Garland,  Purdue  University,  and  to  the  various  firms 
which  have  furnished  indicator  diagrams  and  tests  for  analysis. 
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APPENDIX 

PART  1      METHOD  OF  CONSTRUCTING  THE  LOGARITHMIC 

DIAGRAM 

149  The  logarithmic  cross-section  paper  used  in  this  investigation  consists 
of  four  squares  arranged  two  each  way.  These  squares  are  5  in.  each  way, 
making  the  four  squares  together  10  in.  each  way.  The  use  of  four  squares 
enables  values  to  be  plotted  ranging  from  0.1  to  10.0,  1.0  to  100.0,  etc.,  thus 
giving  a  range  of  ten  times  the  values  obtainable  if  only  one  square  were  used. 

150  Construction  of  the  Logarilhmic  Diagram.  '  The  coiirdinatcs  of  the  PV- 
diagram  are  proportional  to  pressure  and  stroke,  the  latter  being  proportional 
to  the  volume  displaced  by  the  piston.  The  coordinates  of  several  points  on  the 
PF-diagram  are  found  in  terms  of  ab.solute  pressure,  preferably  in  pounds  per 
square  inch,  and  absolute  volume,  preferably  in  cubic  feet,  these  being  the 
units  used  in  steam  tables. 

151  The  method  of  transferring  the  PT-diagram  to  the  logarithmic  form  is 
described  in  detail  for  the  diagrams  of  test  30,  given  in  Fig.  9  (shown  redu(!ed 
in  size).  The  method  of  drawing  the  pressure  ordinates  is  shown  on  the 
crank-end  card  ABYX.  Perpendiculars  QR  and  EX  are  drawn  to  the 
atmospheric  line  EQ,  and  pass  through  the  extreme  stroke  positions  of  the 
diagram.  The  distance  EQ  is  then  the  length  of  the  diagram.  OM  is  laid  off 
perpendicular  to  the  atmospheric  line  EQ  (extended)  which  was  drawn  by  the 
indicator  pencil.  OM  is  the  line  of  zero  volume,  and  is  drawn  at  a  distance  FE 
from  the  admission  end  EX  of  the  diagram,  the  distance  FE  being  the  same 
length  in  per  cent  of  the  line  EQ,  or  length  of  the  diagram,  as  the  proportion  that 
the  per  cent  of  clearance,  or  waste  space,  of  the  cyhnder  bears  to  the  piston  dis- 
placement. In  this  case  the  length  of  the  diagram  is  3.99  in.,  and  the  clearance 
is  7.04  per  cent.  The  length  FE  is  therefore  0.0704  multiphed  by  3.99,  or  0.281 
in.  ON  is  the  line  of  zero  pressure  and  is  drawn  a  distance  FO  below  the  atmos- 
pheric line,  to  the  scale  of  the  spring  used  in  obtaining  the  PF-diagram.  This 
distance  is  proportional  to  the  barometer  reading,  corrected  for  temperature, 
prevailing  at  the  day  and  place  of  the  engine  test.    In  this  case  the  corrected 

.     14.2 
barometer  reading  was  14.2  lb.  per  sq.  in.  ab.-3olute,  so  the  distance  FO  is    -— — 

79.0 

or  0.180  in. 

152  From  ON  points  are  laid  off  on  QR  and  EX  corresponding  to  the  absolute 

pressures  at  the  intervals  where  it  is  desired  to  read  off  the  corresponding  volumes. 

Fine  lines  are  drawn  connecting  similar  pressure  points,  as  19.8-19.8,  29.1-29.1, 

etc.    The  volumes  G-A,  G-B,  H-D,  H-C,  etc.  are  read  off  in  hundredths  of  an 

inch  to  the  nearest  half  hundredth.    The  tabular  form  used  in  this  investigation 

is  given  in  Table  6  for  the  diagrams  of  P'ig.  9  taken  in  test  30.      Thus  the  length 

G-A  is  read  off  as  0.66  in.,  and  is  given  under  the  column  for  19.8  lb.  pressure, 

headed  Compression,  for  the  crank  and  diagram.     The  volumes  in  inches  are 

then  multiplied  by  the  constant  ratio  which  1  in.  of  length  of  the  diagram  bears 

to  the  displacement  of  the  piston.     From  Table  6  it  is  seen  that  the  piston 

displacement  of  the  crank  end    is    L523  cu.  ft.,  and  the   length   of  diagram 

1.523 
3.99  in.,  hence,  the  ratio  is  or  0.382  cu.  ft.  of  piston  displacement  per  inch 
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of  diagram  leugLh.  The  length  G-A  in  cu.  ft.  of  displacement  now  becomea  0.66 
multiplied  by  0.382,  or  0.252  cu.  ft.,  the  volume  of  steam  present  at  this  point. 
This  process  is  repeated  at  intervals  until  the  coordinates  of  from  10  to  30  points 
are  determined.  In  the  diagram  shown  in  Fig.  9,  the  coordinates  of  18  points 
were  found  in  each  diagram. 
163    The  coordinates  of  P  and  V  are  then  plotted    on    logarithmic  cross- 

TABLE  6    CONSTRUCTION  OF  THE  LOGARITHMIC  DIAGRAMS  OF  TEST  30  t 


Head  End 

Crank  End 

Absolute 

Volumes 

Absolute 

Volumes 

Pressures, 

In. 

Cu. 

Ft, 

Pressures, 

Ie 

. 

Cu. 

Ft. 

u 

Lb .  per 
Sq.  In. 

Lb.  per 
Sq.  In. 

1 

Com- 

Ex- 

Com- 

Ex- 

Com- 

Ex- 

Com- 

Ex- 

3 

sion* 
Xto.1 

sion* 
FtoB 

pres- 
sion 

pan- 
sion 

pres- 
sion 

pan- 
sion 

pres- 
sion 

pan- 
sion 

1 

133.0 

0.39 

1.18 

0.156 

0.470 

134.3 

0.30 

1.205 

0.115 

0.4605 

?. 

113.4 

0.31 

1.36 

0.124 

0.5425 

115.3 

0.28 

1.39 

0.107 

0.631 

3 

95.0 

0  31 

1.625 

0.124 

0.649 

96.3 

0.28 

1.65 

0.107 

0.6305 

4 

76.3 

0  31 

2.02 

0.124 

0.80.55 

77.3 

0.28 

2.06 

0.107 

0.7875 

ft 

57.1 

0.31 

2.705 

0.124 

1.080 

58.1 

0.295 

2.76 

0.113 

1.055 

6 

38.9 

0.375 

4.03 

0.150 

1.610 

38.7 

0.385 

4.12 

0.147 

1.572 

7 

29.4 

0.48 

4.22 

0.192 

1.685 

29.1 

0.485 

4.26 

0.185 

1.626 

8 

19*5 

0.70 

4.26 

0.279 

1.609 

19.8 

0.66 

4.20 

0.252 

1.600 

9 

15.0 

1.10 

3.06 

0.439 

1.220 

15.0     ■ 

0.93 

3.77 

0.355 

1.440 

♦  Letters  refer  to  Fig.  9,  Crank  End. 

t  Final  results  given  in  Table   1. 

Head  Crank 

End  End 

Length  of  indicator  diagram,  in 3.95  3.99 

liatio  of  clearance  to  piston  displacement,  same  end 0.0789  0.0704 

Length  on  diagram  proportional  to  clearance  ratio,  in 0.312  0.281 

Length  of  diagram,  plus  clearance,  in 4.26  4.27 

Piston  displacement  (cylinder  12.02  in.  by  24  in.),  cu.  ft 1.575  1.523 

Clearance  volume,  cu.  ft 0.124  0.107 

Displacement  plus  clearance,  total  volume,  cu.  ft 1.699  1.630 

Ratio,  cu.  ft.  per  in.  of  length  on  diagram,  cu.  ft '  0.399  0.382 

Scale  of  indicator  spring  per  in.   of  ordinate,   lb 77.0  79.0 


section  paper,  as  shown  in  Fig.  10,  which  are  the  logarithmic  diagrams  derived 
from  the  PF-diagram.s  of  Fig.  9.  The  points  plotted  in  Fig.  9  are  taken  from 
the  columns  headed  Cu.  Ft.  at  the  pre.ssures  shown.  A  smooth  curve  is  drawn 
througli  the  points  thus  plotted,  and  the  diagram  is  in  shape  to  be  studied. 

154  Examples  oj  Logarithmic  Diagrams  from  Various  Types  of  Engines. 
The  logarithmic  diagrams  obtained  by  plotting  the  indicator  diagrams  as  already 
described,  are  of  a  distinctly  different  form  from  either  the  PF-diagi-am  or  the 
temperature-entropy  diagram.  While  the  various  typical  forms  of  PF-diagrams 
assume  rather  different  forms  after  plotting,  yet  the  resultant  figures  retain  in  a 
general  way  the  peculiar  characteristics  of  each  PF-type  except  that  these 
peculiarities  are  exaggerated. 

155  Vaxious  typical  PV'-diagrams  are  given  in  Figs.  16-25,  which  include 
examples  from  many  types  of  engines  using  steam,  gas,  air  and  ammonia  as  the 
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active  media.  The  values  of  n  for  the  curves  are  given  in  each  figure  and  it  will 
be  noted  from  these  diagrams  how  closely  the  law  PV''  =C  holds  for  the  expan- 
sion and  compression  curves  from  a  great  variety  of  engines  using  different 
media. 

156  It  has  long  been  known  that  adiabatic  expansion,  or  compression,  of 
any  elastic  medium  takes  place  substantially  according  to  this  law  with  the 
dififerent  values  of  n  for  different  media.  In  practice,  however,  expansion  is 
never  adiabatic,  but  is  changed  in  character  by  the  presence  of  the  metal  sur- 
rounding the  working  medium,  and  by  imperfection  of  mechanism.  The  ques- 
tion then  arises  as  to  how  this  expansion  has  been  changed  in  character  and 
whether  it  still  obeys  the  law  PV'^  =  C. 

157  Many  investigators  have  examined  the  curves  from  actual  diagrams  to 
clear  up  this  point  for  steam.*  These  include  those  who  find  that  expansion  in 
steam  cyUnders  takes  place  substantially  according  to  the  law  PV'^  =  Cf  but  that 
n  varies  in  value  between  wide  Umits  in  different  cases. 

158  An  examination  was  made  of  the  curves  of  296  diagrams  from  the  cylinders 
of  47  dififerent  engines  using  steam,  gas,  air  and  ammonia  to  investigate  this 
point.  As  a  result,  it  may  be  stated  that,  in  the  cases  of  the  great  majority  of 
engines  using  elastic  media,  expansion  and  compression  take  place  substantially 
according  to  the  law  PV''  =  C.  Certain  exceptions,  however,  have  been  found, 
and  the  causes  studied. 

159  Cases  where  the  Law  PV^^C  does  not  hold.  The  curves  of  expansion 
and  compression,  obtained  from  PF-diagrams,  do  not  always  follow  the  law 
PV'^  =  C.  This  fact  is  due  to  several  causes,  some  of  which  have  been  definitely 
determined: 

160  (a)  Wrong  Clearance,  or  Wrong  Location  of  the  Zero  Line  of  Pressure. 
The  law,  PV''  =  C  is  only  true  where  P  and  V  are  measured  in  absolute  units. 
The  clearance  must  be  accurately  determined  in  order  to  give  absolute  values 
of  V.  The  scale  of  the  spring,  for  the  P7-diagram  analyzed  must  be  known,  and 
also  the  atmospheric  line  drawn  by  the  indicator,  in  order  to  locate  the  zero  hne 
of  pressure.  The  units  used  for  P  or  F  may  be  of  any  denomination,  but  they 
nuist  be  measured  from  the  zero  of  P  and  V. 

161  When  a  curve  PV''  =  C  is  plotted  on  logarithmic  paper,  the  resultant 
ciurve  is  a  straight  hne.  The  value  of  n  as  already  explained,  is  the  slope  of  this 
line  measured  from  any  two  points.  When  the  values  of  P  and  V  are  not  absolute 
values,  this  curve  is  no  longer  a  straight  line,  but  becomes  a  curve  of  the  second 
degree.  The  value  of  n  being  the  slope  obtained  from  two  points  on  this  curve, 
is  no  longer  constant  for  all  parts  of  the  curve,  but  varies  from  point  to  point. 

162  Therefore,  when  PF-diagrams  are  transformed  to  logarithmic  diagrams, 
the  values  of  both  P  and  F  must  be  mcaaurcd  in  absolute  units.  When  these 
values  are  not  in  absolute  units,  the  resulting  curve  is  not  of  the  form  PV'^C, 
and  therefore  is  not  a  straight  hne  on  logarithmic  paper.  The  form  of  the  curve 
obtained,  when  the  values  of  F  alone  are  not  in  absolute  units,  is  given  in  Fig. 
lib. 

'Technical  Thermodynamics,  Zeuner,  vol.  2,  p.  111. 

Rechcrche3  experimentaleg,  Leloutrc.  Bulletin  de  la  Soci6t6  industrielle  du  Nord  de  la  France 
1874. 

Zur  Theorie  des  Indikatordiagrammes,  Luders,  ZiTilingenieur,  1881,  vol.  27,  p.  225. 
The  Steam  Ensine,  Perry,  p.  106. 
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163  (6)  Leakage.  The  law  PV''=C  is  applicable  only  in  cases  where  the  weight 
of  the  working  medium  remains  practically  constant  during  any  expansion  or 
compression.  When  this  weight  changes  materially  either  by  leakage  into,  or 
out  frcm,  the  cylinder  containing  the  medium  the  resulting  curve  no  longer 
obeys  the  law,  and  it  becomes  a  curve  in  the  logarithmic  diagram.  This  fact  is 
very  clearly  shown  in  the  curves  of  the  logarithmic  diagram  derived  from  cylin- 
ders in  which  large  leaks  were  known  to  exist.  The  examples  showing  this  con- 
dition have  alreadj'  been  discussed. 

164  (c)  Low  Speed  in  Steam  Engines.  Very  low  speeds  of  rotation,  together 
with  very  low  piston  speeds,  will  cause  the  compression  curve  to  deviate  from 
the  law  PV''  =  C.  The  most  common  cases  of  this  effect  are  seen  in  the  "hook" 
or  excessive  condensation,  near  the  upper  end  of  compression  curves.  These 
hooks  arc  found  almost  altogether  in  small  engines  having  very  low  piston  speeds, 
and  in  larger  engines  with  small  clearance,  having  very  low  rotational  speeds, 
as  in  pumping  engines. 

165  Diagrams  containing  hooks  in  the  compression  curves  have  been  pub" 
lished  by  Professor  Dwelshauvers-Dery^  from  the  experimental  engine  at  Liege- 
This  is  an  example  of  a  very  low  speed  in  a  small  engine.  The  size  was  12  in- 
by  24  in.  and  the  speed  from  30  to  60  r.p.m.  That  this  hook  was  caused  by 
low  speed  and  consequent  excessive  condensation,  was  proved  in  a  measure  in 
the  ca.se  of  the  engine  used  by  the  author.  This  engine  was  also  12  in.  by  24  in. 
but  was  operated  at  from  90  to  150  r.p.m.  In  no  case  was  a  hook  in  the  com- 
pres.sion  curve  obtained  during  the  tests,  although  some  1600  diagrams  were 
taken.  On  one  occasion,  however,  the  diagram  shown  in  Fig.  26-a  was 
obtained.  This  was  taken  just  after  the  engine  was  started  from  cold,  and  had 
been  brought  up  to  a  speed  of  120  r.p.m.  In  conjunction  with  the  other  dia- 
grams obtained  from  this  engine  in  regular  operation,  this  hook  is  beheved  to  be 
due  to  excessive  conden.sation  while  the  cylinder  was  comparatively  cold. 

166  The  three  causes  just  treated  are  believed  to  be  the  important  conditions 
that  cause  the  curves  in  practice  to  depart  materially  from  the  law  ?¥"  =  €■ 
Sometimes  only  one  of  these  conditions  is  present,  while  in  other  cases,  a  combina- 
tion of  these  may  influence  the  resulting  curves.  The  separation  of  these  con- 
ditions by  their  effect  on  the  curves  has  already  been  treated. 

PART  2    PRINCIPAL  DIMENSIONS  OF  ENGINE  USED  IN  TESTS 

a   Type — Horizontal  single-cylinder,  double-eccentric,  non-condensing,  variable 
speed,  heavy-duty  frame,  Reynolds  Corliss  engine 

b    Cla-ss — Belt  drive  for  mill  work 

c    Maker — AUis-Chalmers  Company,  Milwaukee,  Wis. 

d   Rated  Power  of  Engine — 100  h.p.  at  115  lb.  initial  pressure  above  atmosphere 
on  indicator  diagram,  ^cut-off,  and  120  r.p.m. 

e    Cylinder  dimensions 

a  Bore  (measured  while  hot),  in 12 . 02 

h  Stroke,  in 24.00 

c  Diameter  of  piston  rod,  in 2^ 

•I'-.w.r.  .Iiinp  28,  1010.  p.  1165. 
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/    Clearance — In  per  cent  of  voliune  displaced  by  piston  per  stroke 

a  Head  end 7 .  89 

h  Crank  end 7 .  04 

g  Speed — Controlled  by  fly-ball  governor  with  variable  gear  ratio  between 
main  shaft  and  governor,  giving  any  engine  speed  from  20  to 
160  r.  p.  m.     Usual  speed  120  r.p.m. 

167  The  cylinder  of  the  engine  is  not  steam-jacketed  on  the  ends  but  is 
partly  jacketed  on  the  barrel  by  the  steam  chest,  the  latter  covering  about  one- 
sixth  of  the  barrel  surface.  The  exhaust  passages  are  separated  from  the  lower 
part  of  the  cylinder  barrel  by  a  dead  air  space  formed  in  the  cylinder  casting. 
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DISCUSSION 

Arthur  L.  Eice  said  that  Mr.  Claj'ton's  paper  gives  the  engi- 
neer for  the  first  time  a  chance  to  keep  track  closely  of  Avhat 
the  engine  is  doing  at  all  times  while  it  is  in  actual  operation. 
He  had  had  occasion  to  use  this  method  since  the  publication  c^f 
the  paper  in  'J'he  Joui-nal.  In  the  use  of  a  high  pressure 
of  steam  in  the  engine  and  a  high  speed,  where  the  indicator 
card  is  a  small  one,  it  is  absolutely  essential  that  very  great 
accuracy  should  be  observed;  otherwise  the  indications  as  to  the 
amount  of  steam  consumption  may  be  quite  misleading.  As  to 
the  percentage  of  accuracy  of  this  method  as  compared  with 
weighing  the  steam  from  the  surface  condenser,  Mr.  Rice  found 
from  tests  that  the  variation  was  from  2  to  6  per  cent.  The 
logarithmic  curve  may  be  plotted  directly  in  inches,  without  re- 
ducing the  volume  to  cubic  feet.  The  only  volume  of  interest  is 
that  at  cut-oif,  which  is  a  single  volume  and  easily  computed.  It 
is,  however,  necessary  in  all  cases  to  take  care  that  the  logarith- 
mic paper  used  is  accurate,  which  often  is  not  the  case  with  the 
paper  in  the  market. 

R.  C.  Stevens  disagreed  with  Mr.  Clayton's  treatment  of  the 
problem  of  leakage,  and  questioned  where  the  author  takes  into 
account  the  leakage  of  steam  directly  out  of  the  exhaust,  or  that 
part  of  the  steam  which  enters  the  steam  chest  but,  by  reason  of 
the  valve  leakage,  passes  directly  out  of  the  exhaust  without 
entering  the  cylinder.  That  this  loss  is  enormous,  even  in  many 
new  engines,  is  too  little  appreciated.  For  example,  in  a  case 
quoted  by  Mr.  Stevens  from  an  article  by  George  Mitchell  in 
Power,  October  11,  1910,  it  was  as  high  as  22  per  cent  in  an  en- 
gine specially  fitted  by  its  makers  with  a  new  valve.  What  is 
true  of  piston  valves  is  doubly  true  of  the  flat  balanced  valve 
with  pressure  plate.  Tests  on  one  such  engine  of  80  h.p.  capacity 
which  the  owners  considered  in  good  condition  showed  624  lb. 
steam  leakage  per  hour,  or  about  21  h.p.  wasted,  or  over  25  per 
cent  leakage.  It  is  common  practice  to  allow  0.003  to  0.004  in. 
freedom  between  the  valve  and  pressure  plate  when  newly  fitted, 
and  in  operation  the  valve  wears  small  and  the  seat  wears  large. 
Altogether,  valve  leakage  is  far  more  important  than  piston 
leakage,  which  may  be  almost  negligible  for  years.  Mr.  Stevens 
therefore  challenged   Mr.   Clayton's  assertion   that  steam  con- 
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suniptic.n  n,ay  be  npproxin.atcd  from  indicator  diag.ams  to 
witll  an  average  difference  of  less  than  4  per  cent  from  the  te 
results  and  onlv  in  rare  cases  as  much  as  8  per  cent.  l>oi,  it 
To  per' cent  or  more  of  the  steam  that  enters  the  throttle  goes 
;ut  of  the  exhaust  without  making  its  presence  felt  in  any  way 
on  the  indicator,  it  is  difficult  to  understand  how  any  analysis 
of  the  indicator  diagram  or  its  derived  logarithmic  d.apam  can 
estaWish  the  actual  steam  consumption  of  an  engine  to  within 
even  20  per  cent  of  accuracy. 

Sanford  a.  Moss  pronounced  the  paper  to  be  the  first  new 
thin-  on  steam  engines  for  many  years,  but  insisted  on  the  neces^ 
sitv  of  takin-  leafage  into  account.  Steam  engines  are  seriously 
h  mp  er^d  bfleakage  and  when  this  occurs  Mr.  C'^y'^'i^thod 
caZt  be  entivelv  depended  upon,  unless  sui  ably  modified.  In 
the  paper  an  attempt  is  made  to  give  a  variation  of  the  law  with 
;:.l,ire  and  it  did  not  seem  to  him  that  the  t-.-v-ant  any 
distinction  between  different  pressures  and  that  the  author 
should  use  the  equation  from  the  average  of  all  pressures  rather 
than  the  chart  of  Fig.  6. 

K   r   H   Heck.    In  the  use  of  the  logarithmic  diagram  as  a 
means  of  investigation,  in  the  proposition  tbat  exponent  n  is 

practically  ^"^^  ^U::^^Ti.Z:r^i:n  LCn  n 
Steam  diagram,  and  in  estaDiisnin^  <i  .liofinct  contribu- 

duction  from  simple  premises  is  ""'/''"'^'r'    ,,*  ;„,,.j  -r^. 
i,  not  possible  to  simplify  and  make  definite  the  needed  pre 
mis":-  c»sequen.ly,  theor/can  be  I,uilt  up  only  by  such  formula- 

ings^m^relvtr^v^spccia,  form  to  a  statement^ 
nized  fact.    We  know  that  the  ^'1>1>--" "f»";' t"'^\%" 
sion  and  compression  curves  to  '^';.''i'"''^'^Z^^JZmL 
rou"h.    A  common  range  of  variation  with  ^»'"7'^fJ'*r/.y 
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curve,  not  from  any  sanction  in  theory,  but  simply  because  it 
represents  constant  PV. 

Critical  judgment  upon  the  method  derived  and  proposed  for 
estimating  actual  steam  consumption  could  be  given  only  after 
extensive  trial  and  use.  The  showing  in  Table  4  seems  to  be 
very  favorable.  Manifestly,  the  scheme  is  as  yet  incomplete, 
since  the  service  chart,  Fig.  6,  is  limited  in  application  to  one 
exhaust  pressure.  In  working  along  the  older  line  of  a  formula 
containing  size,  speed,  cut-oil'  ratio,  and  range  of  steam  tempera- 

b.7r 


I       Cut-oft     0.3  0.4  0.£ 


Fig.  20     I'lot  of  Steam  Quantities  per  Revolution  on  Cut-Off  as  Base, 
FROM  Test  Series  V  and  XII,  Tables  1  and  2 

Curve  1,  Obdinate  AB,  Total  Steam  Pbesbnt  Duking  Expansion,  Made  Up  of 
ME\sLni;D  Consumption  AC  Pi.ls  Clearance  Steam  CB. 

CravE  2,  Okdinate  AD,  Missing  Steam  at  Cdt-Off,  Found  by  Subtkactino 
INDICAJEI"  Steam  liD  from  Total  Steam  AB. 

CUEVF.  ?>,  Cut-Off  Quality  arc.  Corresponding  with  Curves  1  and  2. 

Curves  are  Drawn  for  the  Saturated  Steam  Tests  Only  ;  Extensions  Toward 

THI.     UlfJHT     ARE     GUIDEO     BY     THE     FORM     OF     OTHER     SERIES,     WHICU     HaVB     LONGER 

Ranges  of  Cut-Off;  the  Circled  Dots  on  Okdinates  at  0.1  and  0.5  Cut-Off 
Show  Values  Used  in  the  Ex.vmj'Les  ;  the  Superheat  Tests,  Serif.s  XII.  ark 
Here  Givln  for  Purposes  of  Comparison  Only. 


ture  as  elements,  the  writer  has  consistently  found  the  last  the 
most  difficult  to  represent  .satisfactorily. 

It  is  a  matter  of  considerable  interest  to  know  just  what  sort 
of  ihormal  interactions  are  involved  in  the  exact  production  of 
the  curve  PV"=C  with  a  steam  and  water  mixture.  General 
relations  cannot  be  expressed  in  serviceable  shape,  therefore  it  is 
nece.s.sary  to  resort  to  the  solution  of  nun)eiical  examples.  Tak- 
ing typical  conditions  determined  by  test  series  V,  Table  1,  as 
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plotted  in  Fig.  26,  tho  writer  has  calculated  results  which  arc 
presented  graphically  in  Figs.  28  and  29. 

The  controlling  conditions  for  this  pair  of  examples  are  as 
follows: 

General : 

Pressure  at  cut-off.   lit.   absolute Ill 

Correspoiidins  steam   temperature,   deg.   fahr 33n..^> 

Pistou  displacemeut  per  revolution,   cu.   ft 3.10 

Clearance,    per    cent lit 

Particular:                                                                             Case  A  Case  C 

Quality  at  cut-off,   Xc 0.56()7  0.7000 

Exponent    n 0.92  1.025 

Weight  of  steam  mixture,  lb 0.237.'5  0.6332 


Fig.  27    Diagkam  Showing  Method  of  Calcul,vting  Results  in  Figs.  28 

AND  29 


Thermal  quantities  were  first  worked  out  for  the  weights  of 
steam  just  named,  then  were  reduced  to  b.t.u.  per  cu.  ft.  of  pis- 
ton displacement  for  u.se  in  the  diagrams. 

The  method  of  calculation  is  illustrated  by  Fig.  27  and  tlic 
relations  involved  are  expressed  by  the  equation 


h,-{-q  =  A 


J> 


dp  +  Aj 


[4] 


Here  h,  and  h.  are  heat  contents  or  total  heats  at  the  beginning 
and  end  respectively  of  the  expansion  interval,  or  at  points  1 
and  2;  q  is  the  heat  inii)arted  to  steam  by  cylinder  walls;  and 


A 


f: 


dp 


l4An 


APif-\  —  PiV^) 


[5] 


778(n  — 1) 

is  the  heat  equivalent  of  the  work  done  in  expansion  from  p^  to 
/?2,  represented  by  area  Al'^B.  The  scheme  is  to  use  temperature 
intervals,  of  15  deg.,  passing  from  t  to  p  through  the  steam  table. 
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In  Fig,  28,  distances  from  the  base  to  line  1  represent  heat 
used  in  the  performance  of  external  work,  calculated  by  equa- 
tion [5].  Distances  from  1  to  2  represent  changes  (A,  —  ^i)  in 
heat  content,  positive  in  case  A  where  h^  is  greater  than  h^  (n  = 
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Fio.  29    Rates  of  Heat  Reception  per  Cubic  Foot  of  Piston  Displace- 
ment, Also  Curves  of  Steam  Quality 

0.92),  negative  in  case  B  where  Ji  decreases  with  expansion  (n  = 
1.025).  The  net  or  resultant  distance  from  base  to  line  2  shows 
heat  received  q. 

^  Strictly,  the  areas  beneath  the  several  sections  of  the  broken 
lines  in  Fig.  28  represent  the  heat  quantities  just  named,  while 
to  the  scale  of  the  diagram  the  ordinates  show  rates  of  heat  con- 
Aersion,  change,  or  transfer  per  degree  of  change  of  steam  tem- 
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perature.  Thus  in  case  A,  with  0.2375  lb.  of  steam,  the  heat 
added  from  305  to  290  deg.  is  5.05  b.t.u.  This  is  divided  by 
3.10  to  make  it  correspond  with  the  steam  in  action  per  cubic 
foot  of  piston  displacement  and  by  15  to  make  it  heat  per  degree. 
In  case  B,  with  0.6332  lb.  of  steam,  the  similar  heat  quantity  is 
6.7G  b.t.u..  to  be  reduced  to  the  terms  of  the  diagram  by  the  same 
division.  Because  thus  related  to  steam  quantities  other  than 
1  lb.,  the  ordinates  of  curves  2A  and  2B  are  not  identical  with 
specific  heat;  but  they  are  proportional  to  unit  heat  capacity. 

Of  course,  for  this  operation  of  hyperadiabatic  expansion,  the 
specific  heats  represented  by  curves  2  of  Fig.  28  are  negative. 
But  the  point  of  special  interest  here  brought  out  is  their  in- 
crease Avith  fall  of  temperature. 

In  Fig.  29  base  MN  represents  1  cu.  ft.  of  piston  displacement, 
with  clearance  OM  added  at  the  left;  and  it  may  also  be  taken  to 
represent  stroke  of  piston.  The  principal  ordinate  added  is  now, 
heat  added  divided  b}'  change  of  volume  in  expansion.  Thus  for 
the  interval  from  305  to  290  deg.  in  case  A,  heat  q  or  5.05  b.t.u. 
is  divided  by  a  volume  change  of  0.2417  cu.  ft.,  and  the  quotient 
20.9  is  an  ordinate  of  line  lA. 

As  bearing  on  the  maintenance  or  production  of  a  constant 
exponent  n,  we  note  that  for  case  A,  with  early  cut-off,  a  very 
rapid  heat  reception  is  required  at  first;  but  with  later  cut-off 
the  requirement  is  more  nearly  uniform.  Now  the  store  of  latent 
heat  in  the  steam  is  relatively  so  large  that  a  very  small  change 
in  the  manner  of  variation  of  quality  x  will  set  free  or  absorb 
quantities  of  heat  which  are  of  the  same  order  of  magnitude  as 
those  calculated  for  Fig.  28.  We  may  therefore  conclude  that 
there  is  nothing  in  the  showing  of  Fig.  29  to  antagonize  the 
empirical  fact  that  for  ordinary  conditions  of  working  n  is  prac- 
tically constant.  But  we  can  see  that  for  very  early  cut-off  heat 
is  likely  to  be  less  rapidly  transferred  at  first  than  is  required  to 
produce  the  average  value  of  n,  while  later  the  requirement  may 
be  exceeded.  Such  an  action,  with  n  at  first  large  and  pv  de- 
creasing, followed  by  decrease  of  n  and  increase  of  pv^  is  just 
what  is  observed  in  this  case. 

A  few  classic  examples  from  our  records  are  set  forth  in  Fig. 
30.  The  first  two  curves  show  the  smooth  form  of  the  poly- 
tropic  in  the  scheme  of  coordinates  which  is  used.  No.  3  is  a 
case  of  very  low  speed,  with  rapid  growth  of  pv  at  low  pressure 
and  accompanying  decrease  of  n.    No.  4  shows  the  opposite  ex- 
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tieiiic  of  hii^h  supeilioat,  witli  fair  a])proxiination  to  a  value  of 
n  ('()iisi(leral)ly  givator  (han  unity.  In  the  engine  of  No.  5  re- 
lease Avas  late,  so  that  the  expansion  curve  ran  clear  to  the  end 
of  the  stroke;  and  in  this  period  of  very  slow  piston  movement 
there  is  time  for  a  large  inflow  of  heat,  strengthened  by  jacket 
action.  Curve  5  shows,  then,  condensation  continuing  past  cut- 
oil'  and  very  marked  i-eevap oration  at  the  end  of  expansion.    It 

ISOr 


Fig.  30     Plots  of  pv  on  p,  Refekred  to  the  Initial  Value  of  py  at  Cut- 

Off  as  Unity 

curvks  1  and  2,  fkom  examples  worked  and  illustrated  in  figs.  28  and  29 
Values  of  «=0.92  and  1.025,  Respectively. 

Clkve  3,  Transactions,  Vol.  10,  Page  742,  Fio.  170,  Cylinder  17  in.  by  30  in.. 
Saturated  Steam,  Speed  8.64  r.p.m. 

Curve  4,  Transactions,  Vol.  25,  Page  267,  Cylinder  16  in.  by  42  in..  Super- 
heat 352  DEO.  AT  Throttle,  187  deg.  in  Cylinder  at  Cut-Off,  Speed  103  r.p.m. 

CiRVE  5,  Transaction.s,  Vol.  16,  Page  17G,  Leavitt  Pumping  Engine  at  Ix)ui.s- 
vii.i.E,  Cylinder  27   in.  hv  120  in..  Saturated  Steam,  Full  Jackets,  Speed  18.6 

It.P.M. 

is  a  striking  example  of  how  decidedly  steam  may  fail  to  con- 
forin  lo  the  ])f)ly tropic  equation. 


F.  W.  Marquis  discu.ssed  the  method  of  Mr.  Clayton  as  a  val- 
uahle  aid  in  connection  with  the  study  of  locomotive  perform- 
ance. It  has  heretofore  not  been  possible  to  determine  the  steam 
consumption  of  locomotive  engines  under  certain  predetermined 
conditions  of  speed,  cut-off,  etc.,  by  means  of  road  tests,  since  in 
road  service  these  conditions  cannot  be  maintained  constant  for 
a  long  enough  period  to  constitute  a  test.  Mr.  Clayton's  method 
gives  a  way  to  determine  the  steam  consumption  under  any  con- 
ditions of  speed,  cut-off,  etc.,  at  which  a  locomotive  can  be  oper- 
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ated,  by  me:uis  of  indicator  cards  which  can  he  taken  while  the 
locomotive  is  being:  used  in  regular  road  service,  and  a  study  of 
the  etfects  of  speed,  cut-otl",  steam  distribution,  etc.,  can  now  be 
made  bj^  means  of  data  obtained  on  the  road  tests.  Further, 
from  the  logarithn  ic  indicator  diagram  it  is  possible  to  deter- 
mine accurately  the  times  at  which  the  different  events  of  the 
stroke  take  place.  This  furnishes  a  comparatively  simple  method 
for  determining  the  spring  in  locomotive  valve  gears.  A  study 
of  this  spring  and  its  etlect  upon  steam  distribution,  the  stresses 
in  valve  gear  ]iarts,  steam  consumption,  etc.,  with  different  types 
of  valve  gears,  and  under  different  conditions  of  running,  is  sure 
to  prove  of  great  value.  The  same  method  may  also  help  to  de- 
termine exactly  why  it  is  harder  to  make  schedule  time  with  pas- 
senger trains  in  cold  Aveather  than  in  warm. 

Train  resistance  is  greater  in  cool  than  in  warm  weather;  a 
locomotive  cannot  make  as  much  steam  in  cold  Aveather,  and 
again,  steam  must  be  furnished  for  heating  the  train.  How 
much  steam  does  it  take  to  heat  a  train  in  cold  weather?  The 
steam  thus  used  does  not  pass  through  the  nozzle  and  help  pro- 
duce draft  to  burn  the  coal,  as  the  steam  used  by  the  cylinders 
does.  Is  the  amount  lai-ge  enough  to  affect  seriously  the  steam- 
ing qualities  of  the  locomotive?  Information  upon  the  above 
questions  appears  to  be  very  meager,  and  has  not  in  the  past 
been  easy  to  obtain.  Now,  however,  it  is  possible  to  determine 
from  indicator  diagi-ams  how  much  steam  is  used  by  the  cylin- 
ders while  the  total  steam  used  may  be  determined  by  means  of 
tank  measin-emeiits.  The  difference  will  l)c  tlie  steam  used  in 
heating  and  lighting  the  train,  in  running  the  air  pump,  etc. 

C.  D.  Young.  Good  use  has  been  made  of  the  fact  which 
has  been  established  for  some  time  that  a  i)ractically  constant 
quantity  is  obtained  in  the  product  of  the  absolute  pressure  by 
the  nth  power  of  the  volume  of  steam  under  compression  or  ex- 
pansion, the  volume  including  the  clearance  space.  This  law 
has  been  well  known  mathematically  as  a  straight  line  when  ex- 
pressed by  its  logarithmic  equation,  but  Mr.  Clayton  has  suc- 
ceeded in  defining  what  n  stands  for,  showing  that  it  is  a  quan- 
tity definitely  related  to  the  quality  of  the  steam,  and  for  any 
given  engine  working  under  given  conditions  the  value  of  n  de- 
pends on  the  quality  of  the  steam. 

The  writer  assumed  that  this  followed  Mr.  Clayton's  discovery 
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that  the  expansion  and  compression  curves  of  indicator  diagrams 
do  as  a  general  rule  develop  straight  lines  when  absolute  volumes 
are  plotted  against  absolute  pressures  on  logarithmic  paper;  and 
that  where  the  plotted  lines  are  not  straight  some  defect  in  the 
cylinder  is  indicated  and  the  amount  of  the  discrepancy  becomes 
an  indication  to  some  extent  of  the  magnitude  of  the  defect. 

The  writer  feels  that  Mr.  Clayton's  discovery  will  develop  to 
a  point  where  it  will  be  exceedingly  valuable  as  a  short-cut 
method  and  he  is  to  be  congratulated  upon  opening  up  a  new 
field  for  study  of  cylinder  performance  of  reciprocating  engines. 
There  are  a  number  of  statements  in  the  paper,  however,  which 
he  is  inclined  to  question.  For  example,  in  Par.  8  the  broad  state- 
ment is  made  that  since  working  with  the  new  method  of  analyses 
existing  methods  have  been  found  to  be  in  a  very  crude  state 
and  many  deductions  from  them  are  without  foundation  or 
meaning.  He  finds  nothing  in  Mr.  Clayton's  paper  to  sub- 
stantiate such  a  statement  and  would  hesitate  to  criticize  broadly 
the  past  work  on  engine  performance. 

Again  in  Par.  11  statements  are  made  to  the  effect  that  facts 
as  set  forth  were  unknown  previous  to  this  method  of  investiga- 
tion; whereas  the  writer  believes  that  all  the  statements  have 
been  confirmed  )\v  work  of  others  on  this  same  subject. 

The  statement  hardly  seems  warranted  in  Par.  74e,  in  which 
Mr.  Clayton  says  that  this  method  is  more  accurate  than  the 
average  test,  smd  is  the  only  accurate  method  available  for  test- 
ing certain  classes  of  engines.  Assimiing  that  the  cards  have 
been  tfiken  correctly  and  represent  the  actual  cylinder  perform- 
ance, and  before  it  is  definitely  determined  what  the  actual  water 
rate  of  cylinder  is,  the  steam,  either  entering  or  leaving  the  cyl- 
inder should  be  measured  by  such  means  as  are  now  available. 

From  the  data  obtained  in  Mr.  Clayton's  tests  it  is  quite  evi- 
dent that  the  quality  of  steam  mixture  at  cut-off  when  using 
superheated  steam  is  in  a  large  number  of  cases  below  the  con- 
dition of  dry  and  saturated  steam  and  in  Table  2,  column  13, 
the  quality  of  steam  is  given  as  below  unity.  The  writer  hesi- 
tates to  criticize  this  figure,  although  he  possesses  data  which 
would  indicate  that  the  quality  at  cut-off  as  given  by  him  for 
superheated  steam  will  not  be  as  low  as  that  which  he  has  given 
nnd  obtained  graphically. 

Until  Mr.  Clayton's  method  can  be  checked  against  some  of 
the  accurate  tests  which  are  daily  being  conducted  at  the  Penn- 
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syhaiiiii  Kailroiul  Coiupaiiy's  LdcoiiioliNc  Testiiij^  IMaiit  at  Al- 
tooiia,  where  all  conditions  can  be  controlled  and  accurate  meas- 
urements taken,  the  writer  hesitates  to  suggest  further  errors  in 
the  data  as  presented. 

J.  B.  Stanwood.  This  paper  is  a  good  example  of  what  an 
advanced  scientific  treatment  of  a  well-known  subject  may  de- 
velop. While  the  logarithmic  treatment  of  expansion  curves  is 
not  new,^  the  author  has  discovered  that  a  relation  of  a  very 
simple  character  exists  between  the  quality  of  steam  at  cut-off 
in  a  steam  engine  and  the  expansion  curve  which  develops  from 
this  quality  of  steam.  This  is  an  interesting  fact  which  may 
prove  of  considerable  value  in  further  analj^sis  of  the  action  of 
steam  in  the  cylinders  of  reciprocating  engines. 

In  regard  to  the  actual  deductions  drawn  by  the  author, 
Mr.  Stanwood  calls  attention  to  the  fact  that  they  are  based 
almost  entirely  upon  experiments  made  with  a  12  by  24-in. 
Corliss  engine,  an,d  believes  that  the  applical)ility  of  his 
method  to  the  determination  of  the  actual  values  of  initial  qual- 
ity of  the  steam  can  be  determined  only  after  comparing  a  num- 
ber of  experiments  of  the  same  character  on  ditl'erent  sizes  of 
engines.  In  the  instance  at  hand,  leaving  leakage  out  of  account, 
it  would  seem  that  the  initial  quality  of  steam  at  cut-oif  is  de- 
pendent upon  two  things:  the  amount  of  steam  actually  con- 
densed up  to  cut-off,  and  the  quality  of  steam  in  the  clearance 
space  just  before  the  admission.  If  the  quality  is  based  simply 
on  the  difference  between  steam  as  accounted  for  by  the  indicator 
at  cut-off,  and  the  water  consumption  as  determined  by  the 
amount  condensed  in  the  condenser,  he  fears  the  result  is  not 
correct,  as  no  consideration  has  been  taken  of  the  quality  of  the 
"  cushion  "  steam.  It  may  be  possible  that  the  quality  of  cushion 
steam  may  be  as  low  as  10  per  cent,  especially  if  Mr.  Willan's 
theory  is  true  that  water  retained  on  the  clearance  surface  forms 
an  important  factor  in  creating  cylinder  condensation.  Pro- 
fessor Zenner  has  stated  that  if  he  knew  absolutely  the  quality 
of  steam  at  any  point  during  the  compression  he  could  determine 
the  steam  consumption  of  a  steam  engine  from  its  indicator  card 

'  See  Prof.  PeriT  iu  the  discussion  of  Mr.  Willans'  paper  on  Non-Condens- 
ing Engine  Trials;  Proceedings  of  the  Institute  of  Civil  Engineers  of  Great 
Britain,  vol.  43,  1888. 
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(leakage  being  neglected).  This  question  of  the  quality  of 
cushion  steam  may  have  something  to  do  with  the  variations  in 
the  results  obtained  by  Mr.  Clayton  in  his  comparison  of  differ- 
ent engines,  as  shown  in  Table  4. 

There  are  probably  few,  if  any,  engines  operating  without 
leakage  and  the  writer  thinks  there  must  have  been  quite  an  ap- 
preciable amount  in  the  12-in.  by  30-in.  engine  tested  by  Mr. 
Clayton.  For  instance,  in  Table  1,  with  109  lb.  absolute  pressure 
at  the  throttle  and  25  per  cent  cut-off,  this  engine  is  stated  to 
have  a  quality  of  steam  of  58.8  per  cent.  This  means  a  cylinder 
condensation  of  41.2  per  cent,  which  is  high  for  this  cut-off  in 
comparison  with  most  tests  that  haA'e  been  made  on  Corliss  en- 
gines. George  II.  Barrus  in  his  book  on  Steam  Engine  Tests  gives 
the  result  of  his  experience  with  these  engines  and  he  estimates 
as  a  result  that  the  amount  of  condensation  for  25  per  cent  cut- 
off is  on  an  average  about  24  per  cent.  If  therefore  there  was 
no  excessive  leakage  in  this  engine,  then  these  experiments  show 
a  remarkable  difference  between  condensation  in  small  engines 
and  condensation  in  larger  engines  of  the  same  general  type.  In 
Table  4  there  is  recorded  a  test  (Analysis  Xo.  107)  of  a  l(5-in.  by 
42-in.  Corliss  engine,  in  which  the  quality  of  steam  is  79.7  per 
cent.  In  the  same  table,  with  a  Corliss  cylinder  23  in.  by  60  in., 
the  (juality  of  steam  is  85.3  per  cent.  The  writer  suspects  that 
these  engines  were  among  those  tested  by  Mr.  Barrus  in  his  work 
entitled  Steam  Engine  Tests,  and  if  so,  the  cut-offs  were  about 
•25  to  30  per  rent.  Is  there  this  difference  between  engines  of 
12  in.  and  IG  in.  and  23  in.  bore?  If  not,  there  must  have  been 
some  other  cause  which  would  make  the  quality  of  steam  so  low 
in  the  12-in.  by  24-in.  engine  ancf  the  writer  suspects  that  it  is 
leakage. 

The  discovery  of  Mr.  Clayton  may  lead  to  the  solution  of  some 
problems  heretofore  unsolved,  such  as  determination  of  the 
actual  (juality  of  steam  in  the  compression  spaces;  prediction  of 
steam  consumption,  especially  as  influenced  by  the  size  of  cylin- 
ders; effect  of  clearance  and  clearance  spaces  on  the  economy  of 
tile  steam  engines.  Designers  may  also  be  able  to  improve  the 
proportion  and  construction  of  steam  cylinders  and  valve  gears 
by  the  character  of  the  expansion  curve  under  different  condi- 
tions analyzed  b}'  this  logarithmic  method.  The  writer  fears 
that  a  determination  of  the  steam  consumption  of  many  types  of 
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engines  by  this  method  would  not  be  vcn^  reliable.  There  are 
so  many  cylinders  in  which  the  steam  is  short  circuited  directly 
from  the  steam  side  of  the  cylinder  to  the  exhaust  side  of  the 
c^'Iinder  that  no  evidence  of  this  loss  appears  on  the  diagrams, 
so  that  the  use  of  Mr.  Clayton's  method  would  not  be  at  all  satis- 
factory. There  are  many  single  valve  engines  with  balanced 
valves  in  use  in  this  country  in  which  the  leakage  begins  to  in- 
crease from  the  day  they  go  into  service;  any  diagram  taken 
from  them  without  absolute  knowledge  of  the  valve  conditions 
would  be  useless,  and  we  would  caution  engineers  as  to  the  un- 
reliability of  this  method  for  engines  of  this  class.  When  valves 
are  made  tight  and  can  be  kept  tight,  the  inv^estigation  along 
these  lines  may  be  helpful. 

^N'lLLiAM  D.  En  NTS  was  able  in  one  or  two  instances  to  verify 
Mr.  Clayton's  law.  A  small  automatic  engine  gave  w=0.96,  with 
a  dryness  at  cut-off  of  0.62.  A  Corliss  engine  gave  n=1.02  aver- 
age corresponding  with  an  indicated  steam  rate  of  26  lb.  per 
i.h.p-hr.,  noncondensing.  A  study  of  values  of  n  for  the  com- 
pression curve  is  interesting.  Values  exceeding  1.0  have  repeat- 
edly been  found,  along  with  such  absence  of  high  final  tempera- 
tures as  demonstrates  that  the  customary  Hirn  assumption  of 
initial  dryness  equal  to  1.0  must  be  incorrect.  Professor  Ennis 
had  found  in  two  cases,  with  small  automatic  engines,7i  for  com- 
pression—1.85  and  1.80  and  in  another  instance  it  was  appar- 
ently around  4.0. 

From  the  thermodynamic  side,  the  paper  is  of  particular  im- 
portance from  the  new  light  it  throws  on  the  question  of  heat 
interchange.  Textbooks  state  that  during  the  early  part  of  ex- 
pansion the  steam  continues  to  give  up  heat  to  the  cylinder 
walls;  afterward,  as  its  temperature  falls,  again  receiving  this 
heat.  But  if  the  expansion  line  of  the  steam  diagraui  c(m- 
forms  to  the  polytropic  PV^^C  there  can  be  no  such  reversed 
transfer:  the  steam  must  be  either  steadily  gaining  or  steadily 
losing  heat.  And,  according  to  Afr.  Clayton,  it  loses  or  gains  ac- 
cording as  it  is  dry  or  wet  at  the  point  of  cut-off.  In  the  light 
of  the  present  paper.  Professor  Ennis  is  inclined  to  think  that 
the  apparent  reversal  of  transfer  has  been  generally  due  to  leak- 
age. In  the  Callendar  and  Nicholson  experiments  the  steam  tem- 
perature dropped  to  that  of  the  metal  of  the  cylinder  head  in 
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1/18  sec.  after  cut-ofl".  Considering  the  lag  and  dampening  of 
wall  temperature  fhieliiations,  the  conditions  thus  favor  a  gain 
of  heat  by  the  steam  practically  throughout  expansion.  Strange- 
ly enough,  also,  the  wall  temperature  taken  at  a  point  in  the  side 
wall  just  inside  the  face  of  the  head,  began  to  fall  while  the  walls 
were  about  17  deg.  fahr.  cooler  than  the  steam. 

The  subject  of  steam  leakage  is  one  of  the  most  important 
which  the  paper  suggests.  Leakage  between  two  chambers  will, 
other  factors  being  constant,  be  proportional  to  the  pressure  dif- 
ference and  inversely  proportional  to  the  seal  of  the  valve.  It 
is  most  likely  to  occur : 

a  through  the  steam  valve,  just  after  cut-off,  or  just  be- 
fore admission 

h  through  i\\e,  exhaust  valve,  during  the  early  part  of  a 
stroke 

c  through  the  piston,  during  the  early  pai't  of  a  stroke. 

In  cases  (h)  and  (c)  the  diagrams  are  scarcely  likely  to  show 
leakage  until  after  cut-off  has  occurred.  Leakage  through  the 
steam  valve,  occurring  just  after  cut-off,  may  be  shown  by  a 
steam  chest  diagram.  It  raises  the  expansion  curve  during  the 
early  part  of  expansion.  When  it  ceases,  the  true  polytropic 
curve  begins.  Pre-admission  leakage  at  this  point  raises  the 
compression  curve,  and  may  take  place  at  such  a  rate  as  to  give 
a  curve  apparenth''  polytropic,  with  an  extremely  high  n  value. 
A  steam  chest  diagram  may  confirm  the  diagnosis.  Leakage 
through  either  piston  or  exhaust  valve,  occurring  just  after  cut- 
off, depresses  the  expansion  curve.  If  it  is  the  piston  that  leaks, 
a  corresponding  rise  of  pressure  may  in  some  cases  be  noted  on 
the  exhaust  line  of  the  compression  diagram  for  the  other  end 
of  the  cylinder.  If  such  leakage  occurs  before  cut-off,  the  dia- 
gram in  question  will  not  show  it,  but  the  companion  diagram 
may  show  a  rapid  rise  of  pressure  during  the  early  part  of  its 
exhaust  period.  Mr.  Clayton's  paper  is  thus  far  but  a  beginning. 
The  bearing  of  the  now  law  on  the  application  of  Hirn's  analysis 
and  the  tempc'i-aliirc-cnlropy  diagram  to  actual  tests  will  com- 
pel us  to  revise  our  judgment  as  to  the  utility  of  these  forms  of 
investigation.  A  new  and  undoubtedly  fruitful  field  has  been 
opened  in  steam  engineering. 
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Forrest  E.  Cardullo.  It  has  long  been  known  that  the  expan- 
sionortlL  working  fluid  in  practically  all  reciprocatmg  engines 
sion  ot  the  ^^o^K  ^  pvn-C  -m  which  P  is  the  absolute  pressure, 
approximates  the  law  rv    -u,  in  ^mulu  ,  ^  :^  .,  constant 

V  is  the  absolute  volume  of  the  workmg  fluid,  and  C  ^^^^^'^^ 
The  paper  before  us  proposes  a  most  interesting  method  of  cyhndci 
nnqlvsis  which  takes  advantage  of  this  fact.  ,     .      r      „ 

Wth  Ma  part  of  the  paper  which  deals  wilh  the  analysis  of  g^ 
enSnes,  air  c'ompressors  and  other  reeiprocat.ng  ™8-^™;';"^;« 
permanent  gases,  the  ^vriter  is  m  complete  ac  ou  '  J» J'J^; 
however,  many  points  in  connection  with  that  portion  ol  the  paper 
whieh  d  .als  with  steam  engines  with  which  he  cannot  agree. 

One  of  the  first  questions  which  arises  in  this  eonnecfon  .s  how 
closely  does  the  expression  PV'  =  C,  represent  the  ''^ual  acts  m 
the  case  Taking  the  adiabatic  expansion  of  steam  and  plottnrg  the 
elattn  between'the  pressure  and  the  volume  on  loganthnnc  pa,>er 
we  find  that  tlie  expansion  curve  is  convex  toward  the  ""B  "■  ^"' 
That  the  curvatm-e  is  so  very  slight  as  hardly  to  be  not.eeable 
men  plotted  to  the  scale  which  Mr.  Clayton  uses  and  or  t  e 
^ge  in  pressures  employed  in  reciprocating  engures,  the  ad.abat.c 

Ttr  m  mT  C^yt^HaL  that  the  only  irregularities  ob- 
served  in  the' eompressL  hues  of  steam  cards  occur  wr  h  ow 
sneed  and  are  in  the  form  of  a  "hook"  which  occurs  at  the  point 
where'  the  saturation  temperature  of  the  cushion  steam  rises  above 
The  temperature  of  the  cylinder  walls.  The  writer  has  seen  such 
hooksTe  to  cylinder  condensation,  in  the  compress^n  eurvcs  of 
cards  from  a  9|  by  12  straight  hne  engine  runmng  at  300  '.p-m. 
These  hooks  w  11  always  occur  with  any  type  of  engine  when  the 
lompresrron  il  sumeie'ntly  great.  They  are  more  P-nounced  in 
emrines  having  a  small  clearance  volume,  and  the  higher  tue  ro 
Xal  "of  the  engine  the  higher  the  compression  pressure  at 

"  otit  the'exUsion  the  steam  is  condensed  at  the  beginning 
of°hT:xptsi:nVe  unless  the  drop  in  pressi^e  ^^^^^ ^^'^^^ 

ra.t%ti:'d%r::?^^riirn;rr^^^^^ 

toe  of  the  steam  is  equal  to  that  of  the  cylinder  walls. 
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This  effect  is  well  shown  in  the  temperature-entropy  diagram  of 
many  steam  engines  which  lias  the  form  shown  in  Fig.  31.  In  this 
figure,  at  the  point  marked  A,  the  expansion  curve  is  tangent  to  the 
adiabatic,  and  this  is  the  point  where  the  temperature  of  the  steam 
becomes  equal  to  the  temperature  of  the  cylinder  walls.  The  tem- 
perature of  the  cylinder  walls  rises  with  the  speed  of  the  engine  and 
consequently  the  bend  in  the  logarithmic  expansion  curve  will  rise, 
until  in  the  case  of  many  high-speed  engines  it  may  be  higher  than 


Fjo.   31    Temperatube-Entbopy  Diagram   Showing   Form   of  Expansion 

Line 


the  actual  expansion  line,  which  would  be  the  case  in  ,Fig.  31  if  the 
steam  line  was  the  dotted  line  instead  of  the  full  line. 

The  appearance  of  this  bend  is  exactly  the  same  as  the  appearance 
which  Mr.  Clayton  attributes  to  leakage,  and  it  may  be  questioned 
therefore  whether  leakage  always  exists  when  the  expansion  line 
has  the  form  shown  in  Fig.  14-b. 

In  the  case  of  a  fluid  expanding  in  a  conducting  cylinder,  n  is 
never  a  constant,  but  is  a  variable,  although  the  variation  is  usually 
very  slight  and  nearly  uniform.  Any  appreciable  irregularity  in  the 
logarithmic  expansion  or  compression  line  is  therefore  evidence  of 
leakage  or  of  some  other  disturbing  condition.  We  may  therefore 
expect  that  a  further  study  of  the  logarithmic  expansion  and  com- 
pression lines  will  make  clear  some  very  interesting  facts  in  connec- 
tion with  reciprocating  engines. 

Par.  42  states  that  the  skin  surface  of  the  cylinder  must  be  heated 
once  every  cycle  from  the  temperature  acquired  by  contact  with  the 
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exhaust  steam  iicarl}-  up  to  the  Iciiipcrature  of  the  admission  steam. 
This  statement  is  misleading  since  the  range  in  temperature  of  the 
metallic  surface  is  known  to  be  comparatively  small,  being  only 
from  a  fifth  or  a  tenth  of  the  range  of  the  temperature  of  the  steam. 

From  Par.  47  it  is  inferred  that  the  phenomena  occurring  after 
cut-off  are  indejiendent  of  the  form  of  the  cylinder  and  tlie  relation 
between  the  volume  and  the  clearance  surface.  The  wTiter  cannot 
believe  that  this  is  quite  true.  Bj'  changing  the  quality  of  steam, 
the  volume,  the  clearance  surface  and  the  speed,  there  may  be 
several  engines  having  the  same  quality  of  steam  at  cut-off,  but  in 
which  the  rate  of  radiation  of  heat  from  cylinder  walls  into  the 
steam  will  be  quite  different.  Under  the  circumstances  different 
values  of  7i  may  be  expected  for  the  same  quality  of  steam  at  cut- 
off. The  mere  fact  that  two  or  three  engines  of  apparently  dis- 
similar design  give  substantially  similar  values  for  n  and  Xe  does 
not  disprove  the  possibility  of  this  variation,  and  until  this  point 
receives  further  attention,  it  cannot  be  taken  for  granted. 

In  Par.  64  it  is  stated  that  this  method  is  the  only  one  which 
measures  the  rate  of  steam  consumption  of  an  engine.  A  steam 
meter  may  be  employed  for  the  same  purpose,  and  will  probably 
be  more  accurate.  In  certain  types  of  engines  and  wdth  certain 
forms  of  indicators  the  error  of  the  expansion  line  due  to  vibration 
will  make  the  method  very  inaccurate.  I  do  not  believe  that  the 
method  is  sufficiently  accurate  to  warrant  its  use  in  determining 
steam  consumption,  although  it  will  probably  be  very  useful  in 
determining  losses  from  leakage  and  in  showing  whether  or  not  an 
engine  is  operating  under  the  most  economical  conditions  possible. 

The  method  does  not  take  account  of  leakage,  and  if  there  is  any 
the  steam  consumption  obtained  will  be  lower  than  the  true  steam 
consumption  by  some  unknown  amount.  Since  there  are  forms  of 
leakage  which  will  not  show  when  the  logarithmic  analysis  is  em- 
ployed, it  follows  that  there  will  be  cases  when  the  steam  consump- 
tion obtained  by  this  method  will  be  too  low  and  yet  there  will  be 
no  evidence  of  the  fact.  On  this  account,  while  the  .steam  consump- 
tion may  be  determined  with  reasonable  accuracy  in  many  cases, 
one  can  never  be  sure  whether  the  method  is  accurate  or  not,  and  it 
must  therefore  always  be  looked  upon  with  suspicion. 

In  connection  with  Par.  74,  how  does  this  method  check  with 
itself  when  the  steam  consumption  of  the  high-pressure  and  low- 
pressure  cylinders  of  a  compound  engine  are  determined  independ- 
ently by  its  use?    Does  it  give  the  same  steam]  consumption  for 
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both  cylinders  as  it  should?  In  the  same  paragraph  the  writer 
would  call  attention  to  the  fact  that  the  method  cannot  be  applied 
when  the  load  on  the  engine  is  varying,  since  the  temperature  con- 
ditions of  the  cylinder  walls  are  those  acquired  from  a  previous 
revolution,  and  the  quality  at  cut-off  and  the  form  of  the  expansion 
line  will  be  different  from  what  it  would  be  were  the  engine  operating 
with  the  same  cut-off  under  steady  load. 

In  Par.  84  is  given  a  graphical  method  of  determining  the  clear- 


Fig.  32     Graphical  Method  for  Determining  Clearance 


nnce  which  is  based  on  the  assumption  that  the  expansion  line 
follows  the  law  FV"  =  C.  The  following  is  submitted  as  a  preferable 
method : 

In  Fig.  32,  CF  is  the  expansion  line  of  a  gas  engine  card  and  OV 
the  axis  of  zero  absolute  pressure.  At  any  point  A  on  this  axis  erect 
the  perpendicular  AB,  and  draw  AN  making  any  convenient  angle 
to  AB.  Draw  C'C,,  and  draw  C'ni^b  making  an  angle  of  45  deg.  with 
AB.  Through  Db  draw  D,JJ  and  DnEh  at  45  deg.  Similarly,  draw 
E„E,  EnEb,  and  FbF.  From  F  drop  a  perpendicular  to  OV  and  draw 
FyPJn  making  an  angk^  of  45  deg.  with  OV.  From  EyD„,  drop  a  per- 
pendicular from  D  to  determine  D^-  Draw  DyCm  and  drop  a  per- 
pendicular from  C  to  determine  Cm-  If  the  expansion  line  CF  fulfils 
the  equation  PV'  =  C,  CmDm  and  Em  will  lie  on  the  same  straight 
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line  and  that  line  will  intersect  OV  at  the  point  of  zero  volume. 
Erect  OP  at  that  point  which  is  the  origin  of  pressure  and  volume. 
This  method  *  is  more  elegant,  more  accurate,  and  more  simi)le  than 
the  method  proposed  in  the  paper. 

There  is  no  question  but  what  the  logarithmic  analysis  mil  show 
evidence  of  leakage  in  many  cases.  In  certain  cases,  however, 
when  there  are  simultaneous  leaks  of  inlet  and  exhaust  valves,  it  is 
quite  possible  that  no  leakage  can  be  detected.  This  is  also  the  case 
where  the  leakage  takes  place  by  the  bodily  transfer  of  water  under 
the  surface  of  a  slide  valve,  which  is  the  form  of  leakage  most  com- 
mon in  high-speed  engines.  There  is  no  possibilit}'^  of  approximating 
the  amount  of  leakage  from  the  logarithmic  diagram.  Data  in 
regard  to  the  relation  of  the  quality  of  the  steam  at  cut-off  and  the 
exponent  of  expansion,  obtained  from  engines  equipped  with  valves 
known  to  be  subject  to  leakage,  should  be  regarded  with  suspicion. 

It  is  a  well-known  fact  that  an  engine  which  is  apparently  quite 
tight  when  standing,  may  have  considerable  leakage  when  it  is 
running.  So  far  as  I  can  find  from  the  paper,  no  attempt  was  made 
to  determine  the  running  leakage.  It  is  unfortunate  that  Mr.  Clay- 
ton did  not  check  the  quahty  of  steam  in  the  cylinder  at  cut-off  by 
the  thermoelectric  methods  employed  by  Callander  and  Nicholson. 
He  did  not  state  whether  the  engines  tested  have  running  leakage  or 
not.  It  is  desirable  to  have  more  evidence  on  this  point,  especially 
before  using  the  method,  for  the  purpose  of  determining  the  steam 
consumption. 

If  experience  justifies  the  claims  for  this  form  of  analysis,  indicators 
which  will  draw  the  logarithmic  diagrams  directly  upon  the  mdicator 
card  can  be  manufactured.  The  mathematical  relations  required  are 
quite  simple,  and  there  ought  to  be  no  difficulty  in  constructing  an 
accurate  and  simple  apparatus  for  the  purpose.  Of  course  such  an 
indicator  will  not  draw  correct  diagrams  unless  the  clearance  of  the 
engine  has  been  determined  and  the  apparatu.s  adjusted  accordingly. 
If,  however,  the  indicator  can  be  adjusted  until  the  expansion  lines 
are  straight,  it  v.dll  be  possible  to  use  the  apparatus  without  deter- 
mining the  clearance.  * 

The  Author.  It  is  gratifying  to  fuid  (iiat  the  development 
of  the  new  methods  of  analyzing  cylinder  perfoniiiuice  described 
in  the  paper  and  the  conclusions  reached  regarding  them  shoulJ 

*For  the  proof  see  Practical  Thermodynamica,  McGraw-Hill  Book  Co.,  pp. 
33  to  35. 
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be  s(»  generally  udjuitted  and  appro\ed,  especially  since  these 
methods  involve  a  most  radical  departure  from  the  beliefs  and 
teachings  which  have  been  held  for  the  last  fifty  or  sixty  years. 

The  only  serious  objection  which  has  been  brought  out  is  the 
ett'ect  of  valve  leakage,  i.e.,  tlie  leakage  of  steam  through  the 
valve  in  single-valve  engines  which  does  not  enter  the  cylinder, 
on  the  method  of  determining  steam  consumption. 

The  relative  importance  of  this  objection  resolves  itself  into 
the  actual  amount  that  this  form  of  leakage  assumes  in  practice 
and  the  relative  size  and  number  of  single-valve  engines  in 
service  as  compared  with  the  total  horsepower  of  steam  engines 
used  in  plants  where  the  highest  economy  is  essential. 

The  relations  of  the  values  of  n  and  the  quality  of  steam  at 
cut-oil",  given  in  Fig.  G,  are  primarily  applicable  to  engines  of 
the  general  type  of  that  tested,  that  is,  Corliss  or  four- valve  en- 
gines in  which  all  the  steam  passes  through  the  cylinder. 

The  elimination  of  valve  leakage  Avas  the  motive  which  .led 
to  the  use  of  a  Corliss  engine  to  deterii  ine  the  constants  given, 
as  explained  in  Par.  14.  It  is  obvious  that  any  steam  lost  by 
valve  leakage  has  no  effect  upon  the  diagram  and  therefore  can- 
not be  accounted  for.  The  importance  of  leakage  of  any  kind 
in  affecting  the  results  of  the  steam  consumption  method  is 
fully  pointed  out  in  Par.  67,  69,  73  and  74. 

The  steam  consmiiption  method  is  however  a  direct  means  of 
measuring  valve  leakage,  since  the  steam  and  water  present  in 
the  cylinder  may  be  accurately  accoimted  for.  This  method  has 
since  been  used  with  a  high  degree  of  accuracy  in  connection 
with  the  measurement  of  boiler-feed  to  measure  the  vahe  leak- 
age of  a  locomotive  engine. 

The  single-valve  engine  is  not  an  important  factor  in  large 
steam  engine  plants  where  power  must  be  produced  at  the  low- 
est possible  expenditure  of  steam.  It  is  used  more  generally  in 
installations  where  its  low  first  cost  is  important  and  where  its 
high  steam  consumption  is  not  objectionable,  as  in  small  isolated 
plants  having  need  of  all  exhaust  steam  for  heating,  in  auxiliary 
machinery,  and  also  in  locomotives  and  n;arine  engines  because 
their  service  conditions  demand  the  simplest  possible  type  of 
engine.  HowcAer  the  valves  employed  in  locomotives  and  ma- 
rine engines  usually  leak  very  little  steam,  measured  as  the  pro- 
portion of  the  tc)tal  amount  used,  on  account  of  the  high  speed 
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Of  the  engine  giving  large  specific  capacity  for  the  si/e  of  the 
valve,  and  also  because  the  large  size  ot  the  valve  enable,  a  ver> 

close  fit  to  be  made.  , 

The  -reatest  field  for  the  steam  consumption  method  ^vll  be 
found  fn  plants  where  the  highest  steam  economy  is  essential 
or  where  tests  are  impracticable  <lue  to  service  conditions,  and 
in  this  field  the  small  single-valve  engine  is  relatively  unimpor- 

'""'Jlie  engine  tested  by  Mr.  George  Mitchell  and  ciuoted  by  Mr. 
Stevens  was  <mlv  G  in.  by  G  in.  in  size.    The  80-h.p  engine  tested 
by  Mr.  Stevens- has  a  cylinder  probably  not  larger  than  12  in.  by 
12  in.  in  size.    It  is  only  in  the  very  small  single-valve  engine, 
which  are  uni.nportant  from   a  power  f^-f^^'^^'^X^i^ 
leakage  reaches  the  value  of  20  per  cent,  a  figure  Mi    Stevens 
^r  an  average  for  single-valve  ei^ines.    Even  smaU  .n^ 
valve  engines  may  have  very  little  valve  leakage  as  -^^^^^'^^ 
from  the  three  examples  of  this  type  of  engine  given  ^^"^f^^^ 
The  two  smaller  engines,  UV.  in.  by  13  in.  in  size,  were  tes  ed  b> 
Mr.  George  H.  Barrus,  and  the  test  results^together  w  th^h 
diagrams  were  taken  from  his  book.  Steam  Engine  Fes  s.    The 
•ivera-e  difference  of  the  steam  consumption  for  these  three  en- 
'ines,\s  determined  from  the  diagram  and  the  test  consumption, 
fs  T  per  cent,  all  of  them  being  within  the  8  per  cent  given  m  the 

^mT  Stevens'  estimate  of  the  average  amount  of  valve  leakage 
shows  that  he  has  totally  neglected  to  take  into  account  Uie  mos 
important  tvpe  of  single-valve  engine,  the  steam  locomotne.  It 
rabsoluteh  impossible  for  the  valves  of  locomotive  engines 
to  leak  rv  considerable  amount  and  still  obtain  the  high  steam 
economy  which  is  found  on  test  plants.  When  a  locomo Uve  valve 
does  leak  as  much  as  20  per  cent  a  loud  steady  '^  blow     is  heard 

between  exhausts.  *„„.,. 

The  effect  of  leakage  upon  the  application  of  the  steam  con- 
sumption method  may  be  summed  up  as  follows:  If  a  properly 
taken  indicator  diagram  is  obtained  from  a  noncondensing  non- 
Icketed  Corliss  or  four-valve  engine,  and  if  the  logarithmic 
diacn-am  shows  that  there  is  no  serious  leakage,  the  constant,  of 
FicT  6  will  <riye  the  steam  consumption  as  stated  in  lar.  (4. 
If ''however  tlie  same  procedure  is  followed  for  a  single-valve 
en-ine  of  the  same  type,  the  result  depends  upon  the  amount  of 
valve  leakage,  but  usually   with  a   fair   sized  engine  and   the 
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valves  ill  good  condition,  the  steam  consumption  may  be  ob- 
tained from  the  diagram  to  within  a  maxinmm  difference  of  8 
Y)er  cent  of  the  test  results,  as  shown  in  Table  4. 

The  results  obtained  by  Mr.  Rice  in  his  applications  of  the 
method  corroborate  the  figures  given  in  the  paper. 

The  variation  of  the  n-Xc  law  with  pressure  mentioned  by 
Mr.  Moss  has  been  verified  further  in  work  on  locomotive  en- 
gines. The  distinction  between  different  pressures  rests  upon 
the  average  coordinates  of  the  points  found  at  each  pressure, 
although  the  average  of  all  pressures  gives  results  which  are 
nearly  as  close. 

Professor  Heck's  analysis  of  the  heat  transfer  of  series  V  of 
Table  1  corroborates  the  statement  in  the  paper  that  n  is  a  con- 
stant for  ordinary  conditions.  The  author  has  found,  as  Pro- 
fessor Ileck  mentions,  that  there  is  a  tendency  at  very  early  cut- 
off for  n  to  be  high  at  first  and  then  fall  to  a  lower  value. 
Curves  No.  3  and  5  in  Fig.  30  depart  widely  from  the  pol3'tropic 
law  due  to  the  extremely  low  speed  and  probably  also  to  steam- 
val\e  leakage  during  the  latter  part  of  expansion. 

Mr.  Marquis  describes  one  of  the  broadest  fields  of  usefulness 
for  the  new  analysis,  and  shows  that  results  may  be  obtained  by 
its  use  Avhich  have  not  A'et  been  obtained  by  means  of  present 
methods.  A  large  number  of  locomotive  tests  have  been  analyzed 
since  this  paper  was  written. 

Mr.  Young  questions  the  statement  in  Par.  8  concerning  the 
usefulness  of  older  methods  of  analysis.  This  statement  is  fully 
substantiated  by  the  general  results  of  the  analysis.  Previously 
no  accurate  method  of  obtaining  the  steam  consumption  from  the 
diagram  was  in  use,  nor  was  any  method  known  of  determining 
leakage  from  the  diagram  with  the  engine  in  regular  operation, 
and  although  scvonil  attempts  had  been  made  to  determine  leak- 
age by  the  divergence  of  the  expansion  line  from  an  equilateral 
hyperbola,  yet  the  methods  followed  generally  possessed  no 
meaning  and  gave  results  of  no  value.  The  old  method  of  obtain- 
ing the  clearance  of  a  steam  diagram  is  fully  explained  in  Par. 
130,  which  shows  its  imreliability  and  that  it  is  founded  on 
wrong  premises.  No  method  of  local iiig  the  cyclic  events  ac- 
curately was  in  use,  especially  for  the  events  of  a  locomotive 
diagram. 

The  quality  of  the  steam  mixture  at  cut-off,  called  X  ,  obtained 
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in  the  CDgine  tested  when  using  superheated  steam,  is  below  unity 
because  the  degree  of  superheat  at  the  engine  throttle  was  only 
from  50  deg.  to  125  deg.  fahr.,  and  also  because  of  the  small  12 
in.  by  24  in.  cylinder.  Mr.  Young  probably  has  in  mind  locomo- 
tive cylinders  of  about  27  in.  by  28  in.,  and  degrees  of  superheat 
of  from  200  to  250  deg.  fahr.  These  conditions  result  in  the 
steam  being  superheated  about  50  to  90  deg.  fahr.  at  cut-off. 

The  locomotive  tests  mentioned  by  Mr.  Young  have  already 
been  analyzed  and  the  data  will  soon  be  available  for  use. 

Mr.  Stanwood  questions  the  low  values  of  .Yo  obtained  from  the 
engine  tested  when  saturated  steam  is  used  and  compares  them 
with  the  figures  of  Mr.  Barrus  for  the  same  cut-off  values  of 
other  engines.  The  engines  mentioned  by  Mr.  Barrus  had  cylin- 
der displacements  several  times  larger  than  the  small  engine 
tested,  and  the  difTerence  in  the  value  of  Xo  is  due  to  small  size 
wdiich  relatively  increases  the  cylinder  surface  per  cubic  foot  of 
displacement  space.  Mr.  Stanwood  is  right  in  suspecting  that 
some  of  these  engines  were  tested  by  Mr.  Barrus,  in  fact,  about 
half  of  them  were  taken  from  his  book.  Steam  Engine  Tests. 

The  engine  used  was  carefully  tested  for  leakage  by  the  usual 
^^tanding  tests  and  also  by  running  the  engine  wnth  steam  on  the 
crank  end  only,  and  taking  olT  the  cylinder  head  to  observe  piston 
leakage.  It  nmy  be  stated  that  valves  and  piston  were  practically 
tight  when  judged  by  those  tests.  The  tightness  of  these  parts 
was  further  demonstrated  by  the  form  of  the  logarithmic  dia- 
grams obtained  from  the  engine,  one  of  which  is  shown  in  Fig.  0. 

Professor  Knni;^''  high  values  of  n  for  compression  of  steam  arc 
probably  due  to  leakage  from  the  steam  chest  into  the  cylinder  at 
this  point  as  he  states  in  his  discussion.  Leakage  through  the 
steam  valve  liowe\er  does  not  affect  the  early  part  of  expansion, 
as  stated  by  Professor  Ennis,  but  only  the  latter  part  of  expan- 
sion when  there  is  considerable  difference  in  pressure  between 
the  steam  in  the  cylinder  and  that  in  the  steam  chest.  This  phase 
of  leakage  is  treated  in  Par.  109,  etc. 

Professor  Cardullo  is  correct  in  saying  that  the  law  PV''=C 
does  not  perfectly  express  the  adiabatic  expansion  of  steam. 
This  law  does  express  it  however  to  within  an  average  error  of 
les.s  than  1/5  of  1  per  cent  for  saturated  steam,  as  may  be  seen 
by  referring  to  Bulletin  No.  58,  page  81,  of  the  University  of 
Illinois  Engineering  Experiment  Station.    However  the  question 
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as  to  whether  the  polytropic  hiw  PV=^G  expresses  the  adiabatic 
e.\i)iin.si<)n  of  steam  has  no  direct  bearing  on  the  application  of 
this  law  to  the  actual  expansions  occurring  in  practice. 

The  evidence  gained  from  plotting  over  1600  logarithmic  dia- 
grams from  over  GO  different  engines  using  steam,  air,  gas  and 
ammonia  anijdv  substantiates  the  statement  that  expansion  and 
compression  of  elastic  media  obey  the  polytropic  law  except 
where  certain  exceptional  conditions  exist. 

Professor  CarduUo  contends  that  since  adiabatic  expansion 
gives  a  straight  line  in  the  logarithmic  diagram,  it  follows  that 
the  actual  expansion  cannot  be  straight.  It  must  be  remembered 
in  this  connection  that  theories  are  courses  of  thought  which 
express  the  causes  of  facts,  and  that  facts  never  conform  to  theo- 
ries when  these  theories  are  incomplete  and  are  based  on  wrong 
premises. 

The  present  status  of  the  actual  forms  of  expansion  curves  in 
cylinders  and  the  amount  and  direction  of  the  heat  transfer  that 
has  therefore  taken  phice  to  give  the  curves  is  as  follows:  The 
facts  gathered  from  1600  examples  prove  that  expansion  and 
compression  curves  obey  substantially  the  polytropic  law  under 
normal  conditions  of  cylinder  tightness,  etc.;  therefore  it  fol- 
lows that  any  theories  which  lead  to  other  conclusions  are  incom- 
plete and  are  not  supported  by  the  facts,  and  hence  these  theo- 
ries must  be  discarded  or  revised  to  express  the  facts. 

The  bend  in  the  expansion  line  of  Fig.  31  is  the  same  as  that 
caused  by  large  leakage  from  the  cylinder;  tight  engines  do  not 
give  this  abnormal  effect. 

Professor  Cardullo's  hypothesis  concerning  the  relation  be- 
tween the  volume  and  the  clearance  surface  is  fully  answered  by 
actual  examples  given  in  Table  4.  Analysis  Nos.  106a  and  110 
are  two  examples  which  prove  that,  given  the  same  values  of 
Z^.  the  values  of  n  which  result  are  practically  the  sam6  regard- 
less of  cylinder  size  or  form  and  of  engine  speed.  In  this  matter, 
as  in  the  matter  of  polytropic  expansion,  facts  take  precedence 
<^)ver  theories. 

When  steam  melei's  are  used  to  measure  the  rate  of  steam  flow 
to  reciprocating  engines,  the  makers  of  this  apparatus  state  that 
the  calibration  obtained  with  steady  steam  flow  no  longer  holds 
for  the  intermittent  flow  of  steam  engines,  and  that  these 
meters  have  to  be  recalibrated  by  an  actual  test  for  each  indi\id- 
ual  location  to  gi\e  reliable  readings. 
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The  steam  cuiisuiiiplitiii  ol"  llu'  ln^li  and  low  pressure  c-ylinders 
of  compound  engines  clieck  eiuli  odn-r  \er\  well  in  work  done 
since  this  paper  was  Avritten. 

The  varyiui^  teinjieratures  in  a  cvlinder  due  to  swin<2;ing  loads 
do  not  altei'  seriously  the  accuracy  (d'  the  steam  consumi)tion 
method. 

The  clearance  method  oll'ered  l»y  Professor  Carihdlo  is  the  re- 
verse of  the  ohl  method  of  constructing  graphically  a  curve  of 
the  form  FV°  =  0.  It  is  shorter  than  the  logarithmic  method, 
l)ut  it  is  neither  as  accurate  nor  as  simple.  It  is  not  as  accurate 
for  the  reasons  given  in  Par.  90,  nor  as  simple  because  the  trigo- 
nometric rehitions  used  involve  a  higher  degree  of  mathematical 
education  than  the  mere  selecting  of  the  straight  line  position 
(m  the  h)garithmic  diagram  according  to  directions. 

With  regard  to  a  further  amplification  of  the  analysis,  sug- 
gested by  several  of  the  members  who  have  discussed  the  paper, 
the  purpose  in  writing  the  paper  was  to  establish  the  broad  prin- 
ciples of  the  analysis,  and  to  give  sufficient  examples  of  the  ap- 
plication of  these  principles  and  some  of  the  results  attained  by 
their  application. 

ADDENDUM 

Subsequent  to  the  preparation  of  the  author's  paper,  a  large  num- 
ber of  tests  upon  locomotive  engines  were  analyzed.  The  tests 
selected  comprise  those  at  the  locomotive  testing  plant  of  Purdue 
University,  Lafayette,  Ind.,  on  a  16-in.  by  24-in.  simple  locomotive, 
conducted  by  Dr.  W.  F.  M.  Goss.  The  first  series  analyzed  were 
made  in  1904-1905  with  saturated  steam  under  different  pressures  * 
varying  from  120  to  240  lb.  gage;  in  the  second  series  ^  a  Cole  super- 
heater was  used,  giving  about  160  deg.  of  superheat  under  various 
pressures.  The  analysis  also  included  the  St.  Louis  ^  tests  run  at 
the  Louisiana  Purchase  Exposition  in  1904  on  a  testing  plant  built 
by  the  Pennsylvania  Railroad  system,  erected  in  the  Transportation 
Building  of  the  Exposition,  and  involving  two  simple  and  six  com- 
pound locomotives;  and  also  the  Altoona  tests,  run  on  the  same 
plant,  removed  to  its  permanent  location  in  Altoona.  Of  the  tests 
made  here  since  1904,  two  simple  locomotives  using  saturated  steam 

'  High  Steam  Pressures  in  Locomotive  Service,  W.  F.  M.  Goss. 
'Superheated  Steam  in  Locomotive  Service,  W.  F.  M.  Goss. 
»  Locomotive  Tests  and  Exhibits,  published  by  P.  R.R.  Co. 
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Xc  -  Quality  of  Steam  Mixture  at  Cut-off 
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and  one  simple  locomotive  using  steam  superheated  about  250  deg. 
Fahr.  were  analyzed. 

The  locomotives  from  which  the  tests  were  obtained  comprise 
practically  all  important  types  in  use  in  America  and  Europe,  except 
the  Mallet  compound  locomotive.  Six  simple  and  six  compound 
locomotives  are  represented.  A  careful  selection  of  the  tests  was 
made  to  insure  reliability, 

A  total  of  189  tests  from  six  simple  locomotives  were  analyzed,  of 
which  104  were  upon  the  Purdue  locomotive.  Almost  every  condi- 
tion which  is  ever  present  in  a  simple  locomotive  cylinder  is  repre- 
sented by  these  tests,  except  speeds  below  40  and  above  280  r.p.m. 
and  lengths  of  cut-off  over  50  per  cent.  The  specifications  of  the 
locomotives  and  test  data  are  given  in  Table  7. 

Relations  of  Xo  and  n.  All  the  values  of  Xo  and  n  from  the  189 
tests  of  the  six  locomotives  were  plotted  in  Fig.  33,  which  proves  the 
•independence  of  the  relations  between  these  quantities  from  the 
effect  of  unduly  varying  pressures,  speeds,  sizes,  types  of  valves  and 
quality  of  steam  used.  The  center  of  gravity,  or  average  of  the 
values  of  X^  and  n  was  obtained  for  each  locomotive  by  averaging 
the  coordinates  of  Xo  and  n  and  plotting  the  result  as  a  cross  through 
the  same  kind  of  a  point  that  was  used  to  represent  the  tests  of  each 
locomotive.  The  center  of  gravity  for  all  the  locomotives  was  then 
determined  in  a  similar  manner  from  the  centers  for  each  locomotive 
and  plotted  as  a  large  cross. 

A  straight  line  was  then  drawn  through  the  center  of  gravity  of 
the  tests  of  all  locomotives,  and  was  made  to  pass  through  the  center 
of  the  tests  of  locomotive  No.  3395.  Previous  experience  with  Cor- 
liss engines,  as  recorded  in  the  paper,  indicated  the  use  of  a  straight 
line  for  this  purpose.  The  line  as  drawn  represents  the  centers  of 
the  tests  of  all  the  locomotives  with  an  average  deviation  of  2.4  per 
cent  measured  from  the  zero  of  X,.  The  average  deviation  of  the 
points  above  the  curve  is  about  the  same  as  that  of  the  points  below 
the  curve. 

The  center  of  gravity  of  all  tests  is  shown  by  a  concentric  circle 
which  is  2.4  per  cent  higher  than  the  curve,  due  to  the  fact  that  the 
Purdue  locomotive  has  55  per  cent  of  all  the  tests,  and  is  the  highest 
point  in  distance  measured  above  the  line.  The  points  shown  with 
a  circle  around  them  were  not  considered  in  drawing  the  line,  as  they 
were  undoubtedly  subject  to  certain  inconsistencies  in  testing.  The 
equation  of  the  line  selected  is 

Xo=l.G20n-0.909 
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This  equation  expresses  tlic  results  of  all  tests  (excei^t  the  five  en- 
eirclecl  ])oiuts)  to  an  average  deviation  of  5.0  per  eent  regardless  of 
sign,  and  to  a  normal  maximum  deviation  of  about  9  per  cent.  It 
must  be  remembered,  however,  that  all  the  errors  of  very  short 
boiler  tests  are  i)resent,  and  their  efl'eet  is  included  in  the  values  of 
A'o.  For  this  reason  the  differences  given  are  believed  to  be  con- 
sid(>rably  larger  than  actually  existed. 

Effecl'^of  Varying  the  Speed  on  the  Relations  of  X^andn.    In  order 
to  examine  the  relations  of  Xc  and  n  due  to  varying  speed,  the  center 
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Fig.  34    Relations  of  Xc  and  Speed  from  the  Purdue  Locomotive  for  tub 
Constant  Value  of  n  =  1.000 

of  gravity  of  each  group  of  tests  run  at  one  speed  was  obtained  and 
a  line  drawn  through  this  center  parallel  to  the  full  line  (Fig.  33) 
representing  the  average  relation  for  all  the  locomotives.  The  point 
of  intersection  of  this  parallel  line  with  the  ordinate,  for  7i=  1.000 
thus  gives  the  value  of  A'o  for  th(!  constant  value  of  ?i=  1.000  at  the 
speed  examined. 

Points  of  intersection  for  the  groups  of  tests  upon  the  Purdue 
Locomotive  are  plotted  in  Fig.  34  and  for  all  the  simple  locomotives 
in  Fig.  35.  These  show  that  the  average  effect  of  increasing  the 
speed  was  to  increase  the  value  of  A^o  for  constant  values  of  n.  In 
Fig.  35  the  points  were  divided  into  two  groups  and  the  center  of 
gravity  of  each  group  determined  as  indicated  by  the  crosses.  The 
line  was  then  drawn  through  the  centers.  In  Fig.  35  average  devia- 
tion of  the  points  irrespective  of  sign  is  3.2  per  cent  (measured  from 
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zero  of  A'c),  each  point  being  weighted  in  proportion  to  the  number 
of  tests  it  represented,  except  the  Purdue  tests,  which  were  rated 
at  four  tests  each. 

From  Fig.  33  it  is  seen  that  the  line  crosses  the  value  n  =  1.000 
at  A%  =  0.711.  On  drawing  the  Hne  Xo  =  0.711  in  Fig.  35  it  is  found 
to  intersect  the  hne  representing  the  relations  of  A'o  and  speed  at 
143  r.p.m.  This  intersection  indicates  that  the  average  relation  of 
Xeand  n  represented  by  the  line  Ac  =1.620  n  — 0.909  is  true  for  a 
speed  of  betA\'Aven  140  and  150  r.p.m.  It  also  indicates:  (a)  that  the 
average  points  obtained  at  speeds  below  140  r.p.m.  fall  below  the 
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Fig.  35    Relations  of  A'c  and  Si'eed  from  all  Simple  Locomotives  for  the 
Constant  Value  of  n  =  1.000 


line;  (6)  that  the  average  points  obtained  at  speeds  above  150  r.p.m. 
fall  above  the  lino;  (c)  that  by  making  corrections  for  the  speed  at 
which  the  indicator  diagrams  were  obtained,  the  average  difference 
resulting  from  determining  the  value  of  Xo  by  the  equations  given  is 
reduced  from  5  per  cent  to  3.2  per  cent. 

The  equation  A''o=  1.020  ?i  — 0.909  was  modified  therefore  by  add- 
ing a  corrective  term  for  sjK'ed  which  expresses  the  relation  of  Xc 
and  speed  shown  in  Fig.  34.    The  modified  equation  is 

Ac  =1.620  74-0.909-0.00037  (143 -S) 
where  <S  =  speed  in  r.p.m. 

The  points  for  the  other  speeds  were  plotted  in  like  manner  and 
divided  into  four  groups  of  six  points  each  and  the  center  of  gravity 
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of  each  group  found  as  indicated.  The  centers  were  joined  l)y  a 
smooth  curve.  The  curve  as  drawn  indicated  that  the  value  of  A'o 
at  constant  vahies  of  S  and  n  reached  an  average  maximum  value 
for  a  cut-off  pre.ssun>  of  about  105  lb.  absolute,  and  tiiat  above  125 
lb.  a  straight  line  was  obtained. 

It  appears  thercf(n-e  that  as  tlic  cut-off  pressure  increases  the 
value  of  Xe  decreases  for  constant  vahies  of  S  and  n. 
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Fia.  36    Relations  of  A'c  and  (Jut-Off  Puessuuk  fuom  tub  Pukdue  Loco- 
motive FOR  Constant  Speeds  and  the  Vaiate  of  n  =  1.000 


The  effect  due  to  change  of  cut-off  pressure  on  tlu;  relation  of  A'o 
and  n  was  compared  A^nth  the  same  effect  found  in  the  i)revious  tests 
on  a  Corliss  engine  and  the  relation  for  this  engine  for  the  value  of 
n  =  1.052  and  the  speed  of  120  r.p.m.  was  drawn  in  dotted  as  shown. 

The  result  of  this  comparison  is  a  striking  corroboration  of  the 
curve  as  drawn.  The  curves  are  almost  exactly  parallel  in  the 
range  common  to  both.  Both  have  a  maximum  point  only  5  lb. 
apart,  and  both  have  about  the  same  slope  for  pressures  above  120 
lb.  The  form  of  the  curve  representing  the  effect  of  cut-off  pressure 
is  thus  fairly  well  established. 

The  points  in  Fig.  35  were  examined  for  the  effect  of  cut-off  i)res- 
sure  in  a  similar  way  to  that  described  for  the  Purdue  tests,  and  the 
results  are  given  in  Fig.  37.  The  centers  of  gravity  obtained  in  Fig. 
36  were  transferred  to  Fig.  37  to  represent  the. Purdue  tests.    The 
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points  of  Fig.  37  give  the  average  relation  for  all  locomotives  of  A' c 
and  cut-off  pressure  for  a  series  of  constant  speeds  and  for  n=  1.000. 
The  group  of  points  obtained  show  the  same  trend  as  the  Purdue 
tests,  although  the  vertical  displacement  due  to  speed  is  present  and 
makes  the  relation  somewliat  indefinite. 

It  was  assumed  that  the  Purdue  tests  shown  in  Fig.  3G,  because 
of  their  large  range  of  cut-off  pressures  and  similarity  to  previous 
relations,  represented  the  form  of  the  curve,  but  was  placed  too  high 
on  the  plot  to  represent  the  average  relation  for  all  locomotives. 
Therefore  the  center  of  gravity  of  all  the  points  of  Fig.  37  was  found 
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Fig.  37     Relations  of  Xc  and  Cut-Off  Pressure  from  All  Simi'le  Loco- 
motives FOR  Constant  Speeds  and  the  Value  of  n  =  1.000 


and  a  curve  drawn  through  this  center  similar  in  form  to  the  Purdue 
relation. 

It  is  seen  from  Fig.  37  that  the  range  of  cut-off  pressures  in  simple 
locomotives  is  between  120  and  180  lb.  absolute,  while  the  majority 
lie  between  130  to  IGO  lb.  The  average  cut-off  is  about  145  lb., 
this  point  being  close  to  the  average  value  of  Xo  =  0.711  for  n=  1.000 
given  in  Fig.  33.  It  is  also  evident  that  the  difference  in  the  value 
of  Xo  for  the  average  cut-off,  145  lb.,  to  an  average  high  value,  165 
lb.,  is  only  1.6  per  cent  while  to  an  average  low  value,  125  lb.,  it  is 
only  1.3  per  cent. 

The  effect  of  varying  tlic  cut-off  pressure  on  the  relation  of  Xe  and 
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n  is  so  small  of  itself,  niul  so  iiuu-li  siuallcr  than  tlic  crfccl  due  to 
change  of  speed,  that  it  need  not  be  considered. 

Effect  of  the  Use  of  Soturatcd  or  SKpcrlieatcd  Slciini.  The  use  of 
superheated  steam  in  cylinders  in  place  of  saturated  steam  results 
in  a  higher  value  of  A'o  for  the  same  conditions  of  speed  and  cut-off; 
and  this  in  turn  results  in  a  higher  value  of  n.  When  the  same  value 
of  Xc  is  obtained  at  the  same  speed  with  either  saturated  or  sui)er- 
heated  steam,  the  same  value  of  n  has  been  found  to  result. 

Effect  of  Var[/iiuj  the  Length  of  Cut-off.  The  lengtli  of  cut-ofT  used 
in  the  tests  varied  from  12  per  cent  to  50  i)er  cent.  It  has  been  found 
that,  other  conditions  being  the  same,  if  a  given  valut'  of  A'c  occurs 
in  one  test  at  12  per  cent  cut-ofi",  and  in  another  test  on  the  same 
locomotive  at  40  per  cent  cut-off,  the  value  of  n  resulting  is  the  same, 
showing  that  the  length  of  cut-off  has  no  measurable  etTect  on  the 
relation  of  A'c  and  n. 

Effect  of  Vorijing  the  Back  Pressure.  The  back  i)ressure  of  the 
steam  in  the  cylinders  varied  from  \5  to  'M')  lb.  aljsolute,  a  range  of 
21  lb.  Varying  the  back  pressure  between  these  limits  appears  to 
have  no  noticeable  effect  on  the  relation  of  A'c  and  /(.  Wh.en  the  back 
pressure  is  as  high  as  100  lb.  absolute,  however,  as  in  the  high  pres- 
sure cylinders  of  compound  engines,  the  relation  of  A'o  and  n  is 
changed  consideral)ly. 

INVESTIGATION    OF    COMPOUND    LOCOMOTIVES 

In  the  investigation  of  compound  locomotives  a  selection  was  made 
of  43  tests  of  high-pressure  cylinders  and  34  tests  of  low-])ressure 
cylinders.  The  (hita  for  the  locomotives  tested  are  given  in  Table  S. 
A  new  variable  entered  in  these  tests  not  present  in  the  tests  of  the 
simple  locomotives,  viz.,  widely  varying  back  pressures  due  to  variable 
receiver  pressures.  The  methods  emjiloyed  in  the  analysis  of  the 
diagrams  were  substantially  the  same  as  already  recorded,  certain 
few  modifications  being  necessary  which  will  nt>t  be  ex])lained  in  this 
brief  synopsis. 

Relations  of  A'o  aiid  n  for  H'njh-Pressure  Cylinders.  The  values 
obtained  exhibit  a  much  larger  variation  in  position  than  from  the 
simple  locomotives  in  Fig.  34,  due  to  the  varial)le  receiver  pressure. 
The  slope  of  the  line,  also,  could  not  be  definitely  determined,  but 
in  the  light  of  previous  experience  it  is  believed  that  it  should  be 
similar  to  that  obtained  from  simple  locomotives.  A  line  was  there- 
fore drawn  as  in  Fig.  38,  the  equation  of  which  is: 
Xc=  1.620  71-0.827 
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Thp  average  deviation  for  all  points  from  tliis  lino  is  S.O  \nn-  cent, 
while  the  normal  maximum  deviation  is  12.0  per  cent. 

The  effect  of  change  of  speed  is  shown  in  Fig.  30,  tlu^  modification 
of  the  equation  for  the  relations  of  Xo  and  n  being  as  follows: 
Xo=  1.620  n- 0.827 -0.00034  (150 ->S) 

In  Fig.  40  are  plotted  the  lines  for  change  of  pressures  at  constant 
speeds.     It  was  found  that  raising  the  back  pressure,  and  lowering 
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FiQ.  38    Relations  of  A'o  and  n  for  High-Pressure  Cylinders  of  Com- 
pound Locomotives 


the  cut-off  pressure  both  increased  the  value  of  Xo  for  the  same  value 
of  n.  In  plotting  Fig.  40  corrections  for  si)e(;d  were  made,  based  on 
Fig.  9.  The  equation  for  the  line  for  the  high-i)ressiire  c>rin(ler  in 
Fig.  40  is 

Xo=l.G20n- 0.827 -0.00034  (150— ,9) +0.0031  (102.5-/0 
wherein  is  the  range  of  pressure  from  ciit-ofT  to  the  Itaek  pressure  in 
lb.  per  sq.  in. 

The  average  valu(;  of  A''o  is  obtained  a(  102.5  lb.  range  of  pressure; 
the  value  of  A"o  is  higher  for  ranges  of  pressure  Ijelow  102.5  lb.  and 
lower  for  ranges  above  102.5  lb.  The  average  deviation  of  the 
points^from  the  line  is  G.2  per  cent. 
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Relations  of  X„  and  n  for  Low  Pressure  Cylinders.  The  values  of 
Xe  and  n  obtained  are  all  plotted  in  Fig.  41.  The  line  sho^\Ti  in  Fig. 
41  was  drawn  as  outlined  for  the  high  pressure  cylinders,  using  the 
same  slope  as  the  hne  obtained  for  the  simple  cylinders.  The  equa- 
tion of  the  line  is 

Xc  =  1. 620  n- 0.833 
The  average  deviation  of  all  the  points  from  this  hne  is  7.8  per  cent. 

Effect  of  Varying  the  Speed.  The  points  obtained  which  show  the 
effect  of  varying  the  speed  on  the  relation  of  Xc  and  n  are  plotted  in 
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Fig.  39  Kklatxons  of  A'o  and  Speed  for  High-Pressuke  Cylinders  of 
Compound  Locomotives  for  Constant  Value  of  n  =  1.000,  and  for 
Center  of  Tests  corrected  to  Average  Line 

Fig.  42.     Thf  equation  after  correcting  for  the  off(!ct  of  change  of 
spcf'd  is 

A' c  =  1 .020  n  -  0.833  -  0.00000  ( 1 54  -  .S) 
The  average  deviation  of  the  points  from  this  Hne  is  4.5  per  cent. 

Effect  of  Varying  the  Range  of  Pressure.  Tlie  points  obtained 
which  show  the  effect  on  the  relation  of  Xo  and  n  of  changing  the 
range  of  pressure  are  plotted  in  Fig.  40.  The  equation  as  further 
modified  by  this  effect  is 
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Xe=  1.620  n- 0.833 -0.00069  (154-60+0.0047  (30-i2) 
The  average  deviation  of  the  points  from  this  Hne  is  3.3  per  cent. 
This  extremely  close  agreement  shows  that  the  effects  of  varj-ing 
the  speed  and  range  of  pressure  comprise  all  of  the  important  varia- 
bles. 

DISCUSSION    OF   RESULTS 

Effect  of  Varying  the  Range  of  Pressure  on  the  Relations  of  Xo  and  n. 
The  effect  of  lowering  the  range  of  pressure  from  cut-off  to  the  back 
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pressure  is  always  to  give  smaller  values  of  n  for  the  same  value  of 
Xo,  other  conditions  remaining  the  same.  The  effect  for  simple 
locomotives  is  small,  as  will  be  seen  in  Figs.  36  and  37;  it  is  larger 
for  the  high  pressure  cylinders  of  compound  locomotives,  as  is  shown 
in  Fig.  40;  it  is  still  larger  for  low  pressure  cylinders,  as  is  also  shown 
in  Fig.  40.  The  slopes  of  the  lines  in  these  figures  are  0.12,  0.76,  and 
1,17,  respectively,  showing  the  increasing  effect  of  this  variable  as 
the  range  of  ^pressure  decreases. 
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Effect  of  Varying  the  Speed  on  the  n  —  Xg  Relations.  The  effect  on 
the  relations  of  Xc  and  n  of  increasing  the  speed  is  to  give  higher 
values  of  A'o  for  the  same  value  of  n,  other  conditions  remaining  the 
same. 

Valve  Leakage.  The  only  phenomenon  which  accounts  consistently 
for  these  results  is  the  leakage  of  steam  directly  through  the  valves 
Nvithout  having  entered  the  cylinder.    Experiments  show  that  valve 
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Fig.  41    Kklations  of  Xc  and  n  for  Low-Pressuke  Cylinders  of  Compound 

Locomotives 


leakage  in  a  given  engine  is  constant  per  unit  of  time  and  therefore 
that  it  diiniiiislies  relatively  with  increase  of  engine  speed. 

Relatively  speaking,  simple  locomotive  engines  may  be  classed  as 
constant  pressure  and  variable  speed,  while  compound  locomotive 
engines  may  be;  classed  as  variable  pressure  and  variable  speed. 
In  the  former,  therefore,  the  range  of  speed  has  an  important 
bearing  on  the  n— A'c  re]ation,while  pressure  may  be  neglected;  where- 
as in  the  latter  b<jth  range  of  pressure  and  s))eed  are  important. 

That  is,  it  is  i)robablc  that  there  is  very  little  if  any  effect  on  the 
w  —  Xo  relations  of  varying  the  speed,  but  the  existence  of  leakage 
and  its  increasing  relative  amount  when  speeds  are  decreased  lead 
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to  an  apparent  value  of  -V,  whid,  is  lower  tluur  the  real  ™Uie  °r  the 
steam  actually  admitted  to  the  eylinders.  It  is  also  probable  that 
fheTalieof  A.  for  eu,iu..s  haviug  the  larger  values  of  valve  leakage 
would  increase  faster  with  iuerease  of  speed  than  engmes  having 
very  small  U.akage,  because  the  increase  of  speed  would  merease  the 
rtfaren  value  of -Y.  at  a  nux^h  faster  rate.  This  condition  is  exactly 
To  e  vh      oeoui;,  as  is  shown  in  Figs.  33,  34,  35,  39  and  42. 
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r.^   Y     *vn  Speed  for  Low-Pressurb  Cylinders  of 
42     Relations  of  Ao  and  bPEED  dor  x^u 
Compound   Locomotives   for  Constant  Value  of  n  =  1.000.  and 
Center  of  Tests  corrected  to  Average  Line 


The  slope  of  the  hue  representing  tlie  effect  of  varying  the  speed 
for  any  one  locomotive  is  apparently  the  best  index  which  exists  as 
to  the  amount  of  valve  leakage.  ,      .        ,  • 

A  striking  case  of  the  effects  of  valve  leakage  is  to  1^<:J^^^^^."^ 
compaHnrthe  performance  of  locomotives  Nos.  929  and  585  whi.h 
"ad  cylinders  o' almost  exactly  the  same  size  and  were  tested  under 
nractically  the  same  conditions.  „^  oq  c 

Tl  e  average  steam  consumption  of  No.  929,  however  was  23.8 
lb.  per  ih.p    while  that  of  No.  .58.5  for  the  tests  run  at  the  same 
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speeds  was  19.9  llx,  showing  that  No.  929  consumed  19.6  per  cent 
more  steam  than  did  the  No.  585  for  the  same  conditions. 

The  average  quality  of  Xc  in  the  high  pressure  cyhnders  of  the 
No.  929  was  found  to  be  0.836,  as  computed  from  the  values  of  n, 
S,  and  R.  In  a  simihir  manner  the  value  of  Xc  for  the  low  jiressure 
cyhnders  was  found  to  l)e  0.817,  making  the  average  value  of  A%for 
both  the  high  and  low  pressure  cyhnders  0.827. 

The  average  apparent  value  of  Xc  from  the  tests  for  both  high  and 

low  pressure  cylinders  was  0.674.  Since  this  value  of  Xc  is  lower  than 

«o«^  ^  .    0.827-0.674 

0.827,  more  steam  to  the  amount  ,  or  18.5  per  cent, 

0.827 

was  used  than  was  accounted  for  in  the  cylinders. 

The  results  of  these  computations  is  a  striking  proof  that  not  only 
was  large  valve  leakage  taking  place,  but  that  its  amount  has  been 
extabhshed  by  two  independent  methods  which  corroborate  each 
other.  Subsequent  examination  of  the  valves  showed  that  the 
leakage  as  determined  was  to  be  accounted  for  by  the  design  and 
condition  of  the  valves  and  ports. 

The  analysis  for  the  low  points  in  Figs.  8  and  11  shows  that  the 
variations  in  the  vertical  distance  of  the  center  of  tests  for  each 
locomotive  from  the  average  hne  is  almost  certainly  due  to  the  fact 
that  the  valves  of  each  locomotive  have  their  own  rate  of  leakage, 
the  leakage  for  some  valves  being  less  than  the  average,  while  that 
of  other  valves  is  greater. 

Referring  to  Fig.  33,  the  relatively  high  point  of  the  Purdue  loco- 
motive and  its  flat  speed  effect  curve  in  Fig.  34  probably  means  that 
its  valves  were  tighter  than  any  of  the  others  due  to  its  being  kept 
in  laboratory  condition.  On  the  other  hand  the  low  point  of  No. 
1499  in  Fig.  33  and  its  steep  speed  effect  curve  in  Fig.  35  is  probably 
due  to  the  fact  that  this  locomotive  was  new  and  had  not  been 
broken  in  before  it  was  tested,  consequently  the  valves  had  not 
worn  to  a  good  surface,  and  the  average  leakage  was  larger  than 
that  for  any  of  the  other  simple  locomotives  tested. 

If  it  is  desired  to  test  an  engine  for  valve  leakage,  the  locomotive 
should  be  tested  on  a  test  plant  or  under  road  conditions  where  the 
steam  used  for  other  purposes  is  known.  The  steam  used  by  the 
engines  is  accounted  for  by  the  n—Xo  method,  the  total  water  fed 
to  the  boiler  is  measured,  and  this  includes  the  amount  used  in  the 
cylind<.'rs;  the  amount  that  leaked  through  the  valves  over  the 
average  leakage  of  the  valves  when  in  good  condition  is  accounted 
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for  by  the  differonce  bctAvceii  the  two  iiieasiirements  if  the  boiler  is 
tight. 


DEGREE   OF   ACCURACY 


The  steam  consumption  of  all  of  the  185  tests  of  the  six  simple 
locomotives  examined  may  be  recomputed  from  the  relations  of  Xc 
and  n  to  an  average  difference  of  3.7  per  cent  from  the  test  results. 

The  average  difference  in  the  tests  of  the  compound  locomotives 
for  the  high  pressure  tests  is  about  8  per  cent  and  for  the  low  pressure 

tests  it  is  3.8  per  cent.  .        ,      r  xi  «+ 

It  is'extremely  probable  that  at  least  one  fourth  of  the  per  cent 
difTerence  given  is  due  to  irregularities  in  measuring  the  difference 
in  the  height  of  the  water  in  the  boiler  gage  glass  at  the  start  and 
finish  of  the  test.    It  must  be  remembered  that  all  of  the  boiler  tests 
were  only  \  to  3  hours  in  length,  so  that  an  error  in  the  gage  glass 
correction  means  a  noticeable  chfference  in  the  actual  water  evap- 
orated     If  one  fourth  of  the  difference  is  credited  to  errors  of  the 
boiler  measurements  then  the  average  differences  are  2.8  per  cent, 
6  per  cent  and  2.9  per  cent  for  the  simple  cylinders,  tbe  high-pressure 
and  low-pressure  cyhnders  respectively.      These  differences  show 
that  the  n-X„  method  is  accurate  enough  for  all  the  purposes  of 
locomotive  tests.    The  high  difference  of  the  high  pressure  cylinders 
is  due  to  difficulty  of  obtaining  good  values  of  n  because  of  inertia 
in  the  expansion  curves,  and  also  to  variable  valve  leakage 

Steam  for  Heating  and  Miscellaneous  Purposes.  Locomotives  in 
wdnter  passenger  service  use  such  a  large  proportion  of  the  seam 
generated  by  the  boiler  in  heating  the  tram,  running  the  air  pump 
etc.,  that  in  combination  wnth  the  increased  train  resistance  in  co  d 
weather,  schedules  are  only  maintained  with  great  difficulty.  \\  hat 
proportion  of  the  steam  generated  by  the  boiler  is  used  for  the  e 
purposes?  It  is  practically  impossible  to  measure  the  steam  used  in 
this  way  by  any  methods  heretofore  employed. 

The  n-Xc  method  may  be  employed  for  this  purpose  by  account- 
ing for  the  difference  between  the  total  water  fed  to  the  boiler  and 
that  used  by  the  engines.  The  difference  was  used  to  heat  the  tram, 
to  operate  L  air-pump,  head-light  sets,  train-Hghting  sets^  b  owe^^^ 
and  it  also  includes  the  steam  and  water  lost  through  the  safety 
valves,  blow-off  valves,  and  boiler  leaks.  The  n-X  method  pro- 
vides  the  only  means  believed  to  exist  by  which  these  uses  of  stean; 
for  auxiliaries  or  that  lost  may  be  satisfactorily  measured. 


No.  1348 

THE   DESIGN   AND    MECHANICAL   FEATURES 
OF  THE  CALIFORNIA  GOLD  DREDGE 

Br  Robert  E.  Cranston,  Sacramento,  Cal, 
Member  of  the  Society 

This  paper  deals  only  with  that  branch  of  gold  dredging  which 
comes  directly  within  the  province  of  mechanical  engineering,  and 
the  designs  described  are  those  commonly  used  in  California.  No 
attempt  is  made  to  cover  the  whole  field,  and  the  author  has  recorded 
only  his  personal  observations  of  the  more  important  mechanical 
features. 

2  In  designing  a  gold  dredge  the  first  essentials  to  be  determined 
are  the  quantity  of  material  to  be  handled  and  the  depth  to  which 
it  will  be  necessary  to  dig.  To  a  lesser  degree,  the  size  and  quantity 
of  boulders,  quantity  of  clay,  nature  and  contour  of  bed  rock,  con- 
tour of  the  surface,  whether  the  dredge  is  to  be  operated  in  a  river 
or  in  an  inland  pond,  how  high  above  the  water  line  it  will  be  neces- 
sary tp  maintain  the  bank,  the  nature  and  consistency  of  the  gravel, 
distance  from  a  railroad  or  other  cheap  transportation,  costs  of  lum- 
ber, labor,  electric  power,  supplies,  etc.,  condition  of  wagon  roads, 
distance  and  transportation  facilities  to  a  first  class  machine  shop; 
climate,  distance  to  nearest  public  power  line,  and  possibilities  of 
developing  electric  power  on  or  near  the  property,  are  important. 
If  electric  power  is  not  available,  then  the  costs  of  the  various  fuels 
for  generating  steam  or  running  gas  engines  must  be  considered,  and 
if  the  dredge  is  to  be  operated  inland,  how  much  water  is  available, 
and  any  other  data  peculiar  to  the  property. 

3  All  the  above  information  is  requisite  for  the  proper  design  of 
a  dredge  to  do  the  most  efficient  work.  A  designer  should  insist  on 
a  full  knowledge  of  all  the  conditions,  otherwise  his  product  is  likely 
to  be  more  or  less  unsuited  to  the  work  it  has  to  do. 

4  Beginning  with  the  capacity  required,  the  dimensions  of  the 
bucket  bases,  pins,  lips,  etc.,  and  the  horsepower  of  the  digging 
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motor  are  determined.  The  depth  of  ground  determines  the  length 
of  ladder,  which  is  modified  by  the  height  to  which  it  is  desired  to 
elevate  in  order  to  wash  and  dispose  of  the  gravel  properly.  The 
screen,  pumps  and  stacker  are  designed  according  to  the  quantity  and 
quality  of  coarse  material  and  the  height  to  which  it  is  to  be  stacked. 
The  other  machinery  is  designed  to  suit  the  local  conditions,  and  the 
hull  is  planned  to  support  the  machinery  properly,  its  dimensions 
varying  greatly,  from  the  small  capacity  shallow  diggers  to  the  16-ft. 
dredges  excavating  60  or  70  ft.  below  water  hne. 

5  The  mechanical  equipment  of  the  California  gold  dredge  as  it 
is  today  has  in  it  much  to  be  desired  in  the  way  of  correct  dimensions 
and  the  relative  strengths  of  its  component  parts.  Many  of  these 
parts  should  be  made  stronger,  likewise  there  is  much  waste  material 
which  could  just  as  well  be  done  away  with.  Notwithstanding  these 
admitted  faults  the  California  gold  dredge  has  during  the  last  few 
years  shown  vast  improvement  over  the  earlier  attempts,  and  with 
all  its  frailties  has  many  good  points  in  its  make-up  which  might  be 
profitably  studied  by  engineers  called  upon  to  design  similar  pieces  of 
machinery. 

6  The  first  successful  gold  dredges  in  California  were  patterned 
after  the  New  Zealand  type.  A  brief  description  of  one  of  these, 
built  in  1897  and  1898,  will  not  perhaps  be  out  of  place  (Fig.  1). 

7  The  hull  was  built  of  wood  of  a  rectangular  cross-section,  hav- 
ing an  opening  or  well  extending  along  the  center  line  part  way  back 
from  the  bow.  Near  the  after  end  of  this  well  was  built  an  elevated 
framed  structure  or  main  gantry  which  served  to  support  one  end 
of  the  digging  ladder,  the  other  end  being  suspended  by  wire  rope 
blocks  from  a  head  frame  or  "bow  gantry"  spanning  the  well.  This 
ladder  was  a  plate  girder  upon  which  were  mounted  rollers  to  carry 
the  bucket  line.  The  bucket  line  was  composed  of  alternate  links 
and  buckets  pinned  together  to  form  an  endless  chain.  The  buckets 
passed  over  a  four-sided  flanged  tumbler  keyed  to  a  shaft  and  driven 
by  a  spur  gear  mounted  on  the  main  gantry.  At  the  lower  end  of  the 
ladder  another  tumbler  served  as  an  idler.  In  going  over  the  upper 
tumbler  the  buckets  dumped  into  a  hopper  leading  into  an  inclined 
revolving  screen  with  |-in.  to  |-in,  perforations.  A  spray  pipe  ran 
lengthways  through  the  screen,  throwing  jets  of  water  upon  the 
gravel  and  washing  the  finer  imrticlcs  and  gold  through  the  screen 
holes  upon  gold-saving  tables.  These  tables  were  covered  with  cocoa- 
nut  matting  held  in  place  by  expanded  metal  and  were  arranged  so 
as  first  to  distribute  the  fine  material  over  a  considerable  area  and 
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then  discharge  it  at  the  stern;  the  oversize  went  to  a  bucket  elevator 
and  was  stacked  some  distance  aft  of  the  dredge.  The  dredge  was 
held  up  to  its  work  by  a  head  line  which  could  be  reeled  in  by  means 
of  a  drum  on  the  dredge.  Side  movement  was  secured  by  lines,  two 
at  the  bow  and  two  at  the  stern,  each  running  to  a  separate  drum. 
The  motive  power' for*  these  dredges  was  steam,  which  was  soon  re- 
placed by  electricity. 

"^    Three  years  before  this  type  of  dredge  was  introduced'in  Cali- 
fornia, one  of  the  type  known  as  the  double-lift  was  built  near  Ban- 


FiG.  2    SiNGLK-LitT  California  Gold  Dredge,  1900     l^^f'^^J^ 


nock,  Mont.  The  main  gantry  was  lower  than  in  the  New 
Zealand  type.  A  revolving  screen  was  used,  but  the  holes  were  nmch 
larger,  so  that  rocks  4  in.  to  6  in.  in  diameter  would  pass  through. 
The  oversize  was  dumped  at  the  side  of  the  dredge,  and  the  under- 
size  allowed  to  collect  in  a  sump  from  whence  it  was  elevated  by 
means  of  a  centrifugal  pump  into  a  sluice  running  aft  from  near  the 
throat  of  the  well.  At  the  stern  was  a  pivot  connection  withVnother 
sluice  mounted  on  an  auxiliary  scow.  This  scow  could  be  moved  from 
side  to  side,  one  end  of  its  sluice  being  pivoted  at  the  stern  of^the 
dredge  and  the  other  moving  in  the  arc  of  Vcircle,[thus  distributing 
the  gravel  over  a  considerable  area.    Instead  of  a  head  line,  spuds 


ROBERT   E.   CRANSTON 


123 


were  used  to  hold  the  dredge  up  to  its  work,  the  end  of  the  digging 
ladder  moving  in  the  arc  of  a  circle  with  the  spud  as  its  center. 

9  About  this  time  several  dipper  dredges  were  built,  but  although 
some  were  more  or  less  successful  they  did  not  prove  to  be  as  efficient 
as  the  endless  chain  type  and  were  soon  abandoned. 

10  In  1899  a  double-lift  dredge  was  built  at  Oroville,  and  soon 
after  a  similar  dredge  was  built  on  the  American  River,  the  latter, 
however,  being  of  the  single-lift  type  (Fig.  2),  using  close-connected 
buckets  (every  link  in  the  chain  being  a  bucket  instead  of  links  and 
buckets  alternating)  with  spuds,  no  stacker,  but  having  its  main 


Fig.  3     Fikst  California    Iypk  Golu  Dkeugk,   1901 

gantry  high,  the  buckets  dumping  into  a  revolving  screen  with  large 
holes.  This  screen  was  raised  high  enough  so  that  the  finer  material 
fell  directly  into  a  fore-and-aft  sluice;  the  oversize  dumped  into  stone 
shoots  discharging  on  both  sides  of  the  dredge. 

11  A  judicious  combination  of  the  best  features  of  the  New 
Zealand  and  the  double  and  single-lift  types  described  above,  to- 
gether with  several  new  ideas  not  used  in  any  of  the  earlier  dredges, 
resulted  in  a  dredge  being  built  some  time  in  1901,  near  Oroville, 
Cal.  (Fig.  3),  equipped  with  a  shaking  instead  of  a  revolving  screen, 
the  holes  in  which  were  small,  the  fine  material  going  to  gold-saving 
tables  aa  in  the  New  Zealand  type,  but  with  Hungarian  riflles  replac- 
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ing  the  cocoanut  matting  and  expanded  metal.    The  oversize  was 
stacked  at  the  stern  by  means'of  a  belt  conveyor  instead  of  a  bucket 


13 
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elevator.     Spuds  and  close-connected  buckets  were  used  as  in  the 
single-lift   type.     This  general  arrangement  became  known  as  the 
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GENERAL  DATA  OF  9-CU.  FT.  DREDGE 


i^g^?T^^? 


Hull:  total  length,  115  ft.;  width,  50  ft.;  depth,  S'i  ft.;  200,000  bd.  ft. 
DiogiTiQ  ladder:  tot&Wength,   115  ft.;  maximum    depth,  8  ft.;  width,  4  ft.  7}^i 

weight  complete,  91,400  lb.;  built  up  of  5  in.  x  M  in-  L's  and  M-in.  1 
Stacker  ladder:  total  length,  140  ft.;  depth,  7  ft.;  width,  3  ft.  8  in.;  weight  complete, 

22,500  lb.;  built  up  of  4  in.  x  4  in.  x  A  in.  L's. 
Bucket  line:  Eighty-four  9-cu.  ft.  buckets;  weight  of  bucket  complete  with  pin  and 

bushings,  2200  lb.;  pitch,  3  ft.;  speed,  50  ft.  per  min. 
Reeohinf  tcreen:  total  length,  37  ft.;  diameter,  6  ft.;  weight  complete,    37.360  lb.; 

built  up  of  6  sections,  twenty-four  J-j-in.  grizzly  plates  5s-in.  holes. 
TableSt  sluices  and  save-all:  total  area,  2430  sq.  ft. 
Spud:  total  length,  60  ft.  10  in.;  weight  complete,  36,000  lb.;  built  up  of  4  in.  x  4  in. 

X  ^  in.  L's  and  Js  in.  plates. 
£addCT-u>incA:  weight  complete,  39,0001b.;  r.p.m.  drumshaf t,  7H ;  outside  diameter, 

314  ft. 


Main  winch:   weight  complete,  23,275  lb. 

Pumps:  high-pressure,  2800  gal.  per  min.,  50  ft.  head;  10  in.  dischait'e,  12  in.  suction; 

low-pressure,  4000  gal.  per  min.;  25  ft.  head;  12  in.  discharge;   12in.  rucciou; 

primer  pump,  2-stage,  2  in.  discharge;  2)-2  in.  suction. 
Motors:  digging  motor,  200  h.p.;  screen  motor,  50  b.p. 

main  winch  motor,  25  h.p.;  8tack;r  motor,  35  h.p. 

hiph-pressure  motor,  100  h.p.;  low-pressurc  motor,  35  h.p. 
pump  motor,  10  h.p. 

ladder  line  IJi  in.-6/19-plow  steel  hoisting  rope  1035  ft.  long. 

spud  line,  U  in.-6/19-C.  G.  S.  hoisting  rope  553  ft.  long. 

stacker  line  %  in.-6/19-C.  G.  S.  hoisting  rope  500  ft.  long. 

swinging  line  1  in.-O/19-C.  G.  S.  plow  steel  hoisting  rope  600  ft.  long. 


Fig.  5    Elevation,  9-Gu.  Ft.  Dbbdge 
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California  type,  and  with  its  later  modifications  is  the  one  to  receive 
the  most  attention  in  this  paper,  and  unless  otherwise  stated  the 
descriptions  are  for  this  type  of  dredge.  A  plan  and  elevation  of  this 
type  are  shown  in  Figs.  4  and  5. 

12  The  original  New  Zealand  type  slightly  modified  is  still  some- 
times used  for  the  smaller,  shallower  and  richer  areas,  where  it  is 
said  to  do  very  good  work.  It  is  cheaper  to  build  and  under  certain 
conditions  may  prove  a  better  investment  than  the' more  expensive 
California  type. 

13  The  earlier  dredges  used  buckets  holding'3  cu.  ft.,  then  the 
5-ft.  size  became  numerous  (Fig.  6),  and  later  the  7,  8  and  9-ft.  sizes 
(Fig.  7)  were  much  used.    Many  went  back  to  the  revolving' screen, 


Fig    7     Modern  9-Cu.  Ft.  Gold  Dredge,  1911 


noticeably  in  localities  where  much  clay  existed.  In  1905  a  13^-ft. 
dredge  was  built  near  Folsom,  Cal.  (Fig.  8),  and  since  that  time 
several  with  13|  to  16-ft.  buckets  have  been  put  in  operation  (Fig.  9). 

14  Having  gained  a  general  idea  of  the  development  of  this  type 
of  gold  dredge,  its  different  component  parts  will  be  taken  up  in 
detail. 

BUCKET 

15  The  bucket  proper  is  made  up  of  base,  hood  and  lip  (Fig.  10). 

16  Base.  The  base  is  made  of  cast  steel,  many  grades  being 
used.  It  should  be  hard  so  as  to  stand  wear,  tough  so  as  to  stand  the 
strain  of  digging,  and  should  not  be  too  expensive,  since  it  hns 
constantly  to  be  replaced  when  worn  or  broken.     All  dredge  costs 
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are  figured  on  a  basis  of  cents  per  cubic  yard  of  gravel  handled,  so 
that  the  first  cost  is  not  vital  so  long  as  it  will  handle  the  requisite 
number  of  cubic  yards  before  giving  out. 

17  The  most  common  form  of  base  has  one  hub  or  back  eye 
fitting  between  the  two  front  eyes  of  the  bucket  behind  it.  Some  use 
two' back  and  three  front  eyes.  The  advantage  of  the  three-eye 
bucket  is  that  a  smaller  diameter  pin  may  be  used,  there  being  four 
planes  of^shear  instead  of  two;  the  disadvantage  is  that  the  cost  of 
machining  is  greater  and  there'  seems  to  be  a  tendency  to  crack  these 
buckets  between  the  two  back  eyes,  owing  probably  to  a  prying 
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action  under  hard  digging  conditions,  particularly  after  the  pins  are 
partly  worn. 

18  Besides  the  ordinary  high-carbon  open-hearth  steel,  chrome 
nickel  and  manganese  steels  are  used.  One  essential  is  that  the 
bucket  casting  should  be  thoroughly  annealed  before  it  is  machined. 
It  is  my  opinion  that  many  breaks  in  bucket  bases  have  been  caused 
solely  by  improper  annealing. 

19  A  template  having  long  guiding  bushed  holes  is  useful  in 
drilling  for  the  hood  so  that  the  rivet  holes  will  be  accurately  spaced 
both  inside  and  out.  This  is  essential  in  order  that  there  may  be  no 
lost  time  in  making  replacements.  In  machining  the  base  the  holes 
in  the  eyes  should  be  very  carefully  bored  so  as  to  be  exactly  parallel 
with  the  hole  in  the  hub.  In  order  to  do  this  the  bucket  may  be 
fitted  with  its  bushing,  a  shaft  put  through  the  hub,  the  bucket 
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brought  tightly  against  it,  and  then  the  eyes  bored  parallel  to  this 
shaft. 

20  Hood.  The  bucket  hood  is  made  either  of  pressed  steel  or 
cast  steel.  There  are  also  buckets  used  which  have  the  hood  cast  as 
an  integral  part  of  the  base.  The  pressed  steel  hoods  are  made  in 
either  one  or  three  pieces.  The  thickness  depends  on  the  size  of 
bucket  and  the  nature  of  the  digging,  and  varies  from  \  in.  to  \  in. 
It  is  sometimes  reinforced  at  the  back  where  the  greatest  wear  occurs. 
The  cast-steel  hoods  are  usually  made  about  f  in.  thick,  have  a  stiff- 
ening rib  running  up  the  middle,  and  sometimes  shoulders  for  the  lip 
to  rest  on  and  a  shoulder  for  the  base  to  fit  into. 

21  The  advantages  of  pressed-over  cast-steel  hoods  are  their 
cheapness,  lightness,  and  ease  of  repair  if  bont  or  broken.    A  disad- 
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vantage  is  that  the  strength  cannot  always  be  put  where  wanted 
except  at  extra  cost. 

'^22  A  standard  drilled  base  may  be  used  as  a  template  for  drilling 
the  hood.  The  author  considers  the  one-piece  preferable  to  the  three- 
piece  hood  because  (a)  it  will  stay  water  tight;  and  (6)  there  are  fewer 
rivets  to  work  louse  and  replace.  The  disadvantage  is  the  difficulty 
of  pressing  a  single  piece  into  the  proper  shape,  making  the  cost 
slightly  greater  than  if  three  pieces  wer«  used. 

23    Lip.    Bucket  lips  are  now  nearly  all  made  of  cast  manganese 
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steel.  At  one  time  the  author  used  a  very  hard  high-carbon  nickel- 
steel  forging,  its  only  advantage  being  that  it  could  be  shaped  on  the 
ground  to  fit  several  different  hoods  and  bases  which  it  was  desired 
to  use  up.  A  record  was  kept  of  about  100  of  these  lips  and  it  was 
found  that  for  cost  and  life  they  were  very  close  to  the  manganese 
steel.    For  use  in  out  of  the  way  places  and  in  emergencies  they  do 
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very  well.     Their  greatest  disadvantage  is  that  they  cannot  be 
readily  forged  into  the  more  intricate  shapes  now  commonly  used. 

24    The  lips  in  use  vary  considerably  in  design  according  to  the 
nature  of  the  ground  and  the  fancy  or  judgment  of  the  designer. 
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In  the  first  place,  a  lip  must  be  made  sturdy  enough  to  perform  its 
work  without  bending  or  breaking,  even  up  to  the  time  it  is  ready  to 
be  replaced.  If  it  is  bent  or  broken  before  this  time,  damage  is  done 
the  hood,  with  the  resultant  extra  cost  of  repairing  the  hood  as  well 
as  replacing  the  lip.  The  thickness  of  the  lip  is  determined  by  the 
above  conditions,  but  its  width  is  a  matter  of  judgment,  since  if 
made  too  wide  the  capacity  of  tiie  bucket  is  materially  reduced  by 
the  time  it  is  worn  out ;  if  too  narrow,  it  must  be  replaced  often  and 
a  large  loss  made  in  each  replacement  both  in  time  and  unused  metal. 


Fig.  11     Lower  Tumbler  for  9-Cu.  Ft.  Dredge    showing  "VN' earing  Plate 

25  Some  engineers  prefer  a  highly  arched  digging  face,  others  a 
rather  flat  face  with  sharply  rounded  corners.  Those  favoring  the 
arched  face  contend  with  good  reason  that  it  is  a  stronger  shape,  and 
those  favoring  the  flat  face  and  rounded  corners  think  that  this  shape 
is  a  better  digger.  The  shape  of  the  digging  edge  is  another  matter 
in  which  designers  differ;  some   make  it  perfectly  straight,  others 
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prefer  corner  extensions  at  the  points  where  the  wear  indicates  most 
of  the  digging  is  done.  The  author  is  in  favor  of  the  corner  exten- 
sions, since  he  beUeves  they  dig  better  and  the  Hp  is  more  completely 
worn  out  when  it  is  ready  to  be  replaced. 

26  The  fewer  rivets  used  the  smaller  will  be  the  cost  of  re-assem- 
bling, but  care  must  be  taken  to  have  enough  rivets  to  do  the  work 
without  shearing  or  pulling  out.  On  many  of  the  lip  designs  a  shoul- 
der is  cast  so  that  the  hood  edge  fits  against  it,  thus  taking  much  of 
the  strain  off  the  rivets. 

27  Pin.  There  have  been  many  attempts  to  improve  the  design 
of  bucket  pins,  those  ordinarily  used  being  rather  expensive  to  make. 
It  is  a  round  shaft  with  a  flat  lug  or  "L"  at  one  end.  The 
L  fits  into  a  slot  machined  in  the  bucket  base  and  prevents  the  pin 
turning  in  the  eyes.  Dowel  pins,  keys,  squared  and  slotted  ends, 
tee  shapes  and  many  other  devices  have  been  tried,  but  so  far  as  the 
author  is  aware  none  of  them  has  proved  as  satisfactory  as  the  old  L 
design. 

28  The  pins  are  made  of  various  kinds  of  steel,  the  object  being 
to  use  a  very  hard  material  which  is  also  tough  and  not  too  expen- 
sive. A  high-carbon  steel,  low  in  sulphur  and  phosphorus,  forged, 
machined,  and  then  oil  tempered,  is  most  common.  Various  forms 
of  nickel,  chrome  and  manganese  steel  are  also  used,  but  so  far  have 
not  become  general  practice. 

2'.)  Bushing.  The  bushings  are  made  in  pairs,  half  round,  and 
fit  a  recess  in  the  bucket  hub,  placed  at  such  an  angle  that  the  wear 
will  be  evenly  distributed.  They  should  be  a  snug  fit,  but  |  in.  to 
I  in.  short  on  the  ends  to  allow  for  the  flow  of  the  metal.  In  using 
manganese  steel  this  tendency  to  flow  must  always  be  taken  into 
consideration  and  suitable  provision  made  for  it  in  the  dimensions. 

30  Insert  Plates.  During  the  last  few  years  manganese  steel  in- 
sert plates  have  come  into  general  use  in  order  to  protect  the  bottom 
of  the  bucket  base  near  the  hub,  at  which  point  excessive  wear  occurs 
on  account  of  the  slip  on  the  upper  tumbler.  Often  buckets  are 
found  to  be  worn  out  at  this  point  but  perfectly  good  everywhere 
else.  The  manganese  plates  are  of  such  a  shape  that  after  they  are 
l)ut  in  place  and  the  softer  steel  of  the  base  peened  over  the  edges 
tlipy  retain  their  position  without  other  means  of  fastening. 

LOWER   TUMBLER  ' 

31  At  the  lower  end  of  the  digging  ladder  the  buckets  pass  over  a 
6-sided  flanged  tumbler  (Fig.  11)  which  revolves  between  forks  at- 
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tached  to  the  digging  ladder.  It  is  Ciist  of  open-hearth  steel.  Wear- 
ing plates  are  used  to  protect  the  faces  and  the  flanges.  The  detail 
of  design  varies  on  different  dredges.  Some  use  a  tumbler  having 
curved  extensions  at  the  corners  of  the  flanges,  others  have  the 
corners  rounded  but  not  extended,  and  still  others  use  a  circular 
flange.  The  extended  corners  require  less  metal  but  are  likely  to  ho 
broken  off,  and  the  circular  flange  may  interfere  with  the  digging. 
The  design  in  which  a  side  view  will  show  a  hexagonal  shape  with 
rounded  corners  is  strong  and  cannot  well  interfere  with  the  digging. 
The  height  of  flange  is  another  point  of  difference  and  varies 
from  6  in.  to  13  in.  at  the  corners.  It  must  be  made  high  enough  to 
keep  the  buckets  from  running  off,  but  if  too  high  may  interfere  wil  h 
the  digging.    It  is  also  expensive. 

32  The  slope  or  flare  of  the  flange  varies  from  0  to  1  in  10.  It  is 
claimed  by  some  that  if  the  sides  are  made  too  straight  that  the 
buckets  are  likely  to  run  off  and  if  the  flare  is  too  great  the  eyes  of 
the  buckets  will  wear  thin  at  the  bottom.  I  do  not  know  that  any 
standard  of  flare  has  been  adopted,  but  I  am  inclined  to  the  belief 
that  a  straight  or  nearly  straight  flange  is  best,  all  things  considered. 

33  Wearing  Plates.  The  flanges  and  tumbler  faces  are  protected 
by  wearing  plates  (Fig.  11)  made  of  some  hard  steel,  nickel,  chrome 
and  manganese  all  being  used.  So  far  as  wearing  qualities  are  con- 
cerned the  manganese  steel  gives  the  best  result,  but  this  material  is 
so  hard  that  it  cannot  be  machined  and  it  is  difficult  to  make  the 
plates  fit  the  tumbler  accurately;  also,  since  the  rivet  holes  have 
to  be  cored  they  are  likely  to  be  a  bad  fit.  Besides  these  dis- 
advantages the  manganese  steel  plates  are  very  destructive  to  the 
bucket  line  and  it  is  better  to  wear  out  tumbler  plates  than  buckets. 
Several  tumblers  have  recently  been  made  with  a  manganese  steel 
disk  set  into  a  recess  at  each  corner  and  held  in  place  by  pecning  over 
the  edges  in  a  manner  similar  to  the  bucket  insert  plates  described 
above.  This  method  is  said  to  have  given  very  good  results.  Some 
use  separate  plates  for  protecting  faces  and  flanges,  while  others  have 
the  wearing  plates  made  so  as  to  protect  both  faces  and  flanges.  The 
advantage  of  the  last  method  is  that  the  plates  are  very  strong  and 
not  likely  to  break  or  work  loose. 

34  Shaft.  The  lower  tumbler  shaft  is  usually  made  of  nickel 
steel,  either  oil  tempered,  annealed,  or  both,  and  may  be  hollow  bored 
or  solid.  It  should  be  very  securely  keyed  to  the  tumbler,  and  the 
author  has  found  that  four  taper  keys,  two  at  each  side,  90  or  120 
deg.  apart,  have  given  the  best  results.    Provision  should  be  made  for 
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driving  the  keys  out  from  the  inside  and  the  tumbler  should  be  either 
shrunk  or  pressed  on. 

LADDER    ROLLER 

35  The  ladder  rollers  (Fig.  12)  serve  to  sppport  the  buckets  on 
their  way  from  the  lower  to  the  upper  tumbler.  Cast  iron  was 
formerly  used,  but  now  cast  steel,  either  high  carbon,  chrome  or 
manganese,  is  most  in  favor.  Very  hard  chilled  white  iron  cast 
around  a  soft  core  has  given  very  good  results;  also  manganese  steel 
made  in  the  same  way  has  proved  even  more  efficient  so  far  as  wear 
is  concerned.  The  writer's  objection  to  the  manganese  roller  is  that 
after  considerable  use  the  soft  core,  if  made  thin,  is  likely  to  become 
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loose,  and  if  made  thick  the  difference  in  expansion  of  the  two  metals 
will  cause  the  outside  shell  to  crack. 

36  A  high-carbon  or  chrome-steel  casting  makes  a  good  roller, 
and  can  be  made  just  soft  enough  to  machine:  it  will  then  wear  well 
and  need  not  have  a  soft  iron  core.  Particularly  good  results  have 
been  secured  by  the  author  with  chrome-steel  rollers  made  in  this 
way. 

37  Shaft.  There  has  always  been  trouble  in  keeping  shafts  tight 
in  the  rollers.  The  writer  uses  two  taper  keys  at  each  end,  90  deg. 
apart,  the  same  plan  as  for  the  lowor  tumbler  shaft.  This  method  of 
fastening  has  proved  perfectly  satisfactory. 

UPPKK    TUMULFH 

38  There  have  be(;n  many  forms  of  upper  tumbler  tried,  but  now 
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the  common  practice  is  to  use  a  G-sided  plain  casting,  onto  which  is 
bolted  a  set  of  heavy  cushion  plates  with  guides  cast  on  the  sides 
(Fig.  13). 

39  Ci(xhwii  Plates.  These  plates  are  made  to  lap  over  the  corners 
and  fit  into  transverse  slots  in  the  tumbler  casting.  This  is  done  to 
prevent  tluun  from  becoming  loose,  as  wiis  the  case  before  this  design 
was  perfected.  They  are  made  of  cast  steel,  either  high  carbon, 
chrome,  nickel,  or  manganese.  The  cushion  plates  are  bolted  to  the 
main  tumbler  casting  l)y  means  of  large  bolts  1^  or  2  in.  in  diameter 
with  square  countersunk  heads  on  the  outside  (Fig.  14). 

40  Wcnn'nq   Plntes!.     Wearing  plates  are  used  on  the  cushion 
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plates,  both  for  the  faces  and  the  guide  flanges  on  the  sides.  These 
plates  may  be  made  of  any  material  d(>sired,  but  the  same  objection 
to  manganese  exists  on  the  upper  as  the  lower  tumbler.  The  author 
uses  plates  forged  from  worn-out  bucket  pins  and  then  gives  them 
an  oil  temper.  These  have  given  good  results,  but  care  should  be 
takan  not  to  temper  them  too  hard,  since  they  then  become  brittle 
and  will  give  poor  service.  The  wearing  plates  are  riveted  with 
countersunk  rivets  to  the  cushion  plates.  Riveting  is  better  than 
bolting  for  this  purpose. 

41     .s7iY;//.     It  is  imperative  tiiat  the  u|)p(^r  tumbler  shaft  should 
be  of  ample  strength  and   made  of  excellent   material   since  it    has 
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to  bear  the  brunt  of  the  digging.  A  factor  of  safety  of  not  less  than 
10  is  recommended,  and  it  would  do  no  harm  to  have  it  even  higher. 
It  is  customary  to  use  a  material  of  high  tensile  strength,  since  if 
made  of  low  tensile  strength  material  the  shaft  will  have  to  be  so 
large  that  it  will  interfere  with  the  design  of  the  upper  tumbler  which 
it  carries.  Nickel  steel,  hollow  bored,  oil  tempered  and  annealed 
shafts  are  much  used,  having  a  tensile  strength  of  90,000  lb.,  elastic 
limit  60,000,  elongation  22  per  cent,  contraction  50  per  cent.  Ex- 
cellent results  have  also  been  obtained  with  Krupp  crucible  steel 
shafts,  hollow  bored,  oil  tempered  and  annealed,  having  a  tensile 
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strength  of  80,000  lb.,  elastic  limit,  43,000,  elongation  22  per  cent, 
contraction  45  per  cent.  Lately  the  author  has  used  a  nickel  steel 
solid  shaft  which  has  been  thoroughly  annealed  but  not  oil  tempered. 
This  has  given  excellent  results  and  is  inexpensive.  The  physical 
properties  are  as  follows:  Tensile  strength,  80,000,  elastic  limit  50,000, 
elongation  25  per  cent,  contraction  45  per  cent.  A  shaft  of  soft 
iron  or  steel,  having  a  low  tensile  strength,  but  great  toughness, 
such  as  Lloyds'  test  steel,  would  be  the  ideal  shaft  for  this  purpose 
were  it  not  for  the  necessity  of  making  them  so  large  that  there  is  no 
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room  left  to  fasten  the  cushion  plates  to  the  upper  tumbler.     By 
using  a  7  or  8-sided  tumbler  this  difficulty  could  be  overcome. 

DIGGING    LADDER 

42  The  design  of  the  digging  ladder  varies  with  the  depth  and 
nature  of  the  ground  to  be  handled.  It  is  either  a  plate  girder  or  a 
lattice  girder  or  truss  (Fig.  15). 

43  The  plate  girder  type  is  the  most  common  and  in  the  writer's 
opinion  the  best.  A  little  weight  may  be  saved  by  using  the  lattice 
type,  and  although  it  may  be  as  strong  as  a  plate  girder,  there  is 
in  the  lattice  type  more  danger  of  rivets  working  loose,  causing 
ultimate  collapse. 

44  Ample  space  should  be  allowed  under  the  ladder  rollers, 
otherwise  the  spill  from  the  buckets  will  collect  and  prevent  the 
rollers  turning.  The  ladders  are  made  in  several  sections  so  that 
they  may  be  more  easily  transported.  Where  the  splices  occur  great 
care  should  be  taken  to  make  the  joints  of  ample  strength.  The 
author  has  seen  several  digging  ladders  fail  and  in  nearly  every  case 
the  failure  occurred  at  one  of  the  splices.  In  figuring  the  strains  in 
a  digging  ladder  it  should  be  considered  not  only  as  a  beam  sup- 
ported at  two  or  three  points,  but  also  as  a  column.  Where  a  single 
line  is  used  for  side  swinging,  the  strains  must  also  be  figured  for  side 
as  well  as  vertical  stress 

45  Lower  Forks.  At  the  lower  end  of  the  ladder  cast-steel  forks 
are  riveted  to  the  structural  portion  of  the  ladder.  These  forks  are 
made  differently  by  various  designers,  but  their  dutj^  in  all  cases  is 
to  carry  the  lower  tumbler  bearings  and  give  a  space  for  the  lower 
tumbler  to  revolve  in.  These  forks  should  have  great  lateral  strength 
since  there  is  a  tendency  to  spread  under  the  severe  digging  condi- 
tions. The  wTiter  has  found  it  of  advantage  to  make  the  inside 
edges  of  these  forks  fit  very  closely  to  the  outside  of  the  tumbler, 
since  if  a  large  space  is  left  rocks  lodge  and  grind  out  both  the  tum- 
bler and  the  forks.  In  his  last  design  he  has  put  in  replaceable  man- 
ganese steel  liners  on  the  inside  of  the  forks  and  hopes  that  it  will 
prevent  much  of  the  wear  on  tumbler  flanges. 

46  Lower  Tumbler  Bearings.  There  are  several  designs  of  lower 
tumbler  bearings  used.  In  the  most  common  the  lower  portion  of 
the  forks  are  made  to  form  one-half  of  the  bearings  and  to  this  the 
other  half  is  bolted.  In  this  design  a  replaceable  cast-iron  bushing 
is  made  to  fit  inside  the  main  casting,  often  of  the  self-aligning  type. 
A  design  similar  to  that  of  the  locomotive  connecting-rod  end,  which 
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is  fastened  and  adjusted  by  means  of  taper  keys,  hai5  been  used  by 
the  author.  The  bearing  is  made  of  east  iron  in  two  halves  and 
slides  between  the  upper  and  lower  extensions  of  the  forks.  Square 
holes  are  machined  through  these  extensions  to  take  the  keys.  The 
half  benring.>^  are  interehangea])le  and  can  be  used  for  the  upper  or 
lower  half  and  for  either  side.  This  style  of  bearing  has  been  found 
very  satisfactory,  since  it  is  cheap  and  easily  replaceable. 

47  IVIany  attempts  have  been  made  to  use  protective  devices  for 
keeping  grit  out  of  the  bearings,  rubber,  felt,  brass  and  iron  rings 
having  been  tried.  The  rubber  and  felt  have  been  entirely  discarded. 
Some  still  use  bronze  or  iron  protective  rings,  but  they  are  all  more 
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Fig.  16     Ladder  Roller  Bearing  for  9-Cd.  Ft.  Dredge 


bother  and  cause  more  delays  than  they  are  worth.  A  hole  through 
which  grease  may  be  introduced  is  provided  at  an  easily  accessible 
place  on  the  bearings.  The  grease  is  introduced  by  means  of  a 
grease  gun  with  a  screw-operated  piston. 

48  The  writer  uses  a  lower  tumbler  shaft  with  shallow  flanges 
turned  at  either  end.  These  flanges  fit  into  recesses  on  the  outside 
of  the  tumbler  bearings,  thus  preventing  the  ladder  forks  from 
spreading.  Where  hollow  shafts  were  used  it  was  conmion  practice 
at* one  time  to  put  a  rod  lengthwise  through  the  shaft,  a  nut  at  either 
end  preventing  the  forks  from  .springing  apart.  With  the  modern 
practice  of  making  the  low^cr  forks  extremely  massive  there  is  little 
danger  of  springing  and  precautions  need  not  be  taken  in  this  direc- 
tion. 

49  Roller  Bearings.  Spaced  along  the  digging  ladder  at  regular 
intervals  are  the  roller  bearings  supported  in  chairs  by  pins  which 
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allow  movement  in  a  plane  at  right  angles  to  the  length  of  the  ladder 
(Fig.  16).  The  first  bearings  used  were  fixed  rigidly  and  much 
trouble  was  experienced  by  breaking  roller  shafts,  probably  caused 
by  movement  in  the  ladder  truss.  I  think  it  likely,  with  the  heavier 
ladder  construction  now  in  vogue  and  the  larger-sized  roller  shafts, 
that  the  fixed  bearing  would  give  little  trouble;  but  even  so,  the  present 
common  design  is  better  since  the  bearing  may  be  very  quickly  and 
easil}''  removed,  and  this  is  a  desirable  feature  in  any  part  of  a  dredge. 

50  The  roller  bearings  are  made  with  half-round  bushings  similar 
to  those  used  in  the  bucket  hubs.  Cast  iron,  manganese  steel  and 
bronze  are  used  for  this  purpose.  Cast-iron  roller  bearings  are  being 
replaced  by  cast-steel.  Where  a  self-adjusting  bearing  is  used  it 
should  be  supported  near  the  middle  and  be  of  ample  length,  other- 
wise it  will  tend  to  tip  down  and  wear  out  unevenly  and  rapidly. 

51  Catch-all  Pan.  In  some  of  the  dredges  a  pan  is  provided 
below  the  rollers  which  conveys  the  slop-over  of  the  buckets  to  the 
lower  end  of  the  ladder  where  it  will  be  picked  up  again.  This  is  a 
very  good  idea,  but  care  should  be  taken  to  make  it  at  least  12  in. 
below  the  rollers  and  in  small,  easily  replaceable  sections.  If  not 
deep  enough  it  is  likely  to  be  a  source  of  much  annoyance  by  filling 
up  and  stopping  the  rollers,  or  if  made  in  long  unprotected  sections 
it  will  wear  out  and  require  much  work  and  loss  of  time  in  replacing. 

52  Suspension.  The  lower  end  of  the  ladder  is  supported  at 
either  one  or  two  points,  the  single  suspension  being  used  for  the 
shorter  ladders  and  the  two-point  suspension  for  the  longer  ones. 
Several  different  designs  are  in  use,  the  most  common  being  a  double 
set  of  blocks,  one  on  each  side,  attached  to  heavy  forged  rods  or  bars 
connecting  with  the  ladder.  Heavy  chains,  forged  or  cast  links  and 
pin  links  are  also  used.  Another  type  has  a  single  set  of  blocks  at- 
tached to  a  cross-piece,  the  connection  to  the  ladder  being  made  from 
each  of  its  ends.  The  attachment  to  the  ladder  is  usually  made  by 
means  of  a  cross-shaft  or  pin  running  through  bearings  fastened  to 
the  under  side  of  the  ladder. 

53  Upper  Forks.  The  upper  end  of  the  digging  ladder  is  pivoted 
either  on  the  tumbler  shaft-bearing  support  or  on  a  separate  mount- 
ing entirely  detached  from  the  bucket  drive.  By  employing  the  first 
method  the  tumbler  shaft  may  be  used  as  a  center  and  the  relative 
position  of  the  bucket  line  and  upper  tumbler  will  remain  constant 
for  all  depths  of  digging.  In  the  second  method  the  pull  on  the 
bucket  line  will  be  at  different  angles  according  to  the  position  of  the 
ladder.    The  first  method,  therefore,  has  a  decided  advantage,  but 
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it  also  possesses  the  disadvantage  of  preventing  the  easy  removal  of 
the  upper  tumbler  and  shaft,  is  more  expensive,  and  in  ease  of  acci- 
dent to  the  ladder  the  bucket  drive  may  be  involved  through  the 
tumbler  shaft-bearing  support.  Massive  cast-steel  forks  are  used 
when  the  ladder  is  pivoted  on  the  tumbler-bearing  supports,  and  they 
should  extend  well  down  the  structural  part  of  the  ladder  in  order  to 
give  ample  space  for  riveting. 

54  Chafing  Beams.  Along  the  sides  of  the  ladder  wooden  chafing 
beams  are  bolted,  the  outer  faces  of  which  are  protected  by  steel 
plates.  The  author  prefers  beams  put  at  both  top  and  bottom  of  the 
ladder  so  that  they  will  steady  it  when  digging  hard.  The  beams  on 
"the  ladder  rub  against  similar  ones  on  the  sides  of  the  well.  Those 
in  the  well  are  put  either  at  right  angles  to  the  ladder  at  intervals, 
or  one  may  be  placed  on  each  side  of  the  well  parallel  to  the  deck 
and  on  the  streak  above  water  line.  If  this  form  of  chafing  beam 
is  used  both  the  ladder  and  the  well  beams  should  have  beveled 
timbers  fitted  above  them  so  that  rocks  will  not  lodge  and  cause 
trouble  when  the  ladder  is  raised  or  lowered.  The  disadvantage  of 
placing  the  chafing  beams  at  right  angles  to  the  ladder  is  that  in  case 
anjrthing  catches  on  one  of  them  near  the  bottom  and  tears  off  a  plate 
it  is  very  difficult  to  repair,  while  if  the  beams  are  entirely  above 
the  water  line  they  are  easily  accessible.  The  only  disadvantage  of 
placing  them  in  this  way  is  that  the  distance  from  the  contact  point 
of  ladder  and  beam  to  the  ladder's  end  is  greater  by  the  draft  of  the 
hull,  and  in  case  of  side  strain  the  bending  moment  is  greater. 
Where  a  shore  sheave  is  used  and  the  end  of  the  swinging  line  is 
attached  to  the  lower  end  of  the  ladder  there  is  very  little  side  strain, 
and  in  this  case  the  horizontal  wearing  plates  are  best,  in  the  writer's 
opinion.  Where  a  single  swinging  Hne  is  used,  running  directly  to  the 
shore,  considerable  side  strain  is  exerted  on  the  ladder,  and  the 
chafing  beams  at  right  angles  to  the  ladder  are  preferable.  Some 
designers  provide  rollers  for  the  sides  of  the  ladder,  which  serve  the 
same  purpose  as  the  chafing  beams. 

BUCKET   DRIVE 

55  The  buckets  are  driven  by  a  chain  of  gears  mounted  on  the 
main  gantry.  The  use  of  a  chain  or  shaft  drive  from  the  lower  deck 
has  now  been  entirely  abandoned  in  California  practice.  Some 
dredges  drive  direct  from  the  digging  motor  to  the  pulley  shaft  on  the 
main  gantry.  Others  use  a  countershaft  on  the  main  deck,  from 
which  also  is  driven  the  ladder  hoist.     Neither  type  has  any  great 
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advantage  over  the  other,  and  if  properly  designed  either  method 
will  give  satisfactory  results. 

56  The  upper  tumbler  may  be  driven  by  a  gear  at  one  end  of  the 
tumbler  shaft,  or  one  at  each  end,  with  a  double  set  of  intermediate 
pinions,  gears,  and  pulley-shaft  pinions.  The  single  drive  is  of  course 
cheaper  and  simpler,  but  experience  has  shown  that  after  many 
years  of  service  the  single  drive  is  inclined  to  get  out  of  line,  even 


Fig.  n     Bull  Wheel  for  9-Cu.  Ft.  Dredge 


when  very  solidly  built.     The  writer  very  much  favors  the  double 
drive  and  would  advise  its  use. 

.57  Bull  Wheel.  The  bull  wheels  or  tumbler-shaft  gears  are  cast 
of  steel  in  sections,  sometimes  with  a  split  and  sometimes  with  a  solid 
hub  (Fig.  17),  The  rim  is  cast  in  one  piece  or  in  halves.  Some 
designers  use  cut  teeth,  others  rough  cast.  There  can  be  no  doubt 
but  that  the  cut  teeth  run  more  smoothly,  but  for  the  rough  work 
in  hand  the  writer  does  not  believe  that  the  extra  cost  is  warranted, 
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particularly  since  the  teeth  are  soon  worn  down  and  the  benefit  of 
the  cut  teeth  disappears.  In  order  to  prevent  breaking,  all  sharp 
angles  should  be  avoided  in  the  design  of  the  spokes.  They  are  sub- 
jected to  constant  shocks  and  vibration,  an(i  the  gears  will  invariably 
break  at  a  sharp  re-entrant  angle  should  such  occur  at  a  vulnerable 
point.  In  order  to  make  a  snug  fit  and  also  to  keep  the  rim  from 
becoming  elliptical,  the  spokes  should  either  have  a  shoulder  fitting 
on  a  machined  inner  edge  of  the  rim,  or  the  ends  of  the  spokes  should 
be  turned  to  fit  a  machined  shoulder  on  the  rim.  The  latter  method 
is  preferable  since  it  does  away  with  sharp  corners  which,  tus  ex- 
plained above,  are  always  points  of  weakness. 

58  It  has  been  common  practice  to  use  one  large  bolt  to  fasten 
each  spoke  to  the  rim.  Two  smaller  bolts  are  better  since  a  more 
even  distribution  of  spoke  cross-section  can  be  maintained  by  this 
design  and  it  gives  a  longer  spoke  end  to  bear  against  the  machined 
rim.  A  good  many  spokes  have  been  broken  near  the  rim  where  the 
cross-section  is  ample  but  where  a  point  of  weakness  exists  owing  to 
the  re-entrant  shoulder  above  mentioned. 

59  Intermediate  Shaft  Pinions.  The  intermediate  shaft  pinions 
are  made  solid  and  as  small  in  diameter  as  is  consistent  with  good 
design.  These  pinions  wear  out  quite  rapidly  and  should  be  so 
arranged  as  to  be  easily  replaced. 

60  Intermediate  Shaft  Gears.  The  intermediate  shaft  gears  are 
designed  of  a  size  to  give  the  bucket  line  the  desired  speed.  They 
are  often  made  with  separate  rims  so  that  they  may  be  replaced  when 
worn  without  throwing  away  the  rest  of  the  gear, 

61  Pulley-Shaft  Pinion.  The  pulley-shaft  pinions  are  made  similar 
to  the  intermediate  shaft  pinions  and  as  small  as  good  design  will 
allow. 

62  Clutch.  Whether  the  digging  motor  is  belted  direct  to  the 
bucket-drive  pulley  shaft,  or  to  a  countershaft  on  the  ladder-hoist 
foundations  and  from  there  to  the  bucket-drive  pulley  shaft,  some 
form  of  friction  clutch  is  used  to  connect  and  disconnect  the  bucket 
drive,  and  for  purposes  of  safety  in  case  the  buckets  encounter  ob- 
structions beyond  their  strength.  Any  of  the  standard  forms  of 
friction  clutches  may  be  used,  but  the  author  prefers  the  electro- 
magnet clutch  and  uses  it  in  all  his  designs.  It  is  by  far  the  simplest 
to  operate,  is  positive  and  will  slip  at  exactly  the  same  pull  every 
time  according  to  the  amount  of  current  sent  through  its  coil  by  the 
rheostat  controlled  from  the  pMot  house. 

63  The  clutch  used  is  very  simple  in  design  (Fig.  18).    A  cast- 
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iron  pulley  is  made  so  that  there  is  a  flat  ring  or  web  joining  the 
spokes  at  about  half  the  distance  from  hub  to  face.  To  this  web  is 
bolted  a  soft  cast-iron  ring.  Between  this  and  the  pulley  are  inserted 
two  thin  sheets  of  copper  and  one  of  soft  iron  between  the  copper 
f)lates.  These  ring-shaped  sheets  are  used  in  order  to  keep  the  lines 
of  force  where  they  are  most  wanted  and  to  prevent  the  current 
making  a  permanent  magnet  of  the  pulley,  shaft,  etc.,  which  would 
cause  the  clutch  to  drag  when  released.    The  pulley  has  a  long  hub 


Fig.  is    MAf;NKTic  Clutcuks  kou  Bucket  Drive  and  Main  Winch,  9-Cc.  Ft 
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bushed  with  bronze  and  runs  free  on  the  shaft.  A  long  cast-iron  hub 
with  two  feather  key  ways  at  180  dog.  and  a  web  extending  out  to  the 
same  diameter  as  the  ring  on  the  pulley  is  made  to  slide  along  the 
shaft.  Onto  this  web  is  bolted  another  soft  iron  ring  similar  to  the 
one  bolted  to  the  pulley.  An  annular  groove  of  rectangular  cross- 
section  is  machined  in  this  ring  midway  between  its  inner  and  outer 
circumference  into  which  fits  a  coil  of  magnet  wire.  By  introducing 
an  electric  current  into  this  coil  through  controller  rings,  magnetic 
lines  of  force  are  induced  which  will  draw  the  two  soft  iron  rings  to- 
gether, the  pressure  depending  on  the  amount  of  current  put  through 
and  the  number  of  turns  in  the  coil.    The  edges  of  the  soft  iron  rings 
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are  beveled  so  as  to  make  a  female  joint  on  the  pulley  and  a  male 
joint  on  the  sliding  hub.  The  steeper  the  slope  of  these  edges  the 
less  current  will  be  required  to  do  the  requisite  work,  but  if  the  cones 
are  made  too  steep  it  will  be  difficult  to  disconnect  the  clutch.  Forty- 
five  degrees  does  very  well.  Good  results  are  given  by  440  turns  of 
No.  16  magnet  wire,  and  4  amperes  at  110  volts  are  put  through  the 
coil  when  working  average  ground.  These  figures  are  for  a  200-h.p. 
clutch. 

64  Shafts.  The  shafting  for  the  bucket  drive  should  be  made  of 
ample  dimensions  and  of  good  material.  Nickel  steel  annealed  and 
a  factor  of  safety  of  10  are  used  by  the  author.  The  gears  should  be 
fitted  very  neatly  and  securely  keyed. 

65  Bearings.  The  upper  turablcr-shaft  bearings  are  made  on  an 
angle  so  as  to  have  the  bearing  cap  at  right  angles  to  the  average  line 
of  pull  of  the  bucket  line.  Cast-iron  liners  are  sometimes  used,  but 
tlic  author  prefers  a  babbited  bearing.  The  bearings  should  be  well 
fastened  so  that  they  cannot  slide  forward,  there  being  a  very  heavy 
pull  in  this  direction.  These  bearings,  like  the  others  of  the  bucket 
drive,  are  made  of  cast  steel. 

66  The  intermediate  and  pulley-shaft  bearings  are  made  of  the  or- 
dinary type  of  babbited  base  and  cap,  but  are  heavier  than  standard 
and  use  very  large  diameter  bolts,  which  should  be  made  of  a  soft 
grade  of  iron  or  steel,  since  unless  this  is  done  they  are  likely  to  crys- 
tallize and  break. 

67  Brake.  It  is  customary  to  have  the  pulley  shaft  extended  and 
a  brake  wheel  keyed  on.  This  brake  is  operated  from  the  pilot  house 
and  is  used  by  the  winchman  to  hold  the  buckets  from  going  over  the 
upper  tumbler  when  the  bucket  line  breaks,  to  stop  quickly  in  case 
of  an  accident,  and  to  hold  the  bucket  line  when  making  repairs  or 
changing  buckets. 

68  Pulley.  Standard  medart  pulleys  are  generally  used.  They 
give  considerable  trouble  on  account  of  broken  spokes.  The  author 
has  recently  used  with  success  a  wooden  bucket-drive  pulley  similar 
to  that  commonly  employed  in  stamp  mills,  and  on  the  last  boat  he 
designed  a  medart  pulley  with  spokes  made  extra  heavy  near  the  hub 
and  tapering  to  a  little  more  than  standard  cross-section  at  the  rim, 
since  nearly  all  the  trouble  arose  from  spokes  breaking  near  the  hub. 
If  a  cast-steel  hub  and  spokes  could  be  made  it  would  be  the  best 
pulley  for  the  purpose.  Several  of  the  steel  foundries  say  that  they 
would  not  care  to  attempt  to  cast  a  spider  with  as  small  spokes  as 
the  standard  medart  and  that  a  very  heavy  spoke  would  have  to  be 


144 


THE    CALIFORNIA    GOLD    DREDGE 


made  in  ordor  to  overcome  shrinkage  trouble.  If  spokes  could  be 
made  of  cast  steel  and  of  as  light  or  lighter  design  than  the  standard 
medart  it  seems  as  if  it  would  be  an  ideal  pulley  for  dredge  use. 

69  Foundations.  Too  much  attention  cannot  be  given  to  making 
the  supports  for  the  bucket  drive  of  very  sturdy  construction.  In 
the  first  place  these  foundations  are  20  or  30  ft.  above  the  main  deck 
and  are  subjected  to  constant  and  racking  strains.    If  any  portion  of 
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these  supports  gives  it  throws  the  shafting  out  of  line  with  obvious 
results.  One  form  of  support  now  much  used  and  considered  very 
good  has  the  upper  cord  of  the  main  truss  made  high  enough  to 
take  the  upper  tumbler-bearing  supports  directly  on  its  top.  By 
this  method  the  main  gantry  is  braced  fore  and  aft  in  a  most  excellent 
manner  and  it  is  a  nmch  more  rigid  construction  than  where  the 
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gantry  extends  above  the  cord.  T^arge  steel  castings  are  used  to 
tie  the  timbers  together  and  to  support  the  bearings  directly.  The 
details  vary  on  different  dredges  and  apparently  have  all  given  good 
service.  One  point  which  should  be  carefully  looked  into  when  de- 
signing this  part  of  the  dredge  is  so  to  place  all  bolts  that  they  may 
be  readily  accessible  and  replaceable. 

BUCKET   IDLER 

70  Where  the  depth  of  gravel  to  be  dug  demands  a  long  string  of 
buckets,  an  idler  (Fig.  19)  is  used  to  support  the  sag.  This  idler- is 
located  at  the  throat  of  the  well  as  low  down  as  convenient.  It  is 
made  up  of  a  cast-steel  hub  and  a  double  set  of  spokes  bolted  onto  a 
wide  rim  made  to  fit  the  curve  of  the  bucket  lip.  The  shaft  is  keyed 
to  the  hub  and  revolves  in  two  bronze  bushed  bearings  set  on  the 
deck  or  other  convenient  place. 

CATCH-ALL 

71  Below  the  dump  hopper  an  inclined  set  of  grizzly  bars  is  put 
in.  These  extend  as  far  forward  as  the  sag  of  the  buckets  will  allow. 
The  bars  are  put  f  to  2  in.  apart.  Below  this  grizzly  is  a  collecting 
pan  which  directs  the  gravel  to  the  forward  end  of  a  sluice  with 
riffles,  occupying  the  space  between  the  gantry  posts  and  sloping 
toward  the  after  portion  of  the  dredge.  This  sluice  is  run  back  as 
far  as  the  grade  will  permit  and  then  dumps  its  contents  into  riffled 
side  sluices  running  forward  one  on  each  side  of  the  well.  These  dis- 
charge into  the  well  15  or  20  ft.  forward  of  the  well  throat.  Water  is 
furnished  from  one  of  the  pumps  and  washes  the  material  dropping 
through  the  grizzly  bars. 

DUMP    HOPPER 

72  The  hoppwr  into  which  the  buckets  dump  diverts  the  gravel 
into  the  screen.  It  is  made  either  with  a  steel  lining  or  by  having  a 
depression  left  at  its  bottom  which  fills  up  with  rocks  and  gravel, 
thus  forming  its  own  lining.  It  is  obvious  that  the  last  method  is 
much  more  economical  than  the  steel-lined  hopper  and  that  so  far  as 
its  bottom  is  concerned  it  will  last  indefinitely;  the  only  difficulty  is 
that  unless  the  hoppt-r  is  left  of  amph?  dimensions  it  is  likely  to  clog 
up  wh(Mi  digging  large  quantities  of  material,  particularly  clay.  By 
using  a  steel  lining  for  the  bottom  of  the  hopper  a  little  space  may 
be  saved,  and  if  a  large  quantity-  of  clay  is  to  be  handled  the  latter 
method  might  be  preferable,  but  for  ordinary  conditions  the  rock 
bottom  seems  to  be  all  that  is  necessary. 
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73  The  hopper  is  built  up  on  three  sides  of  the  upper  tumbler, 
the  top  being  at  about  the  level  of  the  bucket  lips  as  they  go  over  the 
tumbler.      The  forward  upward  edge  is  built  to  such  a  height  as  to 
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miss  the  bucket  lips  by  a  few  inches  when  the  ladder  is  in  its  lowest 
position,  and  it  is  of  advantage  to  put  inclined  guide  plates  on  each 
side  of  the  bucket  line  to  divert  the  slopover  of  the  buckets  into  the 
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hopper  below.  The  rear  vertical  wall  of  the  hopper  is  subjected  to 
considerable  wear  by  the  striking;  of  the  rocks  and  gravel  against  it 
when  the  buckets  dump  and  it  should  be  lined  with  an  easily  re- 
placeable steel  plate.  A  good  way  is  to  suspend  a  ^-in.  plate  from 
the  top  by  means  of  a  few  bolts,  leaving  the  bottom  entirely  free. 

SCREEN 

74  Two  types  of  screen  are  in  common  use,  the  revolving  and  the 
shaking.  The  first  dredges  used  the  revolving  screen,  then  the  shak- 
ing type  was  introduced  at  Oroville  and  for  a  time  most  of  the  dredges 
were  built  in  this  way.  On  the  Yuba  it  was  found  that  these  did  not 
break  up  the  clay  in  a  satisfactory  manner  and  revolving  screens 
were  introduced.  This  type  proved  better  for  this  district,  and  since 
then  many  have  gone  back  to  the  revolving  screen  even  in  other  dis- 
tricts. The  object  of  a  screen  is  not  only  to  size  the  material  passing 
through  it,  but  also  to  disintegrate  and  wash  it.  This  the  re\olving 
screen  does  more  thoroughly  than  the  shaking  screen  where  clay  or 
cemented  gravel  is  present.  The  shaking  screen  gives  a  more  even 
distribution  of  the  fines,  requires  less  power  to  operate,  and  its  plates 
last  longer  and  are  more  easily  replaced.  For  easily  washed  material 
the  writer  prefers  the  shaking  screen,  but  for  gravel  hard  to  wash,  the 
revolving  type  is  decidedly  preferable. 

75  Revolting  Screen.  The  design  of  the  revolving  screen  (Fig.  20) 
has  been  well  worked  out  and  very  little  trouble  is  experienced  with 
this  part  of  the  dredge.  Most  of  the  delays  in  its  operation  are  caused 
by  the  necessary  replacement  of  worn  plates.  These  plates  should 
be  put  in  so  as  to  be  readily  removable  and  not  too  close  a  fit  made; 
rather  leave  considerable  space  between  them,  since  if  this  is  not 
done  they  will  spread  and  be  hard  to  take  out.  Bolts  with  counter- 
sunk heads  on  the  inside  and  split  washers  under  the  nuts  on  the  out- 
side are  used  in  preference  to  rivets.  They  hold  as  well  and  can  be 
removed  more  readily. 

76  The  screens  are  built  up  in  sections  usually  with  cast-steel 
ribs  at  intervals  to  retard  the  movement  of  the  gravel.  These  steel 
ribs  also  serve  as  a  framework,  to  which  are  fastened  the  perforated 
plates.  The  size  of  perforations  depends  on  the  conditions  and  varies 
from  I  to  I  in. 

77  Around  each  end  of  the  screen  is  a  steel  ring  or  tire  preferably 
made  in  halves  so  as  to  be  readily  removable.  Two  drive  rollers  on 
which  the  ring  at  the  upper  end  of  the  screen  rests  are  used  on  most 
of  the  older  dredges,  but  a  single  drive  roller  under  the  center  with 
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two  side  guide  rollers  is  coming  into  use  on  the  newer  boats.  The 
rollers  driving  the  screen  are  themselves  driven  by  beveled  gears  and 
pinions.  Owing  to  the  difficulty  of  keeping  grit  out  of  these  gears 
they  are  made  of  manganese  steel,  with  a  soft  iron  core  cast  in  the 
hub.  Rollers  are  used  at  the  lower  end  to  support  the  screen  and  a 
pair  of  manganese  steel  thrust  rollers  are  provided  to  keep  the  screen 
from  moving  toward  the  stern.  The  bevel  gears  are  driven  from  a 
countershaft  above  the  screen,  the  driving  motor  also  being  located 
there.  The  countershaft  is  used  in  order  to  reduce  the  speed  prop- 
erly, so  that  excessively  large  gears  or  pulleys  need  not  be  employed. 

78  At  the  lower  end  of  the  screen  is  a  hopper  which  directs  the 
coarse  gravel  onto  a  belt  conveyor.  In  order  to  prevent  clogging  at 
this  point  the  hopper  should  be  placed  on  a  grade  of  not  less  than  30 
deg.  and  should  be  raised  on  the  side  on  which  the  revolving  screen 
moves  upward,  the  gravel  being  carried  up  on  this  side  of  the  screen. 

79  Shaking  Screen.  The  shaking  screen  (Fig.  21)  is  built  with 
channel  iron  sides.  The  bottom  is  formed  of  angle  iron  cross-pieces, 
to  which  are  bolted  the  perforated  plates.  The  angles  should  extend 
beyond  the  sides  so  that  the  top  of  the  chamiels  may  be  braced  from 
their  ends.  The  screens  are  built  in  pairs  and  mounted  tandem  so  as 
to  balance  each  other,  one  moving  forward  when  the  other  moves  aft. 
They  are  suspended  from  the  timbers  above,  some  using  adjustable, 
others  non-adjustable  rods.  The  upper  and  lower  bearings  for  these 
rods  should  be  made  of  ample  size,  since  they  wear  surprisingly  fast 
considering  the  small  movement.  The  lower  end  of  the  after  screen 
is  constructed  so  as  to  direct  the  coarse  material  to  the  short  dis- 
charge shoot  onto  the  conveyor.  This  part  of  the  screen  is  not  per- 
forated. The  size  of  screen  perforations  depends  on  conditions  and 
as  in  the  revolving  screen  varies  from  f  to  |  in. 

80  The  shaking  screens  are  driven  by  means  of  four  connecting  rods, 
operated  either  by  (Tanks  or  eccentrics  on  a  thwartship  shaft.  The 
author  is  inclined  to  favor  the  eccentric  drive  owing  to  its  larger  wear- 
ing surface.  If  eccentrics  are  used  they  should  have  long  hubs  and  double 
keyways,  otherwise  they  are  likely  to  work  loose  under  the  constant 
pounding.  The  drive  shaft  may  be  placed  at  any  convenient  point, 
but  a  central  location  between  the  two  screens  is  perhaps  the  best. 
The  bearings  for  this  shaft  are  placed  outside  the  screens,  and  as 
near  as  possible  to  the  cranks  or  eccentrics,  and  should  be  long  enough 
so  that  they  will  not  beat  out  under  the  constant  hammering.  Buffer 
springs  are  sometimes  used  to  take  up  the  strain  at  the  end  of  each 
stroke,  but  this  practice  is  not  common.    The  connecting  rods  are 
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usually  made  adjustable  and  any  of  the  standard  methods  of  fasten- 
ing rod  ends  may  be  employed. 

81  Sprays.  The  ordinary  form  of  spray  for  washing  the  gravel 
as  it  passes  down  the  screen  is  a  perforated  pipe  or  pipes.  The  water 
from  the  high-pressure  pump  is  used,  and  the  holes  vary  from  j  to 
f  in.  diameter.  These  holes  are  so  placed  as  to  direct  the  water  where 
most  needed.  The  spray  pipes  should  have  quick-opening  valves  at 
their  lower  ends  so  that  they  may  be  flushed  out  when  the  holes  be- 
come clogged  with  roots,  grass  and  other  small  particles  of  matter. 
Where  much  clay  has  to  be  washed  some  of  the  dredges  are  using 
large-sized  nozzles  set  in  groups  at  each  end  of  the  screen.  It  is 
thought  that  the  large  streams  break  up  the  clay  in  a  more  satis- 
factory manner  than  the  greater  number  of  smaller-sized  streams 
furnished  by  the  perforated  pipes. 

STACKER 

82  Ladder.  The  design  of  a  stacker  ladder  is  a  simple  matter, 
since  the  loads  and  conditions  are  fairly  constant.  The  lattice  girder 
is  the  most  common  type  and  the  strains  in  each  member  may  be 
readily  ascertained  by  graphic  methods.  The  author  uses  a  factor  of 
safety  of  eight  for  this  ladder.  The  lower  end  is  supported  near  the 
stern  of  the  boat  and  should  be  so  designed  as  to  allow  the  ladder  to 
move  up  and  down  and  also  to  allow  the  ladder  to  swing  from  side  to 
side.  The  upper  portion  is  supported  by  a  bridle  near  the  end  and 
one  near  the  middle.  The  ends  of  a  wire  rope  are  made  fast  to  these 
bridles,  its  middle  portion  passing  over  a  sheave  which  is  in  turn  at- 
tached to  the  stacker  ladder  hoisting  blocks.  Instead  of  a  single  loop 
arrangement  I  prefer  to  fasten  one  end  of  the  rope  to  the  ladder  hoist 
block,  from  thence  passing  it  around  a  sheave  at  the  upper  bridle, 
then  over  another  at  the  ladder  hoist  block,  fastening  the  end  to  the 
middle  bridle.  This  puts  nearly  double  the  supporting  power  at  the 
upper  end  and  prevents  the  buckling  upward  of  the  ladder  when  the 
dredge  is  surging  badly. 

83  Conveyor  Drive.  The  common  method  of  driving  the  belt  con- 
veyor is  by  means  of  a  motor  set  on  supports  above  the  ladder  15  ft. 
or  .so  back  from  its  upper  end.  The  motor  is  belted  to  a  pulley  shaft 
mounted  near  the  end  of  the  ladder,  onto  which  is  keyed  a  pinion 
with  cut  teeth  which  meshes  into  a  cut  gear  on  the  conveyor  belt 
pulley  shaft.  The  author  recommends  a  large  size  drive  pulley  cov- 
ered with  rubber  belting.  In  order  to  make  the  belt  contact  greater 
an  idler  is  placed  near  this  pulley  which  brings  the  belt  up  and  in  con- 
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act  with  it  for  a  large  proportion  of  its  circumference.  By  mounting 
the  motor  inside  the  ladder  near  the  upper  end  a  direct  gear  drive 
may  be  used,  but  this  method  has  not  been  found  as  satisfactory  as 
the  belt  drive  described  above.  A  silent  chain  drive  is  now  being 
used  a  great  deal.  It  allows  the  motor  to  be  set  nearer  the  drive  and 
is  said  to  work  very  well.  ,    i      i  i 

84  Conveyor  Belt  Rubber  conveyor  belts  are  used  and  should 
have  an  extra  thickness  of  rubber  on  the  wearing  side.  The  most 
important  point  is  to  select  rubber  of  the  very  best  quality. 


DISTRIBUTOR 


85  Below  the  screen  is  a  hopper  or  distributor  which  is  used  to 
distribute  the  screened  material  onto  the  gold-saving  tables.  Here 
the  ingenuity  of  the  engineer  may  have  full  sway.  The  main  object 
is  to  get  the  screened  gravel  evenly  distributed  on  the  gold-saving 
tables,  and  the  way  that  it  is  accomplished  makes  very  little  difference. 
The  distributor  should  be  designed  so  that  a  certain  amount  of  ad- 
justment will  be  allowed  to  meet  varying  conditions.  Where  a 
shaking  screen  is  used  the  problem  is  simpler  than  for  a  revolving 
screen. 

GOLD-SAVING   TABLES 

86  This  part  of  the  dredge  belongs  more  to  the  province  of  the 
mining  than  the  mechanical  engineer,  so  it  will  not  be  discussed  at 
any  length  in  this  paper.  Suffice  it  to  say  that  the  gold-saving  tables 
should  be  specially  designed  to  meet  each  different  set  of  conditions. 
They  occupy  the  greater  portion  of  the  dredge  back  of  the  mam 
gantry  and  may  be  built  either  of  plate  steel  or  wood.  The  author 
prefers  steel.  The  tables  are  covered  with  riffles  made  of  angle  iron 
or  strips  of  wood  covered  with  strap  iron.  The  fine  material  is  d^- 
charged  either  at  the  stern  or  some  distance  aft  according  to  condi- 
tions. 

LADDER    HOIST 

87  The  ladder  hoist  (Fig.  22)  is  now  usually  driven  by  the  digging 
motor  from  a  countershaft  located  on  the  main  deck.  In  a  few  cases 
it  is  driven  from  the  bucket-drive  pulley  shaft  on  the  main  gantry. 
Owing  to  the  load  it  has  to  carry  it  is  made  very  heavy.  A  structural 
or  cast-steel  base  is  provided,  on  which  are  mounted  the  bearings. 
Single  gearing  is  used  and  ordinarily  the  teeth  are  not  cut.  A  friction 
clutch  is  provided  on  the  pulley  shaft  to  connect  this  part  of  the 
dredge  machinery.    From  the  standpoint  of  rope  efficiency  the  drums 
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should  be  made  much  larger  than  is  common  practice,  but  excessively 
large  drums  are  not  warninted,  unless  the  sheaves  through  which  the 
same  rope  passes  are  made  of  corresponding  dimensions.    This  entails 
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increa.sed  construction  cost,  but  the  author  is  inclined  to  the  opinion 
that  it  would   reduce  operating  costs  sufficiently  to  warrant  some 
increase  in  this  direction  beyond  common  practice. 
88     The  brakes  on  the  ladder  hoist  must  be  adequate  in  capacity 
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and  made  so  that  there  may  be  no  possible  danger  of  their  giving  way. 
If  the  brakes  on  the  main  winch  should  give  way  little  damage  is 
likely  to  occur,  but  if  they  fail  on  the  ladder  winch  a  broken  digging 
ladder  is  the  probable  result,  if  nothing  worse.  The  following  ar- 
rangement has  been  found  very  satisfactory.  Two  band  brakes  are 
used,  one  being  operated  by  hand  from  the  pilot  house,  the  fixed  end 
of  which  instead  of  being  fastened  to  the  deck  is  attached  to  a  lever 
arm,  which  through  a  cross  shaft  operates  the  other  brake,  thus  giv- 
ing almost  unlimited  power  with  very  little  effort. 

89  On  most  ladder  hoists  the  drum-shaft  gear  is  keyed  to  the 
drum  shaft  and  it  is  nearly  always  located  very  close  to  the  drum. 
It  is  a  much  better  plan  to  design  the  side  of  the  drum  in  such  a  way 
that  the  gear  rim  can  be  bolted  to  it,  thus  doing  away  with  the  gear 
spokes,  making  a  much  stronger  job  and  taking  all  driving  strain  off 
the  drum  shaft. 

MAIN    WINCH 

90  The  main  winch  (Fig.  23)  operates  the  swinging  lines,  both 
bow  and  stern,  raises  the  spuds,  and  is  usually  fitted  with  one  or  two 
head-line  drums  for  wrecking  and  repair  work  and  to  step  up  with 
when  one  spud  has  been  broken.  The  winch  is  driven  by  a  variable 
speed  motor  which  together  with  the  levers  actuating  the  clutches  is 
operated  from  the  pilot  house.  Some  form  of  friction  clutch  is  com- 
monly used  on  each  drum.  The  writer  has  for  some  time  been  using 
an  electro-magnet  clutch  on  the  pulley  shaft  of  the  winch  similar  to 
the  one  described  for  the  bucket  drive,  and  jaw  clutches  for  each  drum. 
The  jaw  clutches  are  extremely  simple  and  require  no  attention, 
whereas  a  friction  clutch  is  likely  to  get  out  of  adjustment.  Also  each 
winchman  wants  his  clutch  set  differently  and  unless  great  vigilance 
is  exercised  they  will  be  constantly  adjusting  these  clutches,  which 
means  lost  time.  The  friction  clutches  on  each  drum  are  easier  to 
operate,  but  with  a  little  practice  the  jaw  clutches  give  perfect 
satisfaction. 

91  A  good  many  dredges  have  a  separate  drum  mounted  on  the 
after  part  of  the  dredge  driven  from  the  countershaft  of  the  screen 
drive  and  is  used  to  raise  and  lower  the  stack  ladder.  The  drum  is 
driven  by  a  worm  gear  of  such  pitch  that  it  will  not  run  backwards 
from  the  weight  of  the  ladder.  Other  dredges  have  an  extra  drum 
mounted  with  the  main  winch  for  this  purpose.  It  is  kept  from 
reversing  by  a  pall  and  ratchet.  Considering  the  little  use  this  drum 
gets  its  location  and  design  seem  to  be  of  very  little  moment,  but  a 
worm  drive  and  separate  drum  mounted  aft  are  preferable. 
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92  Swinging  Lines.  On  deep  ground  and  for  the  larger  dredges 
the  bow  swinging  lines  pass  from  the  drum  to  a  sheave  or  combina- 
tion of  sheaves  located  near  the  bow,  then  to  a  sheave  on  the  shore, 
and  from  there  to  the  lower  end  of  the  ladder.  By  this  method  of 
rigging  very  little  side  strain  is  put  on  the  digging  ladder  or  well  hole. 
The  disadvantage  of  this  method  is  the  necessity  of  a  shore  sheave 
and  the  consequent  wear  and  time  lost  in  moving  and  handling  it. 
Where  the  ground  is  not  too  deep,  a  single  line,  which  is  simple  to 
operate  but  which  puts  a  large  side-bending  strain  on  the  ladder  and 
well  hole  is  used.  If  the  ladder  and  hull  are  built  strong  enough, 
this  is  not  an  objection.  For  the  13-  and  16-ft.  dredges  a  single  line 
would  have  to  be  very  large  and  would  hardly  be  advisable. 

93  Brakes.  All  winch  drums  are  provided  with  band  brakes 
operated  from  the  pilot  house.  The  connection  between  brakes  and 
clutches  and  pilot  house  are  made  through  bell  cranks,  rods,  etc. 
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Fig.  23-a     Magnetic  Clutch  and  Drive  for  Main  Winch,  Fig.  23-b 


Flexible  wire  rope  running  over  sheaves  is  used  in  several  instances 
for  the  brakes. 
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94  Foundations,  Cast  iron,  cast  steel,  structural  steel  and  wood 
are  used  for  foundations.  The  author  has  been  using  wood  in  his" 
recent  designs  on  account  of  its  producing  less  noise  and  vibration 
than  metal  foundations. 

WIRE    ROPE 

95j;^Wire  rope  is  used  on  the  dredges  for  hoisting  the  digging  and 
stack  ladder,  spuds,  for  all  the  swinging  lines  and  for  guying  the 
gaatries.  On  account  of  the  small  diameter  sheaves,  the  necessity 
of  the  ropes  being  under  water  part  of  the  time  and  the  general  hard 
service  they  get,  their  life  is  short  as  compared  with  ropes  used  for 
most  other  purposes. 

96  Some  dredge  constructors  use  the  regular  open  and  closed 
sockets  for  their  guy  rope  ends,  and  others  think  this  practice  is 
dangerous  and  use  clips.  The  writer  has  never  had  any  trouble  with 
standard  rope  sockets  if  properly  attached  to  the  rope  end.  This  may 
be  done  by  first  spreading  the  wire  strands,  treating  them  with  dilute 
hydrochloric  acid,  inserting  in  the  socket  with  the  strands  spread 
broom  fashion,  and  then  filling  with  melted  zinc.  The  ends  of  the 
wires  should  not  be  turned  over,  but  left  straight.  If  turned  over 
some  are  likely  to  get  more  strain  than  others,  and  to  break  and  cause 
trouble. 

97  Different  makes  and  types  of  wire  rope  are  used.  The  au- 
thor's experience  points  to  standard  6/19  plow  steel  hoisting  rope 
for  ladder,  spud  and  side  lines  and  6/7  crucible  cast  steel  standing 
rope  for  the  guys.  Hot  Stockholm  tar  makes  a  good  dressing,  also 
most  of  the  rope  greases  to  be  had  on  the  market.  Whatever  dressing 
is  employed  it  should  be  used  freely. 

SHEAVES 

98  The  sheaves  used  for  the  various  purposes  are  made  of  cast 
steel  in  preference  to  cast  iron.  They  are  bushed  with  bronze  or  cast 
iron  and  their  hubs  made  as  long  as  possible.  When  long  hubs  cannot 
well  be  used,  as  in  multiple  blocks,  the  pins  should  be  made  of  large 
diameter,  so  that  the  pressure  will  not  be  too  great  on  each  unit  of 
resisting  surface. 

PUMPS 

99  Three  centrifugal  pumps  are  ordinarily  used  on  the  gold 
dredge.  The  high-pressure  pump  should  be  designed  to  have  a  work- 
ing head  of  at  least  60  ft. ;  more  is  better  if  the  gravel  is  at  all  hard  to 
wash.  This  pump  furnishes  the  water  for  the  spray  pipes  or  jets  in 
the  screens  and  is  direct-connected  to  its  motor. 
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100  The  low-pressure  pump  is  likewise  driven  by  a  direct-con- 
nected motor  and  should  have  a  head  of  20  to  30  ft.  This  water  is 
piped  to  the  tables  where  needed,  depending  on  the  nature  of  the 
gravel  and  the  arrangement  of  the  gold-saving  tables. 

101  The  ppiming  or  fire  pump  is  usually  a  two-step  pump  with  a 
working  head  of  100  ft.  or  more.  Thi.s  pump  is  used  in  case  of  fire, 
for  washing  down  decks,  in  cleaning  up,  for  pumping  out  the  bilge, 
and  for  priming  the  larger  pumps. 

102  All  pumi)s  should  be  fitted  with  both  foot  and  check  valves 
Bypass  piping  equipped  with  the  requisite  valves  should  be  put  in  to 
be  used  for  priming.  The  foot  valves  are  provided  with  a  grating, 
and  the  suction  should  be  still  further  protected  by  a  wire  netting  box 
attached  to  the  side  of  the  dredge.  If  this  box  be  made  of  ample 
dimensions,  say,  8  ft.  by  15  ft.,  a  |-in.  mesh  will  work  well.  If  a 
smaller  box  be  used,  |-  or  |-in.  screen  will  have  to  be  used,  otherwise 
it  is  liable  to  get  stopped  up. 

MOTORS 

103  Three-phase  induction  motors  are  used  on  all  standard  Cali- 
fornia dredges,  variable-speed  for  the  digging  and  winch  motors  and 
constant-speed  for  the  other  pieces  of  machinery.  Lately  a  form  of 
variable-speed  motor  has  been  used  for  the  stacker  and  screen  drive, 
which  gives  a  better  starting  torque  for  getting  these  parts  under 
way  and  is  particularly  useful  when  it  is  necessary  to  start  under  full 
or  overload.  Any  of  the  standard  types  of  motor  give  most  excellent 
results  if  the  proper  sizes  are  provided. 

TRANSFORMERS 

104  It  is  customary  to  bring  the  current  onto  the  dredge  at  2200 
or  4400  volts,  then  transform  down  on  the  dredge  with  three  oil- 
cooled  transformers  to  440  volts.  Many  of  the  later  boats  are  using 
2200- volt  motors,  thus  avoiding  the  use  of  transformers  altogether. 
Beside  the  three  main  transformers,  another  small  one  reduces  the 
current  to  110  volts  for  lighting  purpo.se.  All  of  the  transformers 
are  mounted  in  steel  or  asbestos-lined  compartments  opening  to  the 
outside  of  the  dredge.  They  have  pipe  connections  which  allow  the 
oil  to  be  drained  off  and  conveyed  overboard  to  a  point  some  distance 
from  the  transformers.  These  precautions  are  necessary  in  order  to 
secure  the  best  insurance  rates  and  are  to  be  recommended  as  a^safe- 
guard  against  fire.  Another  precaution  which  might  prove  useful  is 
to  provide  the  transformer  housings  with  plate  steel  doors  hung  from 
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the  top  with  an  automatic  latch  at  the  bottom  and  so  constructed 
as  to  be  readily  dropped  and  latched  in  case  of  fire. 

WIRING 

105  The  electric  current  is  brought  on  board  the  dredge  on  floats 
in  a  three-conductor  armored  cable  at  a  point  near  the  stern,  this 
part  of  the  hull  having  the  least  movement.  An  oil  switch  is  located 
near  this  point  and  is  often  so  arranged  that  it  may  be  instantly 
thrown  out  from  the  pilot  house.  From  this  switch  the  current  is 
conveyed  to  the  transformers  in  case  low-voltage  motors  are  used 
;ind  from  there  the  secondary  is  distributed  to  the  different  switch- 
boards. The  latest  boats  use  conduits  and  condulets  for  all  the 
wiring.  If  open  Aviring  is  used  the  conductors  should  not  be  stretched 
too  tightlj'  and  they  should  all  be  stranded.  The  single  wires  are 
likely  to  break  under  the  severe  vibration  of  digging  and  the  move- 
ment of  the  hull  and  superstructures.  Stranded  conductors  even 
with  the  conduit  wiring  are  recommended  by  the  writer.  For  the 
motors  located  on  the  lower  deck  their  wiring  cormections  can  be  made 
through  the  hold.  For  the  other  motors  the  best  method  nmst  be 
determined  according  to  the  conditions. 

SPUDS 

106  The  early  California  dredges  used  a  head  line  to  dig  on  and 
even  after  the  spud  system  was  introduced  it  was  a  mooted  question 
which  was  the  better.  The  standard  California  type  dredge  uses  the 
spud  system  (Fig.  24)  exclusively,  the  head  line  being  abandoned 
except  in  a  few  cases  where  the  nature  of  the  gravel  or  other  condi- 
tions are  unusual.  At  first,  wooden  spuds  were  used,  then  one 
wooden  and  one  steel,  the  wooden  spud  being  used  to  step  up  with 
and  the  steel  one  to  dig  on.  Now  both  spuds  are  often  made  of  steel. 
This  plan  is  by  far  the  best,  since  if  one  breaks  the  other  may  be  used 
to  dig  on,  using  the  head  line  to  step  up  with.  If  only  one  steel  spud 
is  provided  and  a  break  occurs,  the  dredge  must  be  shut  down  at 
once  and  the  broken  spud  taken  out,  repaired  and  put  in  again  before 
any  digging  can  be  done.  Several  forms  of  spud  are  used,  and  their 
make-up  can  best  be  understood  by  referring  to  Fig.  24,  which  shows 
views  and  cross-sections  of  a  common  design.  An  extra  cover  plate 
riveted  to  the  tension  side  of  that  portion  of  the  spud  having  the 
greatest  strain  adds  strength  with  comparatively  little  increased 
weight. 

107  The  lower  ends  of  the  spuds  are  protected  by  cast-steel 
points,  which  extend  far  enough  into  the  structural  part  to  give  ample 


160  THE    CALIFORNIA    GOLD    DREDGE 

riveting  area.  The  later  designs  are  made  longer  than  the  older  ones 
(Fig.  22).  At  the  bottom  they  are  acorn-shaped  and  change 
gradually  from  a  circular  to  a  rectangular  cross-section  at  the  point 
where  they  enter  the  structural  portion  of  the  spud,  and  they  often 
extend  8  or  10  ft.  below  this  point. 

108  Heavy  car  springs  are  often  used  in  the  spud  frames  to  re- 
duce the  shocks  of  digging  and  those  using  them  think  that  they 
lessen  the  danger  of  breaking  very  much.  This  is  doubtless  true, 
but  the  author  is  of  the  opinion  that  it  also  reduces  the  digging  capa- 
city of  the  dredge  and  that  the  best  remedy  for  broken  spuds  is  to 
build  them  stronger. 

CRANES  AND   REPAIR   DEVICES 

109  The  modern  dredges  are  provided  with  travehng  or  boom 
cranes  covering  the  heavy  machinery  so  that  repairs  and  replace- 
ments may  be  made  expeditiously  and  w^ithout  calling  in  more  men 
than  the  regular  dredge  crew.  A  thwartship  I-beam  with  traveler, 
or  a  swinging  boom  covering  the  forward  portion  of  the  dredge  and 
bucket  line,  is  used  for  changing  buckets.  Brackets  are  riveted  to 
the  ladder,  into  which  chains  are  hooked  to  hold  the  bucket  line  after 
parting.  It  is  well  to  have  an  I-beam  or  at  least  an  eye  or  hook  well 
secured  above  the  ladder  hoist,  main  winch,  pumps,  transformers  and 
screen.  Over  the  bucket  line  a  thwartship  traveling  crane  is  most 
useful.  It  should  be  of  sufl&cient  capacity  to  lift  the  upper  tumbler, 
shaft  and  gears  and  should  extend  far  enough  so  that  these  parts  may 
be  lowered  over  the  side  of  the  dredge.  If  a  hatchway  is  provided 
through  the  upper  deck  on  each  side  of  the  bucket  drive  this  crane 
may  also  prove  useful  for  handling  parts  on  the  lower  deck. 

HULL 

110  The  hull  is  built  of  Douglas  fir  and  is  proportioned  to  accom- 
modate properly  the  machinery  which  it  supports.  Before  designing 
the  hull  the  general  dimensions  and  weights  of  all  machinery  should 
be  determined  and  the  hull  built  accordingly.  The  depth  largely 
depends  on  the  weight  to  be  supported,  the  beam  on  the  gold- 
saving  area  desired,  the  length  and  width  of  well  on  the  di- 
mensions of  the  digging  ladder,  and  the  digging  ladder  in  turn  on 
the  depth  of  gravel  to  be  dug.  The  distance  from  well  to  stern  is 
determined  by  the  length  of  screen  and  the  general  distribution  of 
machinery  fore  and  aft.  The  hull  rides  on  an  even  keel  when  digging 
at  an  average  depth  and  should  have  a  free  board  of  not  less  than 
one-fourth  its  total  depth. 
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111  The  cross-section  is  rectangular,  with  the  deck  slightly 
crowned.  Thwurtship  frames  are  used,  the  bottom  planking  being 
spiked  to  the  bottom  thwartship  timbers,  the  decking  to  the  upper 
timbers  or  deck  beams,  and  the  side  planking  bolted  to  the  upright 
side  posts.  Besides  these,  two  or  more  pairs  of  posts  are  put  in  each 
frame  and  to  these  the  well  planking  and  bulkheads,  or  fore-and-aft 
trusses  are  bolted.  Clamps  or  fore-and-aft  strengthening  timbers  are 
bolted  inside  the  frames  at  the  corners  where  the  posts  join  the  deck 
beams  and  bottom  thwartship  timbers.  The  size  of  these  clamps 
depends  on  the  size  of  the  hull.  Drift  bolts  are  driven  in  the  side 
planking  and  bulkheads,  each  bolt  passing  through  2|  planks.  They 
may  be  put  in  as  thickly  as  desired,  and  add  considerable  strength 
to  the  planking  and  bulkheads.  Four-inch  deck  and  bottom  and 
6-in.  side  planking  is  commonly  used.  The  stem  is  often  planked 
with  the  same  size  as  the  sides,  put  edgeways  instead  of  flat.  At  the 
point  where  the  spuds  are  located  a  short  bulkhead  or  extra  bracing 
is  often  used.  Just  aft  of  the  well  and  below  the  bucket  drive,  one 
or  more  vertical  cross  trusses  are  often  used,  likewise  horizontal  cross 
bracing  is  put  in  on  top  of  the  thwartship  frame  timbers  along  the 
compartments  adjacent  to  the  well  and  extending  some  distance  aft 
from  the  well  throat. 

112  The  bow  is  made  narrower  than  the  rest  of  the  barge,  the 
frames  being  shortened  and  the  side  planking  steamed  and  bent 
around  them.  How  much  this  portion  of  the  hull  should  be  narrowed 
down  will  depend  on  the  width  of  cut  it  is  desired  to  make,  together 
with  the  distance  the  digging  ladder  projects  beyond  the  bow.  Using 
one  spud  as  a  center  and  drawing  the  outline  of -the  hull,  digging  lad- 
der and  cut  to  scale,  will  graphically  illustrate  how  much  to  bring  in 
the  bows  so  that  the  dredge  may  dig  its  way  along  any  desired  width 
of  cut. 

1 13  The  above  is  a  general  description  of  the  most  common  type 
of  hull  construction.  The  writer  has  been  using  what  he  considers  a 
somewhat  stronger  construction,  but  one  which  is  more  expensive. 
Fore-and-aft  stringers  are  laid  below  the  thwartship  timbers.  The 
posts  are  bolted  to  both  the  fore-and-aft  and  the  thwartship  timbers, 
the  bottom  planking  being  laid  athwartships.  Clamps  are  used 
above  the  thwartship  timbers  the  same  as  in  the  other  form  of  con- 
struction, the  difference  being  that  there  is  an  extra  set  of  fore-and- 
aft  timbers,  to  which  the  bottom  planking  is  spiked,  this  planking 
running  athwartships  instead  of  fore  and  aft.  This  construction  re- 
quires more  lumber  and  labor,  but  is  stronger,  and  by  using  thwart- 
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ship  planking  full  lengths  can  be  used,  doing  away  with  all  butt 
joints.  The  tendency  of  dredge  hulls  is  to  sag  along  the  fore-and-aft 
center  line.  Where  fore-and-aft  planking  is  used  this  movement  of 
the  hull  tends  to  open  up  the  seams,  but  where  thwartship  planking 
is  used  the  strain  is  lengthways  of  the  planking.  When  a  hull  is  new 
these  weaknesses  do  not  show,  but  after  years  of  service  all  such  little 
things  count,  and  since  the  life  of  a  hull  determines  the  life  of  a  dredge, 
it  pays  in  the  long  run  to  use  every  precaution  possible  to  add  to  the 
stability  and  length  of  life  of  the  hull.  Solid  fore-and-aft  bulkheads 
are  recommended,  also  the  use  of  well  plates  made  up  of  6  in.  by  14  in. 
planking  (for  the  7  to  9  cu.  ft.  dredge),  laid  horizontally  below  the 
deck  beams  and  filling  the  roof  of  the  first  compartment  on  each  side 
of  the  well  for  30  ft.  each  way  fore  and  aft  from  the  throat  of  the  well. 
These  well  plates  are  particularly  useful  in  dredges  having  long  well 
holes. 

114  Another  plan  which  will  add  strength  at  small  cost  is  to  put 
in  diagonal  wooden  braces  from  the  fore-and-aft  timbers  near  the 
bottom  of  the  intermediate  bulkhead  to  the  clamp  near  the  top  of  the 
well  hole.  This  will  aid  materially  in  preventing  sag  toward  the 
well  hole. 

115  Still  another  form  of  strengthening  construction  being  used, 
particularly  on  the  larger  boats,  is  an  overhead  thwartship  truss  with 
heavy  hog  rods  running  diagonally  from  the  upper  chord  near  the 
sides  of  the  dredge  to  the  bottom  of  the  hull  at  the  well,  thus  pre- 
venting sag  at  this  point. 

116  The  bottom,  sides,  bow,  stern  and  deck  are  all  calked  with 
oakum  and  the  seams  pitched  or  similarly  treated.  The  inside  is 
treated  with  carbolinium,  Stockholm  tar,  painted  or  left  without  any 
treatment  whatever.  On  the  outside  below  the  water  line  the  plank- 
ing may  be  painted  or  not  as  desired.  Above  the  water  line  all  timber 
work  is  thoroughly  painted.  Before  putting  timbers  together  all 
joints  are  painted  with  white  lead,  mineral  paint,  or  coated  with  tar 
or  carbolinium. 

117  The  deck  beams  are  extended  beyond  the  sides  of  the  barge 
at  the  after  portion  of  the  dredge.  Braces  are  put  under  these  in 
order  to  support  the  housing  uprights.  This  gives  extra  room  for 
gold-saving  area  or  passageways.  Hatchways  are  provided  for  en- 
trance into  each  compartment,  also  a  system  of  ventilation  should  be 
installed,  using  either  mechanically  driven  fans  or  natural  ventilation 
induced  by  cowled  ventilators.  Proper  ventilation  will  do  much 
towards  prolonging  the  hfe  of  the  hull.    Sea  cocks  are  often  installed 
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in  order  to  sink  the  dredge  in  case  of  a  fire  which  has  gone  beyond 
hope  of  being  extinguished.  If  sea  cocks  are  used  they  should  be 
located  near  the  bows  where  a  hot  fire  in  the  housing  will  not  prevent 
their  being  approached  and  quickly  opened. 

118  Main  Ti'uss.  A  large  proportion  of  the  California  dredges 
have  a  truss  along  the  sides  of  the  well  and  extending  from  bow  to 
stern  gantry,  with  wooden  chords,  posts  and  braces  and  steel  hog 
rods.  This  truss  is  made  15  to  25  ft.  high,  the  upper  chord  often  being 
used  to  support  the  upper  tumbler  bearings  and  the  upper  end  of  the 
iligging  ladder.  In  the  earlier  dredges  there  was  a  tendency  for  the 
hulls  to  go  down  at  bow  and  stern  and  hump  up  near  the  throat  of 
the  well.  This  truss  assists  in  preventing  this  condition,  strengthens 
all  the  gantries  and  spud  frame,  and  makes  an  excellent  support  for 
the  housing,  screens,  etc.  It  should  be  designed  as  a  truss  supported 
at  the  middle  with  weights  suspended  at  each  end. 

119  Bow  Gantry.  At  the  bow  is  a  gantry  (Fig.  25)  which  supports 
the  forward  end  of  the  digging  ladder,  the  details  varying  in  the 
different  dredges.  A  steel  cap  of  box  or  double  I-beam  section  on 
four  posts  is  a  common  type.  In  some  dredges  the  four  posts  are 
parallel;  others  have  two  posts  parallel  to  the  well  sides  and  two 
sloping  inward  joining  the  first  at  the  cap.  Still  others  have  the  four 
posts  parallel  for  half  their  length,  the  two  outside  ones  being  cut  at 
this  point,  and  from  here  diagonal  braces  run  to  the  intersection  of 
cap  and  inside  posts.  The  whole  gantry  is  inclined  forward  in  order 
that  it  may  have  a  more  direct  pull  on  the  digging  ladder.  In  a  good 
many  of  the  California  dredges  the  gantry  posts  go  through  the  deck 
and  are  stepped  on  heavy  foundation  timbers  or  castings  near  the 
bottom  of  the  hull.  A  few  dredges  have  rigid  foundations  for  these 
posts  on  the  deck,  and  at  least  one  uses  a  socket  casting  into  which 
the  posts  fit  loosely. 

120  This  gantry  has  thwartship  bracing  and  is  guyed  by  ropes  or 
tie  rods  to  the  main  gantry,  hull  timbers  or  both.  The  top  chord  of 
the  main  truss  runs  to  the  middle  portion  of  this  gantry  and  is  fas- 
tened to  it  by  means  of  steel  plates.  It  is  also  customary  to  ruji  a 
brace  diagonally  from  near  the  cap  to  the  top  of  the  first  truss  post. 
Some  form  of  pin  and  plate  clamp  is  provided  for  the  bow  gantry  cap, 
to  which  is  attached  the  ladder  hoist  blocks  and  gantry  guys.         « 

121  Main  Gantry.  The  main  gantry  is  a  support  for  the  bucket 
drive  and  the  after  end  of  the  digging  ladder.  It  has  a  very  severe 
duty  to  perform  and  should  be  built  in  a  most  substantial  manner. 
The  author  prefers  to  place  a  post  under  each  bearing  and  use  heavy 
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lattice  bracing  between  the  posts.  Too  many  plates  should  not  be 
used  to  tie  the  timbers  together,  and  arrange  matters  if  possible  so 
that  all  bolts  will  be  accessible.  Where  many  plates  are  used  it  is 
very  difficult  to  assemble  the  parts  and  in  case  of  repairs  the  delay 


Fig.  2.5  Bow  Gantky,  9-Cu.  Ft.  Dredge 


is  great  in  taking  apart  and  re-assembling,  owing  to  thepdifficulty  of 
lining  up  the  holes  in  the  different  plates. 

122     Stern  Gantry.    The  stern  gantry  (Fig.  2())  supports  the  spuds 
and  the  stack  ladder  and  must  be  made  high  enough  to  raise  the 
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spuds  so  that  they  will  nearly  clear  the  bottom  of  the  hull.  It  is  in- 
clined slightly  aft  so  that  the  spud  hoist  blocks  willbe  vertically 
above  the  center  of  the  spuds.  The  design  is  simple,  two,  three  or 
four  posts  being  used  with  a  wooden  or  steel  cap.  Clamps  are  used 
for  the  spud  hoist  blocks,  ladder  support  and  guy  ropes.  The  posts 
may  rest  on  foundation  timbers  or  castings  located  near  the  bottom 
of  the  hull  or  on  the  deck. 

123  Spiid  Housing.  At  the  stern  of  the  dredge  the  two  spuds 
are  enclosed  in  a  housing  which  allows  them  to  slide  up  and  down 
but  holds  them  in  a  vertical  position.  At  some  point  above  the  deck, 
usually  at  the  elevation  of  the  upper  chord  of  the  main  truss,  heavy 
timbers  are  framed  around  the  spud,  with  tie  rod  connections  to  the 
hull  or  main  gantry.  This  framing  together  with  the  tie-rod  connec- 
tions resists  the  tendency  of  the  upper  part  of  the  spud  to  move 
backward  as  the  buckets  engage  the  gravel  and  thrust  the  hull 
toward  the  rear.  This  clamp  must  be  made  strong  enough  to  with- 
stand the  full  digging  power  of  the  dredge,  increased  to  some  extent 
by  the  slight  fore-and-aft  movement  of  the  hull  and  the  consequent 
momentum  of  the  full  weight  of  hull  and  machinery.  The  writer 
does  not  approve  of  running  the  tie  rods  to  the  main  gantry,  since 
no  matter  how  strong  this  part  is  made  the  constant  puUing  and 
jerking  on  one  side  will  tend  after  a  time  to  throw  the  bucket-Hne 
shafting  out  of  line.  The  guy  rods  should  be  run  into  the  hold  or  to 
some  other  part  which  does  not  support  shafting. 

124  Many  different  spud-housing  designs  are  used,  but  the  present 
tendency  seems  to  be  to  use  heavy  castings  covering  a  large  area  of 
the  stern  to  resist  the  forward  pressure  of  the  spud  and  a  structural 
or  cast-steel  clamp  20  ft.  or  so  above  the  deck.  In  order  to  keep  the 
spud  from  moving  backward  heavy  steel  keepers  are  used  which  can 
quickly  be  removed  when  it  is  necessary  to  change  spuds.  The  tim- 
ber construction  will  work  well  enough,  but  it  is  likely  to  get  loose  in 
time,  and  it  is  difficult  to  design  a  wooden  structure  so  that  it  will 
be  at  the  same  time  strong  and  easily  removable.  Whatever  form  of 
spud  housing  is  used  it  should  be  so  enclosed  that  small  rocks  can 
not  lodge  where  they  will  be  caught  between  the  spud  and  its  guide. 

125  Housing.  The  after  portion  of  the  dredge  is  housed  in,  this 
housing  covering  the  gold-saving  tables,  pumps,  main  winch,  ladder 
hoist  and  transformers.  The  after  central  portion  is  extended  up 
and  covers  the  screen  and  screen  drive.  A  covering  should  also  be 
provided  for  the  bucket  drive,  but  this  is  not  essential.  The  roof  of 
the  housing  is  made  with  a  slight  crown  or  slope  to  the  sides  and 
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covered  with  painted  canvas,  ship  fashion.  The  roof  joists  should 
be  made  heavy  enough  to  support  a  considerable  weight,  since  in 
repairing  it  is  often  convenient  to  lay  down  one  of  the  big  ge?rs  or 
the  like,  and  for  this  reason  the  flooring  should  be  at  least  1\  in.  thick, 
or  made  of  two  thicknesses  of  planking.  The  stern  and  sides  along 
the  gold-saving  tables  are  not  usually  boarded  up.  It  is  thought 
that  an  unobstructed  view  lessens  the  danger  of  amalgam  stealing. 

12G  Pilot  House.  The  pilot  house  from  which  the  digging  motor 
and  winches  are  handled  is  usually  located  on  the  starboard  side  of 
the  upper  deck  above  the  main  winch  and  a  little  forward  of  the 
bucket  drive.  This  is  the  common  location,  but  the  pilot  house  on 
the  central  line  of  the  dredge  above  the  bucket  line  and  just  forward 
of  the  bucket  drive  seems  preferable.  The  only  objection  to  this 
location  is  that  the  lever  connections  to  the  winches  are  a  little  more 
complicated.  This  location  gives  an  excellent  view  in  all  directions 
around  the  dredge  and  down  the  bucket  line.  By  proper  arrange- 
ment of  gratings  the  main  winch  may  be  seen.  The  bucket  drive, 
stacker  and  spuds  are  also  within  sight  of  the  winchman.  In  the 
writer's  opinion  there  is  no  question  as  to  the  proper  location  for  the 
pilot  house,  and  all  his  dredge  designs  have  their  pilot  houses  well  up 
in  the  center  of  the  boat. 

DIMENSIONS 

127  In  Table  1  the  more  important  dimensions  and  some  other 
data  of  several  California  gold  dredges  built  at  different  times,  of 
different  sizes,  and  for  different  conditions  are  given.  Most  of  the 
data  were  kindly  furnished  by  the  makers,  and  will  serve  to  give  a 
general  idea  of  typical  dimensions.  In  checking  over  the  figures 
furnished  several  discrepancies  were  noted,  but  on  the  whole  the 
figures  are  no  doubt  approximately  correct. 

CONSTRUCTION   COSTS 

128  The  construction  costs  vary  greatly,  of  course,  according  to 
the  quality  of  workmanship  and  material  desired,  facilities  of  the 
builders  in  the  way  of  properly  equipped  shops  and  foundries,  and 
the  geographical  situation  of  the  ground  on  which  the  dredge  is  to  be 
built.  The  following  may  be  considered  a  fair  average  of  many  cost 
records  in  California,  for  rough  estimating  purposes: 

129  For  all  the  machinery,  including  motors,  pumps,  wire  rope, 
electric  suppUes,  etc.,  12|  cents  per  lb.,  delivered  on  the  ground;  for 
instaUing,  4^  cents;  or  a  total  of  17  cents  per  lb.  for  the  machinery 
installed.    The  lumber  costs  about  $30  per  1000  ft.  at  Portland,  and 
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this  together  with  freight,  bolts,  nails,  hog  rods,  steel  plates,  oakum, 
paint,  etc.,  will  make  the  hull  material  cost  about  $50  per  1000  ft.  of 
lumber  used;  labor  of  building  costs  about  $40  per  1000  ft.,  giving 
$90  per  1000  ft.  as  a  total  cost  of  the  completed  hull.  In  addition 
the  direct  costs  chargeable  to  hull  or  machinery,  insurance,  travehng, 
superintendence,  camp  equipment,  temporary  buildings,  shop,  der- 
rick, office  expense,  design,  etc.,  amount  to  between  $10,000  and 
$25,000,  depending  on  whether  new  designs  have  to  be  gotten  out, 
what  construction  tools  and  equipment  are  on  hand,  the  size  of  the 
dredge,  and  location  of  the  ground  on  which  it  is  to  be  built.  For  a 
a  complete  dredge,  $180  per  ton,  on  a  basis  of  its  displacement,  is  a 
fair  average. 
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TABI>E   1     GENERAL  DATA  ON  CALIFORNIA  GOLD  DREDGES 


Name  of  maker 

RiadoD 

Buoyrus 

Link  Belt 

Riadon 

Marioii 

Marysville 
Dred'gCo. 

Date  built 

September 
1897 

1907       1 

1 

1910 

1905 

1911 

Capacity  bucket,  cu.ft.. 

3.2 

5 

5 

5.6 

7.6 

9 

Depth    to    dig    below 

' 

water  line,  ft 

20 

38          ' 

35 

30 

65 

65 

Depth    to    dig    above 

water  line,  ft 

8 

10 

12 

10 

10 

10 

Nature  of  digging 

Loose 

Medium 

Hard 

Medium 

Medinin 

Medium 

Hull: 

hard 

Displacement     with 

all  machinery 

3  ft.  6  in. 

5  ft.  9  in. 

5  ft.  8  in. 

6  ft.  3  in. 

6  ft.  6  in. 

6  ft  2  in. 

length,  ft 

70 

102 

106}^ 

88 

115 

115 

Depth,  ft 

5 
29 

7  ft  9  in. 
36 

7  (t.lOJ^  in. 
40 

7  ft.  a  in. 
36 

8 
40 

8^ 

Width,  ft 

60 

Overhang    on    each 

side,  ft 

0 
42 

2 
56(  approx.) 

51  ft.  1  in. 

0 
48 

2"^ 
63 

4 

Length  of  well,  ft. .  .  . 

63 

Free  board,  ft 

1  i  (approz.) 

2  ft.  3  in. 

2  ft.  2t  in. 

2  ft.  3  in. 

IH 

2  ft  4  in 

Side  planking,  ft 

3 

4 

4 

4 

4 

6 

Bottom  planking,  ft. 

3 

4 

4 

4 

4 

4 

Height  of  bow  gan- 

try above  deck,  ft. 

22 

36 

34  ft.  6  in. 

34 

39  ft  6>^in. 

37 

Height  of  stem  gan- 

try above  deck,  ft . 

24 

60 

61  ft.  8  in. 

86 

58  ft.  9  in. 

58 

Height  of  main  gan- 

trj-  above  deck,  ft.. 

16 

23 

21  ft.  8  in. 

21  ft.  6  in. 

20  ft.  2  in. 

22 

Total      amount     of 

lumber     in     hull, 

gaotries,   housing, 

etc.,  ft 

75,000 

136  000 

263.600 

156,000 

300,000 

400.000 

Digging  ladder: 

Weight,  lb 

14,000 
(approx.) 

48,400 
(approx.) 

53.67S 

33,000 

79,000 

94,400 

Distance       between 

centers,  ft 

40 

87 

M^ 

71  ft  6  in. 

114  ft  1  in. 

116 

Extension       beyond 

bow,  ft 

12  (approx.) 
3 

25}^ 

W2 

26 
5  ft.  8  in. 

18 
3  ft  8  in. 

38 
4  ft  7^  in. 

43 

Width,  ft 

4  ft  7H  in. 

Maximum  depth  gir^ 

der.  ft 

24 

7 

5  ft.  6  in. 

64 

8 

How    upper    end    is 

supported 

Fixed  hang- 
er -  shaft 
with  tele- 
SCO  p  e 
bearing 

Concentric 

Steel  pin, 
8  in. 

Fixed  hang- 
er -  shaft 
with  tele- 
800  pe 
bearing 

Concentric 

CoDoentric 

General  design 

Plate 

Plate 

Plate 

Plate 

Lattice 

Lattice 

girder 

girder 

girder 

girder 

girder 

girder 

Stacker: 

Bucket 

Belt 

Belt 

Bucket 

Belt 

Belt 

elevator 

conveyor 

conveyor 

elevator 

conveyor 

conveyor 

Length  ladder.  It. . . . 

42 

90 

10« 

72 

136 

139 

Width  laddei,  ft 

3  ft.  2  in. 

4 

.3  ft  8H  in- 

3  ft.  8  in. 

3  ft.  8  in. 

4  ft  4  in. 

Depth  ladder,  in 

15 

5 

4 

16 

8 

7 

Weight  ladder,  lb.... 

12,000 

18,000 

15,000 

19.365 

22.500 

24,000 
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TABLE  I      GENERAL  DATA  ON  CALIFORNIA  GOLD  DREDGES -Con/tnuerf 


Name  of  maker 

General  design . . . . 

Width  belt,  in 

Speed  belt 

Horsepower  motor 


Maximum  height  of 

discharge,  ft 

Buoket  line: 


Riadon 


Number  in  line 

Maximum  speed  of 
buckets  per  min. . . 

Weight  bucket  com- 
plete, base,  hood, 
lip,  pin.bushing.lb. 

Pitch  of  bucket,  in. . . 

Number  front  eyes.  . 

Number  back  eyes . 

Length  back  eye,  in.. 

Width  front  eye,  in.. 

Diameter  pin,  in 

Ivcngth  pin.  in 

Ivadder  roller: 

Number  on  ladder... 

Diameter  in 

Diameter,  shaft  in 
roller,  in 

Diameter  shaft  in 
bearing,  in 

Ix'mrt  h  shaft  in  bear- 
ing, in 

Material  used 


2  I-beams 

Buckets 
15  in.pitch 
48  buck- 
ets per  min. 
Driven  by 
main  en- 
gine 

20 
Open  con- 
nected 
30 

16 


570 
24 
2 
2 
4 
4 

VA 
lOH 

6 

8 

2 
2 


Wljite  iron 


Weight     roller    and 

shaft,  lb 

Upper  tumbler: 

Diameter     shaft    in 
tumbler,  in 

Diameter    shaft    in 
bearing,  in. 

Span  between  bear- 
ing  

Weight        complete 
with     shaft     and 

plates,  lb 

Lower  tumbler: 

Diameter     shaft    in 
tumbler,  m 

Diameter    shaft    in 
bearings,  in 


280 


4  ft.  6  in. 


3010 


Bucyrus 

Lattice 

girder 

30 

350  ft.  per 

min. 

15 


.30 
Close  con- 
nected 
82 

22 


1300 

2 

1 
16 

4H 
23  >i 

12 
14 

3% 

nvs 

High  car- 
bon and 

manganese 
steel 
1030 


14 

12 

6  ft.  6  in. 

11.200 

10>i 
9 


Link  Belt 


Lattice 

girder 

30 

Variable 

20 


35 
Close  con- 
nected 
93 

22 


1490 
241^ 
2 
1 

19?^ 

4H 
30% 

19 
12 


3/« 
3/e 


Semi 
steel 


1008 

14 
12 

10.185 

7H 


Risdon 


Marion 


2  I-beams 

Buckets 
15  in.pitch 
54  buck- 
ets per  min. 
10 


30 
Open  con- 
nected 
40 

14 


1200 
25 
2 
2 
6 
6 
2Ji 

10 
12 

3H 

W2 

8 

Manganese 

steel 


778 

11 
11 

5  ft.  2  in. 

6,220 

10 
10 


Lattice 

girder 

32 

350  ft.  per 
min. 
25 


50 
Close  con- 
nected 
93 

19 


2187 
32  Ji 
3 
2 

%H 
3M 

4^ 
2  ft.  Z^a  in, 

17 
14 

4H 

3ii 

12 
High-car- 
bon steel 

1160 

17 

14 

9  ft.  3  A  in. 

18,750 

UK 
10 


Marysville 
Dredg  Co. 


Lattice 

girder 

32 

400  ft.  per 

min. 

35 


54 
Close  con- 
nected 
84 

20 


2268 

36 

2 

1 

16^ 
4 
5H 

17 
14 


Chrome 

H'.fel 


1140 

17 

14 

9  ft.  3,'e  in. 

21,310 

12 
JO 
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TABLE  1     GENERAL  DATA  ON  CALIFORNIA  GOLD  DREDGES— C<mrtnu«rf 


Name  of  maker 

Risdon 

Bucj  ru9 

Link  Celt 

Risdon 

Marion 

Marysville 
Dred'K  Co. 

Length  of  aLuft,  .  .  . 

4  ft.  2  in. 

4  ft.  9hi  iii. 

0  ft.  5H  in. 

5  ft.  3  in. 

4ft.ll^in. 

5  ft.  3J^  in. 

Maximum        height 

side  flanges  at  cor- 

ners above   wear- 

ing plates,  in 

7K 

6H 

9H 

11 

12>^ 

UH 

Thickness       side 

flanges  at  top  and 

bottom,  in 

1-2K 

2K-3 

1H-3M 

I-IH 

2 

Inside  flare  of   side 

flanges 

2  in.  in 

Curved 

ft  in.  in 

Straight 

12  in. 

12  in. 

Weight         complete 

with     shaft     and 

plates,  lb 

4.176 

10,000 

8,355 

7,746 

11,340 

12,758 

Ladder  hoist: 

Total  weight,  lb 

Part  of 

14.800 

20,000 

5,660 

39,000 

Diameter  of  drum,in. 

main  winch 

18 

30 

18 

20 

3  ft.  6  in. 

Diameter    of    drum 

shaft,  in 

63^ 

6A 

8 

9H 

Speed  of  drum,  r.p.m. 

18.2 

9.6 

.... 

12.8 

7.6 

Maximum  speed  lad- 

der line,  ft.  per  min. 

10 

67 

100 

Horsepower  required 

to  raise  ladder  at 

above  speed 

35 

120 

Diameter  of  sheaves, 

in 

30 

30 

36 

30 

42 

Main  winch: 

Total  weight,  lb 

10,385 

23.700 

32,500 

24,200 

23.275 

Horsepower  of  motor 

12 

20 

35 

25 

25 

25 

Diameter  of  drums. 

18  and 

in 

15 

16 

18 

24 

18 

16 

Diameter  of   drum- 

shaft,  in 

33^ 

4Ji 

4« 

5H  and  7 

4H 

4H 

Maximum  number 

r.p.m.  drum 

14 

20.5 

2 

9 

16 

Minimum      number 

r.p.m.  drum 

2.6 

2.5 

4.7 

Maximum  speed   of 

side  swing  at  end 

of  digging  ladder. 

ft ■ 

62 

17.5 

38 

Minimum   speed    of 

side  swing  at  end 

of  digging  ladder. 

ft 

11.6 

5 

11 

Speed  of  raising  spud, 

ft. 

10 

4.5 

9.5 

Horsepower     neces- 

sary to  raise  spud 

at  above  speed. .  .  . 

10 

6 

15 

172  THE    CALIFORNIA    GOLD    DREDGE 

TABLE  1    GENERAL  DATA  ON  CALIFORNIA  GOLD  DREDGES— Con/tViued 


Name  of  maker. 


Bucket  drive* 

Horsepower  digging 
motor 


Diameter  and  face 
eDgine  pulley,  in.. 

Pitch  diameter  and 
face  pulley  shaft 
pin 


Speed  pulley  shaft, 
r.p.m 

Speed  intermediate 
shaft,  r.p.m 

Pitch  diameter  and 
face  intermediate 
Shaft  gears 


Pitch  diameter  and 
face  intermediate 
shaft  pinions 


Speed  tumbler  shaft, 
r.p.m...      

Height  tumbler  shaft 
above  deck, 

Pitch  diameter  and 
face  tumbler  shaft 
gears  (bull  wheels) 

Weight  bull  wheels, 

lb 

Spuds: 

Total  weight  includ- 
ing all  catttings,  lb.. 

Total  length,  ft 

Width,  in 

Depth,  in 

Type  of  construction 

Screen : 

Type 

Total  length,  ft. 

Width  or  diameter.. 


Size  of  holes. 
Grade 


Risdon 


Horsepower  of  motor 


50  h.p. 
steam 

66 


2.100 


Bucyrus 


Revolving 

20 
3  ft.  6  in. 
diameter 


j/i  in.  dia. 
\yi  in.  in 

12  in. 

Driven  b.\- 

main 

engine 


96  X  24 

10.82  in. 

P.D.  X  7 

in.  F. 

100 

44 


39.67  in.  x 
7  in. 


13.5  in.  X 
8  in. 


4M 
23  ft. 


9  ft.  11  in.- 
8  in.  F, 


6,500 


20.400 
50 
24 
36 


Link  Belt 


86  X  21 

11.52  in. 

P.D.  X  6H 

in.  F. 

143 

22.5 


74.49  in.  x 
6  in. 


14.32  in.  X 
10  in. 


4.5 
25  ft.  2J^in 


71.62  in." 
9  in.  F. 


3,110 


43,800 

58  ft.  10  in, 

26 

36 


Box  type      Box  girder 


Revolving 
25H 
6  ft. 


■i^in.toHin. 

2  in.  in 

12  in. 

20 


Shaking 

32 
7  ft.  4  in. 

upper 

7  ft.  11  in. 

lower 

J-8  in. 

I H  in.  in 

12  in. 

20 


Ri;!don 


96 


156 
56 


47?^  in.  X 
6  in. 


3,200 


Revolving 

24 
4  ft.  6  in. 
diameter 


\i  in.  dia. 

\yi  in.  in 

12  in. 

16 


Marion 


150 


06x24 


11.936  in. 
8  in.  F. 


113 
21 


62.87  in.- 
8  in.  F. 


20.136  in.- 
10  in.  F. 

3.1 

22  it.5}4.  in, 


143.55  in. 
10  in.  F. 


8.985 


32,000 

00 

24 

36 
Center 

web 


Marysville 
Ored'K  Co 


200 


96  X  25H 


11.936  in." 
8K  in.  F. 


115 
21 


62.87  in.- 
10  in.  F. 


20.136  in. 
10  in.  F. 


3 
24  ft.  6  in. 


143.55  in.- 
10  in.  F. 


10,200 


36.000 

61 

24 

36  Ji 
Center 

web 


Revolving  Revolving 
30  :j6  ft.  3  in. 

6  ft.  diam-  j  6  ft.  diam- 
eter eter 


Hin.toJ^in.j  >^  in. 

2  in.  in  2  in.  in 

12  in.  12  in. 

35  .'iO 
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TABLE  1    GENERAL  DATA  ON  CALIFORNIA  GOLD  DREDGES— Continued 


Name  of  maker 

RisdoD 

Bucyrus 

Link  Belt 

Risdon 

Marion 

Marysville 
Dred'g  Co. 

Number    r.p.m.    or 

strokes  per  min..  . 

12 

7 

9 

7 

8 

Gold-eavine  tables: 

Total  area,  sq.  ft. .  . . 

160 

800 

370 

1600 

2400 

Grade 

IJi  in.  in 

l/a  in.  in 

Wi  in.  in 

1  %  in.  in 

\%  in.  in 

\%  in.  in 

12  in. 

12  in. 

12  in. 

12  in. 

12  in. 

12  in. 

Wood  or  steel 

Steel 

Wood 

Steel 

Steel 

Wood 

Steel 

Width  of  bays,  in 

28 

36 

30 

32 

33 

36 

Dimension  of  riffles . . 

Cocoa  matr 

lA  in.  X 

1  in.  X  1  in. 

Cocoa  mat- 

IKin. xlM 

Dim.xlVt, 

ting  and 

1 14  in. wood 

X  A  in.  L. 

ting  and 

X  A  in.  L. 

X  ^  in.  L. 

expanded 

expanded 

metal 

metal 

High-preasure  pump: 

Horsepower  of  motor 

15 

100 

30 

50 

100 

Head,  ft 

18 

65 

70 

31 

50 

68 

Quantity   of   water, 

gal.  per  mio 

3000 

500 

2800 

2400 

3200 

Size  suction  pipe,  in.. 

4 

12 

14 

10 

12 

Sise  discharge  pipe. 

in 

10 

9 

8 

10 

Make  of  pump 

Riadou 

Yuba  Con. 

Worth  ing- 

Risdon 

Worthiug- 

Abncr 

Co. 

ton 

tOD 

Doble 

Low-pressure  pump: 

Horsepower  of  motor 

No  low- 

50 

No  low- 

25 

35 

Head,  ft 

pressure 

60 

pressure 

1S.6 

25 

25 

Quantity  of  water, 

pump 

pump 

gal.  per  min 

2000 

.... 

2200 

3800 

Size  suction  pipe,  in.. 

8 

10  • 

12 

Size  discharge  pipe. 

in 

Yuba  Con. 

9 
Kisdon 

8 
Worth  ing- 

12 

Make  of  pump 

Abner 

Co. 

ton 

Doble 

Fire  pump: 

Horsepower  of  motor 

Use 

5 

5 

10 

10 

Head,  ft 

high 

65 

40 

90 

100 

Quantity    of    water, 

pressure 

gal.  per  min 

150 

.... 

Size  suction  pipe,  in.. 

3 

3 

4 

2^ 

Size  discharge  pipe, 

in 

2}i 

2.^ 

3 

2 

Make  of  pump 

Worthing- 
ton 

Krogh. 

Worthing- 
ton 

Abner 
Doble 

Linea: 

Sise  ladder  hoist,  in.. 

H  in. 

Kto 

1 

1 

H  in.  diam- 
eter 

1 

IH 

Size  stacker  hoist,  in. 

H 

^i 

l^^in. diam- 
eter 

H 

% 

Size  spud  hoist,  in. . . 

y* 

H 

J^and 

H 

Size  swinging  lines. 

J^-in.  rope 

H  to 

H  to 

y%  and 

74 

1  and 

1 

in 

300  ft. 

% 

H 

% 

y* 

Total  weight  machin- 

ery, tons 

90 

• 

260 

305 

220 

300 

400 
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DISCUSSION  ' 

1\.  II.  PosTLETiiwAiTE-  ( wiitteii) .  As  tlie  designer  and  luiilder 
of  the  dredge  described  as  the  first  successful  California  dredge, 
the  writer  has  naturally  read  the  i)aper  with  a  good  deal  of  in- 
terest and  wishes  to  touch  ui)on  two  points:  the  bucket  tailings 
elevator  or  stacker  and  the  gold  saving  tables,  both  incorporated 
in  the  original  design  of  1897  and  b(jth  used  at  the  present  day. 

Without  doubt  the  most  popular  stacker  is  the  belt  conveyor 
and  for  very  large  dredges  operating  on  a  spud,  where  it  is  neces- 
sary to  get  the  tailings  very  far  back,  it  is  probably  the  best ;  but 
for  medium  sized  dredges  operating  on  a  head  line,  the  writer 
believes  the  l)ucket  elevator  is  more  economical  in  annual  upkeep, 
and  certainly  it  is  more  readily  repaired. 

The  following  statistics  are  from  records  carefully  kept  by  the 
late  Karl  Krug,  manager  of  the  New  York  Machine  Shop,  who 
was  operating  two  dredges,  Lava  Beds  No.  2,  equipped  with  a  belt 
conveyor,  and  Marigold,  Avith  a  bucket  elevator: 

Lava  Beds  No.  2  Marigold 

Total  time,   months 40  29 

Miiterial  dredged,  cu.  yd 2,690,307  1,296,718 

Average  per  month,  cu.  yd 67,257.67  44,921.31 

Total  cost  of  stacking $6,953.25  $1,812.75 

Average  cost  per  month $173.83  $62.50 

Co.st  of  stacking  per  cu.  yd $0.26  $0.14 

Total  lost  time  caused  by  stacking 526  hr.  27  min.  206  hr.  47  min. 

Average  lost  time  per  month 14  hr.  3  min.  7  hr.  7  min. 

Note:  Estimated  that  only  half  the  gravel  dredged  goes  up  the  stacker,  there- 
fore actual  cost  per  cubic  yard  stacked  is  in  each  case  double  that  given  in  the 
table. 

These  results  are  from  (he  Oroville  field.  When  a  dredge  is 
to  l)e  operated  in  a  country  far  from  the  l)ase  of  supplies,  the 
bucket  elevator  has  a  great  advantage,  as  any  blacksmith  or 
dredge  hand  can  readily  repair  the  essential  parts,  whereas,  a 
slight  accident  to  a  belt  conveyor  will  in  a  few  revolutions  put 
the  belt  out  of  commission  and  it  is  almost  impossible  to  repair 
it  satisfactorily. 

Various  features  c(jntributing  to  convenience  of  operation  and 
durability  are  intro(lu<-ed  in  the  design  of  the  stacker,  such  as 
bu.shings  for  the  roller  shafts,  which  are  .hexagonal  and  can  be 
turned  at  least  three  times  before  being  worn  out.  For  lubrica- 
tion, .simple  and  efficient  grease  plugs  are  used. 

1  Given  at  San  Francisco  and  New  York  Meetings. 
*  Union  Iron  Works  Co.,  San  Francisco,  Cal. 
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Gold  Saving  Tahlei^.  It  is  true  that  luercury  riffles  are  now 
jrenerally  used  on  California  dredges  instead  of  cocoa  mats;  the 
fiindairlental  reason  being  that  they  do  not  require  such  careful 
attenticni  and  in  the  case  of  a  large  company  operating  several 
dredges  only  (me  reliable  gold  saver  need  be  ehiployed,  the  tables 
being  allowed  to  run  for  days  under  lock  and  key  and  a  general 
clean-up  being  made  under  his  supervision  every  two  weeks,  dur- 
ing which  time  the  whole  dredge  must  be  shut  down;  whereas 
cocoa  ihats  require  a  certain  amount  of  daily  attention  which, 
however,  can  readily  be  given  by  the  dredge  master  if  he  is  reli- 
able ahd  competent,  and  the  dredge  need  not  be  shut  down  for 
the  clean-up.  A  closer  actual  saving  can  be  made  by  cocoa  nuit 
tables  l)roperly  operated,  especially  if  the  gold  is  at  all  rusty, 
ati<l  (he  following  record  of  tests,  made  by  the  Feather  Eiver 
Kxph)rati(in  ('ompany  on  (me  of  their  dredges,  bears  this  out. 
The  experiments  were  made  on  a  Ivisdon  type  of  dredge,  the 
niats  and  riffles  alternating  from  one  side  of  boat  to  the  other: 

PcrccntaKO  of  total  gold  saved  with 
Duration  of  test,  equal  material  treated 

Experiment  Hoat  days  Mats  Kiffles 

1  No.  5  32                       55                       45 

2  No.  4  26                       51                       49 

3  No.  4  15                       54                       46 

4  No.  4  15                        51.5                     48.5 

5  No.  4  15                        52                        48 
Note:  The  experiments  were  changed  from  dredge  No.  5  to  dredge  No.  4 

for  the  reason  that,  .soon  after  starting  the  test  the  dredge  ran   into   gold   that 
was  difficult  to  amalgamate,  while  on  No.  4  the  reverse  condition  prevailed. 
The  area  of  mats  and  riffles  was  equal,  being  142  sq.  ft.  each. 
J.  W.  Plant.    In  designing  a  gold  mining  dredge,  it  is  neces- 
sary to  prepare  a  strain  sheet  before  the  principal  parts  can  be 
decided  upon,  for  which  the  following  data  will  be  required: 

a  The  pitch  and  approximate  weight  of  buckets,  de- 
termined by  partially  designing  the  buckets  and 
tumblers,  or  by  choosing  the  dimensions  and  weights, 
from  some  existing  dredge.  The  pitch  of  the  buckets 
mu.st  be  sufficiently  great  so  that,  when  using  a  six- 
sided  tumbler,  there  will  be  space  for  attaching 
cushion  plates  properly  after  the  hul)  of  the  tumbler 
and  diameter  of  the  .shaft  are  allowed  ivv.  Pitches 
of  28  in.  for  Tj-ft.  buckets  and  of  33  in.  for  TV-,  to 
81  o-ft.  buckets  are  none  too  gi-cat. 
h     The  length,  approximate  weight  and  upper  point  of 
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suspension  of  the  digging  ladder.    The  length  is  de- 
termined by  assuming  that  the  ladder  will  not  be 
depressed  more  than  45  deg.  from  the  horizontal  when 
digging  the  maximum  depth  below  the  water  line ;  and 
that  when  in  its  upper  position,  10  deg.  below  a  hor- 
izontal line  through  the  upper  point  of  suspension,  the 
ladder  will  project  far  enough  beyond  the  hull  so  that 
the  buckets  will  cut  sufficient  clearance  to  allow  the 
dredge  to  be  operated  without  two  settings  of  the 
spuds. 
'     e    The  height  of  the  front  gantry  and  the  location  of  the 
front  gantry  cap  is  decided  upon  with  respect  to  the 
bow.    It  is  well  to  locate  the  center  of  the  front  gantry 
cap  as  far  forward  with  respect  to  bow  and  as  high 
from  the  deck  as  can  be  reasonably  done,  for  by  so  do- 
ing the  tension  in  the  ladder  suspension  tackle  is  re- 
duced when  the  ladder  is  in  upper  or  10-deg.  position. 
With  these  points  determined,  it  is  possible  to  lay  out  the 
bucket  line  whose  under  side  describes  a  catenary.  The  Avriter  has 
usually  used  a  flexible  chain  of  small  size  to  approximate  this 
curve  by  standing  the  drawing  board  on  its  side  and  suspending 
the  chain  from  pins  at  the  upper  and  lower  tumblers.    The  pitch 
of  the  chain  is  then  stepped  off  carefully  along  the  catenary  until 
an  even  number  of  spaces  is  obtained,  which  can  usually  be  done 
in  several  trials.    The  catenary  must  not  be  too  flat  or  the  ten- 
sion will  be  excessive. 

This  operation  is  gone  through  for  both  the  10-deg.  and  the 
45-deg.  positions  of  digging  ladder.  The  tensions  in  upper  and 
lower  ends  of  catenary  are  graphically  obtained  by  drawing  lines 
tangent  to  the  circles  passing  through  the  centers  of  pins  on  the 
lower  and  upper  tumblers  at  the  points  where  the  catenary  comes 
in  contact  with  them.  When  these  two  tangent  lines  intersect, 
the  combined  weight  of  buckets  forming  the  catenary  is  assumed 
to  act.  This  must  be  true,  for  if  these  forces  in  the  same  plane 
balance  each  other  their  lines  of  action  must  meet  in  a  point. 

The  upper  portion  of  bucket  line,  each  bucket  assumed  to  be 
loaded  with  gravel  is  considered  as  having  its  combined  weight 
located  at  the  center  of  gravity  of  the  digging  ladder.  By  taking 
moments  about  the  upper  point  of  .suspension  of  the  digging 
ladder,  the  tension  in,  the  guys  and  ladder  suspension  tackle  can 
be  determined. 
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The  speed  of  the  bucket  line  of  most  modern  dredges  is  taken  at 
50  ft.  per  min.  The  digging  motor  is  usually  75  h.p.  for  a  5-ft. 
dredge,  150  h.p.  for  a  ^y^-it.  dredge,  and  up  to  300  h.p.  for  a  IG-ft. 
dredge.  Assuming  50  per  cent  overload  on  digging  motor  and 
neglecting  friction  of  gearing,  it  is  easy  to  determine  the  tension 
in  bucket  line  when  its  speed  per  minute  is  known.  This  tension 
must  be  added  to  the  tension  caused  by  the  catenary  plus  the  com- 
ponent due  to  the  weight  of  the  gravel  in  the  buckets  on  the  upper 
side  of  the  digging  ladder  in  order  to  obtain  the  maximum. 

Assuming  the  force  acting  in  the  bucket  line  to  act  entirely  on 
the  bucket  coming  directly  under  the  lower  tumbler  and  parallel 
with  the  deck  gives  the  reaction  which  must  be  resisted  at  the 
point  of  the  spud.  Assuming  that  the  spud  fulcrums  on  the  stern 
of  the  dredge,  gives  an  approximate  means  for  determining  the 
bending  moment  set  up  in  this  part.  When  the  dredge  swings 
back  and  forth  in  making  its  cuts,  a  twisting  moment  is  set  up 
in  the  spud  in  addition,  which  can  only  be  approximated.  In 
addition  to  the  above,  the  dredge  has  a  surging  action  when 
digging  which  sets  up  additional  stresses  in  the  spud  which,  how- 
ever, can  be  made  less  pronounced  by  the  use  of  large  spiral 
springs  at  the  upper  end  of  the  spud  casing.  The  writer  is 
strongly  in  favor  of  this  type  of  construction. 

The  spuds  are  usually  rectangular  in  section,  built  up  of  plates 
and  angles.  Were  it  possible  to  make  the  spud  circular  in  cross- 
section,  it  would  be  preferable,  as  the  twisting  moment  would 
not  be  so  pronounced  when  the  spud  is  imbedded  in  the  sand  and 
the  dredge  swinging.  The  bending  moments  set  up  in  the  upper 
ladder  suspension  can  be  determined  graphically  Imowing  the 
tension  in  the  catenary,  the  weight  of  the  buckets,  digging  ladder, 
etc. 

The  np]^er  tumbler  shaft  has  a  very  hard  service  to  perform. 
It  is  revolving  constantly  and  as  the  hardness  of  the  digging 
varies,  it  is  subjected  to  reversing  bending  stresses,  shock  and 
twisting  moments  due  to  the  power  it  transmits.  It  must  be 
made  of  material  having  a  high  elastic  limit  and  ultimate 
strength  and  test  bars  must  show  good  elongation.  Three  pei 
cent  steel  is  usually  chosen. 

The  sizes  of  the  various  motors  having  been  determined  from 
e.xperience  or  from  existing  designs,  it  is  then  possible  to  deter- 
mine the  tension  in  the  ladder  hoist  cables,  spud  hoists,  swinging 
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lines,  etc.  Plow  steel  is  usually  used  for  the  ladder  hoist  cable, 
and  varies  from  IVs-in.  to  li/.-in.  or  larger,  on  7y2-ft.  to  16-ft. 
dredges.  The  weight  to  be  lifted  in  the  larger  dredges  is  ex- 
tremely great  and  to  keep  from  having  an  excessive  number  of 
sheaves,  the  diameter  of  the  cable  must  be  reasonably  large  and 
the  quality  of  cable  must  be  of  the  best.  The  diameter  of  the 
ladder  hoist  sheaves  on  most  dredges  is  smaller  than  would  be 
tolerated  for  transmission  purposes,  being  in  no  case  more  than 
30  times  the  diameter  of  cable  and  in  many  cases  less. 

It  can  be  readily  seen  that  if  the  diameter  of  the  cables  is  made 
very  large  to  keep  down  the  number  of  sheaves,  the  life  of  the 
cable  due  to  bending  stresses  set  up  will  be  very  seriously  short- 
ened. With  two  running  ends  of  cable  passing  into  the  ladder 
hoist  wincii,  most  modern  dredges  from  71/^  ft.  up  use  -20  or 
more  parts  of  cable  in  the  tackle.  The  cumulative  stress  in  the 
cable  due  to  friction  of  the  sheaves  is  of  course  greater  in  the 
ends  running  into  the  wincli  than  in  those  parts  coming  at  the 
bucket  end.  A  factor  of  safety  of  five  based  on  published  tables 
of  the  manufacturers  is  none  too  much. 

The  links  between  each  of  the  sheaves  for  supporting  thorn 
should  be  packed  like  the  eye  bars  of  a  bridge  so  that  the  bending 
moments  in  the  pins  Avill  tend  to  cancel  each  other  instead  of  being 
cumulative  and  thereby  keep  the  diameter  within  reasonabU^  lim- 
its. Sheaves  have  been  made  of  carbon  steel,  cast  iron  and,  in  some 
recent  cases,  of  manganese  steel.  This  latter  material,  due  to  its 
great  wearing  qualities,  is  suited  better  than  the  other  materials 
for  this  service.  Eecent  tests  have  shown  that  it  is  somewhat 
easier  on  the  cables. 

The  digging  ladder  is  usually  of  plate  girder  design  and  tiiis 
shape  is  by  far  the  best.  It  is  subjected  to  cross  bending  stresses 
and  in  addition  must  act  as  a  column.  Also,  when  the  dredge  is 
swinging  there  is  a  tendency  to  buckling  due  to  the  tension  caused 
by  the  bow  lines.  The  depth  of  the  girder  at  the  center 
is  usually  from  1/10  to  1/12  of  the  length.  The  stresses  can 
be  computed  from  the  strain  sheet.  Usually  the  fiber  stress 
in  the  tension  side  is  limited  to  13,500  lb.  per  sq.  in.  and  15,000 
lb.  per  sq.  in.  on  the  compression  side.  The  material  is  ordinary 
structural  steel  having  the  chemical  and  physical  characteristics 
of  the  material  used  in  railway  l)ridge  construction. 

The  riveting  must  l)e  very  well  done  and  the  splices  are  usually 
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designed  to  have  25  per  cent  excess  strength  over  the  solid  sec- 
tions. 

The  stacker  is  what  is  ordinarily  known  as  a  Warren  girder. 
It  is  pivoted  on  the  stern  of  the  dredge  and  snpported  by  tackle 
at  two  points.  In  determining  the  stresses  it  is  drawn  in  skeleton 
t)ntline  at  an  angle  of  18  deg.  with  the  surface  of  the  deck,  as  this 
angle  is  the  greatest  at  which  boulders  can  be  elevated  by  con- 
veyor belts  without  excessive  slipping  and  rolling.  The  same 
grade  of  structural  material  is  used  in  its  construction  as  in  the 
digging  ladder  and  the  same  care  must  be  used  in  supplying  it 
with  ample  gusset  plates  at  the  panel  points  and  with  good  rivet- 
ing. 

Dredges  run  24  hours  a  day  every  day  in  the  year  except 
Christmas  and  the  Fourth  of  July,  or  when  operations  cease  due 
to  cleaning  up  or  on  account  of  repairs.  Well  designed  dredges 
have  a  running  efficiency  as  high  as  80  per  cent  over  a  period  of 
12  months.  This  means  that  gravel  is  actually  passing  through 
the  machine  and  being  washed  during  80  per  cent  of  each  12 
months'  period.  When  the  hard  duty,  excessive  wear  and  racking 
strains  of  these  machines  are  considered,  it  speaks  well  for  their 
designers  and  operators. 

S.  L.  G.  Knox  (Avritten).  It  is  the  writer's  opinion  that  the 
materials  commonly  used  in  bucket  bottoms  are  cheap  per  yard 
handled  in  direct  proportion  to  their  cost  per  pound;  that  is, 
carbon  steel,  cheapest  per  pound,  is  most  expensive  in  wear  and 
breakage;  nickel  and  nickel  chrome  come  next,  and  probably 
manganese  steel  is  the  cheapest  per  yard,  although  the  latter  has 
not  yet  been  used  widely  enough  for  bucket  bottoms  to  justify 
final  conclusions.  Teeth  on  the  lips  could  be  used  to  excellent 
advantage  in  some  cases — not  onl}'  wdiere  the  digging  of  exces- 
sively hard  gravel  or  bedrock  would  be  facilitated  thereby,  but 
also  where  sticky  clay  is  encountered.  In  the  latter  case  there 
is  no  difficulty  in  digging  to  be  overcome  by  the  use  of  teeth,  but 
the  teeth  break  up  the  material  entering  the  bucket  in  such  a  way 
as  to  prevent  it  from  lying  close  and  solid  against  the  hood:  this 
squeezes  out  the  air,  and  so  prevents  the  material  from  dum])ing. 

Among  the  frequent  and  troublesome  renewals  on  a  placer 
dredge  are  the  upper  tumbler  plates.  These  must  be  firndy  bolted, 
as  they  are  subjected  to  constant  and  heavy  blows  fiom  the  bucket 
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chain,  and  as  the  nuts  are  unavoidably  difficult  to  get  at  much 
delay  results.  On  some  dredges  now  being  built  the  bolts  have 
key  slots  and  double  keys  instead  of  nuts,  so  that  a  blow  of  a 
hammer  will  either  tighten  or  loosen  the  bolt  as  may  be  desired. 

Although  there  is  an  advantage  in  using  a  7  or  8-sided  lower 
tumbler,  the  writer  sees  no  virtue  in  a  7  or  8-sided  upper  tumbler, 
as  it  would  be  difficult  to  secure  a  good  driving  grip  on  the 
bucket  chain,  and  as  the  weight  not  only  of  the  tumbler,  but  of 
the  tumbler  shaft,  gears  and  bearings  of  the  whole  main  drive 
would  1)6  proportionately  increased.  In  the  largest  and  best  ele- 
vator dredges  for  other  than  placer  dredging,  there  are  rarely 
if  ever  more  than  five  sides  to  the  upper  tumbler,  and,  considering 
the  great  saving  in  cost  of  the  whole  driving  system,  which  is  one 
of  the  heavy  units  of  the  dredge  machinery,  this  practice  has 
much  to  commend  it. 

The  writer  does  not  agree  with  the  author's  comments  on  the 
disadvantages  of  concentric  support  of  the  digging  ladder  (Par. 
53).  Several  different  methods  of  accomplishing  this  have  been 
worked  out,  and  it  is  possible  to  secure  the  operating  advantages 
of  this  arrangement  without  making  it  more  difficult  to  remove 
the  upper  tumbler  and  shaft,  and  with  a  decrease  of  weight  and 
cost,  as  coiiipared  with  the  independent  suspension.  A  new 
method  of  accomplishing  this  which  requires  no  bearing  castings, 
and  does  away  with  the  eccentric  stresses  on  ladder  ends  and 
gantry  brackets,  calling  for  excessive  weight  and  cost  in  some 
of  the  designs  previousl}'  adopted,  is  being  installed  on  several 
large  dredges  now  under  construction. 

To  overcome  such  difficulties  as  unavoidable  inaccuracies  of 
pitch  in  the  large  gearing  required  for  driving  the  upper  tumbler 
shaft,  distortion  of  the  pulley  shaft  due  to  the  necessity  of  driv- 
ing the  gearing  by  a  belt  or  pulley  which  lies  outside  the  gear 
train,  and  therefore  transmitting  all  the  load  through  a  short 
length  of  shaft  to  the  near  pinion,  and  half  the  load  to  the  remote 
pinion,  there  has  been  introduced  into  the  design  of  some  recent 
large  dredges  differential  pulley  shafts,  working  on  the  principle 
of  the  differential  in  the  rear  axle  of  an  automobile,  but  without 
gears,  as  a  siiiii)le  system  of  levers  and  sliding  blocks  gives  all  the 
motion  required.  In  this  way  the  power  is  always  divided  exactly 
between  two  trains  of  gearing,  regardless  of  any  inaccuracies  of 
pitch  or  torsional  yield  of  shafting,  and  no  portion  of  the  pulley 
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shaft  is  supported  by  more  than  two  bearings,  which  is  the  ideal 
arrangement  when  a  perfectly  stable  foundation  is  impracticable. 

In  some  recent  dredges  the  usual  type  of  save-all  grizzly  has 
been  radically  departed  from.  The  material,  instead  of  falling 
against  a  screen  of  bars  arranged  closely  together,  and  set  at  a 
steep  angle,  so  that  much  of  the  material  slides  off  into  the  well 
hole  without  reaching  the  sluice,  falls  upon  a  stout  table  having 
only  enough  slope  from  the  horizontal  to  permit  the  material  to 
slide  forward  over  a  set  of  grizzly  bars  which  reject  the  large 
stuff  into  the  well  hole  and  drop  the  fine  material  onto  a  series  of 
save-all  sluices. 

It  seems  to  be  the  common  belief  that  two  equal  spuds  should 
be  provided,  so  that  if  one  breaks,  there  will  be  another  available 
to  carry  on  the  work  while  the  injured  one  is  being  repaired.  The 
writer  sees  no  reason  why  spuds  should  break  more  than  digging 
ladders  or  bow  gantries,  and  states  that  whenever  they  have  been 
properly  designed,  they  have  stood  up  .to  their  duty  as  surely  as 
any  other  part  of  the  dredge.  In  figuring  the  possible  stresses  in 
some  of  the  spuds  that  have  broken  the  writer  has  proved  them 
to  go  up  to  40,000  lb.  and  60,000  lb.  per  sq.  in.,  which  explains  why 
they  broke. 

One  cause  of  bending  spuds  often  overlooked  results  from 
swinging  the  dredge  after  one  corner  has  come  in  contact  with  the 
tailings  pile.  This  may  result  in  bending  the  spud  backward,  but 
may  be  overcome  by  limiting  the  strength  of  the  lower  spud 
keepers,  so  that  they  will  pull  out  under  a  less  outward  force  than 
will  bend  the  spud. 

In  concluding  the  writer  called  attention  to  the  conservatism 
of  dredging  companies,  who  have  now  at  their  ooninmnd  a  vorv 
satisfactory  instrument,  and  are  rather  slow  in  adopting  more  or 
less  radical  changes. 

Mr.  Knox  told  further  of  a  novel  method  of  checking  the  stress 
diagram.  He  laid  a  Bristol  recording  gage  on  its  side,  connected 
a  reach  rod  with  the  spud,  let  the  pencil  rest  on  the  revolving 
dial,  and  kept  it  running  for  48  hours.  As  the  dredge  yielded 
back  and  forward  under  the  pressure  at  the  point  of  the  dig- 
ging ladder,  it  moved  the  pencil  out  and  in,  and  an  exact  record 
was  made  on  the  revolving  disk.  The  springs  were  tested  by 
the  maker  when  they  were  turned  out.  nnrl  thoiv  wns  an  exa^f 
record  of  the  number  of  pounds  that  would  compress  each  spring 
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an  inrh.  so  that  the  rlifferoiico  Ix'lween  the  point  of  support  and 
the  leverages  was  known,  and  in  that  way  an  automatic  record 
was  obtained,  the  first  ever  made  of  the  actual  stresses  in  the 
(li'edge.  It  was  this  wliich  led  the  writer  to  put  the  dredge  spud 
in  the  center  on  the  dredges  thov  are  now  building,  using  a  single 
spud.  That  divides  the  stress  equally  between  two  main  trusses, 
takes  all  torsion  stresses  out.  and  saves  weight  in  the  hull.  There 
is  of  course  a  Avalking  spud  which  has  about  five-eighths  of  the 
stress  of  the  other  spud. 

Charles  Whiting  Baker  explained  why  the  ladder  dredge 
is  practically  the  only  one  of  the  four  existing  types  of  dredges 
suited  to  gold  dredging.  Both  the  clauishell  and  the  dipper 
dredges  let  out  part  of  the  water  and  mud  as  the  bucket  comes 
up,  and  with  it  some  of  the  gold.  As  to  the  hydraulic  dredge, 
it  is  best  adapted  to  clay  and  sand,  while  gold  is  usually  found 
in  rather  coarse  material.  It  is  true  that  hydraulic  dredges  have 
been  developed  so  that  they  will  work  satisfactorily  with  occa- 
sional boulders  the  size  of  a  man's  head  and  sometimes  larger, 
but  en  the  whole  there  is  every  reason  to  believe  that  the  ladder 
dredge  is  the  type  destined  to  be  used  pnnanently  for  the  saving 
of  the  gold  in  gravel. 

A  dredge  of  that  sort,  in  order  to  be  efficient,  has  to  be  a  pretty 
fair-sized  machine,  since  otherwise  the  capacity  of  any  one  single 
bucket  is  too  small  to  handle  a  large  size  cobblestone;  on  the  other 
hand  a  large  size  bucket  means  a  large  and  expensive  machine. 

There  are  many  places  where  it  would  1)e  desiral)le  to  operate  a 
drerlging  plant  on  a  small  scale,  and  the  present  large,  heavy  and 
exp('nsi\e  ladder  dredge  is  not  suitable  for  such  work;  there 
may  be.  however,  special  kiuds  of  dredging  machinery  for  use  in 
the  case  of  smaller  undertakings,  which  could  have  a  bucket 
closed  at  the  back,  and  not  opeo  like  an  ordinary  dipper  dredge, 
and  could  handle  good  paying  ground  to  much  advantage. 

To  give  an  idea  of  the  dill'ereiit  tyjies  of  dredges  used  at  the 
present  time,  Mr.  Baker  described  the  work  on  the  Panama  Canal, 
and  the  latest  dredge  down  there.  The  old  French  excavating 
machine  used  in  the  Culebra  cut  was  an  endless  chain  l)ucket  ex- 
caxator  wliich  is  one  of  the  finest  machines  to  do  work  with  where 
there   is   iriaindar  earlli    wliidi   handles   well,  such    as   sand,   or 
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gravel,  but  ^vhich  is  oxtrcinely  iiifoiivi'uienl  for  ilijrg'm^^  wot  diiy 
which  sticks  in  the  biickels  and  stays  there.  On  the  Panania 
Canal,  however,  clay  and  rock  are  the  two  classes  of  materials 
that  one  has  to  deal  with.  It  is  quite  clear,  with  the  experience 
that  has  now  been  gained,  that  the  Culebra  Cut  could  never  have 
been  successfully  dug  with  that  type  of  machine,  because  it  is 
not  suited  to  handle  either  clay  or  broken,  blasted  rock.  When 
the  steam  shovel  was  invented,  it  was  not  expected  to  handle 
anything  but  ordinary  dirt,  but  it  can  now  handle  anything  that 
can  be  l)alanced  acro.ss  the  bucket. 

Mr.  Baker  further  described  other  kinds  of  dredges  used  on  the 
Panauia  Canal,  and  expressed  the  general  view  that  while  ex- 
cellent work  had  been  done  by  American  engineers  in  develoi)iiig 
the  dipper  type  of  excavator,  there  was  a  little  too  much  in- 
clination in  this  country  to  neglect  the  possibilities  of  the  ladder 
excavator. 

E.  G-iTiBON  Spilsbury  described  another  type  of  gold  dredge 
used  in  the  placers  of  Siberia-  wdiich  is  somewhat  on  the  type 
of  the  dipper  dredge,  but  with  a  closed  bucket.  It  is  a  com- 
paratively cheap  machine  to  build.  It  works  from  the  end  of 
a  crane  boom  having  a  large  radius,  and  is  dropped  down  in  one 
direction,  and  a  lead  rope  drags  it  through  the  mud  or  gravel ; 
then  it  reverses  and  brings  up  and  discharges  the  material  on 
gold-saving  tables.  These  dredges  have  done  remarkably  good 
work  and  been  very  profitable  to  operate.  Answering  an  in- 
quiry, Mr.  Spilsbury  stated  that  there  is  no  method  of  cleaning 
the  surface  of  the  rock  more  thoroughly,  either  by  suction,  watci- 
jet,  or  otherwise,  supplementary  to  the  work  of  the  ladder  dredge, 
but  the  modern  dredges  are  so  powerful  that,  as  a  matter  of  fact, 
they  cut  from  three  to  six  inches  otl'  the  bed  rock  in  nearly  all 
cases.  The  bed  rock  is  more  or  less  soft,  especially  in  California, 
and  the  dredge  actually  cuts  enough  from  its  surface  to  be  snrc 
that  they  get  evei-ything  lying  on  the  bed  rock. 

John  M.  Sherrekd  added  that  the  reason  why  these  dredges  are 
able  to  go  through  the  six  inches  or  one  foot  of  rock  or  slate  is 
because  of  the  use  of  manganese  steel  lips.  The  latest  idea  in  this 
direction  is  to  make  the  whole  bucket  of  manganese  steel.    Such 
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buckets  seem  to  be  very  successful,  and  possibly  they  will  be 
regularly  used  for  this  purpose  in  the  future.  Those  made  up  to 
the  present  time  run  5,  9,  and  even  12  and  13  cu.  ft.  capacity. 

H.  S.  Wood  (written)  could  not  endorse  a  six-sided  top 
tumbler.  Practically  all  English  ladder  dredges  have  four-sided 
top  tumblers.  This  made  the  chain  slap  so  much  by  the  lift  of  the 
tumbler  corners  that  Mr.  A.  W.  Robinson  sought  to  improve  the 
possible  speed  of  the  chain  by  making  the  top  tumbler  five-sided. 
The  improvement  was  marked,  but  at  least  once  the  top  tumbler 
slipped  around  one  link  space  (72  deg.)  under  the  chain  without 
carrying  the  chain  with  it,  the  digging  bucket  having  caught 
under  a  boulder.  If  a  five-sided  tumbler  permits  this,  a  six-sided 
one  will  be  much  more  unreliable  in  hard  digging. 

The  author  presented  no  closure. — Editor. 
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By  Thos.  R.  Weymouth,  Oil  City,  Pa. 

Member  of  the  Society 

The  extensive  increase  in  the  production  and  distribution  of 
natural  gas  in  recent  years  has  given  rise  to  engineering  problems 
of  more  or  less  unique  interest.  For  a  considerable  period  after 
natural  gas  had  become  an  important  factor  in  industrial  life  it  was 
handled  almost  entirely  by  rule  of  thumb  methods,  but  with  the 
advent  of  large  compressing  stations  and  the  enforced  realization 
that  the  gas  supply  is  not  by  any  means  unlimited,  the  application 
of  engineering  principles  became  essential,  not  only  to  secure  greater 
economy,  but  also  to  cope  successfully  with  the  growing  complexity 
of  the  problems  encountered.  The  object  of  this  paper  is  to  present 
the  most  important  of  these  problems  and  to  outline  the  methods 
used  in  solving  them.  First,  however,  a  brief  account  of  the  char- 
acteristics of  natural  gas  as  it  is  found  in  America,  may  not  be  out 
of  place. 

PROPERTIES    OF   NATURAL   GAS 

2  Origin  and  Composilion.  Natural  gas  and  petroleum  are 
closely  related  and  it  is  generally  believed  that  they  have  been  gen- 
erated in  the  earth  by  the  same  process.  What  this  process  is,  or 
may  have  been,  is  a  question  of  pure  speculation  among  scientists, 
two  principal  theories  having  been  advanced  to  explain  it,  both 
based  upon  geological  observations. 

3  The  first  hypothesis,  the  so-called  chemical,  or  inorganic 
theory,  holds  that  the  gas  is  constantly  being  formed  by  the  action 
of  water  on  the  carbides  of  different  metals  in  the  far  inner  regions 
of  the  earth,  thus  producing  the  hydrocarbons  forming  the  principal 
constituents  of  natural  gas.  These  hydrocarbons  are  then  forced 
outward  toward  the  earth's  surface  by  the  high  pressures  generated 
until  they  finally  lodge  in  the  porous  rocks  where  they  arc  found. 
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4  The  second,  or  organic  theory,  maintains  that  the  hydro- 
carbons were  formed  by  the  partial  decomposition  under  water,  of 
animal  or  vegetable  matter  in  the  rock  strata  where  the  gas  is  now 
found. 

5  There  are  many  arguments  in  support  of  each  theory,  as  it  is 
known  that  hydrocarbons  can  be  produced  by  either  of  the  methods 
suggested.  This  being  so,  it  seems  reasonable  to  suppose  that  both 
agencies  were  at  work  and  that  each  may  claim  its  share  of  the 
credit  for  the  production  of  the  vast  quantities  of  gas  obtained 
throughout  the  world. 

6  By  whatever  manner  produced,  however,  the  fact  remains  that 
hydrocarbons  form  the  principal  constituents  of  natural  gas  as 
found  in  America,  although  other  gases  are  present  in  widely  vary- 
ing, but  relatively  small  proportions. 

7  The  analyses  of  gases  found  in  pools  covering  practically  the 
whole  productive  area  of  the  United  States  are  given  in  Table  1, 
which  was  compiled  from  various  sources,  principally  the  reports 
of  the  Geological  Survey  of  West  Virginia,^  and  of  Kansas.^  These 
reports  give  very  complete  discussions  of  the  theories  mentioned, 
and  describe  in  detail  what  the  author  believes  to  be  the  most 
reliable  analytical  work  done  on  natural  gas,  namely,  that  of  Prof. 
F.  C.  Phillips  on  Permsylvania  Natural  Gas,  in  1887,  and  that  of 
Cady  and  McFarland  on  the  Gases  of  Kansas,  in  1906. 

8  The  table  shows  the  apparent  lack  of  uniformity  existing  in 
the  constitution  of  natural  gas  from  different  fields;  but  the  most 
noticeable  feature  is  the  great  preponderance  of  hydrocarbons, 
especially  of  the  methane,  or  paraffin  series.  This  group  has  the 
general  chemical  formula  CnH2n+2,  its  chief  member  being  methane, 
or  marsh  gas  (CH4).  Methane  occurs  in  all  natural  gas  in  propor- 
tions varying  from  about  14  per  cent  up  to  97  per  cent.  It  possesses 
high  heating  value  but  has  practically  no  illuminating  properties. 

9  The  second  member  of  the  series,  ethane  (C2H6),  occurs  in  per- 
centages ranging  from  0  up  to  '40  or  more.  This  gas  is  of  much 
higher  fuel  value  than  methane,  is  considerably  heavier,  and  pos- 
sesses greater  illuminating  properties.  Thus  the  heating  value, 
specific  gravity,  and  illuminating  value  of  the  gas  in  which  it  occurs 
are  all  raised  by  the  presence  of  ethane. 

10  The  higher  members  of  this  series,  propane  (CsHg)  and  butane 
(CjHio),  are  present  in  dry  gas  only  in  minute  quantities,  if  at  all, 
and  they  are  consequently  of  small  importance. 
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11  Of  the  olefinc  series,  or  so-called  "illuminants,"  having  the 
general  formula  CnH2n,  the  only  member  present  in  measurable 
quantity  is  the  leading  one  of  the  group,  ethylene  (C2H4),  and  this 
only  in  a  fraction  of  1  per  cent. 

12  Carbon  monoxide  (CO)  is  occasionally  reported,  although  in 
such  small  proportion  as  to  add  very  little  to  the  fuel  value  of  the 
gas. 

13  Hydrogen  has  been  reported  in  many  analyses  of  natural  gas, 
but,  as  has  been  pointed  out  by  Phillips,  Cady  and  McFarland,  these 
indications  were  probably  due  to  erroneous  deductions  from  experi- 
mental results,  and  it  is  extremely  doubtful  if  free  hydrogen  is  ever 
present. 

14  Hydrogen  sulphide  (H2S)  is  found  in  the  natural  gas  from  a 
few  isolated  areas,  but  is  not  at  all  general.  Its  presence  is  indicated 
by  a  distinctive  odor.  At  most,  it  exists  in  but  a  small  fraction  of  1 
per  cent  and  is,  therefore,  relatively  unimportant. 

15  The  above  list  comprises  all  the  gases  ever  found  in  natural 
gas  that  contribute  to  its  heating  value,  and  it  will  be  seen  that  the 
only  ones  of  any  practical  importance  are  methane  and  ethane,  the 
first  two  members  of  the  paraffin  series. 

16  In  addition  to  the  above,  there  are  always  found  a  number  of 
inert  gases,  chief  of  which  is  nitrogen  (N),  ranging  from  less  than 
1  per  cent  to  almost  83  per  cent  in  the  various  gases  as  shown 
in  Table  1.  The  majority  of  natural  gases,  however,  that  exist 
in  any  considerable  quantity,  or  come  from  any  great  depth, 
seldom  exceed  10  per  cent  in  nitrogen  content,  and  usually  range 
from  4  to  7  per  cent.  Nitrogen  is  a  non-reactive,  elementary  gas 
that  acts  merely  as  a  diluent  of  the  natural  gas,  reducing  its  fuel 
value. 

17  Next  in  importance  is  carbon  dioxide  (CO2),  which  is  found 
in  proportions  ranging  from  0  up  to  about  4  per  cent.  It  acts  in  the 
same  manner  as  nitrogen,  by  reducing  the  effective  heating  value  of 
the  gas. 

18  Oxygen  has  frequently  been  reported  in  varying  quantities, 
but  the  probability  is  that  it  is  present  in  traces  only,  and  that  the 
apparent  high  percentages  sometimes  reported  were  due  to  the 
samples  having  become  contaminated  by  air. 

19  The  work  of  Cady  and  McFarland  has  shown  that  in  all 
probability  the  element  helium  is  a  constituent  of  nearly  all  natural 
gases,  together  with  other  members  of  the  argon  group.    Helium  was 
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found  in  the  Kansas  gases  in  percentages  as  high  as  1.8,  and  in  only 
one  case  of  ail  the  gases  tested  was  none  found.  Inasmuch  as  no 
effort  was  made  to  detect  this  gas  in  any  former  analyses,  it  is  prob- 
able that  it  was  present,  although  undetected,  since  it  was  usual  to 
consider  as  nitrogen  all  residue  left  after  determining  the  other  gases 
present. 

20  From  the  above  it  will  be  seen  that  while  natural  gas  may 
contain  a  considerable  number  of  constituent  gases,  the  great  bulk 
of  it  is  composed  principally  of  but  four  or  five  of  any  importance. 

2 1  In  Table  1  the  gases  marked  with  an  asterisk  are  samples  that 
came  from  small  shallow  wells,  or  were  otherwise  abnormal,  and 
thus  cannot  be  considered  as  representative.  Excluding  these  from 
the  list  and  striking  an  average  of  those  remaining,  the  constitution 
of  what  may  be  termed  the  average  natural  gas,  after  slight  modi- 
fications in  accordance  with  the  above  discussion,  would  be  about 
as  in  Table  2. 

TABLE  2  CONSTITUTION  OF  THE  AVERAGE  NATURAL  GAS 

Methane  (CIL,) 87 . 00 

Ethane  (CzHs) 6.50 

Ethylene  (CjHO 0.20 

Carbon  monoxide  (CO) 0.20 

Hydrogen  (H) trace 

Nitrogen  (Nj) 5.50 

Carbon  dioxide  (CO2) 0.50 

Helium  (He) 0. 10 

Oxygen  (O2) trace 

B.t.u.  per  cu.  ft.  at  29.82  in.  and  60  deg.  =  887.3. 
Specific  gravity  =  0.6135. 

22  Heating  Value  of  Natural  Gas.  The  fuel  value  of  natural  gas 
depends  principally  upon  the  relative  proportions  present  of  methane, 
ethane,  and  the  inert  gases,  such  as  nitrogen  and  carbon  dioxide. 
The  only  satisfactory  manner  of  ascertaining  the  heating  value  is  by 
means  of  calorimetric  determinations,  but  as  very  few  of  these  were 
reported  with  the  analyses  shown  in  Table  1 ,  and  in  order  to  arrive 
at  some  comparative  idea  of  the  relative  fuel  values  of  the  various 
gases  listed,  column  14  is  given,  showing  the  b.t.u.  per  cu.  ft.  as 
computed  from  the  analyses.  In  making  calculations,  the  constants 
in  Table  3  wore  used. 

2.3  In  the  discussion  of  properties  of  gases  it  is  necessary  to 
refer  all  volumes  to  some  definite  standards  of  pressure  a,nd  tem- 
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perature.  The  standards  most  used  in  scientific  work  are  29.92  in. 
(760  mm.)  of  mercury,  corres])undinp;  to  14.7  lb.  per  sq.  in.  for  the 
pressure  base,  and  32  deg.  fahr.  (0  dcg.  cent.)  for  that  of  the  tem- 
perature, while  in  industrial  work  30  in.  of  mercury  and  GO  dog. 
fahr.  are  largely  used.  Some  years  ago,  F.  H.  Oliphant,  geologist 
for  the  Standard  Oil  Company,  published  a  handbook  on  natural 
gas,  in  which  he  established  the  pressure  base  of  14.05  lb.  per  sq. 
in.  absolute,  and  temperature  base  of  60  deg.  fafir.,  and  since  that 
time  it  has  been  customary  for  natural  gas  men  to  refer  their  meas- 
urements to  these  bases.  A  pressure  of  14.65  lb.  per  sq.  in.  is  4  oz. 
above  an  average  assumed  atmospheric  pressure  of  14.4  lb.,  the 
latter  being  the  average  at  about  the  elevation  of  the  Great  Lakes, 
which  elevation  was  considered  as  fairly  representing  that  of  most  of 

TABLE  3    HEATING  VALUE  AND  SPECIFIC  GRAVITY  OF  THE  GASES  FOUND 

IN  NATURAL  GAS 


Kind  of  Gas  Symbol 

Methane CH* 

Ethane CjH, 

Ethylene C2H4 

Carbon  monoxide CO 

Hydrogen H 

Hydrogen  sulphide H2S 

Nitrogen N2 

Carbon  dioxide COj 

Helium He 

Oxygen O2 

the  gas  fields.  Thus,  4-oz.  gas  is  the  generally  accepted  pressure 
unit  of  measurement  among  natural  gas  men  and  will  be  so  con- 
sidered throughout  this  paper.  Frequently  gas  is  bought  or  sold  on 
different  i)ressure  bases,  and  in  such  cases  the  corresponding  absolute 
pressures  are  determined  by  considering  atmospheric  pressure  as 
being  equal  to  14.4  lb.  per  sq.  in.,  as  for  instance,  a  10-oz.  selling 
base  corresponds  to  14.4+0.625  =  15.025  lb.  absolute. 

24  Conforming  with  this  usage,  therefore,  all  formulae,  heating 
values,  etc.,  throughout  this  paper  are  given  for  the  unit  of  measure- 
ment as  being  1  cu.  ft.  at  60  deg.  fahr!  and  14.65  lb.  per  sq.  in.  abso- 
lute (29.82  in.  of  mercury),  which  is  commonly  referred  to  as  "gas 
standard." 

25  It  will  be  noted  in  Table  1  that  the  heating  values  given  are 


Net  Heating 

Specific 

Value,  B.T.U. 

Gravity 

per  Cu.  Ft. 

Air  =  1.0 

897 

0.5529 

1594 

1.0368 

1471 

0.9676 

322 

0.9671 

271 

0.0692 

615 

1 . 1769 

0.9701 

1.5195 

0.1382 

1 . 1052 
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the  net  or  low  values.  In  publishing  gas  analyses  or  constants, 
many  writers,  in  fact,  most  of  them,  give  the  high  values,  but  the 
author  believes  the  low  to  be  more  rational,  inasmuch  as  in  nearly 
all  uses  to  which  natural  gas  is  put  as  a  fuel,  it  is  impossible  to  re- 
cover the  latent  heat  of  vaporization  of  the  steam  formed  by  the 
combustion,  and  therefore  the  net  heating  values  give  a  more  truth- 
ful conception  of  the  actual  worth  of  the  gas  for  fuel  purposes. 

26  When  it  is  impossible  to  obtain  a  calorimetric  determination 
of  the  heating  value  of  a  particular  gas,  the  next  best  procedure  is 
to  compute  it  from  the  chemical  analysis  of  the  gas,  using  the  values 
shown  in  Table  3  for  the  heating  values  of  the  constituent  gases. 
This,  of  course,  is  done  by  multiplying  the  percentage  of  each  gas 
present  by  its  corresponding  heating  value  per  cubic  foot,  and  add- 
ing the  products.  The  specific  gravity  is  obtained  by  computation 
in  precisely  the  same  manner.  Such  computed  results  are  necessarily 
subject  to  whatever  errors  there  may  be  in  the  analysis  of  the  gas, 
and  unless  this  has  been  done  with  great  care  and  precision,  a  wide 
discrepancy  may  exist  between  the  calculated  and  actual  values. 

27  It  is  oftentimes  desirable  to  gain  an  approximate  knowledge 
of  the  heating  value  of  a  gas  when  neither  a  calorimetric  determina- 
tion nor  a  chemical  analysis  is  available.  In  such  cases,  a  fair  "guess" 
may  be  made  from  a  determination  of  the  specific  gravity  of  the  gas, 
provided  it  is  known  to  be  a  normal  "dry"  gas  without  freakish 
tendencies.  The  specific  gravity  is  readily  determined  by  the 
effusion  method,  in  which  the  time  required  to  pass  a  given  quantity 
of  the  gas  through  a  pin-hole  orifice  in  a  thin  plate  under  a  given 
head,  or  pressure,  is  divided  by  the  time  required  to  pass  the  same 
quantity  of  air  through  the  same  orifice  and  under  the  same  pressure ; 
the  square  of  the  quotient  being  the  specific  gravity  of  the  gas, 
referred  to  air.  For  most  reliable  results  the  air  and  the  gas  should 
be  run  at  the  same  temperature,  to  avoid  the  necessity  of  a  correc- 
tion for  this  factor. 

28  An  approximate  formula  for  determining  the  heating  value 
from  the  specific  gravity  may  be  derived  from  the  following  considera- 
tions. In  the  analysis  given  in  Par.  21  for  an  average  natural  gas, 
and  which  represents  the  average  constitution  of  the  gases  considered 
as  representative  in  Table  1,  it  will  be  seen  that  of  the  combustible 
gases,  methane  and  ethane,  comprise  93.5  per  cent  of  the  whole  and 
ethylene  and  carbon  monoxide  comprise  0.2  per  cent  each.  No 
great  error  will  be  made,  therefore,  if  these  two  latter  gases  are  con- 


THOS.    R.    WEYMOUTH  1^3 

sidered  as  being  a  part  of  the  paraffin  group,  especially  since  ethylene 
and  ethane  do  not  differ  greatly  in  either  heating  value  or  specific 
gravity.  The  inert  gases  may  likewise  be  combined  m  one  group,  of 
which  the  resultiug  specific  gravity  may  be  considered  equal  to  1.0. 
Consequently,  for  approximate  results,  the  average  natural  gas  may 
be  regarded  as  made  up  of  three  distinct  gases,  methane,  ethane, 
and  ''inerts,"  of  which  the  heating  values  and  specific  gravities  may 
be  considered  as  in  Table  4. 

29  Representing  the  relative  volumetric  proportions  of  these 
gases,  expressed  decimally,  as  m,  e,  and  i,  respectively,  the  following 
relations  will  obtain: 

w+e+i  =  1.0 W 

H  =  897m+1594e [2] 

G  =  0.5529w+1.0368e+1.0i [3] 

in  which  F  =  the  lower  heating  value  in  b.t.u.  per  cu.  ft.  of  natural 
gas  at  gas  standard,  and  G  =  the  specific  gravity  of  the  gas.  Elimi- 
nating m  and  e  from  equations  [1],  [2],  and  [3],  the  heating  value  of 
the  gas  may  be  expressed  in  terms  of  i  and  G  as 

//  =  1440G-154K+ 100.6 W 

30    The  sum  total  of  the  percentages  of  the  inerts  given  in  Par. 
21  is  0.061  =i.    Substituting  this  in  equation  [4] 

/f  =  1440(?+6.6 [5] 

Applying  equation  [5]  to  the  average  gas  of  Table  2,  of  which  the 

TABLE  4     HEATING   VALUE  AND  SPECIFIC    GRAVITY  OF  METHANE.  ETHANE 

AND   INERTS 

Kind  of  Gas 

Methane 

Ethane 

Inerts 


.t.u.  per  Cu.  Ft. 

Specific  Gravity 

897 

0.5529 

1594 

1.0368 

1.0000 

specific  gravity  is  0.6135,  it  would  indicate  the  gas  to  have  a  fuel 
value  of  H  =  890  b.t.u.  per  cu.  ft.,  as  compared  with  a  value  of  887.3 
as  computed  from  analysis.  ,  ,,    ,        .     . 

31  The  values  of  H  and  G  given  in  Tabic  1,  when  plotted  against 
each  other,  yield  the  result  shown  in  Fig.  1.  In  this  figure,  only 
those  gases  considered  as  representative,  and  not  marked  with  an 
asterisk,  have  been  plotted.  The  resulting  points  are  very  widely 
scattered,  but  the  general  tendency  is  toward  an  increasing  value  of 
H  with  increasing  G,  as  would  naturally  be  expected,  and  it  must  be 
remembered  that  many  of  the  analyses  plotted  cannot  be  vouched 
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for  as  to  accuracy;  in  fact  it  is  reasonably  certain  that  they  are  in- 
accurate. The  diagonal  line  drawn  in  the  figure  is  the  graph  of 
equation  [5],  and  is  not  far  from  an  average  line  through  the  points 
shown.  It  is  fair  to  conclude,  therefore,  that  for  purely  approximate 
work,  a  reasonable  notion  of  the  heating  value  of  natural  gas  may 
be  obtained  from  the  known  specific  gravity  by  using  equation  [5]. 
When  the  locality  is  known  from  which  the  gas  is  derived,  the  ap- 
proximate proportion  of  the  inert  gases  may  be  learned  by  selecting, 
from  Table  1,  a  gas  from  the  same  field,  and  the  heating  value  com- 
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Fia.  1    CuBVB  SHOWING  Relations  of  Heat  Content  and  Specific  Gravitt 
OF  Gas,  fbou  Table  1 

puted  by  means  of  equation  [4].  The  values  calculated  in  this  way 
are  shown  in  colunm  15  of  Table  1,  and  may  be  compared  with  those 
computed  directly  from  the  analyses. 

32  As  stated,  no  great  degree  of  accuracy  is  claimed  for  this 
method  of  computation,  but  the  author  has  frequently  found  it  of 
great  convenience  where  6ther  and  better  methods  were  not  avail- 
able. The  comparative  values  shown  in  the  table  as  computed  from 
the  analyses  and  by  equation  [4],  indicate  that  a  fair  degree  of  ap- 
proximation can  be  attained  by  it. 
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33  Reference  has  been  made  to  "dry"  gas.  This  term  is  used  to 
designate  the  ordinary  natural  gas  coming  from  a  well  producing 
gas  exclusively,  as  distinguished  from  that- coming  from  an  oil  well, 
which  is  called  "wet."  These  terms  have  no  reference  to  water  vapor 
in  the  gas,  but  imply  the  absence  or  presence  of  vapors  of  hydro- 
carbons higher  in  their  respective  series  than  those  discussed  above. 

TRANSMISSION    OF    NATURAL   GAS 

34     Pipe-Line  Flow  Formula.     In  the  design  of  pipe  lines  for  the 
transmission  of  natural  gas  from  the  field  to  the  points  of  consump- 
tion it  is  necessary  to  make  use  of  a  formula  expressing  the  relations 
to  each  other  of  the  quantity  and  initial  and  final  pressures  of  the 
gas,  and  the  diameter  and  length  of  line.   Many  such  formulae  have 
been  proposed  giving  widely  differing  results.    In  nearly  all  of  them 
the  flow  is  stated  as  varying  as  the  square  root  of  the  fifth  power  ot 
the  pipe  diameter,  and  either  the  coefficient  of  friction  is  considered 
constant,  or  a  different  coefficient  is  given  for  each  diameter  of  pipe. 
This  serves  well  enough  where  the  diameter  is  knoxvTi  and  any  one 
of  the  other  quantities  expressed  by  the  formula  is  desired,  but  is 
somewhat  awkward  when  it  is  desired  to  ascertain  the  diameter  ot 
line  necessary  to  meet  the  other  given  conditions. 

35  The  author  has  derived  a  new  formula,  which  he  believes  ex- 
presses the  relationship  of  the  quantities  involved  even  more  closely 
than  any  heretofore  offered.  It  is  based  on  isothermal  flow,  and  the 
variation  in  the  value  of  the  coefficient  of  friction  is  provided  for 
without  complicating  the  formula,  yet  permitting  the  required 
diameter  of  line  to  be  ascertained  readily. 

36  The  expression  for  the  initial  velocity  of  any  gas  flowing  m  a 
pipe  is  given  by  Unwin  ^  as 

^^j^qCT^^^EzEi l^^ 

where 

ui  =  initial  velocity,  ft.  per  sec. 
g    =  acceleration  due  to  gra\nty 

C  =  thermodynamic  constant  of  the  flowing  gas=  -^ 

T  =  absolute  temperature  of  gas 

^      .     _D 
m  =  hydraulic  mean  radius  of  the  pipe  -  - 

Compressed  Air,  p.  67,  Van  Nostrand's  Science  Series. 
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Pi  =  absolute  initial  pressure  of  the  gas,  lb.  per  sq.  in. 

P2  =  absolute  final  pressure  of  the  gas,  lb.  per  sq.  in. 

/    =  coeflficient  of  friction 

/    =  length  of  line,  ft. 
Let 

C»  =  thermodynamic  constant  for  air 

G  =  specific  gravity  of  flowing  gas,  air  =  1.0 

D  =  diameter  of  pipe,  ft. 

d  =  diameter  of  pipe,  in. 
Then 

and 

Hence 

If 


C  = 

G 

D 

d 

m 

:=  — 

=  ^_ 

4 

48 

[gC.T(P\-P\)d-t  [7^ 

L      48  GflPl      J 


g  =  quantity  of  gas  flowing  per  second,  based   on  absolute 
pressure  and  temperature  of  Po  and  To 

ird^ 
A  =area  of  cross-section  of  pipe  in  sq.  ft.  = 


[8] 


4X144 
Then 

,P,To  Tfd'     To  P,      TT    To[gC.(P\-P\)dn^ 

q  =  UiA =  Wi = —    - — ^— ^ —    • 

PoT         4X144  Po  T     576  Po  L     48  GTfl      J 
[f 

Q  =  flow,  cu.  ft.  per  hr.,  based  on  Po  and  To 
L  =  length  of  line,  miles 
Then 

l  =  52S0L 
and 

Q  =  3600(7 

e=^52£^=  ^v'^"^  \(IlzlS>iq 191 

576^48X5280  ^oV         [    GTfL     J 
Taking  ^  =  32.17  and  Ca  =  53.33 

Q=  1.6156  ^RZhZ^T [10] 

Po  L     GTfL     J 
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37  Experiments  on  the  flow  of  air  in  pipes  of  different  diameters 
indicate  that  the  coefficient  of  friction  /  is  a  variable,  decreasing 
with  increasing  diameters  of  line.  A  great  many  such  experiments 
have  been  collected  and  published  in  Compressed  Air,  by  Elmo  G. 
Harris,  from  which,  by  the  use  of  equation  [10],  the  coefficients  of 
friction  have  been  computed  and  plotted  in  Fig.  2. 

38  In  the  reports  of  these  tests  no  statements  were  made  as  to 
the  method  of  measuring  the  quantity  of  gas  flowing,  and  it  is  quite 
probable  that  many  of  the  results  are  inaccurate  in  this  respect. 
Notwithstanding  this,  however,  the  nature  of  the  variation  of/  with 
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Fig.  2    Curve  showing  Coefficient  of  Friction  of  Flow  of  Air  in  Pii'ks 


the  diameter  is  evident,  and  the  curve  represented  by  the  equation 

0.008 

gives  a  fair  average  of  the  loci  of  the  points  plotted.    Inserting  this 
value  of  /  in  equation  [10],  the  expression  becomes 


Q  =  18.062 


n  r(p:-p.v^7 m, 


[      GTL     J 


Equation  [11]  is  the  general  formula  for  the  flow  of  gas  in  long  pipe 
lines. 

39  In  1901,  Forrest  M.  Towl  conducted  an  extended  test  on  an 
8-in.  line,  70  miles  long,  supplying  gas  to  Buffalo,  the  results  of  which 
were  published  in  a  bulletin  issued  by  Columbia  University  in  1911. 
Previous  to  the  test  the  line  had  been  repaired  and  tested  for  leaks, 
and  was  known  to  be  practically  gas  tight.    The  flow  was  measured 
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by  standardized  pitot  tubes,  which  gave  results  accurate  within  less 
than  1  per  cent.  Tlic  specific  gravity  G  of  the  flowing  gas  was  0.64, 
its  temperature,  32  dcg.  fahr.,  or  T  =  492  deg.  absolute.  The  tem- 
perature basis  on  which  the  gas  was  measured  was  50  deg.  fahr.,  or 
To  =  510  deg.  absolute,  and  the  pressure  basis  was  4  oz.  above  14.4 
lb.,  or  Po  =  14.65  lb.  per  sc].  in.  absolute.  In  a  length  of  pipe  70.32 
miles  long.  Pi  and  Pi  were  210  and  41  lb.  per  sq.  in.  absolute,  re- 
spectively. The  actual  diameter  of  the  pipe  was  7.981  in.,  and  the 
rate  of  flow  by  pitot  tube  was  found  to  be  221,000  cu.  ft.  per  hr. 

40  Iiiseiting  these  quantities  in  formula  [6]  and  solving  for  flow, 
it  becomes^ 

Q  =  221,400cu.  ft.  per  hr. 

or  less  than  0.2  of  1  per  cent  greater  than  the  actual  flow  as  measured. 

41  Assuming  gas  standard  conditions  of  measurement  basis, 
namely,  60  deg.  fahr.  and  14.65  lb.  absolute  pressure,  and  that  the 
average  flowing  tenipi  rature  of  the  gas  throughout  the  year  will  be 
40  deg.  fahr.,  the  formula  becomes 

Q^28.66  r^^mi^'-T [12] 

and,  if  an  average  specific  gravity  of  0.60  be  assumed 

Q  =  37[f^I^'J ...(131 

42  Formula  [13]  is  of  practical  use  in  designing  lines  for  the  trans- 
mission of  natural  gas.  It  is  used  as  given,  or  in  a  transposed  form, 
for  all  problems  relating  to  single  lines  of  uniform  diameter. 

43  If  a  line  is  composed  of  several  lengths,  L\,  L^,  .  .  .L„,  of 
diameters  di,  d^,  .  .  .dn,  each  of  thet:e  lengths  must  be  transformed 
into  an  equivalent  length  of  one  chosen  diameter.  l)y  means  of  the 
formula 

Ll=LA''-r [14] 


-^»E:] 


These  equivalent  lengths  added  together  will  give  L  =  L,  -|-L,  +  ■  ■  • 
-\-La,  which  is  the  value  for  L  in  formula  [13]. 

44  Values  of  efiuivalent  lengths  for  different  diameters  can  be 
most  conveniently  ascertained  by  the  use  of  curves  in  Fig.  3,  which 
consist  of  plots  of  the  values  of  d**  for  varying  values  of  d.  Values 
taken  from  these  curves  are  convenient  to  use  directly  in  the  pipe- 
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line  formula,  equation  [13],  whereas  they  are  most  simply  used  in 
equation  [14]  as  values  of  the  5t  power  of  the  diameter  ratios. 

45  In  the  next  case  to  be  discussed,  that  of  looped  systems  of 
lines  (two  or  more  pipes  paralleling  each  other),  it  often  happens 
that  the  several  pipes  of  a  loop  have  different  lengths.  It  is  then 
necessary,  first,  to  transform  all  of  them  into  their  respective  equiva- 
lents having  a  common  length.  This  is  done  by  means  of  a  trans- 
posed form  of  equation  [14],  namely 

d:=dJ^\" 1151 


'■[S 


It  will  be  seen,  of  course,  that  these  values  can  likewise  be  derived 
by  the  use  of  Fig.  3. 

46  Having  reduced  the  pipes  to  their  equivalents  of  a  common 
length  L,  let  the  equivalent  diameters  be  di,  dz,  . .  .dn-  The  initial 
and  final  pressures  Pi  and  P2  will  be  common  to  all,  and  therefore 
the  flow  per  hour  through  the  system  will  be 

Q  =  37/^'--P'   r/^f*  +  /df *+...+  i/d'A [16] 

=  37  J^t^'  S  Jd'^ [17] 

=  37     /(^^I^S; [18] 

where 

Vd5'=d^=sV'dS4  =  2:d^ [19] 

or 

do=  [Srf^ [20] 

47  If  the  whole  line  consists  of  other  sections  of  similarly  com- 
posed looped  lines,  the  equivalent  single  diameter  of  each  section 
can  be  determined  by  equation  [20]  and  the  section  then  reduced 
to  an  equivalent  length  of  some  chosen  uniform  diameter  by  equa- 
tion [14].  These  equivalent  lengths  added  together  will  give  a  line 
of  uniform  diameter  of  single  pipe  equivalent  to  the  actual  looped 
system. 

48  For  facilitating  the  computation  of  such  a  line.  Fig.  4  is  given, 
which  is  a  plot  of  values  of  V  d^*  for  values  of  d.    From  these  curves 
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the  values  of  Vrf^*  for  the  several  loop  diameters  are  road  off  and 
added  together,  the  resulting  equivalent  diameter  do  being  then 
ascertained  from  the  curve. 

49    Pipe-Line  Storage  Capacity.    The  storage  capacity  of  a  pipe 
line  is  the  excess  gas,  over  and  above  the  average  rate  of  supply,  that 
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Fig  4  Corves  Giving  Diameter  of  Pipe  raised  to  Va  Power  for  Use  in 
Computing  Pipe  Lines  consisting  of  Sections  of  Looped  Lines  of  Other 
Diameters 


can  be  packed  in  the  line  during  the  period  when  the  demand  is  less 
than  the  supply.  The  supply  rate  is  the  rate  of  average  daily  delivery 
and  since  the  volume  of  gas  contained  in  the  line  is  a  function  of  the 
pressure,  it  is  necessary  in  order  to  determine  the  storage  capacity, 
to  develop  an  expression  for  the  total  line  contents,  which  will  take 
into  account  the  variable  pressure  conditions  at  all  points  along  the 
line.     Having  such  an  expression,  the  total  contents  under  the 
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"packed"  and  "unpacked"  conditions  may  be  computed,  and  the 
storage  ascertained  by  taking  their  difference. 

50  The  unpacked  condition  of  a  pipe  line  obtains  when  the  gas 
is  flowing  at  the  average  daily  rate,  for  when  the  consumption  is 
below  this  point  all  excess  gas  is  being  stored,  and  this  point,  there- 
fore, is  the  lower  limit,  or  base  of  the  peaks  in  the  daily  delivery 
curve  for  the  day. 

51  The  upper  limit,  or  packed  line  condition,  is  not  as  readily 
determined,  but  if  it  is  considered  to  be  such  that  the  intake  pres- 
sure is  at  its  maximum  point,  as  fixed  by  considerations  of  safety, 
station  pump  pressure  limits,  etc.,  and  the  flow  is  a  mean  between 
the  minimum  and  average  rates  for  the  day,  the  result  will  be  very 


Fig.  5    Variation  op  Intake  Pressure  Pi  for  Varying  Values  of  L,  Lengths 
OP  Pipe,  with  Discharge  Pressure  Pi  Constant 


nearly  actual  conditions,  and  whatever  error  may  thereby  be  involved 
will  be  on  the  side  of  safety  in  estimating  the  storage  capacity. 

52  Fig.  5  shows  the  variation  of  intake  pressure  Pi  for  varying 
values  of  L  with  the  discharge  pressure  Pa  constant.  Two  curves 
are  plotted :  The  solid  line  represents  the  conditions  with  an  assumed 
average  rate  of  flow  and  the  discharge  pressure  P2  fixed  by  the 
minimum  value  allowable  by  the  requirements  of  the  distributing 
system.  The  dotted  line  represents  the  pressure  conditions  in  the 
same  line  with  the  intake  pressure  Pi  at  the  maximum  allowable 
value,  and  the  flow  at  an  assumed  mean  of  the  minimum  and  average 
rates  for  the  day.  This  latter  curve  represents  the  packed  line, 
and  the  shaded  area  the  quantity  of  gas  stored  in  the  line  available 
for  peak  loads. 
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53     Let  P  =  absolute  pressure  at  any  point;  then  for  any  given 
line  and  flow  condition,  from  equation  [13] 


3 
wherein 


P'-P\=l^  =  Kl [21] 

37V- 


i^  =  4--. 122] 

Hence 

P=^Kl^-P\ [23] 

The  gas  contained  in  a  length  hi  based  on  any  pressure  P©  will  be 
in  cu.  ft. 

57  =  5280  ^.5?-— 

Po 

where  A  is  the  cross-sectional  area  of  the  pipe  in  sq.  ft.    The  total 
quantity  of  gas  in  the  line  under  the  given  conditions  will  then  be 


'=  rgr  =  5280—  r  < Kl+P\U  =  '^-^  "^    \{KL+Py-p\[2A] 

t)  •*    o  t/o  -^       ■•    o    L  J 

KL  =  P\-P\  and  K  = 


But 

P'-P" 
L 
Hence 

3520  AL 

Po(p;-  p; 

=  3520^rP,+A-   ^-^^^  1 125] 

Po  L  P1+P2J 

=  19.20^^  rPi+P2--^^^l [26] 

Po  L  Pi+PaJ 

54  In  these  formulae  d  is  the  actual  internal  diameter  of  the  pipe 
in  inches,  and  L  the  length  of  line  in  miles,  the  pressures  all  being 
lb.  per  sq.  in.  absolute. 

55  In  the  case  of  a  complex  system  it  is  necessary,  first,  to  ascer- 
tain the  common  pressures  at  all  junction  points  where  the  lines  are 
tied  together,  and  then  to  compute  separately  the  capacity  of  each 
section.  To  do  this  it  is  necessary  to  use  the  actual  diameter,  .or 
area,  and  length  of  each  of  the  pipes  in  the  loop.  The  gas  content 
of  a  looped  section  thus  becomes 
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or 


3520  [p   ,  p       ^1^2  1  2AL [27] 

Po    L  P1+P2J 


~    Po    L 


P,+P,_Zi^    Zd^L [28] 

P1+P2J 


56  The  gas  content  of  the  entire  system  will  thus  be  the  sum  of 
the  contents  obtained  for  the  several  sections  of  line.  If  the  quan- 
tity thus  obtained  for  average  flow  conditions  is  deducted  from  that 
similarly  computed  for  minimum  flow  with  maximum  intake  pres- 
sure Pi,  the  result  will  be  the  total  available  storage  capacity  of  the 
line. 

57  If  the  letters  used  in  equations  [27]  and  [28]  be  taken  to  rep- 
resent the  pressure   conditions   of  the  packed  lines  and  P,  and  P, 


Sin. 

30  miles 

Pl=? 

20  miles 
10  ill. 

B 

8  in. 

3  j  miles 
10  in. 

25  miles 

G 

7  ;,=  50  lb.  absolute 

40  miles 

Fig.  5-a    Diagram  illustrating  Application  of  Pipe-Line  Formulae 

those  of  the  unpacked  line,  the  available  storage  capacity  of  the 
system  will  be 

S-.^^(^r,-P:^,,-P:-^+^)l.AL 129, 

or 

^19j0/  >     p_p>       P1P2  ^PrEi-\zd'L....[m 

58  The  following  problem  will  illustrate  the  application  of  all  of 
the  above  pipe-line  formulae.  Assume  a  complex  line  made  up  as 
shown  in  Fig.  5-a,  and  let  it  be  required  to  find  the  equivalent  line 
of  single  pipe  and  the  intake,  or  initial  pressure  Pi  necessary  to  force 
1,000,000  cu.  ft.  per  hr.  through  the  system,  with  a  terminal  pressure 
Pa  =  50  lb.  absolute.  Taking  first  the  section  from  A  to  B,  we  have 
20  miles  of  8-in.  (net)  pipe  and  25  miles  of  10-in.  By  equation  [15] 
the  diameter  of  a  pipe  25  miles  long  that  will  be  equivalent  to  the 
20  miles  of  8-in.  pipe  is,  in  inches 


/25Y'" 
\20/ 
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Section  AB  is  then  equivalent  to  two  parallel  or  looped  lines  each  25 
miles  long  and  having  respective  diameters  of  8.342  in.  and  10  m. 

For  d=  8.342  in.     d"  =286. 2  in. 
ford  =  10.0  d^=464.2 


2d' =  750. 4  in. 


and  by  equation  [20] 

do=(2d^)''=  (750.4)^  =  11.97 

or,  section  AB  is  equivalent  to  one  pipe  11.97  in.  in  diameter  and  25 

miles  long,  ^^     „     , 

59    By  equation  [15]  in  section  BC,  the  8-in.  pipe,  35  miles  long  is 
equivalent  to  a  7.772-in.  pipe  30  miles  long,  since 


^'-[11"= 


7.772 


60    In  the  same  manner,  the  10-in.  line  40  miles  long,  is  equivalent 
to  a  9.475-in.  line  30  miles  long.    Then,  by  equation  [20] 

for  d  =  12.0  d"=  754.8 
d=  7.772  S=  237.0 
d=  9.475    S=  402.0 

Sd^  =  1393.8 
d,  =  (Sd")^'  =  (1393.8) ^  =  15.10  in. 

Hence  section  BC  is  equivalent  to  one  pipe  15.10  in.  in  diameter,  30 
miles  long.    By  equation  [14] 

:5I  J    =  8.68  miles 
^5.10/ 

61  Thus,  section  BC  is  equivalent  to  a  single  line  11;97  in  in 
diameter  and  8.68  miles  long  and  the  whole  system  is  equivalent  to 
a  single  line  11.97  in.  in  diameter  and  33.68  miles  long  ^ 

G2  For  ascertaining  the  required  initial  pressure  for  a  flow^of 
1000,000  cu.  ft.  per  hr.  the  loiown  Ime  constants  are  therefore, 
P2  =  50,  d=n.97,  L  =  33.68,  Q  =  1,000,000.    By  equation  [13] 

1,000,000  =  37^^^11:97'* 

Pi  =  215.1  lb.  absolute 
63    The  relative  quantities  of  gas  passed  by  the  several  pipes  of 
the  loops  are  to  each  other  as  the  8/3d  power  of  their  equivalent  diam- 
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eters  for  equal  lengths.  The  pressure  at  junction  B  can  be  ascer- 
tained by  means  of  equation  [13],  using  for  L  and  d  the  equivalent 
values  derived  above  for  section  AB.  This  pressure  is  required  to 
be  known  in  order  to  determine  the  storage  capacity  of  the  line. 
After  having  ascertained  the  above  quantities,  the  pressure  drops 
being  known,  the  computation  can  be  checked  by  computing  the 
flow  through  the  several  lines  as  they  actually  exist. 

64  Instead  of  computing  the  equivalent  lengths  and  diameters 
by  equations  [14],  [15],  and  [20],  they  may  be  ascertained  from  the 
curves  of  Figs.  3  and  4. 

65  To  compute  the  storage  capacity  of  the  system,  first  consider 
section  AB.  Assume  the  maximum  allowable  pressure  at  A  to  be 
Pi  =  225  lb.  absolute,  and  the  flow  Q  =  800,000  cu.  ft.  per  hr.  This 
section  was  shown  to  be  equivalent  to  a  single  line  11.97  in.  in  diam- 
eter and  25  miles  long.  Substituting  these  known  values  in  equation 
[13],  the  pressure  at  B  is  found  to  be  P2=  172.7  lb. 

66  When  the  line  is  unpacked,  that  is,  under  average  flow  con- 
ditions of  1,000,000  cu.  ft.  per  hr.,  P[  was  shown  to  be  215.1  lb. 
and  by  formula  [13],  P^  is  found  to  be  117.4  lb. 

67  Substituting  these  values  in  equation  [30],  together  with  the 
actual  dimensions  of  the  pipe  in  the  section  of  line  under  considera- 
tion, the  available  storage  capacity  of  this  section  AB  in  cu.  ft.  is 

5  =  1^/225-215.1  +  172.7-117.4-225X1^2.7 


f 


14.65  \  225-1-172.7 


215 
215 


}^<}}1A\  (82X20-M0'X25)  =  215,000 
l-f-117.4/ 


68  In  like  manner  the  storage  capacity  of  BC  is  computed,  the 
sum  of  the  two  results  being  the  total  storage  capacity  of  the  whole 
system  available  for  peak  demands. 

69  Power  Required  to  Compress  Natural  Gas.  Before  discussing 
the  general  problem  of  the  design  of  a  transmission  system,  it  is 
necessary  to  give  a  rational  formula  for  the  power  required  to  pump 
natural  gas.  It  has  generally  been  assumed  that  the  compression  is 
approximately  adiabatic,  and  the  theoretical  adiabatic  formula  has 
been  used  for  determining  the  power  requirements.  Many  tests  on 
compressors  of  widely  differing  types  have  convinced  the  author 
that  this  formula  sometimes  leads  to  serious  errors,  and,  accordingly, 
an  empirical  formula  is  presented,  which  is  believed  to  represent  the 
actual  operating  conditions  much  more  closely  than  the  adiabatic 
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formula.    First,  however,  both  the  isothermal  and  adiabatic  formulae 
will  be  presented  for  purposes  of  comparison. 

70  If  gas  could  be  compressed  isothermally,  the  theoretical  work 
required,  as  derived  from  the  laws  of  perfect  gases  and  with  no  clear- 
ance in  the  compressor,  would  be      , 

W  =  P,V\  loge-' [31j 

where 

TF  =  ft-lb.  of  work  per  lb.  of  gas  compressed 
Pi  =  absolute  suction  pressure,  lb.  per  sq.  ft. 
P2=  absolute  discharge  pressure,  lb.  per  sq.  ft. 
yi  =  volume  of  1  lb.  of  gas  at  pressure  Pi,  cu.  ft. 


Let 


Then 


and 


Po=  absolute  pressure,  lb.  per  sq.  ft.  on  which  the  measure- 
ment of  the  gas  is  based 
To  =  absolute  temperature  basis  of  measurement,  deg.  fahr. 
V'o  =  volume  of  1  lb.  of  gas  at  Po  and  To 
Ti  =  absolute  temperature  at  which  the  gas  is  compressed 

P.V,     PoVo 


To 
hence 

W^PoVo  ^  loge  ^  ft-lb [32] 

71     At  Po  and  To  1,000,000  cu.  ft.  of  gas  will  weigh   ^'^^^'^^^  lb, 

'  o 

and  if  1,000,000  cu.  ft.  arc  compressed  in  one  day  of  24  hours  (1440 
minutes),  ther 
it  will  require 


minutes),  there  will  be  — '- lb.  compressed  per  minute.    Hence 

1440  Vo 


1,000,000  PoV'oT,  ,       P.  .,  „ 

■- ■ !  loge  —  ft-lb.  per  mm. 

1440^0       To  P, 

or 

1,000,000     T,  p   ,       P.  , 

— ! ! '-  Po  logo  —  h.p. 

1440X33000  To  P. 
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72  If  po  =  the  base  pressure  in  lb.  per  sq.  in.  absolute,  and  pa  and 

Pi  are  absolute  pressures  per  sq.  in.  corresponding  to  P2  and  Pi,  Po  = 

144  po  and 

.  1,000,000X2.3026X144     Ti ,       p^     .  „„       Ti  ,     pa     rooi 

h  .p.  i  = Po  —  logio  —  =  6.978  Po  —  log  — . .  [33] 

1440X33000  •  To         Vy  To       Pi 

H.p.i  is  the  theoretical  isothermal  horsepower  per  1,000,000  cu.  ft. 
of  gas  per  day. 

73  This  formula  gives  the  least  possible  power  required  to  com- 
press gas  at  the  rate  of  1,000,000  cu.  ft,  per  day,  and  is  therefore 
used  as  a  measure  of  the  efficiency  of  compression.  In  other  words, 
"compression  efficiency"  is  the  figure  obtained  by  dividing  the  horse- 
power as  determined  from  equation  [33]  by  that  actually  required 
on  the  compressor  piston. 

74  If  the  compression  were  performed  strictly  according  to  the 
adiabatic  law  where  n  is  the  ratio  of  specific  heats  of  the  gas  at  con- 
stant pressure  and  constant  volume,  the  work,  neglecting  clearance, 
required  for  1  lb.  of  gas  would  be,  theoretically 


But  since 


PlFl  =  PoFo^ 
J-  o 


^%-^i^"^°Fiffir-^] '''' 


75     In  order  to  compress  1,000,000  cu.  ft.  per  day,  it  would  re- 
quire, as  before 

n-l 


1.000,000         J^  144  p^y^  T^UV.^ 
1440X33000X1'.  n-l  T„ 


^-] 


3.03  p   ^' 


n-l 


-llh.p. 


[36] 


To  n-l 

76  As  already  stated,  the  bases  generally  adopted  throughout  the 
gas  country  are  po  =  14.65  lb.  per  sq.  in.  and  To  =  60+460  =  520  deg.; 
also,  for  average  natural  gas,  n^  1.266.  Substituting  these  values, 
and  assuming  Ti  =  To  =  520  deg.,  formula  [33]  for  isothermal  com- 
pression, becomes 
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h.p.i=  102.23  log- [37] 

Vi 


and  formula  [36]  for  ndiabatic  compression,  becomes 
h.p.a  =  2n.27 


fj  -M P^i 

77  Equations  [37]  and  [38]  give  the  theoretical  h.p.  per  1,000,000 
cu.  ft.  per  day,  for  isothermal  and  adiabatic  compression  respectively, 
on  the  assumption  that  the  compressors  have  no  clearance  and  that 
there  are  no  losses  of  any  kind.  Obviously  these  conditions  are 
impossible  of  realization  in  practice  and  experience  shows  that  while 
one  would  expect  the  true  formula  to  be  somewhere  between  those 
for  adiabatic  and  isothermal  conditions,  due  to  jacket  cooling,  in 
reality  this  is  not  the  case,  on  account  of  the  effects  of  mechanical 
clearance  and  slippage  losses,  to  be  explained  later. 

78  For  isothermal  compression  the  mean  effective  pressure  in  lb. 
per  sq.  in.,  as  derived  from  equation  [31],  is 

m.e.p.i  =  2.3026  pi  log  ^ [39] 

Pi 

79  For  adiabatic  compression,  derived  from  equation  [34],  it  is 

^•^•p-=;^  p^  i^)"^"^] ^^^^ 

which,  for  natural  gas,  when  n  =  1.266,  is 

m.e.p.a=4.76  pi    |^^    -1  | [41] 


80  If  p2  in  equations  [39]  and  [41]  be  regarded  as  constant  and 
equal  to  100  per  cent,  and  pi  be  allowed  to  vary  from  0  to  100,  and 
the  results  plotted  with  values  of  m.e.p.  as  ordinates  and  values  of 
Pi,  as  abscissae,  the  resulting  curves  will  be  showTi  as  I  and  A  re- 
spectively, of  Fig.  6.  The  maximum,  or  peak  load  point  for  the 
isothermal  curve  I  occurs  at 

Pi  =  0.3679  p2,  or  ^  =  e  =  2.718 
Pi 
For  the  adiabatic  curve  A,  it  occurs  at 

pi=  0.3254  p2,  or  ?!  =  n^^= 3.073 
Pi 

81  By  referring  to  equations  [37]  and  [38],  it  is  seen  that  the  power 
required  to  pump  a  given  volume  of  gas  is  dependent  solely  upon 
the  ratio  of  discharge  to  suction  pressures,  irrespective  of  the  actual 
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value  of  either  of  them,  whereas  equations  [39]  and  [41]  show  the 
mean  efifective  pressure  to  depend  upon  the  absolute  value  of  the 
suction  pressure,  as  well  as  upon  the  number  of  compressions.  They 
show  further  that,  as  the  suction  increases  from  zero  to  the  value  of 
the  discharge  pressure,  the  latter  remaining  fixed,  the  mean  effective 
pressure  increases,  theoretically,  from  zero  to  a  maximum  value,  and 
then  decreases  to  a  theoretical  zero  when  the  suction  is  equal  to  the 
discharge.  As  a  matter  of  fact,  however,  the  indicated  mean  effective 
pressure  in  the  compressor  cylinder  will  not  fall  to  zero  with  suction 
and  discharge  pressures  equal,  due  to  the  ware-dra"^vang  of  the  dense 
gas  through  the  valves,  resulting  in  a  diminution  during  the  admis- 
sion stroke,  of  the  pressure  in  the  cylinder  below  that  in  the  suction 
line,  and  in  a  piling  up,  during  the  discharge  stroke,  of  the  pressure 
above  that  in  the  discharge  line.  Consequently,  with  suction  and 
discharge  pressures  equal,  the  actual  indicated  power  will  always  be 
greater  than  that  of  either  the  isothermal  or  the  adiabatic. 

82  With  Pi  =  0,  that  is,  when  no  gas  is  admitted  to  the  com- 
pressor, the  indicator  card  will  show  the  compression  and  re-expan- 
sion lines  to  be  practically  superimposed  if  the  valves  are  tight,  and 
consequently  the  condition  of  zero  work  with  zero  suction  pressure 
is  very  nearly  attained  in  practice. 

83  It  has  been  the  custom  of  most  engineers  to  consider  that  the 
actual  mean  effective  pressure  of  compression  follows  the  adiabatic 
law,  and  they  have  therefore  used  equations  [39]  and  [41],  with  con- 
stants depending  upon  assumed  values  of  inefficiency,  or  lost  work, 
according  to  the  judgment  and  experience  of  the  engineer.  Repeated 
tests  have  shown,  however,  that  the  work  curve  has  characteristics 
more  nearly  approaching  those  of  the  isothermal  than  those  of  the 
adiabatic,  and  in  every  case  of  which  the  author  has  any  record  the 
actual  curve  begins  at  zero,  for  zero  suction,  and  rises  between  the 
isothermal  and  adiabatic  curves  until  a  point  is  reached,  at  about 
3.2  compressions,  where  it  crosses  the  adiabatic  and  thereafter  con- 
tinues above  it.     The  peak  load  is  found  at  about  pi  =  0.42pj  or 

—  =  2.38  compressions. 
Pi 

84  In  Fig.  6  are  plotted  the  results  of  two  independent  tests  on 
compressors  of  large  size.  The  circled  dots  represent  the  observa- 
tions of  a  test  reported  by  James  S.  Posgate,  of  the  Kansas  Natural 
Gas  Company,  in  a  paper^  read  before  the  Natural  Gas  Association 

*  Operation  of  Compression  Stations,  The  Natural  Gas  Journal,  August  1911, 
p.  20 
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Mean  Effective  Pressure.  Lb.  per  Sq.  In. 
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of  America  at  its  sixth  annual  meeting,  May  1911.  The  unit  com- 
prised two  17  in.  by  48  in.  compressor  cyUnders,  operating  at  260  lb. 
gage.  The  crossed  points  represent  the  observations  of  a  test  con- 
ducted by  the  author,  in  March  1911,  on  a  24f  in.  by  48  in.  com- 
pressor running  at  88  r.p.m.  In  the  latter  test  the  discharge  pres- 
sure was  held  constant  at  about  103  lb.  gage,  and  the  suction  pres- 
sure varied  from  88  to  19  per  cent  of  the  discharge.  The  results  of 
the  observations  in  both  tests  were  reduced  to  equivalent  values 
corresponding  to  a  constant  discharge  pressure  of  100  lb.  per  sq.  in. 
absolute. 

85  A  study  of  the  plotted  observations  of  these  tests  in  comparison 
with  the  curves  A  and  /  in  the  same  figure,  reveals  the  fact  that  the 
actual  curve  attained  in  practice  resembles  the  isothermal  more 


Fig.  7    Typical  Compressor  Diagram — see  Par. 


m.e.p 


nearly  than  it  does  the  adiabatic;  and  that  it  diverges  from  the 
isothermal  at  a  comparatively  uniform  rate  as  the  suction  pressure 
increases,  and  can  be  fairly  represented  by  the  equation 

=  2.3pi  ri.08+0.5  ^^)  llog^ [42] 

which  is  plotted  as  curve  C  in  Fig.  6. 

86  Curve  C  and  its  corresponding  equation  [42]  may  be  taken  as 
fairly  representing  the  conditions  met  with  in  practice  and  has  been 
found  by  the  author  to  be  safe  to  use  in  predetermining  the  in- 
dicated horsepower  of  a  compressor. 

87  The  peculiar  relationship  existing  between  the  actual  and  the 
isothermal  curves  is  doubtless  to  be  explained  by  the  increased  rate 
of  cooling  of  the  gas  with  increasing  range  of  compressions,  for  the 
lower  the  suction  pressure,  and  therefore  the  greater  the  number  of 
compressions,  the  higher  will  be  the  temperature  of  compression  and 
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the  less  the  weight  of  gas  pumped,  with  correspondingly  less  total 
quantity  of  heat  generated.  Xhese  results  combined  will  therefore 
cause  an  increased  rate  of  flow  of  heat  into  the  cooling  water,  while 
at  the  same  time  less  total  quantity  of  heat  will  have  to  be  extracted 
from  the  gas,  with  the  result  that  the  compression  will  more  and 
more  nearly  approach  isothermal  conditions. 

88  Inasmuch  as  the  formula  for  the  mean  effective  pressure 
represented  by  equation  [42]  is  derived  from  actual  operating  condi- 
tions, it  may  be  considered  as  taking  into  account  all  power  losses. 
In  the  development  of  a  working  formula  for  the  actual  power  re- 
quired to  pump  a  given  quantity  of  gas,  however,  there  are  a  number 
of  sources  of  loss  in  volumetric  efficiency  which  must  be  considered, 
the  most  important  of  which  are  as  follows: 

a  Mechanical  clearance 

6  Wire-drawing  of  the  gas  passing  through  suction  valves  and 

passages 
c  Heating  of  the  inlet  gas  while  entering  the  cylinder 
d  Valve  and  piston  leakage 

89  From  a  study  of  a  great  variety  of  indicator  cards  taken  from 
many  different  types  of  compressors,  the  author  has  found  that  the 
re-expansion  curve  closely  resembles  the  isothermal.  In  fact,  many 
instances  wore  found  where  its  exponent  was  less  than  1.0,  doubtless 
due  to  discharge  valve  leakage.  Assuming,  therefore,  that  for  prac- 
tical purposes  it  may  be  considered  as  following  the  isothermal  law 

Vi^c  =  PaVm 

where  p2,  Pa,  Ve,  and  Vm  are  as  represented  in  Fig.  7.     Hence 

Ps 

Volumetric  efficiency  equals 

Pi 
V1-  —  V0 

Vl  —  Vo  Vi  —  Vg 

If  the  piston  displacement  =  1.0,  then  i;i  — yo  =  1.0  and — - —  =  Ve  =  m  = 

Vi-V, 

clearance,  expressed  decimally.     Hence 

^1  =  1+^1 
and  volumetric  efficiency  equals 

Ei^l-m  (^-1) [43] 


— -Ci-O 
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90  Equation  [43]  expresses  the  indicated  volumetric  efficiency  of 
the  compressor,  i.e.,  the  efficiency  as  measured  on  the  indicator  card. 

91  The  indicated  output  includes  the  effect  of  wire-drawing,  or 
reduction  of  effective  suction  pressure  of  the  gas  due  to  passing 
through  the  suction  valves  and  passages,  as  well  as  that  of  the  in- 
dicated volumetric  efficiency.  In  other  words,  the  indicated  output 
is  determined  by  multiplying  the  piston  displacement  by  the  in- 
dicated volumetric  efficiency  and  the  absolute  suction  pressure  in  the 
cylinder,  as  measured  from  the  cards,  and  dividing  by  the  absolute 
pressure  base  on  which  the  gas  is  measured.  This  wire-drawing 
effect  reduces  the  compressor  capacitj'  and  increases  the  power 
required  to  pump  gas  from  a  given  line  suction  pressure  in  propor- 
tion to  the  extent  of  the  pressure  reduction.  This  is  expressed  as  a 
percentage  of  the  absolute  line  suction  pressure.  It  must  be  in- 
cluded in  the  expression  for  indicated  volumetric  efficiency  by  making 
p,  in  equation  [43]  equal  to  kpx,  where  A;  is  1.0  minus  the  percentage 
drop  in  suction  pressure  due  to  wire-drawing,  and  pi  is  the  line  suc- 
tion pressure,  absolute.  Hence,  the  indicated  efficiency,  expressed 
in  terms  of  the  line  suction  pressure,  is 

E,=^\-m(^-\\ [44] 


92  The  third  source  of  loss,  heating  of  the  inlet  gas  entering  the 
cylinder,  is  an  effect  that  is  difficult  to  determine  directly.  In 
1909  the  author  conducted  a  series  of  tests  on  six  different  compress- 
ing units,  three  highTstage  and  three  low,  in  an  effort  to  discover  to 
what  extent  this  heating  occurred,  and  found  that,  as  was  to  be  ex- 
pected, it  increased  with  increasing  compression  ratios,  and  was 
affected  in  a  marked  degree  by  any  leakage  that  occurred  through 
discharge  valves  or  past  the  pistons.  Its  effect  on  volumetric  effi- 
ciency was  to  reduce  it  in  direct  proportion  to  the  ratio  of  absolute 
temperature  in  the  suction  line  to  that  of  the  cylinder  full  of  gas  at 
the  beginning  of  compression,  and  amounted  roughly  to  about  1  per 
cent  for  each  5  deg.  fahr.  difference. 

93  The  fourth  factor,  namely,  the  loss  due  to  leakage,  reduced 
both  the  volumetric  and  the  work  efficiencies.  While  leaky  suction 
valves  caused  a  flattening  of  the  compression  line  of  the  card  and 
thus  a  reduction  in  the  mean  effective  pressure,  the  quantity  of  gas 
pumped  was  also  reduced  with  the  net  result  of  an  increase  in  the 
power  required  for  a  given  actual  quantity  of  gas  discharged.  On 
the  other  hand,  a  leak  back  through  the  discharge  valves  into  the 
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cylinder  reduced  the  quantity  of  gas  drawn  in  through  the  suction, 
not  only  by  displacement,  but  also  by  its  heating  effect.  It  also 
raised  the  pressure  during  the  compression  stroke,  making  the  com- 
pression linr  steeper,  and  thereby  caused  an  increase  in  the  mean 
effective  pressure.  The  ultimate  result,  therefore,  was  an  increased 
power  requirement  to  pump  a  given  quantity  of  gas. 

94  In  accounting  for  the  losses  due  to  heating  and  to  leakage, 
they  are  usually  combined  with  all  unaccounted  for  losses,  and  called 
"slippage,"  for  which  a  certain  fixed  percentage  is  assumed  and  in- 
serted in  the  expression  for  volumetric  efficiency. 

95  Let  s,  expressed  as  a  decimal,  be  the  slippage  effect.  Then 
the  true  volumetric  efficiency,  or  ratio  of  gas  actually  pumped  to 
that  computed  from  piston  displacement  and  line  suction  pressure 
Pi,  is 

''{'-i^r'h] '''' 

and  the  quantity  of  gas  pumped  in  one  day^of  1440  minutes 
would  be,  in  millions  of  cubic  feet,  based  on  To  and  Po 

Q^  =  ^^^±LN^'^\l-m(^-l)-s] [46] 

1,000,000  144         Ti  po  L  \^Pi      I      J 

The  horsepower  required  on  the  compressor  piston  will  be 

m.e.p.XLX^X^" 

^*P' "  33000 

The  horsepower  per  1,000,000  cu.  ft.  per  day  will  thus  be  equal  to 

h.p.^  =  h^  ^  100  T.  "^-^-P-  [47] 

Qia       33   J  o  /cp 

V 
Substituting  the  value  of  m.e.p.  as  given  in  equation  [42] 


rhil-)-] 


1.08X0.5(?^ 


h.p.o,  =  — X2.3026XpoX-^'X ^^-    log  ^'  .[48] 


[At-H 


or,  if  —■■ 
Pi 


1.08+    — 
T                           2r* 
h.p.„  =  6.978  Vo  —  — ; ^ :  log  r [49] 


.[i-,„(;-i)-.j 
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96  For  average  conditions  in  practice,  m  =  0.02,  fc  =  0.98,  s  =  0.04, 
and  po  =  14.05.    Substituting  these  values  in  [49] 

1.08+^ 

h.p.n,  =  102.2  —  log  r [50J 

0.96-0.02  r 

97  The  efficiency  of  compression  is  equation  [37]  divided  by 

equation  [50],  or 

„      0.96-0.02  r 

^0  = 7- [51] 

1.08+-!- 
2r2 

98  In  two-stage  compression,  for  equal  work  in  both  stages,  the 
power  required  is  equal  to  twice  that  necessary  to  pump  the  gas 
through  a  single  stage  in  which  the  number  of  compressions  is  equal 
to  the  square  root  of  the  total  two-stage  compression  range.  There- 
fore, if  h.p.2=  the  horsepower  per  1,000,000  for  two-stage  operation 

1.08-t-— 

Or  

h.p.2  =  2X6.9787)0 log  ^|r 


i'AiM 


1.08+— 

=  6.978  po z^ log  ^ [52] 


4-Kt-O-'] 


Substituting  the  same  constants  as  were  assumed  for  equation   [50] 

1.08+J- 

h.p.2  =  102.2  ^^_  log  r [53] 

0.96 -0.02  V  r 

99  The  simplest  method  of  using  the  horsepower  formula  is  by 
means  of  a  plot  giving  values  of  horsepower  per  1,000,000  cu.  ft.  of 

gas  per  day  corresponding  to  values  of  —  =  r.     Equations   [37],   [38] 

Pi 
and  [50]  are  so  plotted  in  Fig.  8,  together  with  the  efficiency  of  com- 
pression, equation  [51]. 

100  It  will  be  seen  that  whereas  the  actual  mean  effective  pres- 
sure in  the  compression  of  natural  gas  is  less  than  that  of  true 
adiabatic  compression  for  ranges  above  3.2  compressions,  the  actual 
horsepower  required  to  pump  a  given  quantity  of  gas  is  always 
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greater,  no  matter  what  the  compression  range  may  be.    This  is  due 
to  the  effect  of  clearance  and  the  other  losses  discussed  above. 

101  The  curves  m  Fig.  8  give  the  indicated  horsepower  required 
on  the  compressor  piston,  and  in  order  to  determine  that  necessary 
in  the  power  cylinders,  the  values  taken  from  the  curves  must  be 
increased  according  to  the  mechanical  efficiency  of  the  machine. 
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Number  of  Compress ious  =  -f^=T 
Fig.  8    Plot  op  Equations  [37],  [38],  [50]  and  [51] 


This  efficiency  will  range  from  75^to  80  per  cent  in  direct-connected 
gas-engine-driven  compressors  of  large  size. 

102  Single-stage  compression  is  advisable  for  ranges  up  to  seven 
or  eight  compressions  for  the  reason  that  the  benefit  that  would  be 
derived  from  two-stage  operation^is  overbalanced  by  the  excess  first 
cost  of  the  units,  combined  with  the  greater  cost  of  operating,  in- 
stalling, and  housing  them.  J  As^^the^;^compression  range  increases 
above  this  point,  however,  two-stage  operation  becomes  necessary 
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from  an  operating  standpoint,  and  its  advantage  from  an  economical 
standpoint  becomes  more  and  more  pronounced. 

103  In  compressing  natural  gas  through  two  or  more  stages  it  is 
found  to  be  impracticable  to  drive  the  compressors  of  all  stages  by 
the  same  power  unit,  on  account  of  the  variable  pressure  conditions 
which  unbalance  the  loads  of  the  different  stages  except  at  one  par- 
ticular ratio  of  compression.  For  this  reason  it  is  the  usual  practice 
to  have  the  compressors  of  each  stage  driven  by  their  own  individual 
power  units. 
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Y\Ql.  9    Load  Curve  showing  Delivery  of  Gas  during  a  Cold  Day  in  Winter 


104  It  is  seldom,  if  ever,  advisable  to  pump  through  more  than 
two  stages  in  natural  gas  transmission,  for  the  reason  that  the  pres- 
sure is  limited  by  the  strength  of  the  pipe  lines  to  a  value  that  would 
not  warrant  the  added  complication  and  cost  of  multi-stage  units 
higher  than  two. 

105  Pipe-Line  Design.  In  order  to  design  a  transmission  system 
it  is  necessary  to  consider  the  character  of  service  to  be  rendered  and 
the  various  load  factors  to  be  expected.  For  domestic  service  in 
large  cities  the  maximum  daily  delivery  during  the  year  will  be 
about  twice  the  daily  average  for  the  year,  while  the  minimum  will 
range  from  25  to  30  per  cent  of  the  average.  Thus,  if  7,300,000,000 
cu.  ft.  of  gas  are  to  be  delivered  in  a  year,  or  an  average  of  20,000,000 
per  day,  provision  will  have  to  be  made  to  transport  40,000,000  dur- 
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ing  the  coldest  day  of  winter.  The  load  curve  for  a  typical  cold  day 
must  then  be  considered  and  the  pipe  lines  and  stations  designed  not 
only  to  deliver  the  total  quantity  for  the  day  at  the  average  hourly 
rate,  but  also  to  provide  sufficient  storage  capacity  to  carry  the  load 
safely  over  the  peaks.  A  typical  load  curve  for  a  cold  day  is  shown 
in  Fig.  9,  and  it  will  be  seen  that  there  are  three  main  peaks,  each 
occurring  about  meal  time.  As  a  rule,  the  demand  for  gas  during  the 
peaks  will  amount  to  about  16  per  cent  of  the  total  daily  delivery. 
The  line  storage  capacity  will  therefore  have  to  be  equal,  at  least,  to 
this  amount.  It  is  thus  necessary  to  provide  a  line  of  sufficient  capac- 
ity to  transport  the  daily  average  with  ease,  and  to  have  the  requisite 
storage  capacity.  At  the  same  time  the  pumping  stations  will  be 
required  not  only  to  pump  the  average  quantity  of  gas  demanded, 
but  also  to  pump  it  to  a  pressure  sufficiently  high  to  pack 
the  line,  and  thus  give  it  the  proper  storage.  This  packing 
must,  of  course,  be  done  during  periods  of  depression  in  the  daily 
load  curve,  when  the  demand  is  less  than  the  supply  from  the  sta- 
tions. 

106  There  are  many  variables  involved  in  the  proper  design  of 
a  pipe  line  for  greatest  economy,  such  as :  the  pressure  to  be  adopted ; 
the  size  of  the  pipe  with  its  limiting  safe  working  strength ;  the  num- 
ber and  location  of  pumping  stations,  and  whether  single  or  double 
stage,  etc.  All  depend  upon  the  conditions  applying  to  the  particular 
problem  in  hand.  The  fundamental  principles  upon  which  a  line 
must  be  planned  are  those  expressed  by  the  pipe  line  and  horsepower 
formulae  already  given,  a  fact  which  seems  to  the  author  to  justify 
the  space  devoted  to  them. 

107  In  order  to  secure  the  greatest  economy  in  design  it  is  neces- 
sary to  study  the  effects  of  the  various  factors  involved  in  any  given 
case,  for  there  exists  a  certain  relationship  among  pressures,  pipe 
diameters  and  number  of  pumping  stations  that  will  give  the  maxi- 
nmm  of  economy  for  any  given  output  and  distance  of  transmission. 

108  As  a  general  rule,  it  is  desirable  to  design  the  system  for  the 
maximum  safe  working  pressures  that  the  pipe  will  stand,  for  the 
reason  that  high  pressures  demand  smaller  pipes,  and  usually  the 
pipe  line  is  the  heaviest  item  of  cost  of  a  system.  High  pressures, 
however,  mean  more  power  necessary  in  the  compressor  stations, 
with  correspondingly  increased  cost  of  pumping  the  gas,  thus  par- 
tially, or  perhaps  completely,  counteracting  the  lower  cost  of  the 
smaller  lines  due  to  such  high  pressures.  Line  leakage  is  also  much 
more  serious  the  higher  the  pressure,  and  on  this  account  it  is  neces- 
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sary  to  make  the  safe  working  pressure  limits  of  the  pipe  Hne  much 
lower  than  would  be  indicated  by  testing  a  single  joint  of  the  pipe 
alone. 

109  The  quantity  of  gas  to  be  delivered  also  has  a  marked  influ- 
ence on  the  economical  number  of  stations  to  be  used,  for  the  pow(!r 
necessary  to  pump  it  is  directly  proportional  to  the  amount  of  gas 
pumped,  and  therefore  the  operating  and  first  costs  of  stations  like- 
wise, whereas  the  size  of  the  line,  under  the  same  pressure  conditions, 
increases  as  the  ^th  power  of  the  quantity.  Consequently,  the 
greater  the  quantity,  the  greater  will  be  the  relative  cost  of  power 
equipment  over  that  of  the  line. 
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FiQ.  10    Pipe  Diameters  for  Initial  Line  Pressures  for  Installations  of 
FROM  One  to  Four  Stations 


110  Relay  stations  between  the  field  and  the  delivery  point 
should  always  be  single  stage  only,  for  it  requires  the  same  amount 
of  power  to  compress  the  gas  through  the  first  stage,  say  from 
atmosphere  to  53  lb.  gage,  as  it  does  through  the  second  stage  from 
53  lb.  to  300  lb.,  whereas  practically  no  benefit  is  derived  in  the  line 
for  the  expansion  from  53  lb.  to  atmosphere,  as  compared  with  that 
from  300  to  53.  This  is  seen  from  the  pressure  factor  in  the  pipe- 
line formula. 

111  In  order  to  illustrate  the  effects  on  the  problem  of  the 
various  factors  involved  an  example  is  worked  out  and  plotted.  It 
is  assumed  that  the  average  daily  delivery  of  a  transmission  system 


THOS.    R.    WEYMOUTH  221 

during  the  coldest  day  is  to  be  24,000,000  cu.  ft.,  or  at  a  rate  of 
1,000,000  per  hour.  The  transmission  distance  is  to  be  300  miles 
and  it  is  required  to  determine  the  pressures  and  size  of  line  as  well 
as  the  number  of  pumping  stations  required.  For  the  purposes  of 
the  example  it  is  assumed  that  the  total  power  installed  will  be  equal 
to  that  determined  by  the  formula  without  allowing  for  reserve 
capacity,  and  that  the  actual  pipe  diameters  are  used  as  derived, 
without  regard  to  standard  sizes.  The  cost  of  pipe  line  is  taken  as 
$900  per  mile  per  inch  of  diameter,  and  the  cost  of  compressor  sta- 
tions at  $100  per  compressor  horsepower  installed.  Interest  and' 
depreciation  on  the  line  are  taken  at  10  per  cent  and  on  the  power 
stations  at  12  per  cent,  while  operating  costs  are  figured  at  $15  per 
year  per  installed  compressor  horsepower.  The  minimum  allowable 
delivery  pressure  at  the  end  of  the  line,  where  it  feeds  into  the  dis- 
tributing system,  is  assumed  as  50  lb.  absolute,  while  the  gas  from 
the  field  is  supposed  to  enter  the  compressors  at  15  lb.  absolute,  or 
about  atmosphere, 

112  First,  assuming  one  station  in  the  field  to  pump  the  gas  the 
whole  distance,  the  required  pipe  diameters  are  figured  for  different 
initial  line  pressures  by  means  of  the  pipe-line  formula,  equation 
[13].  These  different  values  of  pressure  and  diameter  are  then 
plotted  as  shown  in  curve  1,  Fig.  10.  In  this  figure  the  limiting  safe 
pressures  for  various  sizes  of  pipe  line  are  also  shown  by  the  line  S, 
and  it  is  seen  that  this  line  and  that  of  the  required  pressures  cross 
each  other.  For  any  diameter  less  than  that  indicated  by  the  inter- 
section of  line  S  with  curve  1,  the  pressure  would  be  too  high  for  safe 
working  and  this  point  therefore  indicates  the  minimum  diameter 
and  the  maximum  initial  pressure  that  can  be  adopted  with  one 
station. 

113  On  the  basis  of  the  minimum  diameter  thus  derived,  the  cost 
of  the  line  is  computed,  and  from  the  maximum  pressure  the  power 
required  to  pump  the  gas  is  determined  by  means  of  the  horsepower 
formula,  using  the  proper  value  of  suction  pressure.  From  these 
computations  the  yearly  cost  is  determined  for  a  single-station 
equipment. 

114  Then  an  intermediate  station  is  assumed  to  be  located  mid- 
way of  the  distance.  In  computing  the  relative  pressures  and  diam- 
eters it  is  first  assumed  that  the  intermediate  station  will  pump 
through  a  single  stage  of  3.5  compressions,  corresponding  to  the 
point  of  maximum  compression  efficiency  as  shown  in  Fig.  8.  Under 
this  assumption  the  termmal  pressure  of  the  first  section  of  line  is 
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P2=Z-^=0.2855P, 

3.5 


and  p;-p;=o.9i84p; 


With  this  value  applied  to  the  pipe-line  formula  the  initial  pressure 
for  the  field  station  is  computed,  assuming  it  to  be  the  same  for  both 
stations.     This  causes  the  intermediate  discharge  pressure  to  be 
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slightly  higher  than  would  actually  be  required  to  transmit  the  gas 
through  the  last  section  of  line  with  its  terminal  pressure  at  50  lb., 
but  the  increase  is  small,  and  the  method  insures  the  field  station 
discharge  pressure  being  at  the  proper  value. 

1 15  Values  of  pressure  and  diameter  are  plotted  and  the  minimum 
diameter  and  the  maximum  pressure  available  are  taken  from  the 
plot  as  before.  The  horsepower  per  1,000,000  ft.  of  gas  at  the  inter- 
mediate stations  will  then  be  constant  at  70  h.p.,  corresponding  to 
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3.5  compressions,  but  the  power  of  the  field  station  must  be  figured 
for  its  proper  ratio  of  compressions. 

116  In  the  same  manner  the  yearly  cost  is  figured  for  three  and 
four-station  installations,  and  it  is  seen  from  Fig.  11,  which  is  a  plot 
of  yearly  costs  against  the  number  of  stations,  that  for  this  particular 
case  the  lowest  cost  is  attained  with  but  two  stations. 

117  Figures  made  with  all  the  conditions  the  same  except  that 
twice  the  quantity  of  gas  is  to  be  delivered,  will  show  that  a  one- 
station  equipment  furnishes  the  most  economical  arrangement. 
Likewise  with  smaller  maximum  quantities  to  be  delivered  through 
the  same  distance,  it  can  be  shown  that  a  greater  number  of  stations, 
with  correspondingly  higher  pressures  and  smaller  line  will  result  in 
the  maximum  economy. 

118  Assuming  the  two-station  layout  and  figuring  yearly  costs 
with  decreasing  initial  line  pressures,  the  curve  in  Fig.  12  results, 
showing  that  for  this  particular  case  the  highest  pressures  safe  to 
use  give  the  maximum  economy. 

119  Having  thus  ascertained  the  most  economical  arrangement, 
it  is  necessary  to  consider  the  question  of  storage  capacity,  and  see 
that  when  the  line  is  packed  the  pressures  and  line  sizes  are  adequate 
to  provide  sufficient  storage  gas  to  take  care  of  the  peak  load. 

120  If  this  is  done  for  the  example  chosen  it  will  be  found  that 
when  the  light  deliveries  are  taking  place  at  night  the  terminal  pres- 
sure will  back  up  to  such  an  extent  that  with  the  intermediate  sta- 
tion discharge  pressure  remaining  constant  the  line  will  fill  with  gas 
to  such  an  extent  that  more  than  sufficient  storage  will  exist  in  the 
line.  This  illustrates  one  distinct  advantage  of  large  lines,  especially 
at  the  terminal  end  of  a  system,  where  the  gas  can  be  stored  at  high 
pressure  near  the  point  of  delivery  and  thus  make  it  possible  to  draw 
on  the  reserve  supply  on  short  notice. 

STATION   DESIGN 

121  In  many  natural  gas  fields,  the  natural  pressure  of  the  gas 
is  sufficient  to  carry  it  to  the  market.  The  pressure  declines,  how- 
ever, as  the  gas  is  withdrawn  from  the  pools,  and  eventually  a  point 
is  reached  when  it  is  necessary  either  to  build  more  pipe  lines  to 
carry  the  gas,  or  to  install  pump  stations  for  raismg  the  pressure 
sufficiently  high  to  make  the  existing  lines  serve.  The  principles 
already  set  forth  will  govern  the  choice  in  such  a  case.  Usually, 
however,  the  pump  station  will  be  found  preferable,  for  the  reason 
that  the  assured  continuance  of  the  decline  of  pressure  will  eventually 
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result  in  the  necessity  for  a  station  in  any  event,  and,  if  installed  in 
the  beginning,  it  can  rcadilj^  be  adapted  to  suit  changing  conditions. 

122  Since  the  volume  of  gas  increases  as  the  pressure  diminishes, 
the  size  of  line  necessary  to  convey  a  given  quantity  must  increase 
likewise.  Also  the  pressure  drop  becomes  great  under  low-pressure 
conditions.  In  order,  therefore,  to  make  the  work  of  the  com- 
pressors effective  in  producing  a  pull  on  the  wells  without  excessively 
low  suction  pressures  at  the  station,  it  is  necessary  to  have  the  sta- 
tions located  as  near  the  center  of  the  field  as  possible,  thus  reducing 
the  length  of  suction  lines  to  a  minimum.  The  addition  of  a  few 
miles  to  the  length  of  the  discharge  line  means  almost  nothing  com- 
pared with  their  effect  on  the  suction  side.  The  location  of  com- 
pressor stations,  therefore,  means  not  only  a  study  of  the  conditions 
relative  to  water  supply  and  accessibility,  but  also  of  probable  future 
developments  in  the  gas  production. 

123  In  passing,  it  is  well  to  call  attention  to  the  necessity  for 
the  utmost  care  in  making  all  suction  lines  absolutely  tight  to  avoid 
the  possibility  of  air  entering  them,  and  thus  endangering  the  entire 
system,  as  well  as  impairing  the  service.  , 

124  The  type  of  compressor  in  general  use  for  natural  gas 
is  the  ordinary  form  of  reciprocating  air  compressor.  It  must 
be  equipped  with  automatic,  or  "voluntary,"  discharge  valves, 
due  to  the  fact  that  the  expulsion  of  gas  from  the  cylinder  begins  at 
differing  periods  of  the  stroke,  depending  on  the  compression  ratio. 
The  most  satisfactory  suction  valve  is  likewise  of  this  type,  although 
mechanical  suction  valves  have  been  tried  with  varying  degrees  of 
success.  Because  of  the  varying  ratios  of  compression  usually  en- 
countered, it  is  advisable  to  keep  the  clearance  space  in  compressors 
as  small  as  possible,  for  the  higher  the  compression  range,  the  lower 
will  be  the  volumetric  efficiency. 

125  The  design  of  the  station  units  involves  not  only  an  assump- 
tion of  the  volume  of  gas  to  be  pumped,  but  also  the  determination 
of  the  maximum  discharge  pressure  to  hv.  demanded  of  the  com- 
pressors. 

126  The  quantity  of  gas  is  usually  estimated  from  a  considera- 
tion of  the  expected  demand  for  it,  as  well  as  a  knowledge  of  the 
available  supply.  In  most  fields  there  are  two  general  classes  of 
wells,  designated  as  "high  pressure"  and  "low  pressure,"  the  former 
usually  being  the  new  ones  with  natural  pressures  sufficient  to  permit 
them  to  feed  into  the  lines  "ahead"  of  the  pumps,  that  is,  into  their 
discharge  lines.     The  latter,  or  low-pressure  wells,  are  those  that 


TH08.    n.    WEYMOUTH  225 

require  pumping.  Frequently  iUvw  arc  wells  with  pressures  too  low 
for  feeding  into  the  high-pressure  discharge,  but  sufficiently  high  to 
feed  the  suction  of  the  high-stage  pumps,  and  by  proper  systems  of 
piping,  this  is  usually  provided  for.  This  naturally  affects  the  station 
design,  as  it  necessitates  the  pumping  of  more  gas  through  the  second 
stage  than  through  the  first,  and  proper  provision  must  be  made  for 
it  by  the  addition  of  the  requisite  number  of  high-stage  units. 

127  No  fixed  value  of  discharge  or  suction  pressures  obtains  in 
the  operation  of  any  natural  gas  pumping  station.  The  variation  in 
these  pressures  throughout  a  single  day  may  cover  a  wide  range  of 
limits,  while  it  is  especially  marked  from  day  to  day  throughout 
the  year.  In  this  respect  the  compression  of  natural  gas  differs 
widely  from  that  of  air  under  the  usual  conditions,  and  presents 
several  additional  problems  not  encountered  in  the  compression  of 
air.  As  related  to  the  question  of  design,  this  factor  determines  not 
only  the  power  necessary  to  drive  the  compressor  but  also  the  quan- 
tity of  free  gas  a  machine  will  handle,  and  involves  what  is  termed 
the  peak-load  condition  of  power  requirement,  as  was  shown  in  the 
development  of  the  power  formula.  AVhile  it  is  well  to  provide  for 
ample  power  to  drive  the  compressors  under  all  conditions  of  opera- 
tion, the  principle  is  easily  carried  to  absurd  limits,  with  the  ultimate 
result  of  great  loss  in  volumetric  output.  In  some  instances  it  is 
found  necessary  to  pump  gas  with  compression  ranges  varying  from 
two  to  five  or  six.  Under  these  conditions  the  unit  must  be  designed 
to  carry  the  load  over  the  peak,  and  it  will  then  operate  under  any 
and  all  conditions  of  suction  pressure,  with  the  discharge  at  its  proper 
value.  Usually,  however,  this  will  not  be  necessary,  and  then  the 
upper  limit  of  suction  pressure  may  be  estimated,  and,  if  on  occasion 
it  should  greatly  exceed  the  value  for  which  the  units  were  designed, 
it  can  be  reduced  by  throttling  the  gates  on  the  suction  lines. 

128  The  discharge  pressure  to  be  used  in  designing  the  com- 
pressor cylinders  must  be  that  of  maximum  condition,  which  is 
usually  at  night  when  the  lines  are  being  packed,  or  stored,  with  gas 
to  provide  sufficient  storage  capacity  to  help  over  the  peak  load 
conditions  in  the  distributing  system. 

129  Wliile  this  maximum  pressure  must  be  used  to  determine 
the  engine  power  required,  the  ratio  of  cylinder  sizes  for  two-stage 
compression  must  conform  more  nearly  to  average  load  conditions, 
in  order  properly  to  equalize  the  work  between  the  two  stages  for 
average  conditions  of  operation.  Once  the  cylinder  diameters  are 
fixed,  the  ratio  of  discharge  to  suction  pressure  of  the  low-stage  unit, 
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or,  in  other  words,  the  ratio  between  the  high  and  low-stage  suction 
pressures,  will  be  practically  independent  of  the  high-stage  discharge 
pressure.     The  ratio  of  cylinder  diameters  may  be  determined  as 
follows : 
130    Let 

Fi  =  the  volume  of  low-pressure  cylinder  per  revolution 

Di  =  diameter  of  cylinder 

c?i  =  diameter  of  piston  rod 
si  =  stroke 

ni  =  speed,  r.p.m. 

e  1  =  volumetric  efficiency 

Pi  =  absolute  suction  pressure 

ri  =  absolute  suction  temperature 
and  let  the  corresponding  letters,  with  sub  h,  apply  to  the  high-stage 
compressor.  Also,  let  Po  and  To  be  the  absolute  pressure  and  tem- 
perature of  any  base  on  which  the  gas  may  be  measured.  Then  the 
actual  quantity  of  gas  pumped  per  minute  referred  to  Po  and  To  will 
be 

Q  =  V,  ^  ^  em  1  =  W  ^  ^  e^n^ [54] 

Po  T^  Po  n 

since  all  the  gas  that  passes  through   the  low-stage  cylinder  must 
be  pumped  through  the  high.  Hence 

n\V\e\  —  =  WhV  hCh  — 


But 


and 


Hence 


Ph  _  Vji  e^  Th  ni^ 
Pi      FhehTirih 


y,=^(z)i-^)=^'(2D;-rf;) 


[551 


(^•-f)=T 


o 


Pt     Si  {2D\-dt{)  eiT^m 


[56] 


Pi     Sh(2Z>L-4)eh  T,nh 
Assuming  the  same  speed  and  stroke  for  both  stages 

p,_(2£>;-rf;)e,  n [57] 

P,     (2DL-f4)ehT, 
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131  From  equation  [57],  it  will  be  seen  that  the  ratio  of  suction 
pressures  in  the  two  stages  depends  upon  the  net  cylinder  areas,  the 
volumetric  efficiencies  and  temperatures  of  the  suction  gas. 

132  If  the  intercooling  is  inefficient,  Th  will  exceed  Ti,  and  the 
discharge  pressure  of  the  low-stage  compressor  (  =  Ph=the  high- 
stage  suction)  will  be  raised,  thus  imposing  more  work  on  the  low- 
stage  units.     Usually,  however,  adequate  cooling  can  be  attained, 
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Fig    13     Curve  showing  Hourly  Pressures  of  Typical  Pumping  Station 

FEEDING  INTO  A  LiNE  120  MiLES  LONG  DURING  AN    AVERAGE   \S  INTER  8   DaY 

and  the  ratios  of  temperatures  may  therefore  be  taken  as  one.  Under 
this  assumption  the  compression  ratio  in  the  low-stage  cyhnder  be- 
comes equal  to  the  ratio  of  net  effective  areas  of  low  to  high-stage 
cylinders,  that  is,  the  computed  areas  multiplied  by  the  respective 
volumetric  efficiencies. 

133  The  ratio  of  the  diameters  of  the  high  and  low-stage  cylin- 
ders can  therefore  be  determined  from  equation  [57],  having  fixed 
upon  the  proper  ratio  of  compressions  for  each  stage,  as  determined 
bv  average  operating  conditions. 

134  In  order  to  illustrate  the  fact  previously  stated,  that  the 
high-stage  suction  pressure  is  practically  independent  of  its  dis- 
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charge,  Fig.  13  is  given,  showing  a  plot  of  the  hourly  pressures  of  a 
typical  pumping  station  feeding  into  a  line  120  miles  long  during  an 
average  winter's  day. 

135  The  size  of  compressor  cylinder  required  depends  upon  three 
things:  the  quantity  of  gas  to  be  pumped,  the  suction  pressure  at 
which  it  can  be  supplied  to  the  compressor,  and  the  speed  of  the 
compressor. 

136  The  first  of  these  requirements  must  be  ascertained  from 
the  number  of  units  to  be  installed,  and,  in  this  particular,  there 
seems  to  be  a  considerable  difference  of  opinion  among  engineers. 
The  author  believes  that  there  should  be  a  sufficient  number  of 
units,  so  that  in  case  of  a  shutdown  of  any  one  of  them,  the  capacity 
of  the  plant  would  not  be  seriously  impaired.  In  fact,  it  is  distinctly 
the  part  of  wisdom  to  provide  one  spare  unit  over  and  above  the 
actual  requirement  under  the  most  sevei'e  conditions.  Natural  gas 
compressors,  unlike  most  other  power  apparatus,  cannot  have  their 
capacity  forced,  for  there  are  only  two  means  of  increasing  it,  namely, 
by  increasing  the  speed,  which  has  a  well  defined  upper  limit,  and  by 
raising  the  suction  pressure;  and  usually,  when  the  greatest  demand 
is  made  on  the  plant,  the  field  is  supplying  all  the  gas  of  which  it  is 
capable,  and  thus  it  is  impossible  to  add  to  this  pressure.  Natural 
gas  companies  are,  as  a  rule,  public  service  corporations,  and  it  is 
absolutely  necessary  to  maintain  the  operation  of  the  stations  con- 
tinuously during  severe  weather  in  order  to  prevent  great  suffering. 

137  Having  given  the  quantity  of  gas  to  be  pumped  and  the 
suction  pressure,  the  required  size  of  the  cylinder  is  readily  computed 
when  the  proper  value  of  volumetric  efficiency  is  assigned. 

138  In  good  modern  compressors  of  large  size  and  long  stroke, 
the  indicated  volumetric  efficiency  may  range  from  98  per  cent  to 
90  per  cent,  depending  upon  the  ratio  of  compressions,  and  the  slip- 
page loss  will  range  from  3  per  cent  to  10  per  cent,  so  that  it  is  not 
unusual  to  find  actual  volumetric  efficiencies  as  high  as  94  per  cent. 
In  the  majority  of  cases,  .however,  the  actual  efficiency  will  range 
from  80  to  90  per  cent,  with  85  as  a  fair  average  for  working  con- 
ditions. 

139  The  constantly  growing  demand  for  compressors  of  high 
efficiency  for  natural  gas  compression  has  given  a  considerable  im- 
petus to  improvements  in  design,  which  have  resulted  in  lower 
clearance  spaces  and  improved  valves  and  jacket  cooling,  and  it  is 
entirely  reasonable  to  specify  volumetric  efficiencies  of  90  per  cent, 
or  even  higher,  with  units  of  large  size. 
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140  When  the  actual  volumetric  efficiency  of  a  unit  is  known, 
its  puniping  capacity  can  conveniently  be  determined  from  the 
formula : 

7)2-^1  il£i-" [58] 

2/  pjr  ^   ^ 

where 

Q  =  output,  cu.  ft.  per  min. 
/?  =  volumetric  efficiency  of  compressor 
s= stroke,  in. 

Z)  =  compressor  cylinder  diameter,  in. 
rf= compressor  piston  diameter,  in. 
iV^= revolutions  per  minute 
P  =  suction  pressure,  lb.  per  sq.  in.  absolute 
!r= suction  temperature,  absolute 

Po  =  pressure  base  of  gas  measurement,  lb.  per  sq.  in.  abso- 
lute 
2'o  =  temperature  base,  absolute 

141  This  formula  assumes  that  the  compressor  has  no  tail  rod. 
Should  it  have  one,  the  value  in  the  parenthesis  would  have  to  be 
modified  to  suit.  From  the  formula  the  diameter  necessary  for  any 
given  capacity  can  be  computed  by  substituting  the  known  quan- 
tities in  the  equation. 

142  Usually  the  temperature  of  the  suction  gas  is  assumed  to  be 

the  same  as  that  of  the  measurement  basis  in  stating  the  capacity 

T 
of  a  compressor,  and  hence  the  factor  — **  in  the  formula  is  dropped, 

being  equal  to  1. 

GENERAL   REMARKS 

143  The  problem  of  the  number  of  compressions  to  use  in  the 
determination  of  the  power  required  is  usually  more  or  less  indeter- 
minate and  requires  the  exercise  of  the  judgment  of  the  engineer  in 
each  particular  case,  based  upon  a  knowledge  of  the  field  pressure 
conditions  and  the  probable  discharge  pressure  as  already  discussed. 
The  discharge  pressure  is,  as  shown,  a  matter  of  computation,  but 
the  suction  pressure  may  vary  widely  under  different  conditions. 

144  Compressors  for  natural  gas  were  originally  driven  by  steam 
engines,  but,  owing  to  the  recent  improvements  in  the  design  and 
reliability  of  large  gas  engines,  and  to  their  high  economy,  this  type 
of  prime  mover  is  rapidly  supplanting  the  steam  engine.     Usually 
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the  compressor  is  direct-connected  to  the  engine,  although  there  are 
many  successful  installations  using  the  bdt  drive.  Motor-driven 
units  are  rare,  however. 

145  The  tendency  in  recent  years  has  been  to  lay  gas  transmis- 
sion lines  with  rubber-packed  sleeve  couplings,  in  sizes  above  4  in. 
In  fact,  it  is  imperative  with  lines  above  10  in.  in  diameter,  owing 
to  the  difficulty  of  making  tight  screw-collar  joints  with  the  larger 
sizes  of  pipe.  Lines  are  usually  designed  for  pressures  as  high  as 
the  pipe  will  stand,  sometimes  exceeding  400  lb.  per  sq.  in.,  and, 
inasmuch  as  the  leakage  is  a  function  of  the  pressure,  irrespective  of 
the  quantity  of  gas  flowing  through  the  line,  it  is  essential  that  the 
pipe  joints  be  made  as  tight  as  possible. 

146  In  using  the  sleeve  type  of  coupling  it  must  be  remembered 
that  it  offers  very  little  resistance  to  end  thrust,  and  proper  pro- 
vision must  be  made  for  anchoring  the  pipe  wherever  it  deviates 
from  a  straight  line,  such  as  making  turns  or  going  over  the  crest  of 
a  knoll. 

147  Heavy  fittings  are  usually  necessary,  not  only  to  stand  the 
gas  pressures,  but  also  to  provide  against  the  enormous  strains  pro- 
duced by  expansion  and  contraction  due  to  temperature  changes  and 
to  frost.  This  is  especially  true  at  compressor  stations  because  of 
the  high  temperatures  due  to  compression,  which  sometimes  reach 
300  deg.  to  350  deg.  fahr.  At  these  stations  it  is  usual  to  provide 
swing-joint  connections;  all  stiff  joints  should  be  avoided,  especially 
where  any  considerable  length  of  pipe  is  involved. 

148  Owing  to  the  possibility  of  leakage  gas  accumulating  in  a 
pump  station  and  endangering  the  plant,  it  is  necessary  to  provide 
adequate  ventilation.  The  method  favored  by  the  author  is  to  have 
the  pump  house  equipped  with  a  monitor,  and  a  fan  installed  in  the 
auxiliary  building,  which  draws  its  supply  of  fresh  air  from  outside, 
over  the  hot  gas  engine  exhaust  pipes  which  are  laid  in  a  conduit  in 
the  pump  house.  The  air  is  then  forced  back  into  the  pump  house, 
thus  providing  both  heat  and  ventilation  without  the  necessity  of 
auxiliary  boilers  or  fires  about  the  premises. 

149  All  buildings  must  be  lighted  by  electricity,  the  generator 
being  installed  in  the  auxiliary  building.  This  generator  is  usually 
of  the  direct-current  type  in  order  to  provide  current  for  charging 
the  storage  batteries  generally  installed  for  ignition  purposes.  The 
auxiliary  building  should  be  from  30  to  40  ft.  away  from  the  main 
pump  house  in  order  to  lessen  the  risk  of  explosion. 

150  All  electric  lamp  sockets  in  the  main  pump  house  should  be 
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of  the  keyless  type,  and  all  electric  switches  should  be  enclosed. 
Care  should  be  taken  to  exclude  any  pockets  under  the  pump-house 
floor  or  elsewhere  where  gas  might  collect. 

151  In  piping  up  gas  compressor  cylinders  it  is  strongly  advisable 
to  provide  a  by-pass  for  use  in  starting,  especially  with  gas-engine- 
driven  units;  and  also  an  automatic  safety  valve,  connected  to  the 
discharge  pipe  between  the  compressor  cylinder  and  the  first  gate. 
There  have  been  several  instances  where  compressors  have  been 
destroyed  by  attempting  to  start  with  a  dosed  discharge  gate,  and 
this  precaution  is  most  necessary.  Such  relief  valves  should  have 
ample  capacity  to  pass  all  the  gas  the  compressor  might  discharge, 
and  should  be  tested  at  regular  intervals  to  insure  their  being  in  an 
operative  condition  at  all  times.  They  are  fully  as  important  as  a 
safety  valve  on  a  boiler. 

152  Two-stage  pumping  stations  should  be  provided  with  both 
inter-coolers  and  after-coolers,  which  are  usually  composed  of  net- 
works of  pipe  immersed  in  a  pond  or  reservoir  adjoining  the  station. 
Drips  should  be  connected  at  the  discharge  end  of  all  coolers,  in 
order  to  collect  and  dispose  of  the  gasolene  which  usually  is  produced 
by  the  process  of  compressing  and  cooling  natural  gas. 

153  These  drips  are  sometimes  provided  on  an  elaborate  scale, 
where  it  is  found  that  the  gasolene  production  is  sufficiently  large  to 
warrant  collecting  and  selling  it,  and  in  some  cases  refining  plants 
are  installed  for  rendering  the  gasolene  fit  for  the  market. 

154  It  is  important  to  extract  all  of  this  gasolene  from  the  lines, 
as  otherwise  it  will  collect  in  depressions  and  "freeze,"  completely 
plugging  the  line.  The  secret  of  getting  out  the  gasolene  is  so  to 
build  the  after-cooler  as  to  cause  the  flow  of  gas  to  be  greatly  re- 
tarded, when  the  liquid  may  be  extracted  by  proper  separators. 

155  By-pass  connections  should  be  provided  around  the  coolers 
in  order  to  enable  the  plant  to  discharge  its  gas  direct  into  the  lines 
in  case  of  leakage  in  the  coolers. 

15G  All  station  piping  should  be  "flexible,"  so  as  to  permit  opera- 
tion with  various  systems  of  connection,  and  should  be  arranged  in 
such  a  manner  that  the  plant  can  be  tested  with  ease. 

DISCUSSION 

C.  N.  Cross.  There  is  one  locality  in  the  California  oil  fields 
which  promises  to  become  cominercially  important  in  the  produc- 
tion of  natural  gas,  viz.,  the  Sunset-Midway  district.     A  single 
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well  has  for  the  past  two  years  been  producing  sufficient  gas  to 
supply  the  entire  cit}'^  of  Los  Angeles. 

That  this  statement  is  not  an  exaggeration  will  be  more  readily 
understood  when  it  is  known  that  the  initial  rock  pressure  of  the 
gas  in  the  field  is  often  more  than  2000  lb.  per  sq.  in.  When 
these  gas  pockets  are  first  opened  the  string  of  tools  is  often 
thrown  from  the  well  and  over  the  top  of  a  90- ft.  derrick.  Some- 
times large  quantities  of  sand  and  boulders  weighing  15  to  20  lb. 
each  are  ejected  from  the  mouth  of  the  well.  Under  such  condi- 
tions there  are  very  lively  times  getting  the  well  under  control. 
For  lack  of  transportation  facilities  this  immense  quantity  of 
gas  is  largely  being  lost. 


■-     1000 
o 

(WlndiLtesVa 
Bureau  of  M 

lies  computed  ( 
ues  Analysis 

rom  the 

(o«) 

riitsi-  F 

oints  di 

regarde 

i  in  dra 

viug  thi 

Curve 

f  Gas  at  60  D 
lercury 

\ 

o 
o 

o 

( 

N 

O 

Ox 

Ox 

B.T.XJ.per  Cu.Ft.o 
and  29.82  lu.  1 

i 

o 

\ 

Er=150 

[)-100( 

1  0 

o 

cP 

\ 

(., 

\ 

"A 
II 

\ 

b: 

\ 

0.65  0.75 

(?=  Specific  Gravity,  Air=1.0 


0.85 


Fig.  14 


Delation  of  Calorimc  Value  and  Specific  Gravity  for 
California  Gases 


Noting  the  ab.sence  of  California  gases  from  Mr.  Weymouth's 
table  of  analysis,  the  writer  presents  Table  4.  The  first  five 
analyses  wci-e  obtained  in  connection  with  the  writer's  work  in 
the  oil  fields. 

The  sum  total  of  the  constituents  of  these  five  samples  varies 
from  99.0  to  90.9  per  cent.  This  irregularity  is  due  to  the  fact 
that  the  measuring  burette  used  could  1)6  read  only  to  the  nearest 
0.2  per  cent,  and  no  attempt  was  made  to  determine  the  rarer 
gases.     The  percentage  of  nitrogen  was  read  from  the  burette 
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instead  of  subtracting  tlie  sum  of  the  other  gases  from  100  per 
cent.  The  remaining  ten  samples  were  analyzed  by  the  Bureau 
of  JMines  and  publislicd  in  the  Bureau  of  Mines  Bulletin,  No.  19, 
1911.    In  every  case  the  total  of  these  analyses  is  100  per  cent. 

The  peculiar  feature  of  the  California  gases  is  the  unaccount- 
ably high  percentages  of  carbon  dioxide  present.  The  fact  that 
California  oils  are  of  an  asphaltic  base  may  in  some  way  be  re- 
sponsible for  the  large  percentage  of  carbon  dioxide.  Roughly, 
the  straight  line  law  connecting  the  calorific  value  and  the  spe- 
cific gravity,  shown  by  Mr.  Weymouth,  holds  for  these  gases,  but 
the  slope  of  the  line,  Fig.  14,  is  reversed  due  to  the  presence  of 
the  carbon  dioxide  in  large  proportions. 

The  Author.  The  analyses  and  discussion  of  California  gases 
given  by  Mr.  Cross  constitute  a  valuable  addition  to  that  por- 
tion of  my  paper  dealing  with  the  properties  of  natural  gas. 

Equations  [4]  and  [5]  in  the  original  paper  were  constructed 
on  the  assumption  that  the  chief  influence  affecting  the  specific 
gravity  is  the  variation  in  the  relative  proportions  of  methane 
and  ethane  in  the  gas,  and  increase  in  the  relative  ethane  content 
being  accompanied  by  an  increase  in  both  specific  gravity  and 
heating  value.  When,  however,  the  proportion  of  inert  gases 
reaches  the  high  values  found  in  the  California  analyses,  they 
exert  a  predominating  influence  on  the  specific  gravity  and  thus 
reverse  the  slope  of  the  line  shoAving  the  relation  of  heat  content 
to  specific  gravity,  as  Mr.  Cross  points  out. 


No.  1350 

NEW  PROCESSES   FOR   CHILLING  AND   HARD- 
ENING CAST  IRON 

By  Thos.  D.  Wkst,  Cleveland,  Ohio 
Member  of  the  Society 

Conditions  are  occasionally  such  that  an  "inside  chili"  is  produced 
in  castings,  by  which  is  meant  that  a  casting  with  a  gray  or  soft 
exterior  may  have  the  interior,  or  portions  of  it,  composed  of  a  hard, 
white  or  chilled  iron,  as  show^n  in  Figs.  2,  3,  9  and  10. 

2  While  inside  chilling  is  claimed  to  be  produced  by  hydraulic 
pressure,  this  is  not  the  inside  chill  which  has  puzzled  foundrymen, 
and  prior  to  the  mechanical  creation  of  inside  chill  by  the  author,  no 
one,  as  far  as  he  knows,  has  explained  how  it  could  be  produced  at 
will.  The  discovery  of  how  this  can  be  done  is  due  largely  to  experi- 
ments which  the  author  has  been  conducting  during  the  past  two 
years  with  a  view  to  overcoming  the  defects  now  existing  in  chilled 
car  wheels,  and  this  investigation  led  to  other  lines  of  research,  as 
will  be  seen  herein. 

3  Most  of  the  experiments  were  made  at  The  West  Steel  Casting 
Company,  Cleveland,  Ohio.  This  company  makes  castings  by  the 
converter  and  crucible  methods,  the  former  requiring  a  cupola 
similar  to  that  used  in  iron  founding,  and  so  permitting  the  casting 
of  chillable  metals.  The  irons  used  were  approximately  of  the  fol- 
lowing composition;  Carbon  2.75  to  3.25;  silicon  1.75  to  2.00;  sul- 
phur around  0.06;  manganese  and  phosphorus  about  0.04.  In 
cases  where  a  more  chillable  metal  was  desired,  small  portions  of 
stick  or  powdered  sulphur  were  dropped  on  top  of  the  molten  metal 
when  in  the  hand  ladle. 

4  In  Fig.  1  is  illustrated  the  experiment  that  created  mechanically 
an  inside  chill.  This  gives  views  of  the  mold  used  in  casting  test  speci- 
mens in  open  sand  of  the  size  seen  in  Fig.  5.    The  bar  A  was  cast 
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against  a  chiller  block  as  at  E,  while  bars  B,  C  and  D  were  surrounded 
with  rammed  sand.  The  bars  having  been  poured,  the  gate  connec- 
tions F,  G,  TI  and  /  were  broken  and  the  sand  around  C  and  D 
removed  as  soon  as  their  solidification  would  permit.  When  it  was 
thought  C  and  D  would  stand  the  pressure  of  tongs,  they  were  lifted 
quickly  and  C  was  doused  into  a  pail  of  water,  while  D  was  broken 
by  an  assistant  to  display  conditions  of  its  interior.  The  immersed 
bar  C  having  cooled  to  a  dark  color,  it  was  taken  from  the  water 
and  broken,  and  displayed  an  inside  chill,  such  as  is  seen  at  £", 


Fig.  1     Mold  for  Test  Bars  that  Solvkd  Inside  Chill  Phoblem 


Fig.  9.  The  bar  D  showed  an  interior  condition  bordering  on  semi- 
molten  metal.  The  chilled  bar  A  showed  that  the  chiller  E  had 
chilled  the  surface  of  A  about  ^  in.  deep,  while  the  bar  B  had  a  nice 
gray  fracture.  Bars  A  and  B  wore  not  removed  from  their  molds 
until  nearly  cold. 

5  The  philosophy  of  mechanically  creating  an  inside  chill  exists  in 
the  outside  body  of  a  casting  cooling  slowly  enough  to  allow  the 
carbon  to  take  a  graphitic  form,  while  the  inner  body,  which  is  not 

holly  solidified,  is  cooled  so  rapidly  that  the  carbon  is  held  in 
the  combined  form,  similar  to  the  way  it  is  held  in  the  molten  metal. 
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The  graphitic  state  of  the  carbon  in  the  solidified  body  causes 
the  iron  to  be  gray  and  soft,  while  the  combined  state  causes  it  to 
be  hard  and  white,  or  chilled. 

6  The  ability  to  create  an  inside  chill  by  strictly  i)hysi('al  manip- 
ulation led  to  the  belief  that  it  might  be  practicable  to  increase 
the  depth  of  a  chill  beyond  what  present  chillers  can  do,  with 
like  irons.  Especially  was  this  thought  practicable  for  such  castings 
as  chilled  car  Avheels  and  rolls.  Several  methods  were  devised  for 
testing  purposes,  but  finally  those  in  Figs.  4,  7,  8,  13  and  14  were 
adopted  for  the  chief  researches.  These  devices  admitted  of  a  wide 
range  for  experinuuits  and  as  a  rule  led  to  satisfactory  results. 

VARIABLE   CONDITIONS  AFFECTING   CHILLING 

7  As  many  who  are  interested  in  founding  are  not  cognizant  of 
what  is  involved  in  the  chilhng  of  cast  iron,  the  following  recital 
is  given  of  actions  that  take  place  and  of  conditions  that  exist  in 
the  process  of  chilhng: 

a  Iron  is  chilled  prior  to  any  formation  of  graphite,  A  chill 
may  be  made  harder  by  continuing  to  cool  it  while  the 
adjoining  metal  is  still  in  a  semi-molten  state  or  very 
hot;  as  by  this  action  any  backward  anneahng  to  soften 
the  chill  is  more  or  less  retarded. 

b  Under  like  conditions,  the  lower  the  silicon  and  the  higher 
the  sulphur  and  carbon,  the  deeper  the  chill. 

c  Under  like  conditions,  the  chill  will  be  deeper  the  smaller 
the  area  of  the  cross-section  to  be  chilled. 

d  Under  hke  conditions  the  less  the  thickness  in  the  chiller 
below  what  can  be  utilized,  the  less  the  chill  in  the 
casting. 

e  The  longer  the  casting  remains  in  close  contact  with  its 
chiller  while  its  metal  is  in  a  chillable  state,  the  deeper 
the  chill. 

/  The  more  fluid  or  the  hotter  the  metal  used  in  pouring  a 
chiller  mold,  all  other  conditions  being  the  same,  the 
deeper  the  chill,  from  i  in.  to  possibly  i  in.;  and  the 
greater  the  chillable  nature  of  the  metal,  the  more  pro- 
nounced this  effect. 

g  Not  all  grades  of  cast  iron  are  chillabk".  It  requires,  as  a 
rule,  iron  of  a  general  carbon,  having  less  than  2  per  cent 
of  sihcon  and  above  O.OC  per  cent  of  sulphur. 
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h  On  account  of  the  variable  percentages  of  silicon,  sulphur 
and  carbon  rc^quired  to  produce  chilled  castings,  ranging 
from  1.75  down  to  0.50  for  silicon,  from  0.10  dowai  to  0.05 
for  sulphur,  and  from  4.00  dowTi  to  2.50  for  carbon,  it 
can  be  seen  that  there  must  be  what  are  commonly  called 
"grades"  in  chillable  irons. 

MOLD    FOR    MAKING    COMPARATIVE    CHILLING    TESTS 

In  order  to  make  comparative  tests,  a  twin-chiller  mold  was 


Gate 


Shinlcd  lines  giiij-  or 
soft  iron 


Black,  wliite  ur  chilled  irou 


FiQ.  2  Fig.  3 

Castings  with  Gray  Exterior  and  Chilled  Interior 


designed,  shown  in  Figs.  4,  7  and  8.  By  having  the  two  molds  com- 
bined so  that  they  could  be  pDured  from  the  same  basin,  it  was  pos- 
sible to  make  all  the  conditions  alike  in  both,  except  the  one  which 
it  was  desired  should  vary  for  the  particular  test  under  way.  The 
mold  was  further  designed  to  produce  conditions  similar  to  those 
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ejcistinp:  when  casting  chilled  car  wheels  and  rolls.  In  making  .^hese 
latter  castings  the  contraction  of  the  chilled  crust  and  the  expan- 
sion of  the  chiller  create  a  space  between  the  exterior  body  of  the 
casting  and  the  interior  face  of  the  chiller.  The  ability  to  create  a 
space  as  above  in  this  experimental  mold  and  to  apply  a  heat- 
absorbing  element  to  it  in  connection  with  other  actions  or  treat- 
ment referred  to  later  on,  made  it  possible  to  conduct  a  large  num- 
ber of  very  satisfactory  comparative  tests. 

9  In  order  to  obtain  a  variable  action  so  far  as  the  chillers  P, 
Fig.  4,  were  concerned,  the  braces  M  were  removed  and  the  wedges 
A^  driven  down.  If  it  were  desired  to  have  the  space  K  in  both 
molds,  two  persons  were  employed  to  work  in  unison  at  their  re- 
spective ends.  The  wedges  A''  would  not  be  knocked  down  until  the 
metal  filling  the  mold  showed  evidence  at  the  top  edge  of  the  bars 
of  having  solidified  sufficiently  to  produce  a  self-sustaining  crust. 
It  was  rather  remarkable  in  the  air-cooling  tests,  to  be  described 
later  on,  how  clearly  the  rate  of  cooling  and  inner  solidification 
could  be  judged  by  the  changing  color  of  the  hot  metal  at  the  top 
edge  of  the  bars  next  the  chillers. 

10  In  casting  bars  intended  to  be  kept  in  close  contact  with 
their  chillers,  either  the  runners  coimecting  the  pouring  basin  with 
the  mold  must  be  broken  as  soon  as  the  metal  in  them  has  solidified 
sufficiently  to  permit  such  action ;  or  care  must  be  taken  when  pouring 
the  molds  not  to  fill  them  any  higher  than  the  level  of  the  bottom 
of  the  pouring  runners.  By  these  means  the  disturbing  influence 
due  to  the  contraction  of  the  runners  and  pouring  basin  is  avoided. 

1 1  Fig.  5  shows  the  form  and  size  of  the  pattern  used  for  molding 
the  bars,  while  Fig.  6  is  that  of  the  manipulative  chiller  P  employed 
in  these  tests.  Each  of  these  chillers  weighs  3  lb.  14  oz.  and  the  bars 
made  from  the  pattern.  Fig.  5,  averaged  3  lb.  and  4  oz.  As  Figs. 
7  and  8  show  devices  for  other  purposes  than  those  displayed  in 
Fig.  4,  comments  on  them  are  deferred. 

FIRST  EXPERIMENTS   FOR   DISCOVERING   VALUE   OF   HARDENING 

MATERIALS 

12  In  starting  to  use  the  twin-chiller  molds  shown  in  Figs.  4,  7, 
and  8,  the  first  manipulation  was  to  draw  back  the  chiller  P  of  one 
mold  about  \  in.  from  the  face  of  its  bar  casting  as  soon  as  the  latter 
had  solidified  sufficiently  to  have  a  self-supporting  crust  facing  the 
chiller,  while  the  companion  bar  was  left  in  close  contact  with  its 
chiller  until  of  a  dark  color  (see  Fig.  4). 
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13  In  various  tests  a  I  in.  space  K,  Fig.  4,  was  formed  by  moving 
back  the  chiller,  and  the  effect  tried  of  quickly  packing  different 
materials  into  this  space  upon  the  backward  movement  of  the  chiller. 
The  materials  tried  at  different  times  were  fine  sand,  coke  dust, 
charcoal,  powdered  manganese,  bone  dust,  hardening  powder  and 
poisonous  cyanide.  These  tests  were  made  with  a  view  to  determin- 
ing whether  such  filling  of  the  space  would  increase  the  depth  of 
chilling  in  a  bar,  or  cause  it  to  be  any  harder  than  when  the  chiller 
remained  in  close  contact  with  the  bar  until  the  latter  was  nearly 
cold. 


Fig.  4    Mold  for  Making  Chilled  Twin  Specimens  for  Fracture  Tests 


14  No  noticeable  effects  were  produced  by  the  use  of  these  in- 
tended hardeners.  The  thickness  of  chill  of  the  bars  kept  in  close 
contact  with  their  chillers  exceeded  that  of  the  treated  bars  by 
from  i  to  i  in.  This  was  to  be  expected,  as  the  withdrawal  of  the 
chillers  P  to  create  a  packing  space  broke  the  contact  of  the  chillers 
with  their  bars  at  the  crucial  moment,  so  far  as  their  effectiveness 
was  concerned  in  increasing  the  depth  of  the  chill. 

SECOND    EXPERIMENT    FOR    DISCOVERING    VALUE    OF    HARDENING 

MATERIALS 

15  In  this  series  of  tests,  both  chillers  were  pullol  l)ack  at  tlie 
same  moment  to  create  spaces  adjacent  to  both  bars,  as  at  K,  Fig.  4. 
The  tests  were  to  discover  if  any  greater  depth  of  chill  or  hardening 
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was  produced  by  packing  one  of  the  spaces  (luickly  with  the  ma- 
terials used  in  the  first  (wperinients  while  the  other  space  was  left 
open.  The  series  showed  the  chill  to  be  from  jV  in.  to  I  in.  deeper 
in  several  of  the  treated  bars  than  in  the  non-treated  bars. 

16  Tests  for  hardness,  except  for  the  cyanide,  showed  a  gain  of 
6  to  10  per  cent  by  the  scleroscoi)e.  One  cyanide  test  with  com- 
panion all-chilled  bars  averaged  68  for  the  treated  and  70  for  the 
non-treated;  while  with  another  set  of  companion  bars  which  were 
not  chilled  the  non-treated  bar  gave  58  and  the  treated  bar  50  on 
an  average.  This  softening  action  of  the  cyanide  may  ha\e  been 
due  to  the  fact  that  the  bars  were  not  cooled  in  water  after  treat- 
ment, as  is  necessary  when  case-hardening  steel  with  cyanide.     A 
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Fig.  5    Fracture  Test  Bar  Pattern;    Fig.  6    Manipulative  Chiller 

peculiar  effect  of  the  cyanide  is  to  produce  a  denser  and  a  finer 
crystallization  of  the  treated  chilled  face  about  |  in.  thick. 

IMMERSION   EXPERIMENTS 

17  For  this  series,  open  sand  molds  of  the  plan  shown  in  Fig.  1 
were  used,  and  by  the  aid  of  an  assistant,  two  of  the  four  bars  were 
removed  as  soon  as  the  crust  solidification  permitted.  One  of  these 
bars  was  immersed  and  moved  around  in  a  pan  of  mud,  which  in 
some  tests  had  salt  mixed  with  it,  while  the  second  bar  was  simul- 
taneously submerged  in  a  pail  of  water.  These  tests  were  dupli- 
cated by  having  the  pan  nearly  filled  with  a  high  fire-test  oil  in  place 
of  the  mud. 

18  Tests  made  by  the  second  use  of  the  open  sand  mold,  Fig.  1, 
showed  that  the  mud  or  oil  cooling  had  little  or  no  effect  in  chilling, 
on  the  average,  while  the  water  cooling  was  radical  in  its  action. 
A',  B',  C,  and  D',  Fig.  9,  give  a  fair  illustration  of  these  tests.  A'  is 
the  chiller-cooled  bar;  B'  the  all-sand  one;  C  the  mud-cooled  bar 


242 


CHILLING   AND    HARDENING    CAST    IPON 


and  D'  the  one  placed  in  water.    Bars  A'  and  D'  were  both  left  in 
their  molds  to  cool  naturally. 

19  The  bar  P'  displayed  an  inside  chill  as  seen  by  the  white 
appearance  at  D'  and  the  gray  corners  and  surface  indicated  by  M'. 
The  best  sample  of  this  effect,  which  was  closelj^  duplicated  in 
several  tests,  is  seen  at  E'  in  connection  with  the  chiller-cooled 
companion  bar  F',  which  latter  was  cast  against  the  face  of  the 
chiller  E,  Fig.  1,  the  same  as  bar  A'  in  Fig.  9.  The  bar  F'  showed 
that  a  harder  grade  of  iron  was  used  than  for  A' . 

20  The  writer's  experience  in  producing  this  inside  chill  me- 
chanically, demonstrates  it  to  be  a  sensitive  process  partaking  of 
numerous  forms,  yet  all  verifying  its  practicability. 

21  It  is  not  improbable  that  castings,  or  sections  of  them,  will 
eventually  be  produced  in  a  regular  manner  for  commercial  use, 
having  a  gray  or  mottled  exterior  crust,  while  the  adjoining  or  in- 

TABLE    1    SCLEROSCOPE    TESTS   FOR    HARDNESS* 


Set  Number  of  Tests 

Set  1 

Set  2 

Sets 

56 

48 

8 

65 
58 

7 

61 

53 

Average  of  increase  in  hardness  effected 

8 

•The  writer  is  under  obligations  to  the  kindness   of  Mr.   Walter  D.  Sayle,  president  of  the 
Cleveland  Punch  &  Shear  Works,  Cloveland,  0.,  for  the  scleroscope  tests  given  herein. 

terior  body  of  metal  will  be  of  a  mottled,  chilled  or  white  iron. 
The  writer  can  conceive  of  castings  in  which  this  combination  of 
hardness  might  prove  useful,  but  as  his  ideas  might  be  considered 
visionary,  he  refrains  from  mentioning  them. 

HARDENING    A    CHILLED    BODY    W'HEN    HOT    BY    IMPINGEMENT    OF    AIR 
AGAINST   ITS    SURFACE 

22  Special  attention  was  paid  in  this  series  of  tests  to  the  hard- 
ening effect  of  air  applied  directly  to  the  hot  chilled  face  of  a  bar. 
For  tests  of  this  character  it  is  essential  that  the  depth  of  chill  in 
the  comparative  bars  be  of  the  same  thickness.  This  condition  was 
obtained  by  admitting  the  air  to  the  treated  bar  only  after  it  was 
thought  the  inner  metal  had  all  solidified,  so  that  it  could  not  be 
held  responsible  for  any  variation  of  depth  of  chill  in  the  treated 
bars.  Only  three  .specimens  of  this  series  were  tested  by  the  sclero- 
scope, as  given  in  Table  1 ;  but  from  filing  and  grinding  tests  made  as 
a  check  on  the  results  it  is  evident  that  a  chill's  hardness  can  be  very 
materially  increased  by  applying  air,  etc.,  as  herein  described. 
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23  Tests  of  the  gray  sides  of  the  chilled  bar?  for  the  second  and 
third  sets  in  Table  1  gave  52  and  42  respectively,  showing  them  to 
average  25.4  softer  than  the  chilled  sides  which  had  received  the  air 
treatment. 

EFFECT   OF   AIR   SATURATED    WITH    WATER 

24  This  series  was  conducted  with  a  view  to  learning  whether 
air  saturated  with  water  might  be  more  effective  than  air  alone  in 
creating  a  chill,  or  in  hardening.  There  was  some  difficulty  at  the 
start  in  obtaining  satisfactory  saturation,  but  this  was  finally  se- 
cured by  the  use  of  a  device  which  made  it  possible  to  vary  the 
proportion  of  air  or  water  as  desired. 

25  The  series  was  instructive  in  demonstrating  that  so  far  as  the 
chilling  was  concerned  there  was  little  to  be  gained  by  the  saturated 
air,  or  what  was  gained  would  be  secured  by  the  use  of  a  greater 
volume  of  air  alone,  so  that  the  water  could  be  dispensed  with. 
This  is  not,  however,  to  belittle  the  effectiveness  of  saturated  air  as 
a  hardening  medium,  for  among  the  tests  in  which  saturated  air  was 
strongly  applied,  one  gave  70  for  the  treated  bar,  and  52  for  the 
non-treated  bar,  a  gain  of  34.6  per  cent  due  to  hardening. 

SOFTENING    EFFECT   OF   ANNEALING    CHILLED    IRON 

26  Specimens  of  this  scries  of  tests  were  cast  in  the  twin-chiller 
mold,  as  arranged  in  Fig.  8,  without  applying  any  air  cooling  to 
either  chillers.  This  gave  the  same  depth  of  chill  in  both  bars. 
Several  sets  were  cast  and  annealed,  but  only  one  set  was  tested  by 
the  scleroscope.  Other  sets  showed  by  filing  and  grinding  that  they 
checked  closely  with  those  tested  by  the  scleroscope.  The  annealing 
was  done  as  follows :  Tlie  I )ars  were  taken  out  of  their  mold  together 
and  one  left  in  the  open  air,  of  about  70  deg.  fahr.,  while  the  other 
was  laid  on  the  bottom  of  a  hot  crucible  furnace,  the  oil  fire  having 
been  shut  off,  and  left  there  about  twelve  hours. 

27  The  chilled  side  of  the  unannealed  bar  tested  at  68  and  the 
gray  side  at  45.  The  chilled  side  of  the  annealed  bar  tested  at  47 
and  the  gray  side  35.  This  gave  a  difference  for  the  chilled  sides  of 
21  and  for  the  gray  sides  of  10. 

RELATIVE   EFFICIENCY    OF    WARM   AND    COLD    CHILLERS 

28  In  order  to  be  assured  of  correctness  in  his  researches,  the 
author  undertook  to  determine  the  efficiency  of  different  metals, 
and  of  different  thicknesses  of  metal,  for  chillers  and  the  relative 
efficiency  of  warm  and  cold  chiller? 
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29  To  determine  the  latter,  two  chillers,  both  alike,  were  used, 
one  of  which  was  heated  to  various  temperatures,  from  one  bearable 
to  the  hand  to  one  that  would  burn  the  flesh,  while  the  other  chiller 
was  kept  at  the  temperature  of  the  atmosphere.  The  first  three 
sets  of  these  tests  were  made  on  a  day  when  the  thermometer  regis- 
tered ()2  (leg.,  and  the  second  set  of  four  tests  when  it  was  55  deg. 
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Fig.  7    Intekvention  Plate  System  for  Air  Cooling  and  Chilling  of 
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Fig.  8    Chiller  Mold  for  Testing  Chilling  Effect  on  Castings  by 
Cooling  Chiller 

The  tests  showed  from  xe  in.  to  i\  in.  greater  depth  of  chill  in  the 
bars  having  the  cold  chiller  than  those  having  the  heated  ones. 
Having  recently  read  the  claim  that  a  warm  chiller  would  chill 
deeper  than  a  cold  one,  it  was  thought  necessary  to  learn  whether 
such  was  a  fact,  as  it  is  unreasonable  to  expect  such  a  result. 

EFFICIENCY    OF    DIFFERENT   THICKNESSES    FOR    CHILLERS 

30     To  determine  the  effect  of  different  thicknesses  for  chillers, 
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tests  were  made  by  the  \\riter  at  the  Cleveland  branch  of  the  Na- 
tional Car  Wheel  Company,  as  well  as  at  the  foundry  of  The  West 
Steel  Casting  Company.  For  tliis  series  open  sand  molds  were  used, 
as  seen  in  Fig.  11.  The  chillers  as  sho\\ni  were  respectively  5  in., 
§  in.,  f  in.,  1  in.,  2  in.  and  3  in.  thick;  and  all  2  in.  wide  by  9  in.  deep. 

31  The  test  specimens  cast  against  these  chillers  in  the  wheel 
foundry  were  1|  in.  by  2|  in.  and  8  in.  long,  and  at  the  steel  foundrj', 
because  of  having  a  less  chilling  metal,  they  were  of  the  size  shown 
in  Fig.  5.  The  top  row  of  fracture  views,  Nos.  1  to  G,  Fig.  10,  is  a 
fair  representation  of  results  obtained.  The  thickness  of  chill  in  the 
samples  shown  in  Fig.  10  is  approximately  as  marked.  A  study  of 
these  samples  demonstrates  that  the  efficiency  of  chillers  in  general 
use  is  far  from  being  in  accord  with  their  thickness.  The  3-in. 
chiller,  for  example,  produced  but  ys  ^^-  niore  depth  of  chill  tlian 
the  1-in.  chiller. 

32  Aside  from  their  value  in  other  ways,  these  tests  suggest  the 
advisability  of  makers  of  chilled  rolls,  car  wheels,  etc.,  trying  steel 
metal  chillers  in  place  of  the  much  heavier  cast-iron  ones.  Steel 
chillers  need  be  made  only  of  the  thickness  required  for  efficiency  in 
cooling  and  would  still  be  strong  enough  to  resist  the  contraction  and 
expansion  strains  to  which  chillers  are  subjected.  There  is  a  liability 
of  difficulty  l)cing  encountered  in  using  steel  chillers  on  account  of 
the  steel  warping  much  more  than  cast  iron  through  repeated  heat- 
ing. By  using  ribs  or  giving  a  special  form  to  steel  chillers  this  ob- 
jection may  be  greatly  reduced,  if  not  wholly  overcome. 

EFFICIENCY   OF   DIFFERENT   METALS    FOR   CHILLERS 

33  It  was  important,  at  least  to  the  writer,  to  know  whetlier 
any  difference  existed  in  the  efficiency  of  chillers  of  gray,  white  or 
all-chilled  cast  iron  or  of  steel  or  wrought  iron.  Tests  were  made 
with  these  different  metals  at  both  foundries.  Two  sets  of  chillers 
were  used,  one  2  in.  square  and  the  other  1  in.  by  2  in.,  all  close  to 
9  in.  long.  Aside  from  grinding  one  face  of  these  chillers  to  remove 
the  scale  and  make  them  smooth,  as  with  all  other  chillers  used  in 
the  experiments  of  this  paper,  they  were  chipped  or  ground  at  their 
lower  ends  if  needed,  to  make  them  all  of  the  same  weight.  The 
plan  of  the  open  sand  mold  used  is  shown  in  Fig.  12.  The  test  bar 
patterns  were  of  the  same  size  as  used  for  the  tests  of  Fig.  11,  about 
four  sets  being  cast  from  each  size  of  pattern.  While  slight  differ- 
ences in  the  thicknesses  of  the  chills  resulting  from  chillers  of  the 
different  materials  seemed  to  indicate  that  one  or  another  of  the 
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materials  produced  the  deepest  chill,  there  was  so  little  practical 
difference  in  the  results,  taking  an  average  of  all  the  tests,  that  none 
of  the  chillers  could  be  rated  as  being  decidedly  better  than  the 
others. 

VALUE    OF    COOLING    CHILLERS 

34  The  chief  information  sought  in  this  series  of  tests  was 
whether,  when  a  casting  contracts  away  from  a  chiller,  the  depth  of 
chill  is  increased  by  cooling  the  chiller,  and  at  what  point  the  cooling 
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Fig.  11    Testing  Efficiency  of  Different  Thicknesses  of  Chillers 
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Fig.  12    Testing  Efficiency  of  Different  Metals  for  Chillers 


ceases  to  have  this  effect.  The  chillers  for  these  tests  were  arranged 
so  as  to  have  the  orifices  1  to  8,  Fig.  7,  turned  away  from  the  face  of 
the  mold  as  in  Fig.  8.  This  gave  a  solid  surface  to  the  body  of  the 
chiller  fronting  the  mold,  and  prevented  the  air  used  to  cool  the 
chiller  from  impinging  on  the  hot  face  of  the  bar.  For  the  first  tests, 
intervention  plates  *S'  were  used  for  fronting  each  chiller,  after  the 
ideas  displayed  in  Fig,  7.  As  soon  as  solidification  of  the  metal  at 
the  face  of  these  plates  would  permit,  they  were  pulled  out  simul- 
taneously to  create  a  space  between  the  bars  and  their  chillers,  as 
seen  by  the  opening  at  K,  Fig.  4.  The  plates  S  removed,  air  of 
about  50  U).  pressure  was  admitted  to  one  of  the  pipes,  as  at  W, 
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Fig.  7,  which  passed  down  the  bore  of  its  chiller  to  find  exit  at  X, 
and  at  the  orifices  1  to  8  to  the  exterior  of  the  chiller;  from  whence 
it  passed  upward  and  escaped  to  the  external  atmosphere  from 
around  the  opening  Y  in  the  plan  view  of  Fig.  8. 

35  In  the  use  of  chillers  for  car  wheels,  rolls,  etc.,  the  contrac- 
tion of  the  casting  and  expansion  of  the  chiller  leave  a  space  between 
the  two,  and  these  tests  were  therefore  well  adapted  to  demonstrate 
whether  internally  or  externally  cooled  chillers  used  for  this  class  of 
castings  would  produce  a  deeper  chill  than  those  not  cooled.  Half 
a  dozen  tests  were  made  without  finding  any  practical  difference  in 
the  depth  or  character  of  the  chill  produced  by  the  air-cooled  chiller 
bars  and  that  of  their  companions  which  were  not  cooled. 

36  Following  these  tests,  fully  six  more  were  made  with  the 
plates  S  omitted  on  both  sides,  so  as  to  have  the  bars  cast  directly 
against  the  face  of  their  chillers,  as  displayed  in  Fig.  8.  Here  both 
bars  remained  in  close  contact  with  their  chillers  until  cooled  to  a 
dark  color.  In  casting  these  bars  air  of  about  50  lb.  pressure  was 
admitted  to  one  side  only,  passing  down  the  pipe  W  and  escaping 
at  the  lower  exits  seen  at  X,  and  thence  passing  upward  to  the 
external  atmosphere  through  the  space  i.  This  method  proved 
practically  no  more  effective  in  increasing  the  depth  of  the  chill 
than  that  just  described  and  appears  to  confirm  the  tests  illustrated 
in  Fig.  11,  demonstrating  that  there  is  a  limit  to  which  the  thick- 
ness of  a  chiller  affects  its  efficiency.  They  forcibly  illustrate  the 
fact  that  it  would  be  unreasonable  to  expect  any  benefit  from  a  heat- 
absorbing  medium  passing  rapidly  through  the  internal  body  of  a 
chiller  or  over  its  outer  external  surface  when  a  space  existed  be- 
tween the  casting  and  the  chiller. 

CHILLING   PRODUCED   BY   SAND-FACED   MOLDS 

37  It  was  desired  to  ascertain  whether  a  chill  could  be  created 
by  air  under  pressure  when  prevented  by  a  sand  coating  from  getting 
directly  at  the  hot  surface  of  a  casting.  To  test  this  the  methods 
illustrated  in  Figs.  7,  13  and  14  were  used,  the  last  two  of  which 
were  experimented  with  at  both  foundries. 

38  In  using  the  mold  shown  in  Fig.  7  an  intervention  core  was 
employed,  as  seen  on  the  left  side.  This  core  was  about  \  in.  thick 
and  well  wired  so  that  the  head  pressure  of  the  molten  metal  could 
not  break  it,  when  the  plates  R  and  S  were  pulled  out  together 
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after  pouring  the  molds.  The  first  test  of  this  series  demonstrated 
the  porosity  of  a  sand  mold's  surface.  Although  this  was  a  very 
hard  core,  the  50-lb.  air  pressure  used  carried  the  air  through  it  and 
would  have  blown  all  the  metal  out  of  its  mold  had  not  the  valve 
been  closed.  The  companion  bar  withstood  the  air  pressure  for  the 
reason  that  the  plate  S  had  formed  a  chilled  crust  on  the  face  of  the 
metal  in  the  mold  before  its  removal.  Further  tests  with  these 
cores  under  different  air  pressures  showed  that  the  cores  prevented 
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Fig.  13     Pipe  Sand-Coated 
Air-Chilling  Mold 


Fig.  14     All  Sand 
Cooled  Mold 
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any  chilling  action,  while  on  the  other  hand  the  air  was  very  effective 
on  the  opposite  side. 

39  The  difficulty  with  this  core  method  lies  in  the  fact  that  air 
under  sufficient  pressure  to  penetrate  the  core  and  carry  off  heat 
in  time  to  create  an  internal  chill  will  pass  clear  through  the  molten 
metal  instead  of  forming  a  crust  and  chilling  it.     This  led  to  the  de- 
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signing  of  the  method  seen  in  Figs.  13  and  14.  By  a  study  of  the 
sand-coated  pipe  P',  it  can  be  seen  that  any  pressure  up  to  200  lb. 
and  over  can  be  employed  without  causing  the  air  to  impinge  against 
the  molten  metal,  while  at  the  same  time  it  can  be  more  effective 
than  the  core  itself  in  conveying  heat  to  its  outer  surface  and  then 
to  the  atmosphere.  The  sand  coating  used  on  this  pipe  was  but 
f  in.  thick  and  thoroughly  dried.  To  carrj'  off  the  gases  from  the 
sand  the  iron  pipe  was  closely  perforated  with  .rWin.  holes  as  at  Q'. 

40  Air  under  60  lb.  pressure  entered  at  W  to  the  chamber  S'  and 
passed  up  through  the  holes  T'  surrounding  the  pipe  P' .  The  air 
in  the  chamber  U'  was  free  to  absorb  heat  from  the  pipe  P'  and  to 
carry  it  rapidly  to  the  atmosphere.  The  molds  were  poured  without 
any  cope  or  covering,  care  being  taken  to  fill  them  only  within  \  in. 
or  so  from  their  tops.  In  about  10  seconds  after  pouring  the  mold, 
the  air  was  admitted  and  kept  in  action  until  all  the  metal  was 
thought  to  have  solidified.  A  fair  illustration  of  results  is  seen  at 
M',  Fig.  10.  An  all  sand  molded,  non-treated  companion  bar  was 
always  cast  from  the  same  ladle  that  poured  the  treated  bar.  A 
sample  of  this  is  seen  at  A'^'  on  the  right  of  M' . 

41  There  is  little  doubt  but  that  the  pipe  P'  acted  as  a  chilling 
agent  wdthout  the  use  of  air,  as  there  was  only  \  in.  thickness  of  sand 
between  it  and  the  face  of  the  casting.  In  fact,  a  test  made  without 
the  air  showed  that  the  pipe  aided  the  chilling,  since  it  gave  a  density 
to  the  crust  of  the  casting.  Again  it  is  to  be  kept  in  mind  that  as  the 
diameter  of  the  casting  was  only  2\  in.,  its  contraction  would  not  be 
sufficient  to  create  a  visible  space  between  its  outer  body  and  the 
face  of  the  mold,  as  is  generally  created  in  casting  chilled  rolls,  car 
wheels,  etc. 

42  In  the  all  sand  mold.  Fig.  14,  which  was  also  dried,  the  air 
passed  up  through  holes  T",  which  were  \  in.  in  diameter  and  about 
the  same  distance  apart,  all  around  the  circumference,  as  seen  by 
the  plan  view.  The  air  escaped  freely  around  the  top  at  V .  The 
holes  T'  had  but  about  xe  in.  thickness  of  sand  between  their  inner 
exterior  and  the  face  of  the  mold.  Castings  produced  by  this  method 
showed  a  dense  exterior  or  crust  of  from  \  in.  to  f  in.  thick,  and  in 
some  instances  were  slightly  mottled.  Only  in  one  case  was  there 
any  display  of  chill,  and  this  was  of  an  irregular  character  \  in.  to 
\  in.  thick,  created  inside  of  a  gray  crust  about  \  in.  thick.  In 
reality  this  was  an  example  of  inside  chill,  one  of  the  factors  sought 
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in  these  experiments  being  to  learn  if  by  such  methods  it  could  be 
produced  at  will  and  if  it  was  controllable. 

43  It  was  intended  also  to  form  holes  as  at  V  with  very  thin 
pipes  drilled  closely  full  of  i^-in.  holes,  and  if  a  steady  pressure  of 
100  to  150  lb.  of  air  could  have  been  secured,  further  efforts  to  learn 
the  practicability  of  obtaining  an  inside  chill  with  such,  or  similar, 
methods  would  have  been  tried. 

44  Study  of  the  principle  embodied  in  Figs.  7,  13  and  14  will 
suggest  ideas  and  waj-s  and  means  by  which  grades  of  soft  iron, 
aside  from  chilling  iron,  can  be  made  more  dense  or  crust-hardened ; 
also  by  which  castings  or  sections  of  castings  may  be  cooled  to  pre- 
vent contraction  cracks  and  shrink  holes. 

EFFECT   OF   A   JOINT,    OR   SPACE,    ON   TRANSMISSION   OF   HEAT 

45  It  is  evident  that  in  constructing  chillers  to  be  cooled  by  air, 
etc.,  sufficient  consideration  has  not  been  given  to  the  question  of 
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transmission  of  heat.  An  excellent  article  by  Carl  Hering  on  The 
Flow  of  Heat  through  Furnace  Walls  ^  might  be  read  with  advan- 
tage in  connection  with  this  paper.  Its  author  offers  among  other 
features  the  illustration  seen  in  Fig.  15  with  the  following  comments: 
"Moreover,  the  writer  noticed  recently  in  an  electric  furnace  that  the 
temperature  of  the  brick  at  a  in  the  sketch  was  considerably  cooler 
than  at  h,  the  difference  was  so  great  that  it  was  easily  noticeable 
to  the  touch.  This  was  no  doubt  due  to  the  joint  which  separated 
the  one  from  the  inside  of  the  furnace." 

40  The  principle  illustrated  in  Fig.  15  is  similar  to  that  involved 
where  such  spaces  exist  as  at  K,  Fig.  4,  which  greatly  retard  the 
absorption  by  the  chiller  of  heat  from  the  castings.  It  all  em- 
phasizes the  utility  of  filling  such  a  space  as  K  with  a  heat-absorbing 
medium  that  can  be  moved  swiftly  from  an  inlet  to  an  outlet  to 
carry  off  heat  for  cooling,  hardening  or  chilling  purposes. 

^  Metallurgical  and  Chemical  Engineering,  September  1911. 
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47  It  is  believed  that  a  study  of  the  conditions  will  show  that  a 
rapid  passage  of  air  or  other  heat-absorbing  media  through  a  space 
as  at  K,  Fig.  4,  or  ou  the  surface  of  a  casting,  is  very  efficient  for 
the  purpose  of  extracting  and  conveying  heat  quickly  both  from 
the  face  and  adjoining  body  of  a  hot  casting. 

TESTS    ON    HEAT   CONDUCTIVITY    OF   SAND,    IRON    AND   AIR 

48  These  tests  were  made  for  the  purpose  of  ascertaining  the 
heat  conductivity  of  molds,  composed  of  a  sand  body,  and  again  of 
iron,  as  in  chillers,  instead  of  having  a  heat-absorbing  medium  im- 
pinge directly  against  the  hot  surface  of  a  casting  with  exits  for  the 
rapid  escape  of  the  medium  to  the  atmosphere. 

49  The  tests  for  sand  conductivity  were  made  by  constructing  a 
dry  sand  core  1^  in.  sq.  by  7|  in.  long,  with  a  |-in.  port  hole  length- 
wise through  the  center.  This  core  had  part  of  the  outer  face  of  one 
end  cut  away  to  provide  an  exit  for  the  air  forced  through  the  in- 
terior of  the  core.  When  placed  in  position  the  core  appeared  prac- 
tically like  the  chiller  seen  on  the  right  of  Fig.  8. 

50  The  tests  for  iron  conductivity  were  made  by  having  a  chiller 
with  solid  face  and  other  conditions  of  its  position  as  seen  on  the 
right  of  Fig.  8. 

51  Li  conducting  these  tests  for  the  sand  and  iron,  as  well  as 
ynth  air  impinging  against  the  surface  of  the  hot  castings,  only  one 
end  of  the  flask  for  twin  molds  was  used.  The  mold  L  was  formed 
with  the  same  pattern,  Fig.  5,  as  used  for  making  all  other  bars. 
The  molds  were  poured  by  a  direct  flow  of  the  metal  from  the  lip  of 
the  ladle.  The  top  of  the  bars  having  been  covered  with  sand  and  a 
plate  to  confine  their  heat  so  that  the  thermometer  used  would  read 
correctly,  the  air-flow  was  started  down  the  interior  of  the  core  or 
chiller  and  found  an  escape  at  the  opening  X  and  up  the  sides  /  to 
the  top  around  1^,  thence  to  the  atmosphere,  as  in  Fig.  8. 

52  To  obtain  the  temperature  of  the  escaping  air,  the  bulb  of  a 
thermometer  capable  of  registering  500  deg.  was  held  directly  above 
and  resting  on  the  surrounding  sides  of  the  open  ^ace  at  Y.  An 
assistant  recorded  the  time  and  the  varying  temperatures  of  the 
escaping  air  at  the  first  15  and  30  seconds  and  afterwards  each  min- 
ute, as  seen  by  lines  5  and  6  of  Table  2.  At  the  end  of  10  minutes 
the  bulb  of  the  thermometer  was  held  at  one  end  of  the  inlet  pipe 
after  it  was  disconnected  in  order  to  obtain  the  record  of  line  4.  At 
the  end  of  2  minutes,  and  after  the  plate  and  sand  had  been  removed 
from  the  top  of  the  bar,  the  bulb  of  the  thermometer  was  placed  so 
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that  its  frame  end  rested  on  the  middle  of  the  top  end  of  the  bar  for 
3  minutes,  that  the  natural  radiation  of  heat  from  the  bar,  seen  in 
the  last  line  of  Table  2,  might  be  recorded. 

53  The  variations  in  pressures  and  temperatures  seen  in  lines 
3  and  4  are  due  to  changes  in  the  speed  of  the  compressors  and  to 
the  amount  of  air  being  taken  from  the  tank  for  other  purposes. 
The  seeming  inconsistency  of  the  temperature  dropping  at  the  start 
to  only  80  deg.  and  94  deg.,  while  that  which  came  from  the  tank 
of  the  compressors  is  134  deg.  and  124  deg.,  as  in  line  4,  is  due  to  the 
temperature  of  the  core  and  chiller  at  the  start  being  that  of  the 
atmosphere,  as  seen  in  line  2.  For  these  reasons,  the  ingoing  air  is 
for  a  few  moments  reduced  in  temperature. 

TABLE  2     TEMPERATURE  TESTS  MADE  OF  THREE  CASTS,  OCTOBER  23,  1911 


1  Body  cooled  with  air 

2  Temperature  of  atmosphere,  deg.  fahr 

3  Pressure  of  air  used,  lb 

4  Temperature  of  tank  air,  deg.  fahr 

5  Temperature  escaping  air  at  15  sec 

6  Temperature  escaping  air  at  30  sec.  deg.  fahr 

7  Temperature  escaping  air  at  60  sec.  deg.  fahr 

8  Temperature  escapmg  air  at  2  min.  deg.  fahr 

9  Temperature  escaping  air  at  3  min.  deg.  fahr 

10  Temperature  escaping  air  at  4  min.  deg.  fahr 

11  Temperature  escaping  air  at  .5  min.  deg.  fahr 

12  Temperature  escaping  air  at  6  min.  deg.  fahr 

13  Temperature  escaping  air  at  7  min.  deg.  fahr 

14  Temperature  escaping  air  at  8  min.  deg.  fahr 

15  Temperature  escaping  air  at  9  min.  deg.  fahr 

16  Temperature  escaping  air  at  10  min.  deg.  fahr 

17  Heat  radiated  from  the  bars  15  min.  after  they  were 

poured,  deg.  fahr 


Sand  Core 

Chiller 

52 

52 

55 

50 

134 

124 

80 

94 

100 

112 

116 

142 

120 

162 

126 

182 

130 

182 

134 

178 

136 

176 

138 

172 

140 

170 

140 

166 

138 

162 

208 

172 

Face  of  Bar 
52 
50 
130 

200 
290 
310 
290 
270 
264 
252 
236 
222 
200 
192 

70 


I 


54  A  study  of  Table  2  shows  the  sand  to  be  the  least  effective 
as  a  conductor  of  heat  while  the  iron  is  not  very  much  better  when 
compared  to  the  conductive  power  of  air  applied  directly  to  the  sur- 
face of  the  hot  bar,  as  recorded  in  the  last  column,  line  17;  from 
the  moment  the  air  impinged  upon  the  surface  of  the  hot  bars  its 
temperature  roae  and  in  less  than  30  seconds  after  the  mold  was 
poured  reached  200  deg. 


FURTHER  EXPERIMENTS  UPON 
DIRECT  APPLICATION  OF  HEAT-ABSORBING  MEDIA 

55  The  following  experiments  were  largely  responsible  for 
patents  granted  May  1912  and  pending  on  direct-cooling  and  treat- 
niiiQt  processes  by  pressure  or  suction   for  chilling,   hardening  and 
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relieving  internal  strains  in  castings,  etc.  Ihese  are  to  be  utilized 
wherever  a  space  can  be  formed  adjacent  to  a  casting,  either  artifi- 
cially or  by  the  natural  expansion  of  the  chiller  and  contraction  of 
the  casting,  also  when  the  hot  surface  of  a  casting  is  freely  exposed 
to  the  atmosphere  or  not  surrounded  by  its  chiller. 

56  Two  twin  molds  were  used  for  the  experiments,  each  having 
intervention  plates  placed  as  at  ^S,  Fig.  7.  After  the  two  molds  were 
poured  from  the  same  pouring  basin,  and  a  crust  was  formed  on  the 
face  of  the  bars,  the  two  plates  were  quickly  and  simultaneously  re- 
moved from  the  mold,  forming  spaces  as  at  A',  Fig.  4.  For  the  first 
experiments  air  of  20  lb.  to  30  lb.  pressure  was  admitted  to  one  of  the 
pipes  W,  Fig.  7,  and  conveyed  directly  to  the  space  created  by  the 
removal  of  the  plates  5  through  orifices  1  to  8  in  the  bore  of  the  chiller. 
The  fast  darkening  of  the  top  edge  of  the  face  of  the  treated  bar. 
compared  with  that  of  the  companion  bar  which  was  cooling  natur- 
ally, gave  good  reason  to  expect  considerable  difference  in  the  depth 
of  chill  and  in  the  density  or  hardness  of  the  chilled  face  of  the  two 
bars. 

57  The  intervention  plates  S  were  2  in.  wide  by  i  in.  thick. 
A  slight  coating  of  oil  was  given  the  faces  of  these  plates  next  the 
bars  to  prevent  their  uniting  ^ith  the  metal,  and  to  permit  their 
being  drawn  out  of  the  mold  quickly  at  the  right  moment. 

EXPERIMENTS  WITH  COOLED  AIR 

58  Experiments  were  further  made  with  air  cooled  by  passing 
through  a  pipe  coil  surrounded  by  a  mixture  of  two  parts  of  cracked 
ice  and  one  part  of  salt.  The  temperature  was  reduced  thereby  from 
85  deg.  to  45  deg.  but  no  greater  chilling  effect  was  discovered  in  the 
six  tests  conducted  on  this  plan  than  in  the  first  series  with  the  air 
as  it  came  from  the  tanks.  This  is  as  would  be  expected,  since  the 
reduction  of  the  temperature  of  the  air  by  40  deg.  is  so  small  in  amount 
compared  with  the  temperature  of  2000  deg.  which  it  may  be  assumed 
the  surface  of  the  molten  bar  would  have.  An  increase  in  the  pres- 
sure or  volume  of  the  air  would  easily  discount  all  that  could  be 
accomplished  by  lowering  the  temperature  of  the  air  to  40  deg.  as 
noted. 

SUPERIORITY    OF    AIR    OVER    METAL   CHILLERS 

59  Tests  were  also  conducted  with  air  at  higher  pressures.  At 
50  lb.  pressure  a  chill  was  created  for  a  depth  of  !«  in.  in  the  air- 
cooled  bar,  whereas  the  naturally  cooled  bar  had  a  depth  of  chill 
of  only  YS  in.,  as  seen  respectively  at  K'  and  L'  in  the  bars  G'  and 
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//',  Fig.  9.  The  gray  body  of  both  of  these  bars  displayed  a  fine 
texture  bordering  on  a  mottled  state.  This  test  removed  every 
possible  doubt  of  the  efficiency  of  air-cooling  for  chilling.  Half  a 
dozen  or  more  of  these  tests  were  made  before  taking  up  others,  and 
they  all  verified  the  results  of  the  first  tests. 

60  Later  on  tests  of  the  same  character  were  conducted  by  hav- 
ing titanium  and  vanadium  in  the  metal.  Two  sets  of  these  samples 
are  showni  at  W  and  X'  and  agaiu  at  F'  and  Z',  Fig.  10.  Here  as  in 
G'  and  H',  Fig.  9,  the  air  was  by  far  the  most  effective  in  chilling. 
The  air-treated  bars  showed  about  |  in.  depth  of  chill  whereas 
their  companions  had  but  about  ^  in.  chill. 


FiQ.  16    Specimen  Bar  Cast  in  Open  Sand  and  Afterwards  Freed  of  Sand 
AND  Surrounded  by  Water 


61  In  line  with  these  tests  a  series  was  made  to  determine  whether 
air  chilling  was  more  effective  than  chilling  by  means  of  a  solid 
chiller  held  in  close  contact  with  its  bars.  Samples  of  bars  contrast- 
ing these  two  methods  are  seen  at  I'  and  J',  Fig.  9,  the  air-cooled 
bar  at  J'  having  f  in.  chill,  while  the  other  at  /',  produced  by  the 
close  contact  chiller  bar,  lias  yg  in.  chill. 

62  Chilling  of  iron  nmst  be  accomplished  prior  to  the  for- 
mation of  graphite,  and  witli  like  irons  the  quicker  and  more 
penetrating  the  cooling  action,  the  deeper  and  harder  the 
chill.  The  direct  application  of  a  heat-absorbing  medium 
to  the  surface  of  a  hot  casting,  as  soon  as  contact  with  its 
chiller  is  broken,  or  a  crust  is  formed,  provides  means  at 
a  critical  moment  which    can  not  but  oe  of  material  benefit  in 
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increasing  the  utility  of  cooling,  donsifying,  or  chilling  and  harden- 
ing of  chillable  and  other  grades  of  cast  iron.  It  also  provides 
means  for  securing  a  softer,  or  lower  chilling  and  using  a  stronger 
iron  in  car  wheels,  etc.,  obtaining  at  the  same  time  the  desired 
depth  of  chill. 

PRACTICABILITY    OF   CONTINUING    CHILLING   AFTER   THE   METAL 

SOLIDIFIES 

(53  It  has  always  been  thought  impracticable  to  produce  a 
chilling  action  in  the  process  of  cooling  or  chilling  an  iron,  after 
the  metal  has  once  solidified.  Later  experiments  by  the  writer 
show  that  such  is  not  the  case.  There  is  a  period  of  20  to  30 
seconds  after  the  formation  of  a  crust,  according  to  the  grade  of 
iron,  during  which  chilling  can  be  conducted.  This  can  be  dem- 
onstrated by  casting  as  follows:  At  A,  Fig.  16,  is  shown  a  cast- 
ing poured  in  i)pen  sand,  while  at  B  it  has  been  freed  of  its  sand, 
this  being  done  about  21/0  minutes  after  the  casting  was  poured. 


••;|         Chiller  block   F 


J        Chiller  block  F  ]': 


Fig.  17    Mou)  for  Casting        Fig.  18    Mold  with  Space 
A  Chilled  Plate  //  fob  Molten  Metal 

Space  C  was  then  immediately  filled  with  cold  water,  kept  run- 
ning imtil  the  casting  was  cold. 

64  Upon  breaking  the  specimen  it  was  found,  if  of  a  high  chiUing 
iron,  to  be  a  homogeneous  body  of  all  chilled  or  white  iron  with  a  dis- 
colored or  reddish  center.  But  if,  instead  of  surrounding  the  speci- 
men with  water  at  the  expiration  of  2|  minutes,  there  were  allow(>d  to 
lapse  3  to  3^  minutes  before  doing  so,  the  crust  exhibited  graphitic 
formation,  while  the  interior  body  was  found  to  exist  in  a  mottled 
or  all-white  state,  showing  the  inside  chill  to  have  been  created. 

TWO  NEW    PRINCIPLES   IN    CHILLING 

65  These  tests  indicate  the  existence  of  two  laws  or  prin- 
ciples that  can  be  accepted  as  being  ]i(>sitive  in  their  action,  as 
follows:  First,  cooling  or  chilling  i.s  effective  in  cimtinuing  or 
originally  creating  a  chill  in  a  ca.sting  for  a  period  of  20  to  30 
seconds  after  its  molten  metal  has  solidified.  This  permits  a  con- 
tinuation of  chilling,  with  castings  like  rolls  and  car  wheels  which 
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break  contact  with  their  chillers  immediately  after  the  forma- 
tion of  their  chilled  crust.  By  means  of  the  writer's  recently  de- 
veloped processes,  castings  of  chillable  iron  can  be  given  a  deeper 
chill  than  if  the  power  to  chill  a  metal  ceased  at  the  moment  of 
its  solidification. 

Second,  graphitization  having  once  taken  place  in  the  crust  or 
body  of  a  hot  casting,  no  sudden  cooling  can  restore  the  carbon  to  its 
original  combined  form,  and  only  by  remelting  can  it  be  so  trans- 
formed as  to  have  a  chilled  or  white  iron  structure. 

DIFFICULTIES   ENCOUNTERED    IN    CREATING   AN   INTERNAL   CHILL 

66  With  chillable  irons  any  founder  can  produce  a  casting  having 
an  outside  chill  with  a  gray  ioterior,  but  to  produce  one  having  a 
gray  exterior  and  inside  chill,  or  white  body,  is  another  proposition. 

67  Mention  has  already  been  made  of  the  sensitive  nature  of 
such  a  production.  The  variable  conditions  that  must  be  con- 
sidered and  controlled  to  an  exactness  in  order  to  create  a  perfect 
inside  chill  are  as  follows:  (a)  Temperature  of  the  pouring  metal; 


j  Chilled  plate '^'^ 
I 


Ueating 
Block 


T 


r- 


IG- 


T 

L 


FiQ.  19    Chilled  Plate  with  Heating  Block  Attached  and  Sepahated 

Casting 


(6)  temper  of  the  sand;  (c)  atmospheric  conditions;  (d)  nature  of 
the  iron;  (e)  size  of  the  specimen;  (/)  temperature  of  the  water; 
(g)  whether  the  specimen  remains  stationary  in  its  mold  to  be 
cooled  or  is  removed  or  moved  about  in  a  body  of  water. 

68  When  it  is  stated  that,  for  an  example,  with  the  size  of  speci- 
men seen  in  Fig.  1,  there  are  only  some  5  to  10  seconds  during  1 
minute  when  the  perfect  inside  chill  can  be  created,  all  students  of 
this  problem  will  realize  that  at  present  it  is  a  hit-and-miss  process. 
The  writer  has  deemed  it  necessary  to  give  all  the  above  facts,  so 
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that  anyone  undertaking  to  produce  an  inside  or  internal  chill  will 
not  be  led  to  affirm  it  an  impractical  achievement.  It  will  be  well 
to  state  that  the  writer  is  of  the  opinion,  that  when  one  can  obtain 
a  medium  chilling  iron  in  place  of  the  extremes,  such  will  be  best  for 
creating  an  internal  chill. 

INTERNAL    CHILLING    TESTS    WITH    HIGH    SILICON    AND    SOFT    CASTING 

MIXTURES 

69  Tests  made  by  the  writer,  assisted  by  Mr.  "W.  J.  Strangward, 
superintendent,  at  the  Forest  City  Foundry  &  Manufacturing  Com- 
pany, Cleveland,  Ohio,  showed  that  the  high  silicon  in  their  light 
work  mixtures  caused  graphitization  to  take  place  almost  immedi- 
ately, if  not  at  the  moment  of  solidification,  as  the  specimens  ex- 
hibited no  white  or  even  mottled  internal  structure  in  any  of  the 
tests. 

70  Other  tests  made  at  the  Madison  Foundry  Company  of 
Cleveland,  upon  supposed  non-chilling  mixtures  with  silicon  around 
2.0  and  sulphur  under  0.08  showed  that  these  percentages  of  silicon 
and  sulphur  marked  the  division  between  chilling  and  non-chilling 
irons  of  the  usual  good  working  grade  of  foundry  mixtures.  The 
tests  showed  that  if  internal  chilling  could  be  produced  with  mix- 
tures having  from  2.0  to  around  3.0  per  cent  sihcon,  there  was  a  pos- 
sibility that  something  was  wrong  with  the  physical  or  the  chemical 
properties  of  the  mixtures. 

71  A  feature  of  these  tests  with  soft  irons  was  that  they  showed 
a  swelling  in  place  of  a  shrinkage  in  their  taps;  also  a  greater  fluidity 
of  metal,  or  length  of  time  before  solidification  took  place.  Although 
these  bars  were  but  about  1^  in.  in  diameter  they  remained  in  a 
liquid  state  about  as  long  as  specimens  2|  in.  in  diameter  cast  of  the 
chillable  car  wheel  metal. 

STANDARDS   FOR   INTERNAL   CHILLING   TESTS   OF   HARD    AND   SOFT 
GRADES    OF   IRON 

72  Founders  and  engineers  interested  in  castings  for  machining, 
etc.,  might  often  utilize  internal  chilling  tests  to  advantage  as  a 
means  of  determining  whether  there  is  anything  in  the  chemical  or 
physical  properties  of  mixtures  likely  to  cause  chilled  edges,  hard 
spots,  etc.,  instead  of  waiting  for  this  to  be  found  out  in  the 
machine    shop. 

73  The  writer  would  suggest  as  a  standard  for  such  tests,  bars 
1|  in.  in  diameter  and  6  to  8  in.  long  for  mixtures  ranging  from  1.25 
to  3.5  per  cent  silicon  and  bars  2.4  in.  in  diameter  of  similar  length 
for  mixtures  having  from  0.5  to  1.25  per  cent  silicon. 
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74  In  making  internal  chilling  tests  care  must  be  exercised  not 
to  immerse  a  specimen  in  water  until  a  self-supporting  crust  has 
been  formed,  or  an  explosion  of  liquid  metal  may  occur.  The  use 
of  a  fair  amount  of  intelligence  and  caution  will  guard  against  such 
dangers. 

INTERNAL   GRAPHITIZATION    OF   A    CHILLED    CRUST 

75  Being  desirous  of  knowing  whether,  afler  the  greatest  depth 
of  a  chill  is  created,  it  is  possible  for  the  intense  heat  of  an  internal 
body  of  semi-molten  or  solid  metal  to  decrease  the  depth  of  a  chill  by 
graphitiziition,  or  "  drawing  a  chill,"  the  writer  conducted  the 
following  experiments:  An  open  sand  mold  having  a  chiller 
block  F  was  used,  as  seen  in  Fig.  17.  The  open  sand  mold 
was  formed  by  plate  patterns  %  in-  and  yg  in.  respectively, 
both  being  about  5  in.  deep  and  16  in.  long.  After  the  plates 
were  poured  and  solidified,  a  space  was  dug  out  for  about 
half  their  length,  as  seen  at  H,  Fig.  18.  This  space  was  filled  with 
molten  metal,  left  in  close  contact  with  the  chilled  plates  until 
cooled  to  a  dark  color.  The  molten  metal  was  of  regular  car  wheel 
mixture,  and  the  tests  were  conducted  at  the  National  Car  Wheel 
Company's  plant,  Cleveland,  Ohio. 

76  Tests  were  made  with  the  plates  at  different  temperatures 
from  that  at  which  the  molten  metal  would  fuse  the  face  of  the  plate, 
down  to  temperatures  at  which  the  plates  were  of  a  dark  color. 
Upon  removing  those  plates  and  body  blocks  of  metal  from  the  molds, 
the  chilled  plates  would  be  separated  from  the  blocks  of  metal  and 
broken  at  about  the  points  J  and  K,  Fig.  19,  to  display  any  contrast 
that  might  exist  due  to  the  treatment.  Only  in  one  case  was  the 
plate  inseparable,  and  in  this  instance  the  plate  and  block  were 
broken  by  a  heavy  drop  block. 

77  In  all  of  these  experiments  a  drawing  of  the  chill  in  depth 
was  displayed  by  reason  of  the  hot  molten  metal  causing  a  graphitiza- 
tion  of  the  chilled  face  abutting  it .  The  experiments  made  with  the 
hottest  plates  showed  the  greatest  effect,  and  such  as  to  produce 
about  a  25  per  cent  graphitization  of  the  chilled  plates  face  that 
abutted  the  hot  metal.  This  effect  was  exhibited  by  a  fairly  uniform 
decrease  of  the  graphitization  down  to  the  coldest  plates,  which 
showed  but  a  slight  effect  of  the  treatment. 

DISCUSSION 

Henkv  M.  Howe.'     Mr.  West  found  that,  if  after  the  outer 
part  of  a  cast-iron  casting  has  solidified  and  cooled  at  a  normal 
'  Prof,  of  Metallurgy,  Columbia  Uuivereity,  New  York. 
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rate  to  somewhat  below  its  eutectic  freezing  point,  thus  becom- 
ing graj)hitic.  the  ousting  is  suddenly  withdrawn  from  the 
mold  and  quenched  in  water  at  a  moment  when  the  interior  has 
ah'eady  solidified,  the  inside  will  Ite  of  white  iron.  The  fact 
that  the  inside  of  the  casting  is  white,  though  the  normal  slow 
rate  of  cooling  extended  below  the  eutectic  freezing  point, 
shows  that  it  solidified  as  white  iron.  Because  the  inside  solidi- 
fied as  white  iron,  the  outside  evidently  did  also.  The  graphiti- 
zation  of  the  outside  must  have  occurred  in  that  phase  of  the 
cooling  by  which  the  gray  outside  had  outrun  the  white  interior 
at  the  moment  when  the  quenching  occurred. 

Because  the  amount  by  which  the  cooling  of  the  outside  out- 
ran that  of  the  inside  must  have  been  very  slight,  the  writer 
infers  that  this  gi^aphitization  occurred  in  a  very  narrow  range 
of  cooling,  and  presumably  below  the  eutectic  freezing  point. 
The  reason  why  the  inside  remained  white  may  be  either  (a) 
that  it  hurried  through  the  temperature  just  below  the  eutectic 
freezing  point  too  fast  to  allow  its  cenientite  to  graphitize;  or 
(b)  that  the  graphitization  was  restrained  by  the  pressure  put 
on  the  interior  by  the  rapid  cooling  and  contraction  of  the  ex- 
terior; or  (c)  both  these  causes  may  have  cooperated.  In  this 
particular  case  his  experiments  showed  that  if  the  slow  cooling 
had  not  been  thus  interrupted  the  interior  would  have  been  very 
gray. 

Thus  Mr.  West  confirmed  in  a  very  simple  and  ett'ective  way 
the  evidence  of  Heyn  and  Bauer  that  graphitization  chiefly 
occurs  immediately  below  the  eutectic  freezing  point. 

The  usual  occurrence  of  white  cores  inside  of  gray  iron  pigs 
so  often  reported  is  probably  due  to  pressure.  If  the  outside  of 
the  casting  becomes  firm  and  rigid,  the  separation  of  graphite 
inside  it  immediately  sets  up  pressure,  because  the  graphite  is 
so  bulky,  and  the  existence  of  this  pressure  tends  to  prevent  the 
further  formation  of  graphite  in  the  parts  further  in.  In  most 
cases  this  tendency  is  resisted  by  the  slower  cooling  of  the  in- 
terior than  of  the  exterior,  slow  cooling  in  itself  prolonging  the 
opportunity  for  the  graphitization  of  the  cement  ite. 

Thus  there  is  a  struggle  between  slower  cooling  in  the  interior 
which  tends  to  bring  the  carbcm  to  the  state  of  graphite,  and 
pressure  in  the  interior  which  tends  to  prevent  it  from  assuming 
the  form  of  graphite.    In  the  majority  of  cases  the  slower  cool- 
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ing  has  the  mastery,  and  the  interior  of  the  casting  is  as  graph- 
itic as  the  outside,  but  in  certain  cases  the  effect  of  pressure  has 
the  mastery  and  restrains  the  formation  of  graphite  in  the  in- 
terior of  the  casting.  It  may  often  happen  that  the  throwing  of 
a  stream  of  water  on  the  pigs  after  their  outside  has  turned  gray, 
but  before  the  inside  has,  or  their  removal  from  the  sand  in  cold 
weather  at  this  point  in  their  cooling,  may,  as  in  Mr.  West's  ex- 
periment, lead  to  an  internal  chill. 

P.  MuNNOCH.^  It  is  interesting  to  find  that  the  phenomenon 
of  internal  chill  which  has  puzzled  the  foundry  for  so  many 
years  has  been  explained  by  Mr.  West  and  found  to  be  capable 
of  reproduction.  Although  the  internally  chilled  castings  one 
sometimes  meets  in  the  foundr}'^  have  not  been  produced  by 
quenching  in  water,  there  is  no  doubt  but  that  they  are  due  to 
some  rapid  cooling  effect  just  at  the  period  when  the  metal  in 
the  center  is  susceptible  to  rapid  cooling. 

In  reference  to  external  chilling,  the  experiments  of  Mr.  West 
have  demonstrated  that  the  chill  structure  is  produced  after  the 
n)etal  has  solidified.  This  corroborates  the  work  of  E.  A.  Cus- 
ter with  castings  made  in  chill  molds  which  show  no  signs  of 
chilled  structure  provided  the  castings  are  removed  from  the 
molds  immediately  after  casting. 

The  placing  of  a  chill  in  a  mold  no  doubt  has  a  great  effect  at 
the  beginning  of  the  chilling  period,  but  as  the  temperature  of 
the  face  of  the  chill  block  becomes  heated  the  chilling  effect  is 
reduced  considerably  before  the  end  of  the  chilling  period, 
whereas  the  effect  of  air  chilling  will  continue  equally  efficient 
(luring  the  whole  of  the  chilling  period.  This  no  doubt  accounts 
for  the  better  results  obtained  with  air  cooling  by  Mr.  West. 

Paul  Kkeuzpointnek.-  Summing  up  the  deductions  to  be 
drawn  from  the  detailed  results  of  the  paper,  there  are  several 
methods  whereby  we  can  obtain  a  chilled  surface  in  cast  iron, 
the  depth  of  the  chill  depending  upon  three  factors:  (a)  conduc- 
tivity of  the  chilling  mediinn,  (b)  continuity  of  contact  of  the 
chilling  medium,  and  (c)  quickness  of  action  of  the  chilling  me- 
dium, always  provided  the  chemical  composition  is  favorable  to 
obtaining  good  results. 

1  American  Shoe  &  Foundry  Co.,  Mahwah,  N.  J. 

*  Secy.  American  Foundrymen's  Association,  Altoona,  Pa. 
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\VTien  chilling  cast  iron  it  is  aimed  to  prevent  the  changing 
of  the  combined  carbon  into  graphitic  carbon.  The  interval  of 
time  when  this  change  from  combined  carbon  to  graphitic  car- 
bon takes  place  being  limited,  the  success  of  obtaining  a  satis- 
factorily chilled  casting  depends  on  the  united  efficiency  of  the 
above  three  factors;  hence  the  importance  of  having  the  proper 
chilling  medium. 

If  the  conductivity  of  the  chilling  medium  is  poor,  continuity 
of  contact  and  quiclaiess  of  action  vrill  not  help  much.  The  best 
conductive  media  will  give  inferior  results  if  the  contact  is 
broken  too  soon  or  if  it  is  applied  too  slowly.  Of  course  through 
intensity  of  application  of  one  of  these  three  factors  we  may  be 
able  to  modify,  to  a  certain  extent,  the  unfavorable  influences  in 
wealaiess  of  the  other  two  factors,  but  then  we  enter  the  realm 
of  chance  and  haphazard  work. 

Since  the  conductivity  of  a  chilling  medium  is  dependent 
upon  its  ability  to  carr}'^  away  from  the  casting  a  maximum 
amount  of  heat  in  the  shortest  possible  time  it  is  obvious  that 
if  the  chilling  medium  is  a  metallic  substance,  that  metal  ought 
to  be  as  dense  as  possible  in  structure,  because  in  such  a  metal 
there  exists  the  closest  contact  between  the  particles,  which  in 
turn  permits  the  heat  to  travel  quickly  through  the  mass  of  the 
particles  or  crystals.  Therefore  wrought  iron  would  seem  to  be 
the  least  adapted  to  act  as  a  chilling  medium  because  of  the 
presence  of  the  cinder  which  acts  as  an  obstruction  to  the  rapid 
traveling  of  the  heat  from  one  particle  to  another.  Theoreti- 
cally tool  steel  would  seem  to  be  the  best  chilling  medium  of  the 
metal  class  because  of  its  freedom  from  interposing  films  of  slag 
or  graphite  between  the  crystals,  hence  maximum  conductivity. 
However,  in  everyday  practice  this  is  out  of  the  question  and  it 
is  only  mentioned  in  connection  with  the  question  of  conduc- 
tivity of  chilling  media.  Thus  for  everyday  practical  opera- 
tions we  have  to  fall  back  upon  cast  iron  or  a  suitable  stream  of 
cold  air,  where  this  is  feasible.  In  the  end  the  problem  is  always 
to  convey  the  heat  away  from  the  casting  quicldy  enough  to  pre- 
vent change  of  carbon  from  one  state  to  the  other  in  order  to  ob- 
tain a  desired  depth  of  chill. 

James  A.  Beckett.^  The  immersion  test  referred  to  in  Pars. 
63  and  64,  indicating  the  practicability  of  continuing  chilling 

» Hoosick  Falls,  N.  Y. 
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after  the  metal  solidifies,  brings  out  a  new  idea  in  connection 
with  this  subject  and  opens  a  new  field  for  investigation. 

Long  experience  has  demonstrated  that  for  surface  chilling 
nothing  better  has  been  found,  cost  and  wearing  qualities  consid- 
ered, than  the  cast-iron  chiller,  which  is  also  a  fairly  good  ab- 
sorber of  heat,  and  holds  its  shape  well. 

Surface  chilling  is  almost  entirely  a  matter  of  heat  transfer- 
ence, but  the  efficiency  of  any  chilling  medium  may  be  increased 
by  the  selection  of  a  mixture  of  irons  which  have  the  tendency 
to  a  greater  increase  of  combined  carbon  upon  remelting  than  is 
found  in  ordinary  foundry  irons.  Irons  of  a  given  analysis 
made  from  certain  Eastern  ores  have  this  tendency  to  a  greater 
degree  than  most  Southern  irons  of  the  same  analysis. 

The  experiment  shown  in  Par.  29  made  to  determine  the  effect 
of  warm  chillers  is  in  accord  with  the  results  of  practical  experi- 
ence of  long  standing.  For  many  years,  plow  castings  have  been 
made  by  using  the  chiller  for  the  cope  of  the  mold,  in  the  upper 
surface  of  which  was  formed  a  receptacle,  and  into  this  warm  or 
hot  water  was  poured  just  before  the  iron  was  poured  into  the 
mold.  The  effect  of  the  heat  was  to  reduce  the  depth  of  chill  in 
the  casting,  and  by  securing  uniformity  in  the  temperature  of 
the  chiller,  to  produce  a  uniform  density  of  grain  in  the  frac- 
ture Avithout  materially  decreasing  the  strength  of  the  casting. 
In  this  way,  castings  were  produced  with  a  close  grain  and  sus- 
ceptible of  a  very  high  polish. 

Surface  chilling  results  from  the  instant  withdrawal  of  heat 
from  the  surface  of  molten  iron,  and  is  proportionate  only  in  a 
limited  degree  to  the  thickness  of  the  chiller  used,  as  shown  in 
Par.  31.  This  is  true  because  the  body  of  the  chiller,  however 
thick,  will  not  transfer  the  heat  absorbed  by  the  face  of  the 
chiller  as  rapidly  as  it  is  absorbed,  hence  the  resort  to  water 
cooling  and  similar  devices.  The  application  of  a  jet  of  air  to 
aid  in  the  chilling  process  is  a  difficult  matter,  expensive  in  the 
long  run,  and  not  likely  to  come  into  use  except  in  special  cases. 

Par.  65  contains  a  statement  of  two  laws,  the  second  of  which 
is:  '*  Graphitizalion  having  once  taken  place  in  the  crust  or  body 
of  a  hot  casting,  no  .sudden  cooling  can  restore  the  carbon  to  its 
original  combined  form.  And  only  by  remelting  can  it  be  so 
transformed  as  to  have  a  chilled  or  white  iron  structure."  This 
law  is  not  as  positive  in  its  action  as  Mr.  West  assumes,  except  in 
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the  case  of  gray  iron.  White  iron  used  in  the  malleable  iron  in- 
dustry, when  subsequently  annealed  until  practically  all  its  car- 
bon is  in  the  grapliitic  form,  may  be  restored  to  its  original 
state  in  which  pru(;tically  all  its  carbon  is  combined  by  heating 
it  to  a  cherry  red  and  quenching  it  in  cold  water. 

Carl  Hering.'  This  paper  is  a  good  illustration  of  the  im- 
portance of  studying  more  carefully  the  phenomenon  of  the  flow 
of  heat  through  bodies  and  to  other  bodies.  Like  an  electric 
current,  a  flow  of  heat  encounters  a  resistance  which  opposes 
or  checks  it  more  or  less,  hence  when  the  flow  should  be  rapid, 
as  in  the  chilling  of  a  casting,  this  resistance  to  its  flow  should 
be  kept  as  small  as  possible.  The  thermal  resistance  of  the  cast 
metal  itself  is  a  physical  pi-operty  of  the  material  and  is  there- 
fore beyond  control,  but  the  resistance  between  it  and  the  chill- 
ing material  can  be  controlled,  and  it  is  this  resistance  which  is 
probably  so  much  greater  than  all  the  others  that  it  virtually 
governs  the  flow  of  the  heat. 

The  thermal  resistance  of  a  joint  between  two  solid  bodies, 
that  is,  at  the  surface  of  a  mechanical  (not  soldered)  contact, 
seems  to  be  relatively  very  high.  This  was  shown  in  the  case  of 
fire  brick  in  the  experiment  quoted  b}'  the  author  in  Par.  45  and 
Fig.  15  from  an  article  of  the  writer's.  But  with  metals  this 
resistance  seems  to  be  relatively  far  greater,  as  is  shown  by 
the  fact  that  an  iron  bar  with  a  transverse  crack  part  way 
through  it  near  its  end  will,  when  that  end  is  heated  to  redness, 
become  red  up  to  the  crack,  while  it  is  still  black  on  the  other 
side.  This  shows  that  the  heat  in  flowing  to  the  cold  end  meets 
with  a  ver}^  high  thermal  resistance  at  the  crack,  even  though  it 
may  be  only  an  exceedingly  thin  one. 

In  chilling  a  casting  like  a  car  wheel  Avith  an  iron  chiller  the 
heat  must  traverse  the  surface  of  contact  and  as  the  cast  metal 
shrinks  and  the  chiller  expands,  an  actual  separation  must  oc- 
cur, and  the  very  high  thermal  resistance  introduced  thereby  will 
no  doubt  govern  the  flow  of  heat  and  reduce  it  greatly.  This  is 
shown  by  Mr.  West's  experiments  in  which  he  obtained  a  better 
flow  of  heat  when  he  applied  a  pressure  between  the  metal 
chiller  and  the  shrinking  casting.  It  is  evident,  however,  that 
such  a  pressure  contact  cannot  possibly  be  made  between  two 
cylindrical  surfaces,  as  in  casting  car  wheels. 

'  Cons.  Elec.  Engr.,  929  Chestnut  St.,  Philadelphia,  Pa. 
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Another  and  sometimes  extremely  high  thermal  resistance 
exists  between  a  metal  and  gas.^  A  thin  layer  of  very  high  re- 
sistance seems  to  be  produced  on  the  immediate  surface.  This 
is  what  limits  the  rate  of  the  flow  of  heat  from  the  flames  to  the 
water  tubes  of  a  steam  boiler.  A  postage  stamp  pasted  on  the 
outside  of  a  tin  cup  in  which  water  is  boiled  over  a  flame  will 
not  char,  showing  an  enormous  drop  of  temperature  through  a 
layer  of  only  a  few  thousandths  of  an  inch  in  thickness,  which 
is  merely  anotVier  way  of  stating  that  this  layer  has  an  extremely 
high  thermal  resistance. 

This  high  surface  resistance  can  be  destroyed  mechanically  by 
carrying  away  this  film  of  gas,  and  this  is  what  Mr.  West  seems 
to  have  accomplished  by  chilling  by  means  of  a  rapid  flow  of  air 
in  immediate  contact  with  the  metal.  His  results  seem  to  con- 
firm this  theory,  or  if  the  theory  is  aclmowledged  to  be  correct, 
his  nvethod  of  air  chilling  is  a  rational  one,  since  it  enables  him 
to  destroy  this  high  contact  resistance,  which  it  would  be  diffi- 
cult to  do  in  practice  between  two  metallic  surfaces,  and  appar- 
ently would  be  quite  impossible  when  the  surfaces  are  cylindrical 
as  in  the  case  of  car  Avheels. 

Another  advantage  in  cooling  with  rapidly  flowing  air  is  that 
it  affords  a  possibility  of  controlling  the  flow  of  heat  from  the 
casting,  hence  also  the  depth  of  chill  and  its  uniformity  in  suc- 
cessive castings.  This  would  not  be  easy  with  metal  chillers. 
Moreover  iron  chillers  are  likely  to  be  in  actual,  good,  com- 
pressed contact  at  only  a  few  points,  and  as  the  thermal  resist- 
ance at  those  points  would  be  considerably  lower  than  at  the 
rest  of  the  surface  it  is  likely  that  the  chilling  would  be  greater 
at  those  points,  hence  not  uniform. 

A.  S.  Dowler'  said  in  a  communication  that  a  method 
which  can  increase  the  depth  of  chilling  after  a  crust  has  com- 
menced to  expand  away  from  the  chiller  should  permit  the  use 
of  softer  and  often  stronger  grades  of  iron  than  are  ordinarily 
permissible  in  the  manufacture  of  car  wheels.  Present  methods 
demand  a  high-chilling  iron  in  order  to  obtain  the  desired  depth 

*  Flow  of  Iloat  Through  Contact  Surfaces,  Met.  &  Cheni.  Engrg.,  January. 
1912,  p.  40. 
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of  chill,  which,  as  a  rule,  is  an  iron  likely  to  give  trouble  be- 
cause of  its  borderiii":  too  closeh'  on  a  chilled  or  white  structure. 

Albert  Sauvteur.^  Mr.  West's  statement  to  the  effect  that  the 
chilling  of  cast  iron  does  not  occur  entirely  while  the  molten  iron 
is  solidifying  is  undoubtedly  true,  but  the  Avriter  thinks  that  the 
opposite  view  is  not  the  accepted  idea.  That  chilling  may  con- 
tinue after  solidification  is  not  only  consistent  with  what  we  now 
understand  to  be  the  mechanism  of  that  phenomenon  but  is  de- 
manded by  it.  B}'^  the  chilling  of  cast  iron  is  meant  the  reten- 
tion of  its  carbon  in  the  combined  condition,  that  is,  as  the  iron- 
carbide  FegC  or  cementite.  This  carbide  must  be  prevented  from 
dissociating,  that  is,  from  breaking  up  into  iron  and  graphite 
(Fe.jC  =  3Fe  -f-  C),  or,  in  other  words,  its  "  graphitizing " 
must  not  be  permitted.  Cementite,  however,  represents  an  un- 
stable condition  of  carbon  while  graphite  is  the  stable  form  of 
that  element.  The  tendency  on  the  part  of  cementite  to  dissoci- 
ate is  the  greater  the  higher  the  temperature.  It  is,  therefore, 
maximum  during  solidification  immediately  after  its  formation, 
but  it  does  not  by  any  means  cease  once  the  cast  iron  has  become 
solid.  Indeed  it  is  well  known  that  cementite  may  be  readily 
decomposed  at  a  temperature  as  low  as  800  deg.  cent.,  that  is, 
some  350  deg.  lower  than  the  solidification  point  of  cast  iron. 
To  illustrate,  cast  iron  may  easily  be  conceived  to  solidify  so 
quickly  that  its  carbon  is  retained  entirely  in  the  combined  con- 
dition, but  to  cool  so  slowly  afterwards  that  most,  if  not  all,  the 
carbon  passes  to  the  graphitic  condition.  Clearly  the  chilling 
due  to  rapid  solidification  was  entirely  obliterated  by  subsequent 
slow  cooling.  That  the  chilling,  therefore,  may  continue  long 
after  solidification  is  indeed  to  be  expected. 

Bradley  Stoughton.  Mr.  West  has  again  put  the  foundry 
industry  under  obligation  for  his  elucidation  of  the  operation 
of  the  chilling  of  cast  iron.  It  may  confidently  be  expected  that 
his  investigations  will  result  in  improving  the  quality  of  chilled 
car  wheels,  cast-iron  rolls,  plows  and  other  objects  made  of 
chilled  cast  iron. 

In  two  respects  the  writer  must  differ  with  the  author  of  the 
paper.  First,  with  regard  to  his  statement  in  Par.  65,  "  (iraphiti- 
zation  having  once  taken  place  in  the  crust  or  body  of  a  hot 

'  Prof,  of  Metallurgy  and  Metallography,  Harvard  Univ.,  Cambridge,  Mass. 
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casting,  no  sudden  cooling  can  restore  the  carbon  to  its  original 
combined  form,  and  onl,y  by  remelting  can  it  be  so  transformed 
as  to  have  a  chilled  or  white  iron  structure."  While  this  state- 
ment is  no  doubt  correct  under  the  conditions  of  his  experiments, 
and  in  the  sense  in  which  he  probably  intended  it,  it  cannot 
properly  stand  in  the  terms  used  in  his  paper,  in  view  of  the 
positive  results  of  G.  B.  Upton^  to  the  contrary,  and,  in  a  minor 
degree,  in  view  of  the  well-known  whitening  of  some  gray  and 
annealed  cast  irons  when  they  are  reheated  to  temperatures  far 
below  their  melting  point  and  plunged  into  water.  That  is  to 
say,  reheating  and  plunging  into  water  may  accomplish  what 
mere  plunging  into  water  from  a  high  temperature  during  cool- 
ing after  solidification  will  not  accomplish,  and  what  Mr.  West 
says  can  be  accomplished  only  by  remelting. 

The  writer's  second  difference  relates  to  the  author's  statement 
that  it  is  an  accepted  idea  that  chilling  occurs  entirely  while  the 
molten  metal  is  solidifying.  It  may  be  an  accepted  idea  among 
foundrymen  who  are  not  familiar  with  experiments  of  others  in 
this  field,  but  it  has  been  known  and  published  by  more  than  one 
observer  that  chilling  may  be  effected  by  rapid  cooling  subse- 
quent to  solidification.  This  correction  does  not  in  any  way 
disparage  the  value  of  Mr.  West's  work;  on  the  contrary,  the 
accuiacy  of  his  experiments  is  further  confirmed  by  the  fact 
that  they  have  corroborated  the  work  of  others  without  any  pre- 
vious prejudice  in  that  direction  on  the  part  of  the  investigator. 

J.  E.  Johnson,  Jr.,  said  that  at  the  Ashland  plant  of  the  Lake 
Superior  Iron  &  Chemical  Company,  of  which  he  is  manager, 
they  have  been  conducting  a  research  for  a  year  and  a  half  past 
on  the  general  subject  of  the  quality  of  the  iron,  and  particularly 
on  the  subject  of  iron  with  an  internal  chill.  In  charcoal  iron 
and  also  in  coke  iron  they  sometimes  found  a  spot  the  size  of  a 
nickel,  chilled  perfectly  white,  in  the  center  of  a  pig  which  was 
perfectly  gray  on  the  outside.  They  do  not  know  the  cause, 
but  believe  it  to  be  the  result  of  segregation.  Analysis  showed 
y^  per  cent  more  carbon  in  the  gray  exterior  than  in  the  chilled 
center,  but  this  result  has  not  been  confirmed  in  all  cases.  The 
current  explanation  among  scientific  people  that  the  central  por 
tion  is  prevented  from  expanding  (which  must  occur  when  the 

1  The  Jourual  of  Physical  Chemistry,  October  1908,  vol.  12. 
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graphite  is  evolved),  by  previous  solidification  of  the  crust 
around  it,  is  not  valid  as  they  see  it,  because  all  irons  are  cooled 
under  these  conditions,  and  if  one  shows  an  interiuil  chill  all 
should. 

They  have  found  that  these  irons  are  embraced  in  what  are 
known  as  high  cleavage  irons,  Avhich  means  in  plain  English, 
rotten  irons  of  vei'V  low  strength.  This  character  follows  the 
iron  throughout,  and  in  a  remelt  will  show  up  about  the  same 
as  in  the  original  iron.  Even  two  or  three  remeltings  will  not 
alter  the  character  of  the  iron  unless  something  radical  is  done 
to  change  its  nature.  It  will  still  be  spotted  iron.  As  a  result, 
his  company  never  ship  this  iron  to  any  user  who  does  not  alter 
the  fundamental  character  of  the  iron  before  putting  it  into 
service. 

Their  researches  have  reached  the  place  where  they  are  cer- 
tain there  is  virtually  no  relation  between  the  fundamental  qual- 
ity of  the  iron  and  its  composition  as  determined  by  analysis. 
There  is  a  certain  relation  between  the  percentage  of  silicon  and 
its  chilling  quality,  but  beyond  that,  with  regard  to  its  funda- 
mental characteristics,  such  as  strength,  hardness,  endurance, 
etc.,  an  analysis  for  all  the  ordinary  elements,  including  carbon, 
gives  no  reliable  indication.  Physical  tests,  the  fracture  of  the 
iron,  the  surface  of  the  pig,  its  grain  and  other  points  must  all 
be  considered  at  least  as  much  as  chemical  analysis.  Even  the 
microscope  does  not  give  results  that  can  be  depended  upon  abso- 
lutely. His  company  has  been  making  microscopic  examinations 
of  the  various  irons  that  they  could  obtain  for  over  a  year,  and 
no  relation  between  the  microstructure  and  the  physical  qualities 
has  been  discovered  that  they  could  tie  to. 

To  illustrate  the  utter  unreliability  of  chemical  analysis.  Mr. 
John.son  (|uoted  the  records  of  two  cases  which  were  practically 
identical  in  all  elements,  including  carbon.  AVith  every  cast  are 
poured  li/4-in.  round  test  bars.  The  bars  from  one  of  these  casts 
broke  at  an  average  of  -2725  lb.  and  those  from  the  other  at  4950 
lb.,  or  nearly  double  as  much. 

The  chilled  car  wheel  is  bound  to  be  used  for  years  to  come 
and  the  subject  oi  chilling  irons  is  of  enormous  importance. 
Probably  95  per  cent  of  all  the  freight  traffic  of  the  country  is 
carried  on  chilled  cast-ir<)n  car  wheels.  The  steel  wheel  has 
not,  by  an}'  means,  fulfilled  the  promise  of  its  advent.    The  prob- 
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leni  is  to  make  the  chilled  cast-iron  car  wheel  good,  and  the 
writer  believed  that  could  be  done  only  b}^  the  use  of  charcoal 
iron.  He  had  definite  and  positive  knowledge  of  one  foun- 
dry, operated  by  a  railroad,  under  the  care  of  a  man  who 
knows  his  business,  where  they  make  wheels  for  their  own 
use  exclusively.  Instead  of  buying  junk  and  treating  it  with 
ferro-manganese  and  other  medicines,  he  buys  selected  brands  of 
charcoal  iron,  all  tested  under  his  own  supervision  for  their 
strength  and  chilling  qualities.  As  a  result,  he  gets  a  life  for  his 
wheels,  in  service,  on  one  of  the  great  trunk  lines  of  the  country, 
of  95,000  miles,  as  against  a  life  of  fron:i  31,000  to  45,000  for  the 
ordinary  wheel  made  of  poorer  material. 

In  concluding,  Mr.  Johnson  read  a  letter  from  A.  M.  Thomp- 
son of  the  Thompson  Malleable  Iron  and  Adjustable  Clamp 
Company  of  Chicago  in  which  he  said  he  had  to  make  some  rolls 
which  called  for  a  chilled  iron.  He  made  the  usual  mixture  of 
steel  and  ordinary  iron,  and  test  bars  2  in.  by  4  in.  in  size  showed 
%  in.  chill.  Reports  from  the  machine  shop  and  rolling  mill  in- 
dicated that  the  surface  was  soft.  Sulphur  was  added  to  the 
liquid  iron  and  the  rolls  still  continued  soft.  Some  of  them  were 
taken  out  of  the  chill  as  soon  as  practicable  after  casting  and 
cooled  in  water  with  no  perceptible  difference  in  hardening.  A 
charcoal  chilling  iron  was  then  purchased  which  proved  entirely 
satisfactory.  Previous  to  that  he  had  believed  in  common  with 
many  foundrymen  that  where  the  fracture  was  white  the  carbon 
was  combined,  no  matter  what  iron  was  used,  and  the  limit  of 
hardness  had  been  reached. 

H.  M.  Lane  reported  an  incident  where  a  foundryman  was 
pouring  stove  plate.  He  used  a  ladle  which  had  been  damp- 
ened, after  drying  it  slightly  on  the  surface  so  that  only  just 
enough  steam  would  form  to  cause  the  iron  to  boil.  He  poured 
one  plate  from  that  ladle  and  another  from  a  perfectly  dry  ladle. 
When  the  plates  were  broken  the  first  one  was  found  to  be  chilled 
on  the  inside  and  the  other  was  not.  The  steam  boiling  through 
the  iron  had  caused  some  change  either  physical  or  chemical 
which  produced  an  internal  chill,  with  ^  to  J-  in.  of  good  gray 
iron  on  the  outside,  the  inside  being  hard  and  white  so  it  could 
not  be  drilled.  The  same  thing  often  occurs  when  the  bed  of  the 
cupola  has  not  been  dried  out  thoroughly.    It  causes  the  iron  to 
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boil  at  the  start  and  the  first  100  or  200  lb.  will  show  internal 
Avhite  marks. 

With  regard  to  the  addition  of  sulphur,  which  has  been  men- 
tioned, a  patent  process  has  been  introduced  into  this  country  at 
least  five  times  involving  the  use  of  sulphur  in  steel  making.  It 
comes  from  Germany  and  consists  in  adding  iron  pyrites  to  a 
malleable  charge  to  introduce  sulphur  into  the  iron.  Two-inch 
and  two  and  one-half-inch  sections  are  chilled  all  the  way 
through  and  when  they  are  treated  in  the  annealing  furnace  they 
produce  a  fair  grade  of  malleable. 

A.  E.  OuTERBKiDGE,  Jr.^  wrote  that  he  believed  the  author's 
discovery  of  a  method  of  producing  at  will  an  inside  chill  in 
oast  iron  to  be  new  and,  apart  from  any  application  that  it  may 
have,  important  as  tending  to  solve  a  mystery  that  has  long  puz- 
zled metallurgists.  The  fact  that  a  chilled  face  of  a  casting  can 
be  rendered  harder  by  a  cold  air  blast  is  also  a  valuable  contri- 
bution to  the  metallurgical  art. 

At  one  time  the  writer  had  several  car  loads  of  imported  pig 
iron  showing  large  open  dark  gray  grains  and  an  internal  chill 
in  the  center.  This  iron  was  quite  high  in  manganese  and  he  at- 
tributed the  internal  chill  to  that  element.  When  used  in  the 
regular  car-wheel  mixture,  no  tendency  to  cause  an  internal  chill 
was  observed. 

He  can  fully  substantiate  the  statement  as  to  the  effect  of 
warming  the  chiller,  for  he  has  records  showing  reduction  of 
chill  in  every  case. 

The  Author.  Mr.  Beckett  states  that  "  The  application  of  a 
jet  of  air  to  aid  in  a  chilling  process  is  a  difficult  matter, 
which  will  prove  expensive  in  the  long  run  and  is  not  likely  to 
come  into  use  except  in  special  cases."  Time  only  can  tell 
whether  his  modification  of  "  except  in  special  cases  "  will  hold. 
The  author  has  patented  processes  whereby  varying  conditions 
can  be  met  with  by  the  use  of  suction  as  well  as  with  air  pressure. 
One  of  these  is  described  in  Par.  59  and  illustrated  in  Figs.  9  and 
10,  showing  that  with  air  treatment  simple  methods  can  be  used 
to  cool  and  deepen  or  harden  a  chill.  The  illustrations  of  the 
paper  and  specimens  exhibited  at  the  meeting  forcibly  demon- 
strate the  effects  of  air  treatment. 

>  Metallurgist,  Wm.  Sellers  &  Co.,  Inc.,  Phila.,  Pa. 
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In  commenting  on  Par.  65,  which  says  "  Graphitization  hav- 
ing once  taken  place  in  the  crust  or  hot  body  of  a  casting,  no 
sudden  cof)ling  can  restore  tlie  carbon  to  its  original  form,  and 
only  by  remelting  can  it  be  so  transformed  as  to  have  a  chill  or 
white  iron  structure,"  Mr,  Beckett  gives  valuable  information 
but  little  known.  However,  it  is  to  be  understood  that  the  author 
had  in  mind  the  possibility  of  changing  the  state  of  the  carbon 
at  the  time  of  making  a  casting.  This  also  applies  to  one  of  the 
points  raised  by  Mr.  Stoughton. 

Mr.  Munnoch's  discussion  states  that  the  author's  work  in  dem- 
onstrating that  the  chill  structure  is  produced  after  the  metal 
has  solidified  corroborates  the  work  of  E.  A.  Custer.  The  paper 
states  that  the  chilling  of  iron  must  be  accomplished  prior  to  the 
formation  of  graphite,  and  that  it  has  always  been  thought  that 
in  chilling  iron  the  action  ceases  the  moment  the  metal  has  solidi- 
fied. This  does  not  imply  that  an  iron  is  not  chilled  until  after 
the  metal  has  solidified.  The  point  desired  to  be  emphasized 
is  that  chilling  can  be  continued  up  to  a  period  of  20  or  80  sec- 
onds after  the  moment  of  solidification,  and  Mr.  Munnoch  has 
evidently  misunderstood  the  meaning.  The  Avriter  believes  that 
Mr.  Custer's  hypothesis,  while  having  some  relation  to  the  above 
question,  is  not  strictly  within  the  lines  of  research  covered  by 
the  paper  in  question. 


No.  1351 
TESTS  OF  CHILLABLE  IRONS 

By  Thos.   D.  West,  Cleveland,  Ohio 
Member  of  the  Society 

The  paper  presents  an  original  series  of  tests  of  chillable  irons, 
extending  from  September  1911  to  the  close  of  February  1912. 

2  Before  proceeding  with  the  tests  it  was  desired  to  find  what 
size  of  bar  should  be  used  with  different  grades  of  iron  to  produce  a 
bar  of  all  gray  iron  and  at  the  same  time  a  companion  bar  that 
could  be  wholly  chilled,  or  of  a  white  iron,  both  poured  from  the 
same  basin  or  ladle.  Sets  Nos.  1  and  2  show  that  bars  If  in.  in 
diameter  are  suitable  for  various  grades  of  chillable  metal  having 
its  silicon  ranging  from  0.90  to  1.20.  The  balance  of  the  sets  show 
2|  in.  diameter  bars  to  be  suitable  for  many  grades  having  a  range 
of  0.50  to  0.90  per  cent  silicon.  It  is  to  be  understood  that  in 
either  of  the  above  the  constituents,  other  than  silicon,  are  gener- 
ally the  same  as  used  in  the  making  of  such  castings  as  chilled  car 
wheels  and  rolls.  In  some  cases  the  larger  bars  may  be  used  for 
higher  silicon  metal,  this  depending  chiefly  upon  the  metal  being  high 
in  sulphur  and  no  ferro-manganese  being  used. 

3  While  the  round  bar  is  advocated  for  a  standard,  it  is  to  be 
understood  that  there,  are  cases  of  experimental  work  such  as  pre- 
sented in  this  paper,  where  square  bars  1|  in.  or  over  may  be 
advisable,  but  for  ordinary  practice  to  obtain  comparisons  in 
mixtures,  grades  of  metal,  etc.,  the  round  bars  are  to  be  preferred. 

4  For  molding  the  square  bars  three  flasks  were  constructed,  each 
being  adapted  to  cast  three  or  four  bars.  These  bars  were  2  in. 
sq.  by  24  in.  long.  For  casting  the  round  bars,  two  chiller  molds 
having  a  bore  of  If  in.,  later  on  bored  out  to  2^  in.,  were  used  in 
connection  with  two  pipe  sand  molds.  The  designs  for  both  are 
seen  in  Figs.  1  to  6  in  the  paper,  A  Suggested  System  of  Test  Bars 
for  Chillable  Irons,  to  be  presented  by  the  writer  before  the  Sixth 
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Congress  of  the  International  Association  for  lesting  Materials  in 
September  1912.  The  three  sets  of  flasks  were  often  necessary,  as  in 
the  case  of  making  bars  to  test  the  relative  effects  of  vanadium  and 
titanium  as  alloys. 

METHODS    FOR    OBTAINING    AND    ALLOYING    METALS    TO    TEST    THEIR 

EFFICIENCY 

5  In  casting  sets  for  these  tests,  the  bars  were  poured  with  the 
regular  metal  from  a  reservoir  ladle  under  the  cupola  spout,  with  a 
capacity  of  about  7  tons,  and  carried  to  the  molds  in  a  "  bull  ladle  " 
which  held  about  250  lb.  Twelve  ounces  of  ferro-manganese  was 
thrown  into  the  ladle,  in  order  to  secure  the  same  composition  as 
used  for  car  wheels  where  2  to  2^  lb.  of  ferro-manganese  is  added 
to  every  700  or  800  lb.  of  metal. 

6  After  the  bars  were  poured  of  this  regular  wheel  metal  the  bull 

Shriuk  Head 

Pouring  ( 


Nowel.'s  Dottom  BoaiU 

Fig.  1    Sectional  Views  of  Mold  for  making  the  Square  Th,st  Bars 


ladle  was  again  filled  as  often  as  needed  and  vanadium  or  titanium, 
or  both  together,  added  according  to  the  tests  to  be  made,  along 
with  the  12  oz.  of  manganese.  The  ladle  was  allowed  to  stand  for 
three  or  four  minutes  to  permit  the  alloys  to  melt  thoroughly  and 
mix  with  the  metal.  A  |-in.  rod  was  used  to  agitate  the  metal  to 
help  bring  any  oxides  created  by  the  alloys  to  its  surface.  The  two, 
three  or  more  bull  ladles  of  metal  required  for  a  set  were  taken  from 
the  reservoir  ladle  before  any  additional  tap  of  metal  was  run  into  it 
from  the  cupola. 

METHOD  OF  CASTING  AND  CHILLING  THE  ALLOYED  METAL 

7  In  pouring  either  of  the  above  alloyed  metals  with  the  regular 
metal  to  obtain  a  set  of  square  bars,  a  set  of  round  bars  would  be 
poured  with  the  same  ladle. 

8  In  casting  the  square  test  bars,  some  had  a  2  in.  by  2^  in. 
chiller  on  two  sides,  as  illustrated  at  TC  in  the  end  view  of  Fig.  1, 
80  as  thoroughly  to  chill  the  bar  to  make  it  all  white  iron.    Others 
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had  a  wrought  plate  i  or  I  in,  thick  as  desired,  on  one  side  of  the  bar 
only,  as  at  PC,  in  order  only  partly  to  chill  one  side  of  the  bar. 
Bars  to  be  free  of  chill,  were  surrounded  with  sand  as  seen  at  AG. 
In  some  cases  two  totally  chilled  bars  and  one  all  gray  bar  might  be 
cast  in  one  flask.  Again,  two  partially  chilled,  one  totally 
chilled,  and  one  all  gray  bar  might  be  cast  in  one  flask.  This  order 
could  be  changed  in  providing  for  three  to  four  bars  being  made  in  a 
flask. 

9     The  character  of  the  chill,  or  grain  of  iron,  is  given  in  the  tables 
under  the  heading  Fracture.    Should  an  all  sand  molded  bar  show 
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Fig.  2    End  and  Side  Views  of  a  Test  Bar  made  in  Mold,  Fig.  1 

W  shows  Gray  Side  in  Tension  and  Strong  Position;  E  shows  Horizontal  Piano 

of  Chill  Crystal  in  Tension  and  Weak  Position 


Fig.  3    Second  Test  on  a  2-In.  Sq.  Bar 

0  shows  Chilled  Side  in  Tension  and  Weak  Position;  F  shows  Vertical  Plane  of 

Chilled  Crystal  in  Tension  and  Strong  Position 

a  slightly  mottled  grain  in  its  fracture  instead  of  being  all  gray, 
the  words  slightly  mottled  are  inserted.  Should  the  fracture  be 
strongly  mottled  the  notation  is  the  word  "  deeply  "  in  the  place  of 
"  strongly."  In  cases  where  the  depth  of  a  partly  chilled  bar  was 
measured  the  thickness  of  the  chill  is  given  in  connection  with  the 
statement  that  one  side  was  chilled. 

10  To  indicate  that  one  of  the  vertically  cast  sides,  also  the  cope 
surface,  or  the  nowel  face  of  a  bar  is  in  tension  when  testing  a  bar, 
the  words  nowel,  cope  and  side  are  placed  on  the  line  with  the  re- 
spective bar  in  the  column  headed  Tension.  This  will  be  better 
understood  by  referring  to  Figs.  2  and  3  where  the  side  and  end  view 
of  the  bars  are  shown  in  two  ways  of  being  tested.  In  the  case  of 
round,  as  well  as  square  bars  that  are  cast  on  end,  as  were  Nos.  84 
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and  88,  it  makes  no  difference  which  way  they  are  placed  on  the 
distance  supports  D,  Figs.  2  and  3,  when  being  tested. 

11  The  width  and  depth  as  well  as  the  diameter  of  all  the  tested 
bars  are  given  in  Tables  3-10  to  permit  a  checking  of  the  modulus  of 
rupture  column;  also  present  data  for  other  formulae  for  computing 
variations  in  the  size  of  the  bars  shown.  It  is  to  be  understood  that 
the  records  of  all  tests  given  are  of  solid  bars  and  complete  fractures ; 
as  should  there  have  been  a  slight  flow  in  any  of  those  tested  it 
would  have  been  in  the  compression  face  of  the  bar  where  it  could 
have  no  effect  in  reducing  its  strength. 

METHODS  USED   FOR  TRANSVERSE  TESTING  AND   PRACTICABILITY 
OF  DROP  TESTS 

12  All  transverse  tests  on  both  round  and  square  bars,  Tables 
5  to  9,  except  tests  59  and  77,  were  made  with  a  12-in.  span,  as 
seen    in    Figs.    2    and    3.     Tests   59   and   77  were    made    with   a 


TABLE  1     RANGE  OF  CHEMICAL  ANALYSIS  FOR  CHILLED  CAR  WHEELS 


Silicon 

Sulphur 

Manganese 

Phosphorus 

Combined 
Carbon 

Graphitic 
Carbon 

0.55  to  0.65 

0.100  to  0.160 

0.55  to  0.70 

0.270  to  0.32C 

0.60  to  0.70 

2.70  to  2.90 

10-in.  span.  All  drop  tests  of  Tables  5  to  9  were  made  with  a 
12-in.  span  and  all  drop  tests  for  Table  10  were  made  with  an 
8-in.  span. 

13  The  drop  tests  were  made  with  a  25-lb.  weight  having  the 
first  drop  at  a  height  of  6  in.  and  raised  6  in.  higher  for  every  blow 
until  breaking  the  bar.  If,  for  example,  6  is  the  number  in  the 
drop  column  of  the  tal)les,  it  means  that  the  weight  dropped  once  at 
each  of  the  respective  heights,  6  in.,  12  in.,  18  in.,  24  in.,  30  in,,  and 
36  in.,  before  breaking  the  bar.  The  bars  for  the  drop  tests  Tables 
5  to  9  were  obtained  by  taking  the  long  end  of  the  24-in.  long  square 
bars  after  they  had  stood  one  transverse  test.  This  is  why  two  kinds 
of  tests  with  the  same  bar  are  given  under  the  same  test  number. 

14  A  comparison  of  the  drop  tests  with  the  transverse  tests 
shows  that  where  a  bar  is  strong  transversely  it  generally  shows  a 
relatively  high  strength  under  the  drop  test.  This  was  also  true 
in  the  case  of  nearly  all  of  the  round  bars  having  a  (j-in.  span,  but 
these  tests  are  not  given  herein. 
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15  For  eastings  that  are  subject  to  shock  or  sudden  impact, 
such  as  car  wheels,  rolls,  shears,  dies,  etc.,  the  drop  test  should 
grow  in  favor.  The  apparatus  co.sts  little  and  the  time  required  i.s 
less  than  that  needed  in  any  other  method  of  testing. 

TREATMENT  AND   ANALYSIS   OF   REGULAR   CAR   WHEEL   AND   ALLOYED 

METALS 

16  No  special  complete  analysis  is  given  of  the  respective  sets 

TABLE  2     ANALYSIS  OF  SETS  ALLOYED  WITH  VANADllM  AND  TITANIUM 


0«.  of  Vanadium 

Oz.  of  Titanium 

Per  Cent  of 

Per  Cent  of 

Per  Cent  of 

Set  No. 

in  225  Lb. 

in  225  Lb. 

Vanadium 

Titanium 

Manganese 

of  Metal 

of  Metal 

in  Test  Bars 

in  Test  Bars 

in  Test  Bars 

9 

10 

0.06 

0.63 

11 

10 

0.02 

0.72 

13 

22 

0.12 

0.64 

15 

22 

0.07 

0.60 

18 

5 

10 

0.04 

0.03 

0.69 

19 

8 

15 

0.05 

0.05 

0.68 

TABLE  3    TRANSVERSE  TESTS  IJi  IN.  SQ.  AND  IH  IN.  ROUND  BARS  AND 
CRYSTALLIZATION 


Test  No. 

Fracture 

Width 

Depth 

Tension 

.Maximum 
Load 

5140 

Deflection 

Modulus 

Set  No . 

1 

Ail  white 

L.73 

1   72 

Nowcl 

0.016 

18070 

2 

All  white 

1.68 

1.69 

Side 

13160 

0.028 

49380 

3 

Slightly  mottled 

1.75 

1  76 

Side 

15300 

0.060 

50820 

4 

All  white 

1.59 

diameter 

4780 

0.023 

36280 

5 

Slightly  mottled 

1.60 

diameter 

7340 

0.065 

54670 

6 

All  white 

1.69 

1  69 

Nowcl 

7580 

0.028 

28260 

2 

7 

All  white 

1.71 

1   71 

Side 

15280 

0.042 

56010 

2 

8 

.Strongly  mottled 

1.72 

1.79 

Side 

11940 

0.038 

39000 

2 

9 

All  white 

1  60 

diameter 

5820 

0.032 

43350 

2 

10 

Almost  white 

1  56 

diameter 

5540 

0.040 

44520 

2 

11 

All  white 

1.59 

diameter 

3080 

0.021 

23370 

3 

12 

Strongly  mottled 

1.58 

diameter 

7760 

0.073 

60030 

3 

other  than  that  in  Table  1.  This  is  owing  to  the  fact  that  car-wheel 
mixtures  or  analyses,  from  one  foundry  at  least,  var\'  hut  little. 
Table  2  gives  the  vanadium  and  titanium  constituents  of  the  test 
bars.  Analyses  of  metal  taken  directly  from  the  reservoir  ladle 
before  the  ferro-manganese  was  added  showed  this  metal  to  contain 
around  0.40  manganese.    The  driUings  for  regular  car-wheel  metal 
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analyses  are  taken  from  blocks  about  2  in.  by  2^  in.  by  8  in.  cast  in 
all  sand  so  as  to  leave  a  gray  body  in  the  metal,  which  will  agree 
closely  with  the  gray  between  the  plate  and  body  back  of  the  chill 
of  a  car  wheel. 

SENSITIVE    CONDITIONS    REQUIRING    CONSIDERATION    AND    CONTROL 
IN   TESTING    CHILLABLE    IRONS 

17  Table  3  shows  that  bars  If  in.  square  and  If  in.  round  are 
too  small  for  regular  car  wheel  metal.  This  is  seen  by  the  all-sand 
bars  3,  5,  8,  10  and  12,  showing  a  fracture  a  Uttle  too  strongly  mottled 
instead  of  a  fair  gray  structure.  These  sizes  of  bars  are  recommended 
only  for  chillable  irons  ranging  from  0.90  to  1.20  per  cent  in  sihcon 
for  use  in  general  practice. 

18  The  foregoing  is  a  general  statement  requiring  modifications 
in  some  instances.  A  comparison  of  the  strength  of  bars  4,  5,  11  and 
12  with  9  and  10  shows  the  cases  in  which  strongly  mottled  iron 
of  the  same  metal,  also  iron  tending  to  all  white,  as  No.  10,  will  give 
exceptional  strength.  Many  other  round  bars  If  in.  in  diameter 
were  made,  but  broken  with  the  sledge  to  check  these  fractures. 
The  two  odd  bars  11  and  12  are  shown  chiefly  to  demonstrate  the 
distinction  they  display. 

19  When  a  bar  is  of  such  a  size  that  it  is  sensitive  to  assume  a 
mottled  form,  it  is  very  likely  to  go  further  and  become  almost  white, 
and  with  the  same  iron,  temperature  of  metal  and  character  of  mold, 
there  is  as  much  chance  to  obtain  a  strength  of  7760  lb.  as  5540 
lb.,  as  seen  for  bars  10  and  12.  But  this  sensitive  condition  must 
be  avoided  the  better  to  make  comparisons  between  an  all-chilled 
bar  and  an  all  sand  cast  one  of  the  same  size,  form,  and  metal.  To  do 
this,  it  is  necessary  to  have  the  sand  cast  bars  sufficiently  large  to 
prevent  their  taking  a  mottled  form,  and  still  not  so  large  as  to 
prevent  their  being  absolutely  chilled,  or  all  white  iron  to  their  very 
center,  when  ca.st  in  an  all-iron  mold  or  chiller  of  the  same  diameter. 
Much  experimenting  may  often  be  necessary  to  learn  to  know  the 
best  size  to  adopt  for  making  a  comparison  between  the  white  and 
gray  of  special  chillable  irons.  It  will  be  seen  by  the  tables  having 
the  2J-in.  round  bars,  that  even  with  this  increase  over  the  If  in.  in 
diameter,  some  of  the  larger  bars  show  a  slightly  mottled  fracture 
with  the  silicon  around  0.60.  This  could  have  been  largely  avoided 
by  baking  or  drying  the  sand  molds,  as  those  used  in  the  tests  shown 
were  all  of  green  sand.  To  increase  the  size  of  the  round  bar  would 
assist  this  feature,  and  such  could  be  done  to  the  extent  of  having  it 
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2J  in.  and  possibly  3  in.  in  diameter  and  still  produce  a  perfect,  all- 
chilled  bar  for  a  companion  to  an  all  sand  cast  or  gray  one  having 
the  silicon  around  0.60. 

20  It  is  important  therefore  to  describe  the  structure  of  frac- 
tures when  recording  tests  of  chillable  iron  and  in  making  compari- 
sons with  all-chilled  and  gray  bars  ur  otherwise.  It  all  shows  that  in 
some  cases,  it  may  be  necessary  to  experiment  in  order  to  obtain  the 
diameter  best  suited  to  give  a  knowledge  of  the  relative  strength  of 

TABLE  4    TRANSVERSE  TESTS  OF  VARIABLE  DEPTHS  OF  CHILL  WITH 
LOW  CHILLING  IRONS 


Test  No . 

Fracture  and  Per  Cent  of  Chill 

Width 

Depth 

Load 

Deflection 

Modulus 

Set  No . 

13 

Not  chilled;  clear  gray  iron 

1.01 

1.51 

5615 

0.098 

43900 

4 

14 

Chilled  one  side;  10%  white 

1.00 

1.50 

4360 

0.085 

34900 

4 

15 

Chilled  two  sides;  25%  white 

0.96 

1.44 

3270 

0.056 

29600 

4 

16 

Not  chilled;  clear  gray  iron 

0.98 

1.46 

5175 

0.105 

445C0 

5 

17 

Chilled  one  side;  15%  white 

1.03 

1.48 

4220 

0.069 

33700 

5 

18 

Chilled  two  side*;  20%  white 

1.02 

1.45 

4390 

0.079 

36900 

5 

19 

Not  chilled;  clear  gray  iron 

0.97 

1.47 

5000 

0.103 

43000 

6 

20 

Chilled  one  side;  1%  white 

1.00 

1.47 

5610 

0.108 

46750 

6 

21 

Chilled  two  sides;  100%  white 

1.01 

1.47 

6400 

0  080 

52800 

6 

22 

Not  chilled;  clear  gray  iron 

1.00 

1.46 

4350 

0.157 

36700 

7 

23 

Chilled  one  side;  5%  white 

0.99 

1.43 

4550 

0.159 

40500 

7 

24 

Chilled  one  side;  20%  white 

1.06 

1.50 

4200 

0.137 

31700 

7 

25 

Chilled  two  sides;  50%  white 

1.02 

1.50 

2300 

0.110 

18050 

7 

the  white  and  gray  of  chillable  irons.  This  does  not  prevent  the 
adoption  of  a  standard  to  be  used  the  world  over^  for  tests  for  chill- 
able irons.  All  that  is  necessary  is  to  state  the  structure  of  the 
fracture,  diameter  of  the  bar  used,  per  cent  of  silicon,  and  possibly 
other  constituents,  should  they  vary  much  from  those  given  in 
Table  1. 

ERRATIC  EFFECTS  OF  CHILLED  CRYSTALS  AND  INTERLACING  OF  THE 
MOTTLED  AND  GRAY  WITH  THEM 

21  Table  4  presents  a  few  of  the  many  tests  made  with  chillable 
metal,  having  about  the  following  composition:  silicon  2.0,  sulphur 
0.06,  phosphorus  0.04,  manganese  0.30.    The  bars  were  made  in  a 

>  Suggested  by  the  author  in  A  Suggested  Sy.stem  of  Tept  Bars  for  Chill- 
able Irons,  presented  at  the  Sixth  Congress  of  the  International  Association 
for  Testing  Materials,  held  September,  1912. 
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TABLE  5    BARS  26  TO  30  HAD  12  OZ.  MANGANESE;   31  TO  34.  12  OZ.  MANGANESE 
AND  10  OZ.  VANADIUM  IN  225  LB.  OF  METAL 


Test 
No. 

Fracture  and  Per  Cent 
of  Chill 

Width 

Depth 

Ten- 
sion 

Load 

Deflec- 
tion 

Modu- 
lus 

Drop 

Set 
No 

«26 

Chilled  both  sides.  All  white  iron 

2.04 

2.00 

nowel 

15150 

0  030 

33420 

4 

8 

R27 

Chilled  J^  in.  one  side 

2.10 

2  06 

newel 

14330 

0.036 

29230 

6 

8 

«28 

All  gray  iron 

2.12 

2.08 

nowel 

23860 

0.070 

46820 

9 

8 

«29 

All  gray  iron 

2.31 

diameter 

25750 

0.095 

63710 

8 

R30 

Chilled.     All  white  iron 

2.21 

diameter 

14620 

0.030 

41330 

8 

V31 

Chilled  two  sides.  All  white  iron 

2.08 

1.97 

nowel 

16100 

0.030 

35900 

4 

9 

K32 

Chilled  %  in.  one  side 

2.06 

1.99 

nowel 

15370 

0.035 

34080 

5 

9 

V33 

All  gray  iron 

2.08 

2.00 

nowel 

22020 

0.070 

47640 

9 

9 

V34 

All  gray  iron 

2.32 

diameter 

23430 

0.070 

57300 

9 

Set  R  poured  with  regular  iron.     Set  V  poured  with  vanadivim  in  regular  iron.     Set  T  poured 
with  titanium  in  regular  iron. 

TABLE  6    BARS  33  TO  39  HAD  12  OZ.  MANGANESE;   BARS  40  TO  44,  12  OZ.  MANGA- 
NESE AND  10  OZ.  TITANIUM  IN  225  LB.  OF  METAL 


Test 

No. 

Fracture  and  Per  Cent 
of  Chill 

Width 

Depth 

Ten- 
sion 

Load 

Deflec- 
tion 

Modu- 
lus 

Drop 

Set 
No. 

R35 

Chilled  both  sides.    All  white 

2.14 

1.98 

nowel 

22420 

....      48108 

10 

ft  36 

Chilled  1%  in.  one  side 

2.03 

2.07 

nowel 

18990 

0  037    39170 

3 

10 

ft  37 

All  gray  iron 

2.12 

2.04 

nowel 

25740 

0.075    54700 

11 

10 

ft  38 

All  gray  iron 

2.27 

diameter 

25520 

0.077    66570 

10 

ft  39 

Chilled.    All  white  iron 

2.22 

diameter 

13440 

0.024    37477 

10 

r  40 

Chilled  both  sides.   All  white 

2.02 

1.97 

nowel 

16100 

0.031    36960 

4 

11 

T  41 

Chilled  J^  in.  one  side 

2.07 

2.00 

nowel 

15130 

0.032    33280 

5 

11 

7-42 

All  gray  iron 

2.06 

1.99 

nowel 

21870 

0.074  i  48250 

9 

11 

743 

All  gray  iron 

2.32 

diameter 

23400 

0.059    57180 

11 

7  44 

Chilled.    All  white  iron 

2.22 

diameter 

17110 

0.028    47711 

n 

TABLE  7    BARS  45  TO  49  HAD  12  OZ.  MANGANESE;  BARS  50  TO  54,  12  OZ.  MANGA- 
NESE AND  22  OZ.  VANADIUM  IN  225  LB.  OF  METAL 


Test 
No. 

Fracture  and  Per  Cent 
ot  Chill 

Width 

Depth 

Ten- 
sion 

Load 

Jeflec- 
tion 

Modu- 
lus 

Drop 

Set 
No. 

ft  45 

Chilled  both  sides.   All  white 

1.90 

2.02 

nowel 

16460 

0  030 

38220 

5 

12 

ft  46 

Chilled   K  in.  one  side 

2   10 

2.00 

nowel 

14380 

0  035 

30810 

7 

12 

ft  47 

All  gray  iron 

2  08 

2  01 

nowel 

23790 

0.090 

50960 

11 

12 

ft  48 

All  gray  iron 

2.29 

diameter 

23910 

0.078 

60730 

12 

49 

Chilled.      All  white  iron 

2.22 

diameter 

15610 

0  022 

43520 

12 

V  SO 

Chilled  both  sides      All  white 

2.00 

1.98 

nowel 

16030 

0.035 

36800 

4 

13 

KSl 

Chilled  A  in.  one  side 

2.10 

2  02 

nowel 

14090 

0  030 

29600 

3 

13 

F62 

Gray,  slightly  mottled 

2.05 

2.00 

nowel 

24800 

0.065 

54440 

7 

13 

V53 

Gray,  slightly  mottled 

2  27 

diameter 

25580 

0.060 

66710 

13 

V54 

Chilled.      All  white  iron 

2  20 

diameter 

17890 

0  025 

51250 

13 
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TABLE  8    BARS  55  TO  59  HAD  12  OZ.  MANGANESE;   BARS  60  TO  04,  12  OZ.  MANGA- 
NESE AND  22  OZ.  TITANIUM  IN  225  LB.  OF  METAL.  WaiLE  BARS  65  TO  68 
WERE  FREE  FROM   MANCJANESE  AND  OTHER  ALLOYS 


Test 
No. 

Fracture  and  Per  Cent 
of  CUII 

Width 

Depth 

Ten- 
sion 

Load 

Deflec- 
tion 

Modu- 
lus 

Drop 

Set 
No. 

ft  55 

Chilled  botb  sides.    All  white 

2.00 

2  00 

nowel 

15980 

0.030 

35960 

4 

14 

R56 

Chilled  %  in.  one  side.  Balance 

mottled 

2.00 

2.07 

nowel    18140 

0.038 

38100 

4 

14 

ft  57 

Gray  ron.    Corners  chilled 

2.02 

2.00 

nowel 

22720 

0.070 

50610 

7 

14 

ft58 

Grav  iron,  slightly  mottled 

2.25 

diameter 

26000 

0.075 

69640 

14 

59 

Chilled.     All  white 

2.24 

diameter 

13830 

0.017 

33966 

14 

reo 

Chilled  both  sides.    All  white 

2.00 

1.98 

nowel 

13200 

0.025 

30300 

4 

15 

rei 

Chilled  1-2  in.  one  side.  Balance 

mottled 

2.04 

2.03 

nowel 

16840 

0.035 

36060 

4 

16 

r62 

Gray,  oornera  slightly  chilled 

2.05 

2.00 

nowel 

22080 

0.075 

48470 

10 

15 

r63 

Grav  iron 

2.26 

diameter 

.... 

25810 

0.08 

68230 

16 

r64 

Chilled.    All  white  iron 

2.22 

.... 

16070 

0.05 

44810 

15 

5  65 

Chilled  hoth  sides.    All  white 

2.04 

2  04 

nowel 

11400 

0.020 

24170 

3 

16 

S66 

Chilled  ^  in.  one  -sido.    Deeply 

mottled 

2.06 

2  04 

nowel 

10860 

0.030 

22800 

3 

16 

S  67 

Gray,  corners  mottled 

2.04 

2.00 

nowel 

17870 

0.050 

39420 

5 

16 

S  68 

Gray  iron,  mottled 

2  25 

diameter 

24180 

0.065 

64204 

16 

_ 

Set  S  poured  with  spurious  metal  containing  no  ferro-manganese. 


TABLE  9    BARS  69  TO  72  HAD  12  OZ.  MANGANESE;  BARS  73  TO  77,  10  OZ.  TITANIUM 

AND  5  OZ.  VANADIUM;   BARS  78  TO  82,  12  OZ.  MANGANESE,  15  OZ.  TITANIUM 

AND  8  OZ.  VANADIUM  IN  225  LB.   OF  METAL 


Test 

Fracture  and  Per  Cent 

Width 

Depth 

Ten- 

Load 

Deflec- 

Modu- 

Drop 

Set 

No. 

of  Chill 

sion 

tion 

lus 

No. 

ft  69 

Chilled  both  sides.    All  white 

1.98 

2.02 

nowel 

18480 

0.035 

41170 

5 

17 

ft  70 

Chilled  14  in.  one  side.  Balance 

mottled 

2  04 

2.50 

nowel 

16760 

0.055 

23660 

0 

17 

ft71 

All  gray  iron 

2  05 

2.05 

nowel 

24390 

0.085 

51020 

11 

17 

ft  72 

All  gray  iron 

2  27 

diameter 

24030 

0.065 

62660 

17 

rV73 

Chilled  both  aides.    All  white 

2.02 

2.00 

nowel 

12330 

0.026 

27470 

18 

TV7i 

Chilled  a  in.  one  side.  Balance 

mottled 

2.05 

2.07 

nowel 

18340 

0.040 

37580 

6 

18 

TV75 

All  gray  iron 

2.10 

2.04 

nowel 

24980 

0.06^ 

51390 

11 

18 

TV76 

All  gray  iron 

2  29 

diameter 

22070 

0.060 

56060 

18 

TV77 

Chilled.    All  white  iron 

2.21 

diamet€r 

16370 

0  029 

38560 

18 

TV78 

Chilled  both  sides.    All  white 

1.96 

2  03 

nowel 

16250 

0.030 

36210 

4 

19 

TV79 

Chilled  34  in.  one  side.   Balance 

mottled 

2.00 

2.04 

nowel 

14680 

0.040 

31530 

5 

19 

TVSO 

All  gray  iron 

2.04 

2.00 

nowel 

22240 

0.065 

49060 

8 

19 

TV81 

All  grav  iron 

2.29 

diameter 

23470 

0.060 

59620 

19 

TV82 

Chilled.     All  white  iron 

2.20 

diameter 

18700 

0.030 

63570 

19 
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converter  steel  foundry  and  tested  by  Prof.  John  H.  Nelson;  all 
others  were  tested  by  Mr.  H.  E.  Smith.  In  testing  this  set,  the  load 
was  applied  in  the  deep  direction  of  the  bars  which  were  all  cast  on 
end.  Tests  13  to  25  illustrate  the  erratic  qualities  of  partly  chilled 
bodies,  accounted  for  by  the  interlacing  of  the  white  with  the  gray 
and  the  depth  of  mottled  iron  back  of  the  chilled  body,  all  causing 
greater  or  less  internal  strains  that  can  often  be  greatly  reduced 
by  annealing. 

22  In  partly  chilled  sections,  the  temperature  of  the  chiller  to 
chill  the  iron,  and  of  the  metal  to  pour  the  mold,  and  the  degree 
of  dampness  in  the  sand,  have  an  effect  both  oh  the  depth  of  chill, 
and  on  the  structure  of  the  metal  for  a  considerable  distance  beyond 
the  place  where  the  white  ceases.  These  are  all  factors  difficult 
to  control  in  regular  practice,  but  the  more  that  is  known  con- 
cerning them,  the  bettor  will  be  the;  design,  make  and  use  of  the 
castings.  The  variable  hardness  of  mottled  and  gray  bodies,  inter- 
lacing with  the  white  iron  of  chilled  bodies,  is  displayed  by  the 
hardness  tests.  Table  12. 

TRANSVERSE  AND   DROP  TESTS   OF  GRAY  AND   CHILLED   BARS  ALLOYED 
WITH  VANADIUM  AND  TITANIUM 

23  Tables  5  to  9  present  an  original  series  of  tests  comprising  the 
following  features : 

a  Comparison  of  strength,  deflection,  chill  and  contraction, 

in  all-chilled,  partly-chilled,  and  gray  bars  of  the  same 

metal. 
b  Comparison  of  square  and  round  bars  to  emphasize  the 

utility  of  the  latter  for  a  standard, 
c  Comparisons  of  transverse  and  drop  tests  to  show  their 

conformity,  and  practicability  of  the  latter. 
d  Comparisons  of  hardness  created  by  the  rate  in  cooling, 

giving  chilled,  mottled  and  gray  fractures  in  the  same 

metal. 
e  Effects   of   ferro-manganese,    vanadium,    and   titanium   in 

the  same  metal  and  size  of  section,  when  of  a  chilled, 

mottled  and  gray  structure. 

24  Results  of  the  aVjove  comparisons  in  connection  with  those 
to  be  derived  from  a  study  of  the  tables  are  given  throughout  the 
paper. 

NOTABLE  DIFFERENCE   IN   THE  STRENGTH  OF  THE   CHILLED  AND  GRAY 
SIDES  OF  A  PARTLY  CHILLED  CASTING 

25  It  will  be  seen  from  tests  in  Table  10  that  when  the  chilled 
face  is  in  tension,  as  with  Tests  92,  94  and  96,  the  casting  is  much 
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weaker  than  when  the  gray  or  mottled  body  is  in  tension,  as 
with  Tests  91,  93  and  95  of  Set  22.  This  is  a  quiihty  luiving  hereto- 
fore received  very  httle,  if  any,  thought.  When  fully  considered 
it  will  be  seen  to  be  of  great  importance  in  the  making  and  use  of 
different  lines  of  castings.  The  reliability  of  this  set  of  tests  will 
be  realized  when  it  is  understood  that  the  respective  companion 
tests  having  the  chilled  side  in  compression  and  tension  were  made 

TABLE   10    TRANSVERSE  AND  DROP   TESTS  OF  ONE  SIDE  CHILLED 
BARS  ALTERNATED  TO  BE  IN  COMPRESSION  AND  TENSION 


Teat 
No. 

Fracture  and  Per  Cent 
of  Chill 

Width 

Depth 

Load 

Deflec- 
tion 

Modu- 
lus 

Drop 

No. 

83 

Gray  iron,  sliKhtly  mottled 

2.09 

2.06 

21070 

0.045 

42760 

7 

20 

84 

Chilled  four  sides.    All  white 

2.12 

2.18 

23380 

0.040 

41770 

15 

20 

85 

Chilled  ^i  in.  one  side.  Balance  mottled. 

Gray  side  in  tension 

2.06 

2.05 

21590 

0.030 

43435 

9 

20 

86 

Chilled  ?<«  in.  one  side.  Balancie  mottled. 

Chilled  side  in  tension 

2.07 

2.03 

20430 

0.035 

43111 

7 

20 

87 

Gray  iron,  slightly  mottled 

2.11 

2.07 

19420 

0.045 

38664 

8 

21 

88 

Chilled  four  sides.     All  white 

2.06 

2.20 

22450 

0.020 

40532 

15 

21 

89 

Chilled  %  in.  one  side.  Balance  mottled. 

Gray  sidt  in  tension 

2.10 

2.04 

19880 

0.050 

40947 

8 

21 

90 

Chilled  %  in.  one  side.  Balance  mottled. 

Chilled  side  in  tension. 

2.06 

2.06 

13660 

0.030 

28132 

6 

21 

91 

Chilled   14  in.  one  aide;  ?4  in.  mottled. 

Gray  side  in  tension 

2.11 

2.15 

23760 

0.070 

43801 

14 

22 

92 

Chilled  14  in.  one  side;  ?4  in.  mottled. 

Chilled  side  in  tension 

2.13 

2.06 

17260 

0.035 

34373 

22 

93 

Chilled  H  in.  one  side;  ^i  in.  mottled. 

Gray  side  in  tension. 

2.12 

2.10 

21760 

0.055 

41914 

7 

22 

94 

Chilled  >4  in.  one  side;  Ji  in.  mottled. 

Chilled  side  in  tension. 

2.13 

2.06 

13190 

0.025 

26378 

22 

95 

Chilled  yi  in.  one  side;  1  in.  mottled. 

Gray  side  in  tension. 

2.11 

2.03 

20350 

0  055 

42127 

6 

22 

96 

Chilled  H  in.  one  side;  1  in.  mottled. 

Chilled  side  in  tension. 

2.13 

2.13 

15720 

0.030 

29281 

22 

with  the  same  bar,  by  the  method  shown  in  Figs.  2  and  3.  After 
making  two  transverse  tests  of  the  same  bar,  there  was  sufficient 
remaining  for  a  drop  test  having  an  8-in.  span.  A  few  of  these 
are  Tests  83  to  9G.  Bars  83  to  90  were  cast  on  end,  while  bars  91 
to  96  were  cast  flat,  as  shown  in  Fig.  1,  and  chilled  on  one  side 
only  to  give  two  of  this  form  for  one  set.  In  Fig.  G  is  seen  a  full  set 
of  the  square  bars  cast  on  end,  in  which  M  is  the  all  chilled  bar,  A' 
the  chilled  side,  and  0  the  gray  side  of  the  partly  chilled  bars, 
while  P  is  the  all  sand  cast  bar.    The  position  of   the  chilled  face 
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in  the  testing  is  shown  at  W  for  both  the  cast  on  end  and  cast  flat 
bars  when  upward,  and  at  0  when  downward,  seen  on  the  left  of 
Figs.  2  and  3. 

26  Another  feature  is  the  great  difference  between  the  strength 
of  chilled  iron  when  the  lines  of  crystallization  stand  vertical  to  the 
load,  and  when  they  are  turned  horizontal  to  it.  In  Table  3,  Tests  J , 
2,  6  and  7  show  a  difference  of  about  61  per  cent  for  the  first  two  bars, 
and  about  51  per  cent  for  the  second  two.  The  lines  of  crystalliza- 
tion are  seen  in  Figs.  2  and  3,  where  E  is  the  weakest  and  F  the 
strongest  position  of  the  two-sided  bar.    These  qualities  were  original- 


FiG.  4     Open  Sand  Mold  for  making  Comparative  Chilling  Tests 

ly  discovered  by  Asa  W.  Whitney,  and  are  presented  here  to  give 
data  in  keeping  with  the  original  tests  of  this  paper. 

CRITICISM    ON    AND    CHILLING    EFFECTS    OF    VANADIUM    AND  TITANIUM 

27  WilUam  H.  Hatfield  in  a  paper  On  The  Influence  of  Vanadium 
upon  Cast  Iron  ^  presented  at  the  March  1911  meeting  of  the  Iron 
and  Steel  Institute,  stated,  "There  is  considerable  disagreement 
as  to  the  influence  of  vanadium."  Expressions  of  this  character 
had  much  weight  in  the  taking  of  extra  precautions  when  testing 
these  alloys,  in  the  belief  that  the  results  might  settle  some  of  the 
disputed  points. 

28  Information  on  the  chilling  qualities  of  the  alloys  is  given  in 
Pars.  29  to  31  and  in  the  various  sets  of  Tables  5  to  9,  as  Tests 
27  and  32.  It  required  but  a  few  tests  to  show  that  the  difference 
in  the  pouring  temperature  of  the  metals,  due  to  the  cooling  effect 
produced  in  melting  the  alloys,  was  such  as  to  make  the  depth  of 
chill  shown  in  Tables  5  to  9  an  uncertain  factor  for  these  tests.  This 
is  more  fully  realized  when  the  fact  is  considered  that  "hot"  metal 
will  chill  deeper  than  "dull"  metal. 

29  To  obtain  more  favorable  conditions  for  rapid  pouring  and 
less  travel  of  metal  than  was  offered  by  the  mold,  Fig.  1,  cupola  chill 

'  The  Journal,  Iron  &  Steel  Institute,  vol.  83,  no.  1,  p.  318. 
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blocks  were  made  after  the  plan  and  end  views  in  Fig.  4.  The  pair 
of  chilled  blocks  R  were  poured  with  the  regular  car  wheel  metal, 
cooled  down  to  nearly  the  same  temperature  as  that  for  pouring  the 
chill  block  molds  V  and  T  having  the  vanadium  and  titanium  alloys 
in  their  respective  ladles.  This  method  emphatically  demonstrated 
that  the  vanadium  increased  the  depth  of  chill,  or  held  the  carbon 
more  in  its  combined  form,  while  the  titanium  operated  in  the  opposite 
direction.     Numerous  tests  were  made  following  this  plan,  some  of 


Fig.  5    Set  of  All  Chilled,  Partly  Chillkd  and  All  Sand  Square  Bars 

Cast  Flat 


Fig.  6    Set  of  All  Chillkd,  Partly  Chilled  and  All  Sand  Square  Bars 

Cast  on  End 


which  had  a  ^-in.  chiller  face  plate  in  place  of  the  2^-in.  plate  Q,  and 
all  of  them  were  effective  in  the  same  direction  as  to  their  respective 
results. 

30  One  test  with  the  three  sets  of  molds,  Fig.  4,  gave  a  difference 
in  the  thickness  of  chill  as  seen  at  X,  Y  and  Z,  Fig.  7.  The  Set  R 
was  poured  with  the  regular  iron;  the  Set  V  with  the  vanadium  and 
the  Set  T  with  th(>  titanium  alloyed  metal,  there  being  1  lb.  of  each 
alloy  in  about  175  lb.  of  metal. 

31  Further  experiments  having  2  11).  of  titanium  in  the  175  lb. 
of  metal  gave  a  thickness  of  chill  seen  at  V  and  W,  Fig.  7,  of  1  in. 
in  the  regular  metal  and   I  in.  in  the  alloyed  metal,  as  marked  in 
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tlie  cuts.  In  the  belief  that  by  increasing  the  amount  of  titanium 
the  chill  might  be  wholly  prevented,  4  lb.  was  put  into  the  metal 
for  two  tests.  This  did  not  act  as  effectively  as  the  2  lb.  and  showed 
that  iron  could  not  be  prevented  from  chilling  beyond  a  certain  limit 
by  its  use. 

EFFECTS   OF  VANADIUM,   TITANIUM  AND   OTHER  FACTORS  ON 
CONTRACTION 

32  Tests  to  obtain  contraction  were  made  with  both  round  and 
square  bars  and  are  given  in  Table  11.  The  2|,-in.  round  bars  show 
the  contraction  for  a  length  of  12  in.  and  the  square  bars  for  22  in. 
The  ratios  for  contraction  of  the  bars  cast  on  end  agree  closely  with 
those  of  the  bars  cast  flat.    The  regular  irons  are  fairly  uniform  in 

TABLE  11    CONTRACTION  OF  ROUND  BARS  CAST  ON  END  AND  SQUARE  CAST  FLAT 


Set  No. 

Round  Bars, 

Round  Bara, 

Square  Bars, 

Square  Bars, 

Square  Bars, 

All  Chilled 

All  Gray 

All  Chilled 

Part  Chilled 

All  Gray 

R  12 

0.22 

0.12 

0.47 

0.28 

0.26 

V  13 

0.23 

0.13 

0.48 

0.30 

0.27 

R  14 

0.22 

0.12 

0.47 

0.28 

0.26 

T  15 

0.21 

0.11 

0.43 

0.29 

0.25 

S   16 

0.50 

0.36 

0.32 

R   17 

0.48 

0.31 

0.28 

TV  18 

0.22 

0.12 

0.47 

0.29 

0.26 

TV  19 

0.23 

0.12 

0.48 

0.30 

0.27 

their  contraction.  The  vanadium  bars  show  a  greater  contraction 
than  those  containing  titanium,  the  latter  having  the  least  of  any 
of  the  metals.  The  spurious  metal  of  Set  16  having  no  ferro-man- 
ganese  in  it,  shows  the  greatest  contraction.  The  most  radical 
difference  exists  between  the  all-chilled  and  all  gray  bars. 

EFFECTS  OF  VANADIUM  AND  TITANIUM  ON  STRENGTH 

33  In  making  deductions  of  the  relative  strength  for  the  alloy 
mixtures,  etc.,  the  round  bars  were  selected  chiefly  on  account  of  their 
uniform  structure  and  greater  uniformity  of  results.  Fig.  8  is  a  good 
illustration  of  the  uniformity  of  the  metal  as  it  comes  in  round  bars 
rather  than  in  square  ones.  The  gray  round  bar  A'  shows  a  much 
better  uniformity  of  grain  structure  than  exists  in  the  square  bars 
L  and  P,  Figs.  5  and  6.  These  last  present  irregular  patches  of 
grains  embodjang  every  structure  from  white  at  the  comers  D',  inter- 
laced with  mottled,  leading  to  a  gray  center,  sensitive  to  change  with 
the  least  variation  in  the  dampness  or  character  of  the  sand,  hard- 
ness in  ramming  and  temperature  of  pouring  metal.    This  irregularity 
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of  structure  is  likewise  apparent  in  the  all  white  square  bars  H  and 
M,  Figs.  5  and  G,  when  compared  to  that  seen  at  B',  Fig.  8. 

34  The  titanium  bars  show  an  increase  of  strengtli  over  the 
regular  bars  of  27  per  cent  in  the  white  iron  with  bars  39  and  44, 
Table  6,  and  32  per  cent  in  the  white  iron  with  bars  59  and  64, 
Table  8. 

35  The  vanadium  shows  an  increase  of  strength  of  9  per  cent  in 
the  gray  iron,  with  bars  48  and  53,  and  17  per  cent  in  the  white  with 
bars  49  and  54,  both  of  Table  7. 

36  The  spurious  bars  which  have  no  ferro-manganese  or  other 
alloys  in  them,  show  a  decrease  of  strength  of  7  per  cent  in  the  gray 


Fig.  7    Specimens  affected  by  Cooling  and  Varying  Percentages  of 
Vanadium  and  Titanium 


iron,  with  bars  63  and  68  of  Table  8.  No  comparison  of  the  white 
iron  in  the  round  bars  can  be  given,  since  there  are  no  chilled  round 
bars  for  this  last  set;  but  the  contrast  is  so  great  in  the  square  chilled 
bars  55  and  65,  which  show  the  white  of  the  spurious  metal,  that  it 
is  safe  to  consider  them  30  per  cent  weaker  than  the  regular  iron. 

37  Some  tests  having  shown  vanadium  and  titanium  beneficial 
in  increasing  the  strength,  it  seems  reasonable  to  suppose  that  all 
the  other  sets  having  them  alloyed  in  the  regular  metal  should  show 
a  similar  tendency.  It  may  be  that  in  car-wheel  metal  there  is  a 
definite  absorption  of  the  alloys  necessary  to  increase  materially  the 
strength  of  the  gray  and  white.  By  the  use  of  large  round  test  bars 
for  making  the  relative  comparison  in  these  irons,  further  experi- 
menting with  this  grade  of  metal  along  practical  lines  should  estab- 
lisli  beyond  any  doubt  the  question  of  such  a  limit. 

COMPARISON   OF  PARTLY   CHILLED   WITH   WHOLLY   CHILLED    AND    GRAY 

BODIES 

38  In  conducting  this  series  of  tests,  bars  were  cast  having  only 
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one  side  chilled  as  companion  bars  to  the  all-chilled  and  gray  bars, 
as  seen  by  the  second  test,  Tables  5  to  9.  It  will  be  a  surprise  to 
many  to  find  that  in  all  the  tests,  excepting  the  two  of  Set  14,  the 
partly  chilled  bars  are  weaker  than  the  all-chilled  or  white  bars.  A 
good  view  of  these  three  companion  bars  is  shown  in  Fig.  5,  K  being 
the  partly  chilled  side. 

39  The  weakness  of  the  partly  chilled  bars  is  due  to  internal 
strains  and  scattered  amalgamation  of  the  state  of  the  broken  car- 
bon of  the  metals.  Bars  showing  nearly  every  effect  of  rapid  and 
slow  cooling,  and  in  no  wise  possessing  the  homogeneous  blending 
of  one  character  of  grains,  seen  by  the  wholly  white  and  gray,  is 
well  illustrated  by  H,  L,  Fig.  5. 

40  All  the  partly  chilled  bars  showed  the  chilled  body  interlac- 


FiG.  8    Specimens  of  All  Chilled  and  All  Sand  Round  Bars  Cast  on  End 


ing  the  mottled,  and  the  latter  blending  into  the  gray,  Figs.  5,  6 
and  7.  This  is  generally  considered  to  be  a  stronger  section  than 
those  where  a  distinct  line  marks  the  separation  of  the  white  and 
gray,  and  causes  conditions  such  as  can  still  further  increase  the 
weakness  of  partly  chilled  castings.  Designers  should  duly  consider 
this  factor,  so  as  either  to  have  a  strong  backing  of  the  mottled  and 
the  gray,  or  to  have  the  chilled  side  of  the  casting  arranged  in  com- 
pression if  practical,  when  strains  or  concussions  of  its  work  is 
brought  to  bear  upon  it,  a  feature  in  keeping  with  the  tests  on 
treatment  of  Table  10. 

COMPARISON   OF  STRENGTH    IN   ALL  WHITE  AND  ALL   GRAY   IRONS 

41  A  feature  of  this  paper  worthy  of  consideration  is  the  strength 
and  deflection  obtainable  in  strictly  all-chilled  or  white  iron.  It  is 
generally  supposed  that  white  iron  is  very  much  weaker  than  gray, 
and  has  very  little  if  any  deflection.    By  referring  to  Tests  7,  21,  30, 
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35,  44,  49,  54,  69,  82,  84  and  88,  it  will  be  seen  that  white  iron  can  be 
obtained  at  least  75  per  cent  us  strong  as  gray.  White  iron  is  the 
strongest  with  the  crystals  radiating  from  a  center  as  at  M  and  B,' 
Figs.  6  and  8.  The  round  bar  excels  the  square  in  this  form  of 
structure. 

SPALLING  WEAKNESS  OF  CHILLED  OR  WHITE  IRON 

42  The  chief  evil  of  white  iron  lies  in  its  strength  being  erratic, 
and  easily  spalled.  It  is  believed  that  founders  could  greatly  in- 
crease and  control  the  strength  of  various  grades  of  white  irons  and 
make  them  much  more  reliable.^ 

43  Numerous  experiments  were  conducted  to  test  the  spalling 
weakness  of  white  and  gray  iron  and  it  was  found  that  white  bodies 
do  not  possess  much  over  one-third  the  strength  to  resist  spalling 
blows  that  exists  in  the  gray  or  mottled  of  the  same  iron.  It  shows 
the  importance  of  designing  that  portion  of  the  casting  subject  to 
such  blows  to  contain  so  far  as  practicable  gray  or  mottled  iron. 

HARDNESS   TESTS   OF   ALL   CHILLED,    PARTLY    CHILLED   AND   SAND-CAST 

TEST   BARS 

44  Table  12  gives  Brinell  and  Scleroscope  tests  of  three  samples 
taken  from  each  of  the  first  three  bars  of  Sets  12  to  19,  a  view  of 
which  is  seen  in  Fig.  5.  The  Brinell  depressions  were  produced  by  a 
f-in.  ball  loaded  with  6000  lb.  and  the  readings  are  the  weight  in 
kg.  sustained  by  1  mm.  of  area  of  the  depression  produced  by  the 
total  load.  This  is  the  standard  method  of  testing  Brinell  hardness. 
Both  the  Brinell  and  Scleroscope  records  are  the  averages  of  4  to  6 
tests  on  a  sample. 

45  The  columns  H,  I,  J,  K  and  L  give  the  tests  of  the  surfaces 
indicated  by  the  same  letters  shown  in  Fig.  5.  Those  who  conduct 
these  kinds  of  tests  know  that  there  is  some  variation  of  hardness 
over  an  area  although  it  may  not  exceed  1  sq.  in.  The  surface 
H  had  a  variation  of  3  to  7  points,  7,  8  to  15  points,  J  about  6 
points,  while  L  had  but  3  points,  showing  that  a  greater  uniformity 
in  hardness  can  be  expected  in  all  gray  bodies  than  in  mottled  or 
chilled  surfaces. 

46  The  table  also  shows  that  directly  chilled  faces,  as  H,  are 
harder  than  those  crystallizing  over  a  sand  surface  caused  by  the 
heat-absorbing  effect  of  a  chiller,  some  distance  from  such  points,  as  I. 
The  excessive  variation  of  the  surface  I  is  believed  to  be  caused  by 
the  curved  structure  of  the  heat  radiation  lines,  as  they  come  to 

»  See  footnote,  p.  279. 
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the  surface  at  an  angle,  differing  from  the  straight  lines  shown  on 
the  sides  at  H. 

47  The  spurious  iron  is  on  an  average  harder  than  the  regular 
iron.  The  alloys  appear  to  have  a  hardening  effect  as  compared 
with  the  regular  iron,  or  that  having  only  ferro-manganese  in  it. 
The  irregularity  in  the  effect  of  the  alloy  is  no  doubt  due  to  the  varia- 
tions in  the  temperature  of  the  metal  filling  the  molds,  and  brings 
about  variations  in  hardness  similar  to  creating  an  irregularity  in 
the  chill,  strength,  deflection  and  contraction  of  like  irons. 

CREDIT  FOR  PROFESSIONAL  COOPERATION 

48  Nearly  all  the  bars  tested  for  records  in  this  paper  were  cast 
at  the  Cleveland  plant  of  the  National  Car  Wheel  Company,  and 

TABLE  12   BRINELL   AND  SCLEROSCOPE  HARDNESS  TESTS  OF  SPECIMENS,  FIG.  4 
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Bri. 
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Bri. 
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12 
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65 
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59 
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39 
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63 
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60 
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58 
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38 
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61 
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38 

15 
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68 
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56 
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41 
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58 
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40 

16 

S 
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69 
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59 

224 

40 

443 

60 
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42 

17 

R 

358 

62 
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56 
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39 

317 

47 

173 
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64 
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61 

193 

40 

400 

54 

183 

40 

19 

TV 

442 

66 

422 

54 

189 

41 

417 

57 

179 

38 

tested  by  Mr.  H.  E.  Smith,  engineer  of  tests,  assisted  by  Mr.  G. 
E.  Dokc,  both  of  the  Lake  Shore  &  Michigan  Southern  Railroad, 
Collin  wood,  Ohio.  Assistance  was  rendered  in  making  the  bars  by 
Messrs.  H.  E.  McClumpha,  general  manager,  J.  D.  Cunningham, 
plant  manager,  and  Charles  K.  Logue,  foreman  of  the  wheel  foundry. 
Some  of  the  tests  shown  herein  were  made  by  Prof.  John  H.  Nelson 
of  the  Case  School  of  Applied  Science.  The  hardness  tests  were 
made  by  Mr.  Robert  R.  Abbott,  metallurgical  engineer  of  the  Peer- 
less Motor  Car  Company,  the  analyses  ])y  Messrs.  Crowell  and 
Murray,  chemists,  both  firms  of  Cleveland.  The  vanadium  was 
furnished  by  Mr.  George  L.  Norris,  engineer  of  tests  of  the  Vanadium 
Sales  Company  of  America,  and  the  titanium  by  Mr.  Charles  V. 
Slocum,  general  sales  agent  of  the  Titanium  Alloy  Manufacturing 
Company,  both  of  Pittsburgh,  Pa.  All  the  test  bars  were  made  by 
the  writer  and  tested  under  his  supervision,  who  hereby  desires  to 
tender  sincere  thanks  to  all  the  above  firms  and  gentlemen  for  having 
so  kindly  and  ably  assisted  him  in  these  researches. 
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A.  K.  OuTEiJUKiixji:,  Ji!.'  Til  iuiikiii£r  comparative  tests  with 
I )(»\\  tiered  alloys  in  hulles  ol'  molten  iron  the  writer  always  nses  a 
i-ast-iron  slininij,-  nul.  as  he  has  fonnd  that  a  very  ai)i)reeial)le 
increase  in  streiiirtii  is  impar'ted  to  cast  iron  by  using  a  wrought- 
iron  rod.  He  also  has  two  sets  of  test  molds,  including  long,  thin 
fluidity  strips  10  in.  long  by  %  in.  thick  tapering  to  a  feather 
edge,  and  uses  two  cleaned  hand  ladles,  into  which  he  pours  the 
metal  from  a  bull  ladle.  Both  the  treated  and  untreated  samples 
are  stirred  with  cast-iron  rods  and  both  poured  at  the  same  mo- 
ment, so  that  all  conditions  are  alike.  Usually  shrinkage  test 
pieces  are  poured  for  the  purpose  of  developing  any  tendency  to 
produce  "  blow  "  holes  at  the  junction  of  light  and  heavy  sec- 
tions. These  methods  date  back  to  the  time  when  he  began  and 
carried  on  long  continued  experiments  on  the  effect  of  adding 
small  quantities  of  powdered  ferro-manganese  to  car  wheel  iron 
in  the  ladles,  first  published  in  the  Journal  of  The  Franklin  In- 
stitute, March  18S8. 

C.  B.  MiRKAV.-  Ever  since  1908,  Avhen  Dr.  Moldenke  read  his 
paper  on  the  tests  of  vanadium  in  cast  iron,  there  has  been  con- 
siderable discussion  as  to  how  vanadium  and  titanium  do  really 
atfect  such  iron. 

When  vanadium  first  made  its  appearance,  and  began  to  be 
used  in  steel,  it  was  thought,  for  a  time,  that  its  action  was  of 
the  nature  of  a  scavenger  or  a  cleaner  of  the  metal,  and  that 
the  actual  presence  of  vanadium  in  the  finished  steel  was  not 
necessary.  This  idea  has,  however,  been  cast  one  side,  and  now 
it  is  pretty  generally  believed  that  vanadium  acts  in  two  ways: 
first  as  a  deoxidizer,  the  resultant  vanadium  oxide  going  into  the 
slag;  second,  that  a  part  of  the  vanadium  should  be  left  in  the 
steel.  Just  how  this  acts  is  somewhat  uncertain,  but  it  seems  to 
intensify  the  action  of  carbon  and  other  metalloids  in  the  steel. 
This  same  theorv  has  been  applied  to  titaniiun  and  seems  to  be 
still  held. 

Mr.  West  has  been  very  ^painstaking,  and  seems  to  have 
attained  his  object  of  securing  two  specimens  of  as  nearly  as 
possible  the  same  chemical  and  physical  characteristics.  The 
results  of  the  tests,  however,  especially  with  regard  to  the  mod- 
ulus, do  not  give  much  information. 

'Metallurgist,  Wm,  Sellers  &  Co.,  Inc.,  Pliila.,  Pa. 
-  Crowell  &  Murray,  Cleveland,  O. 
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The  determinations  of  small  amounts  of  vanadium  and  titani- 
um are  somewhat  difficult  operations  and  require  a  great  deal  of 
care  and  attention.  The  chemical  determinations  of  these  ma- 
terials were  very  carefully  made  in  the  laboratory  of  Crowell  & 
Murray  -in  Cleveland  and  the  writer  feels  assured  that  the  re- 
sults are  correct. 

The  writer  has  attempted  to  get  some  data  from  Tables  5-9, 
but  apparently  the  juost  marked  effects  of  the  addition  of  these 
elements  is  in  the  chilled  round  samples.  Just  why  this  is  so 
he  is  unable  to  say,  but  it  is  hardly  a  coincidence,  since  in  all 
cases  where  the  chilled  round  samples  can  be  compared  the  iron 
containing  either  vanadium  or  titanium,  or  both,  shows  a  marked 
increase  in  their  modulus.  Possil)ly  the  effect  of  all  the  carbon 
being  in  the  combined  state  and  the  fact  that  Mr.  West  has  ap- 
parently secured  a  more  homogenous  thoroughly  chilled  sample 
in  the  round  piece  than  in  the  square  pieces  may  have  some 
bearing  on  this  question. 

His  conclusions  in  Par.  37  would  seem  to  indicate  that  he  him- 
self is  not  thoroughly  satisfied  with  the  results  of  the  test,  and 
that  perhaps  some  conditions  regarding  the  temperature  of 
pouring,  or  the  thoroughness  of  mixing,  may  have  escaped  his 
notice,  and  that  these  unsatisfactory  results  may  have  come  from 
such  conditions. 

Henry  Souther.  The  irregularity  of  the  figures  given  by  the 
author  for  the  modulus  of  the  iron  suggests  the  possibility  of 
internal  strains  in  the  cast-iron  specimens.  The  question  arises 
as  to  whether  or  not  these  strains  were  relieved  by  partial  an- 
nealing. If  not,  it  would  seem  that  these  great  irregularities 
may  be  due  to  uncertain  internal  stress. 

In  reference  to  the  effect  of  vanadium  and  titanium,  it  appears 
that  these  alloying  elements  were  added  in  the  ladle  and  that  the 
metal  cooled  .somewhat  because  of  these  additions.  An  indica- 
tion of  increa.'^e  of  strength  was  obtained.  It  is  fair  to  assume 
that  the  hotter  the  metal  the  slower  it  will  cool  in  the  molds.  It 
is  a  fact  that  the  slower  the  cooling,  the  greater  the  separation 
of  graphitic  carbon  and  the  weaker  the  specimen.  After  the 
addition  of  vanadium  or  titanium  the  metal  is  cooler,  therefore 
chills  more  quickly  with  less  separation  of  graphitic  carbon  and 
has  greater  strength.    So  far  as  the  writer  has  noted,  Mr.  West 
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has  not  taken  this  into  consideration.  It  is  unfortunate  that  the 
iron  with  and  without  alloying  elements  was  not  poured  at  the 
same  temperature. 

One  point  the  writer  would  like  to  see  cleared  up  is  the  ques- 
tion of  modulus.  Various  figures  for  the  modulus  appear  in 
many  of  the  tables.  They  vary  widely  one  from  the  other  and 
also  from  what  is  known  of  the  modulus  of  the  iron.  It  would 
be  an  addition  to  the  paper  could  Mr.  West  supply  the  means,  of 
obtaining  these  figures;  that  is,  it  would  be  well  to  show  the 
formula  used  and  the  methods  taken  to  measure  the  modulus. 

Bradley  Stougiiton.  The  writer  is  greatly  interested  in  the  ef- 
fect of  titanium  on  the  strength,  contraction  and  chilling  of  iron, 
because  Mr.  West's  results  confirm  some  hitherto  unpublished  tests 
of  his  own.  Mr.  West  finds  that  titanium  reduces  the  contraction 
and  the  tendency  to  chill,  which  is  corroborated  by  the  writer's 
observations.  In  an  attempt  to  prevent  chilling  altogether,  he 
added  first  1.14  per  cent  of  titaniuui,  and  then  2.29  per  cent; 
since  the  latter  percentage  did  not  prevent  chilling  as  effectively 
as  the  former,  he  concludes  in  Par.  31,  "that  iron  could  not  he 
prevented  from  chilling  beyond  a  certain  limit  by  its  use."  The 
writer's  investigations  showed  that  2  per  cent  of  the  usual  titan- 
ium alloy  was  sufficient  to  convert  even  a  dead  white  iron,  in 
bars  iy2  in.  in  diameter,  into  a  mottled  iron,  cooled  in  sand,  and 
that  3  per  cent  of  the  alloy  was  more  effective  than  2  per  cent. 
In  the  quality  of  contraction,  the  writer's  observations  corrobo- 
rate those  of  Mr.  West ;  namely,  that  titanium  reduces  this  prop- 
erty. As  to  the  most  important  characteristic  from  the  commer- 
cial standpoint,  strength,  Mr.  West  finds  that  titanium  increases 
the  strength  of  white  cast  iron  by  27  and  32  per  cent  respect- 
ively. The  writer's  results  show  an  increase  in  strength  all  the 
way  from  small  amounts  up  to  43  per  cent,  depending  upon  the 
grade  of  iron,  the  amount  of  titanium  added  and  the  tempera- 
ture of  pouring.  In  this  connection  it  may  be  interesting  to  note 
that  the  writer's  investigations  cover  also  the  strength  of  gray 
cast  irons  of  a  gi*eat  variety  of  grades,  and  that  the  increase 
produced  by  adding  titanium  varies  up  to  16  per  cent. 

Paul  Kueuzpointnek.^  In  determiiiin<>-  die  (|iiali(y  of  a  ma- 
terial of  construction  for  a  given  purpose  three  factors  have  to 

*Secy.  Am.  Fdy men's  Assoc,  Altoona,  Pa. 
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be  taken  into  consideration:  (a)  The  nature  of  the  material,  (h) 
the  nature  of  the  forces  tending  to  destroy  the  structure,  and  (c) 
the  proper  rehition  of  the  methods  employed  in  testing  to  the 
properties  of  the  matei'ial.  Concerning  the  nature  of  the  mate- 
rial, it  is  obvious  that  the  mechanical  means  used  in  testing  must 
conform  to  that  nature.  What  is  suitable  for  testing  cement  is 
not  suitable  for  testing  other  materials. 

It  is  not  quite  so  simple  to  determine  the  best  manner  for  test- 
ing a  material  in  accordance  with  that  in  which  it  is  subject 
to  destruction  when  in  service.  Tlie  forces  tending  to  destroy 
a  structural  material  may  be  slow-acting  or  quick-acting;  they 
may  be  transverse,  bending,  crushing  or  tensile  forces  or  a 
combination  of  any  complicated  by  variation  of  temperatures. 
Thus,  chillable  irons  are  chiefly  used  where  they  are  subjected  to 
crushing  and  bending  stresses;  hence  tlie  best  manner  of  testing 
them  is  by  the  application  of  a  crushing,  bending  and  drop  or 
pendulum  test. 

However  much  the  qualities  of  structural  materials  of  the 
same  class  may  vary  in  accordance  with  the  requirements  for  a 
given  purpose,  all  metals  have  certain  properties  which  are  the 
san.ie;  that  is  to  sa}'^  all  metals  are  elastic,  ductile,  strong  in 
jiower  of  resistance.  Each  and  all  of  these,  properties  vary  in 
degree  but  not  in  kind.  This  being  so,  it  may  be  concluded 
that  according  to  the  third  factor  in  testing  materials,  the  meth- 
ods must  have  uniformity  in  all  such  cases  where  the  degree  of 
the  property  of  a  metal  determines  its  suitability  for  a  given 
])urpose.  Thus,  if  ductility  is  the  measure  of  quality  of  a  metal 
for  a  given  purpose,  it  is  by  no  means  a  matter  of  inditference 
wliat  size  of  test  section  is  used  nor  whether  the  same  section  is 
used  every  time  or  not. 

Erroneous  results  will  surely  be  the  result  of  testing  whenever 
there  is  a  departure  from  a  standard  uniform  test  section  or  a 
recognized  standard  width  of  support  simply  because  it  is  con- 
^'enient  for  the  time  being  to  vary  the  method. 

As  already  said  all  metals  are  plastic  though  they  vary  in  de- 
gree of  plasticity,  and  to  this  is  due  the  fact  that  all  metals  flow 
under  pressure.  But  the  degree  of  flow  in  a  test  piece  under 
test  is  free  or  is  influenced  by  the  length  of  the  test  section 
or  the  width  of  sui>i)oits  or  the  distance  of  the  grips.  Hence 
in  judging  of  the  value  of  the  results  of  a  series  of  tests,  as  in 
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JNfr.  AA^est's  paper,  for  deterinining  the  quality  of  a  metal  for  a 
given  purpose,  it  should  be  ascertained  at  the  same  time  whether 
the  methods  employed,  speed  of  machine,  test  section,  width  of 
supports,  etc.,  represent  a  recognized  uniform  standard. 

The  AuTiioK.  Comments  have  been  made  on  the  value  of  test 
bars.  It  is  not  so  much  that  we  have  no  information  that  can 
be  conipile<l  to  jjuide  us  as  it  is  the  indifference  and  often  inabil- 
ity of  many  to  digest  wdiat  we  have.  Many  test  bars  are  of  little 
value  for  making  comparisons  or  obtaining  the  relative  physical 
qualities  of  cast  iron  unless  properly  made.  Owing  to  the  lack 
of  prt)per  metluKls  for  this  work  the  writer  considers  the  major- 
ity of  tests  to  be  questionable. 

As  an  example,  com})are  the  methods  illustrated  in  Figs.  1  and 
2  where  one  bar  provides  for  two  or  three  tests,  wdth  casting 
one  bar  one  daj'  for  one  test  and  another  bar  for  a  second  test 
another  day.  Under  the  latter  condition  there  may  be  a  varia- 
tion in  coke,  iron  and  scrap,  method  of  charging,  blast  pressure, 
temper  of  sands,  methods  and  manner  of  holding,  temperature 
of  metals  and  speed  of  pouring,  etc.  The  writer  has  given  a 
great  deal  of  study  to  the  origination  of  methods  best  adapted 
for  securing  comparative  results  in  the  use  of  test  bars.  It  is 
shown  in  the  past  methods  advanced  for  making  test  bars  as  well 
as  in  those  for  obtaining  the  results  given  in  the  ])aper. 

Mr.  Souther  comments  on  the  evils  of  variation  in  pouring 
temperatures  of  metals  for  making  comparative  test  bars.  The 
writer  labored  to  cfovern  this  factor,  as  far  as  conditions  would 
permit.  However,  he  believes  that  what  irregularities  did  exist 
in  this  factor  were  not  so  great  as  to  affect  the  resultvS.  This  can 
be  seen,  for  example,  in  the  difference  of  strength  of  like  bars 
having  ferro- manganese  in  them,  and  those  without  it  as  recorded 
by  the  tests  Xos.  55  to  59  when  compared  with  Nos.  05  to  08. 

In  response  to  Mr.  Souther's  request  that  the  formula  be  given 
and  the  method  described  for  measuring  the  modulus,  the  fol- 
lowing has  been  prepared  by  A.  G.  Smith,  who  cooperated  with 
the  author: 

The  question  of  modiibis  of  rupture  which  Mr.  Souther  raises 
is  (juite  important.  We  agree  that  it  does  not  indicate  the  actual 
strength  of  the  iron,  and  is,  in  fact,  only  a  conventional  figure 
for  the  reduction  to  a  common  basis  of  tests  on  similar  but 
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slightly  varying  bars.  For  example,  bars  nominally  two  inches 
square  may  actually  vary  from  1.95  to  2.05  in.  in  one  of  both 
dimensions.  If  no  allowance  is  made  for  this  variation,  the  re- 
sults may  be  very  misleading.  The  modulus  was  calculated  ac- 
cording to  ^e  following  very  familiar  formula? : 


M= for  rectangular  bars 


and 


where 


2  bd 


M  = for  round  bars 

2  0.59D3 


M  =  modulus 
P  =  breaking  load 
?  =  length  of  bar  in  inches  (between  supports) 
*.6  =  breadth  of  bar  in  inches 

d  =  depth  of  bar  in  inches 
[D  =  diameter  of  bar  in  inches 
The  actual  measurements  of  the  bars  and  the  actual  breaking  loads 
are  given  with  each  table. 

It  is  to  he  understood  that  none  of  the  figures  I'efer  to  modulu? 
of  elasticity;  only  to  the  so-called  modulus  of  rupture. 
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No.  1352 
STRENGTH  OF  STEEL  TUBES,  PIPES  AND  CYL- 
INDERS UNDER  INTERNAL  FLUID   PRESSURE 

By  Reid  T.  Stewart,  Pittsbukgh,  Pa. 
Member  of  the  Society 

PART  I     A  COMPARISON  OF  THE  THEORETICAL  FORMULAE 

In  order  to  arrive  at  some  definite  conclusion  as  to  what  formula 
or  formulae  should  be  used  for  calculating  the  strength  of  tubes, 
pipes  and  cylinders  subjected  to  internal  fluid  pressure,  the  different 
published  formulae  have  been  investigated  and  compared.  These 
are  five  in  number,  namely,  the  common  formula,  and  those  by 
Barlow,  Lam4,  Clavarino,  and  Birnie. 

2  These  formulae  have  been  put  into  the  simplest  form  for  ap- 
plication to  tubes,  pipes  and  cylinders,  and  are  reduced  to  a  common 
notation  for  the  sake  of  making  an  easy  comparison.  The  notation 
used  is  as  follows: 

Z)i  =  outside  diameter  in  inches. 
D2=  inside  diameter  in  inches. 

<  =  thickness  of  wall  in  inches. 

p  =  internal  gage  pressure,  or  difference    between   internal 
and  external  fluid  pressures,  in  lb.  per  sq.  in. 

/=  fiber  stress  in  the  wall  in  lb.  per  sq.  in. 

3  The  formulae  here  given  are  for  the  usual  conditions  of  practise, 
namely,  where  the  external  pressure  is  atmospheric  and  the  internal 
pressure  is  expressed  as  gage  pressure.  They  are  also  applicable 
to  cases  where  the  external  pressure  is  not  excessive  by  taking  p 
as  the  difference  between  the  internal  and  external  pressures. 

4  In  all  that  follows  it  is  assumed  that  the  length  of  the  tube  or 
pipe  relative  to  its  diameter  is  sufficiently  great  to  eliminate  the  influ- 
ence of  end  supports  tending  to  prevent  rupture. 

5  Nature  of  Stress  in  Tube  Wall.  An  interaul  fluid  pressure  may 
give  rise  (a)  to  a  circumferential  stress  within  the  wall  of  a  tube  or 
pipe,  or  (6)  to  both  a  circumferential  and  a  longitudinal  stress  acting 
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jointly.     In  either  case  the  tube  wall  is  under  radial  compressive 
stress  as  indicated  by  the  arrows,  Figs.  1  and  2. 

6  Fig.  1  illustrates  a  tube  with  frictionless  plungers  fitted  into 
its  ends,  the  plungers  being  kept  in  place  by  the  external  forces,  PP, 
which  exactly  balance  the  internal  fluid  pressure  tending  to  force 
them  outward.  In  this  case  the  tube  wall  is  subjected  only  to  the 
internal  forces  shown  as  acting  at  right  angles  to  its  inner  surface. 
It  is  obvious  that  these  forces  can  give  rise  to  radial  and  circum- 
ferential stresses  only  in  the  tube  wall.  The  value  of  the  circum- 
ferential stress,  /t,  in  lb.  per  sq.  in.  is 

2/ 

7 


[11 


Fig.  2  illustrates  the  ordinary  case  of  a  tube  or  pipe  with  both 
ends  closed.  In  this  case  the  tube  wall,  as  in  Fig.  1,  is  subjected  to 
the  circumferential  stress,  /t,  along  with  the  radial  stress,  and  at  the 
same  time  is  subjected  to  the  longitudinal  stress,  J\.    The  longitudinal 
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Fig.  3 
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Fig.  1    Tube  with  Frictionless  Plungers 
Fig.  2    Tube  with  Both  Ends  closed 


stress  is  caused  by  the  internal  fluid  pressure  tending  to  force  the 
attached  heads  outward  and  expressed  in  lb.  per  sq.  in.  is 

^■=''i(&). '^' 

When  the  thickness  of  wall  t,  is  relatively  small  with  respect  to  the 
diameter,  the  longitudinal  stress  becomes  approximately 

'P^'       [3] 


/.  =  ■ 


4< 


or  one-half  the  corresponding  circumferential  stress. 

8  Common  Formula.  This  is  the  formula  generally  found  in 
books  on  mechanics.  It  is  based  on  the  condition  that  the  tube  wall 
is  subjected  to  circumferential  stress  only.  Fig.  1,  and  assumes  (a) 
that  the  material  of  the  tube  wall  is  devoid  of  elasticity,  and  (6) 
that  the  stress  is  the  same  on  all  the  circumferential  fibers  from  the 
innermost  to  the  outermost.    These  assumptions  are  only  approxi- 
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mately  true  for  tubes  of  comparatively  thin  walls,  and  arc  greatly  in 
error  for  tubes  having  very  thick  walls. 

9  Using  the  notation  as  given  above,  the  formula  is 

^  =  2^-;   p  =  2f±;  t^^D.^;  f=\D,^- [4] 

10  Referring  to  the  charts,  Figs.  3  and  4,  it  will  be  seen  that  the 
common  formula  gives  quite  close  results  for  comparatively  thin 
walls  when  used  for  the  conditions  shown  in  Fig.  1,  for  which  Bir- 
nie's  formula  is  theoretically  correct.  The  error  increases  as  the 
thickness  of  wall  becomes  relatively  greater,  reaching  10  per  cent 

for  a  thickness  ratio    -,  of  about  0.05.     For  thick  walls  the  error 

t  7) 

is  great:  for  example,  when  —  =    0.25    the   value    of   -    is    about 

D.  / 

100  per  cent  in  error.  It  should  be  observed  when  applying  the  com- 
mon formula  to  this  case  that  the  error  is  always  on  the  side  of 
danger. 

11  For  the  conditions  shown  in  Fig.  2,  that  is,  when  the  tube  is 
subjected  to  the  stresses  due  to  aD  internal  fluid  pressure  acting 
jointly  on  the  tube  wall  and  its  closed  ends,  for  which  Clavarino's 
formula  is  theoretically  correct,  the  curves  show  for  a  thickness 

ratio,  — ,  less  than  0.07  that  the  common  formula  errs  on  the  side 

of  safety,  the  greatest  error  being  about  12  per  cent;  while  for  thick- 
ness ratios  greater  than  0.07  the  error  is  on  the  side  of  danger,  reach- 
ing 10  per  cent  for  a  thickness  ratio  of  0.1  and  about  100  per  cent 
for  a  ratio  of  0.25. 

12  Barlow\s  Formula.  This  formula  assumes  (a)  that  because  of 
the  elasticity  of  the  material,  the  different  circumferential  fibers  will 
have  their  diameters  increased  in  such  a  manner  as  to  keep  the  area 
of  cross-section  constant;  and  (6)  that  the  length  of  the  tube  is  un- 
altered by  the  internal  fluid  pressure.  As  neither  of  these  assump- 
tions is  theoretically  correct,  this  formula  can  give  only  approxi- 
mately correct  results.    Using  the  notation  given  above,  this  formula 

is  ^^2^;   p  =  2/l;  t  =  \DP-;  f=\DP. [5] 

13  It  should  be  observed  that  while  Barlow's  formula  is  similar 
in  form  to  the  common  formula,  it  gives  results  that  are  quite  differ- 
ent when  applied  to  tubes,  pipes,  and  cylinders  having  walls  of  con- 
siderable thickness.    This  is  due  to  the  fact  that  Barlow's  formula 
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is  expressed  in  terms  of  the  outside  diameter,  D|,  whereas  the  com- 
mon formula  is  expressed  in  terms  of  the  inside  diameter,  Dj. 
14     Referring  to  Figs.  3  and  4,  it  will  be  seen  that  Barlow's  for- 
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mula  gives  quite  close  results  when  used  for  the  condition  shown  in 
Fig.  1,  for  which  Birnie's  formula  is  tlu^oretically  correct.  The 
curves  show  for  the  entire  practical  range  of  thickness  ratios  that 
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the  error  in  values  of  -,  for  this  case,  does  not  exceed  3  per  cent, 
the  error  throughout  the  whole  practical  range  being  on  the  side  of 
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safety.    This  then  is  the  best  of  the  simple  theoretical  formulae  for 
application  to  the  cases  illustrated  in  Fig.  1. 
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15  For  the  conditions  shown  in  Fig.  2,  namely  when  the  tube  is 
subjected  to  the  stresses  due  to  an  internal  fluid  pressure  acting 
jointly  on  the  tube  wall  and  its  closed  ends,  for  which  Clavarino's 
formula  is  theoretically  correct,   the   curves  show  that  Barlow's 

formula  gives  values  of  -  whose  errors  range  from  15  per  cent  for 

tubes,  pipes  and  cylinders  having  thin  walls,  to  10  per  cent  for  those 
having  thick  walls,  the  error  being  on  the  side  of  safety  for  all  prac- 
tical thickness  ratios. 

16  Lame's  Formula.  This  formula  is  meant  to  apply  to  the  con- 
ditions shown  in  Fig.  2.  Each  material  particle  of  the  tube  wall  is 
supposed  to  be  subjected  to  the  radial  compression,  the  circum- 
ferential and  longitudinal  tensions  due  to  an  internal  fluid  pressure 
acting  jointly  on  the  tube  wall  and  its  closed  ends;  and  the  ma- 
terial of  the  tube  wall  is  supposed  to  be  elastic  under  these 
actions.  Lame's  formula,  however,  ignores  the  coefficient  of  lateral 
contraction,  known  as  Poisson's  Ratio,  and  consequently  is  not 
theoretically  correct. 

17  Using  the  notation  as  given  above  this  formula  is 

18  Referring  to  Figs.  3  and  4,  it  will  be  seen  that  Lamp's  formula, 
which  is  meant  to  apply  to  the  conditions  for  which  Clavarino's 

formula  is  theoretically  correct,  gives  for  thickness  ratios,  — ,  less 

than  0.15,  an  error  on  the  side  of  safety,  the  error  having  a  maximum 

value  of  about  14  per  cent  when  —  equals  0.01.     For  thickness 

ratios  greater  than  0.15  the  error  is  on  the  side  of  danger,  reaching 
10  per  cent  for  a  ratio  of  about  0.23. 

19  Clavarino's  Formula.  In  this  formula,  as  in  Lamp's  formula, 
each  material  particle  of  the  tube  wall  is  supposed  to  be  subjected 
to  the  radial  compression  and  the  circumferential  and  longitudinal 
tensions  due  to  an  internal  fluid  pressure  acting  jointly  on  the  tube 
wall  and  its  closed  ends;  and  the  material  is  supposed  to  be  elastic 
under  these  actions.  Unlike  Lamp's  formula,  however,  this  formula 
expresses  the  true  stresses  in  the  tube  wall  as  based  upon  the  co- 
efficient of  lateral  contraction,  known  as  Poisson's  ratio,  and  is  con- 
sequently theoretically  correct  for  the  conditions  shown  in  Fig.  2, 
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providing  the  stress  on  the  most  strained  fiber  does  not  exceed  the 
elastic  limit  of  the  material. 

20  Using  the  notation  given  above  and  assuming  the  value  of  the 
coefficient  of  lateral  contraction  for  tube  steel  to  be  0.3,  this  formula 
is 


P_10(Z);-D;).         lOiDl-Dl)      jy_jy     \  10/+4?>  . 
/     13i)!+4D:'  13/)!+4D:         '       '\10/-I3p' 

Z)3  =  A^|^5ti?? [7] 

^  10/+  4p 

21  This  theoretically  correct  formula  for  the  conditions  shown  in 
Fig.  2  has  the  disadvantage  that  it  is  difficult  to  apply  directly  in 
making  calculations.  In  order  to  remove  this  difficulty  Table  1  has 
been  prepared,  by  means  of  which  any  desired  calculation  can  be  as 
readily  made  by  Clavarino's  formula  as  by  any  of  the  simpler  for- 
mulae. The  entries  of  this  table  are  the  values  in  Clavarino's  formula 
of  the  factor 

10{D\-D\)_j^ 
13Z)!  +  4D: 

22  It  will  be  observed  that  these  factors  are  tabulated  for  thick- 
ness ratios,  — ,  from  0.01  to  0.3,  advancing  by  thousandths.  Thus 
for  a  wall  thickness,  t,  of  0.25  in.  and  an  outside  diameter,  Di,  of 
10  in.,  the  thickness  ratio,  — ,  would  be  0.25  divided  by  10,  or 

0.025.  The  required  factor  corresponding  to  this  thickness  ratio  is 
0.0587  and  is  found  in  the  column  headed  0.005  opposite  0.02  in 
column  1.  Similarly  for  an  outside  diameter  of  4  in.  and  a  wall 
thickness  of  0.5  in.,  the  thickness  ratio  would  be  0.125  and  the  cor- 
responding internal  pressure  factor  is  0.2869. 

23  If  we  designate  the  value  of  any  tabular  factor  by  K,  then  it 
is  obvious  that  Clavarino's  formula  may  be  written 

'P  =  K',  v  =  Kf;f=^l [8] 

24  Table  1  is  well  adapted  to  the  ready  solution  of  problems  in- 
volving the  strength  and  safety  of  a  tube,  pipe  or  cylinder  which  is 
subjected  to  the  stresses  due  to  an  internal  fluid  pressure  acting 
jointly  on  its  wall  and  closed  ends,  as  illustrated  in  Fig.  2. 

Problem  1.  Required  the  safe  working  fluid  pressure,  p  (Fig.  2),  when  the 
outside  diameter,  Di=4  in.;  thickness  of  wall,  <=0.5  in.;  and  the  working  fiber 
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t 
stress  of  the  steel,  /  =  10,000  lb.    Solution:  (a)  the  thickness  ratio,  —=0.125;  (6) 

the  corresponding  tabular  factor,  K,  is  found  from  Table  1  to  be  0.2869;  and  (c) 
the  required  safe  working  fluid  pressure,  p  =  Kf,  equation  [8],  or  0.2869X10,000, 
or  2869  lb.  per  sq.  in. 


TABLE  1      INTERNAL  FLUID  PRESSURE  FACTORS.  K,  FOR  CONDITIONS  SHOWN 

IN  FIG.    2 
Calculated  by  Clavabino's  Fobmula,  ASSUMma    for  steel    a    Coefficient  of    Latebal 

Contraction  (Poisson's  Ratio)  =  0.3. 
Role:    Divide  thickness  of  tctbb  or  pipe  by  its  outside  diameter,  both  beinq   bxpbessed 

IN  INCHES,  then  multiply  THE  TABULAR  VALUE  CORRESPONDING  TO  THIS  QUOTIENT  BY  THE 
WORKING  FIBER  STRESS  IN  LB.  PEB  SQ.  IN.  THE  RESULT  WILL  BS  THE  SAFE  INTERNAL  PREBSUBE 
IN   LB.    PEB   SQ.    IN. 
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Problem  2.  Required  the  fiber  stress,  /,  in  the  wall  of  a  cyhnder.  Fig.  2,  when 
the  outside  diameter,  Di  =  5.5  in.,  the  thickness  of  wall,  i  =0.25  in. ;  and  the  work- 
ing fluid  pressure,  p  =  1500  lb.  per  sq.  in.     Solution:    (a)  the  thickness  ratio, 

—  =0.045;  (b)  the  corresponding  tabular  factor,  K,  is  found  from  Table  1  to  be 

.1054;  and  (c)  the  required  fiber  streee,  /^^i  equation  [8],  or  1500-5-0.1064 
rjl4,200  lb.  per  sq.'in. 
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Problem  3.  Required  the  thickness  of  wall,  i  (Fig.  2),  when  the  outside  dia- 
meter, A  =8  in.;  the  working  fiber  stress  of  the  steel,  /=  15,000  lb.  per  sq.  in.; 
and  the  working  fluid  pressure,  p  =  2000  lb.  per  .sq.  in.    Solution:  (o)  the  factor, 

K=^,  equation  [8],  or  2000^15,000,  or  0.133;  (6)  the  value  of  the  thickness 

ratio,    -,  corresponding  to  this  value  of  K  is  found  from  Table  1  to  be  0.057; 

TABLE  2     INTERNAL  FLUID  PRESSURE  FACTORS.  K,  FOR  CONDITIONS  SHOWN 

IN  FIG.   1 

Calculated  bt  Birnie'b  Formula,  absumimq  for  bteel  a  CoEFriciENT  or  Lateral  con- 
traction (Poisson'b  Ratio)  =  0.3. 

Rule:  Divide  thickness  of  tube  or  pipe  bt  its  outside  diameter,  both  being  expressed  in 
inches,  then  multiply  the  tabular  value  corresponding  to  this  quotient  by  the 
working  fiber  stress  in  lb.  per  sq.  in.      The  result  will  be  the  safe  internal  pressure 

IN  LB.  per  sq.  tS. 
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0.07 

0.1433 

0.1453 

0.1474 

0.1495 

0.1516 

0.1537 

0.1558 

0.1579 

0.1599 

0.1620 

0.08 

0.1641 

0.1662 

0.1683 

0.1704 

0.1726 

0.1740 

0.1767 

0.1787 

0.1808 

0.1829 

0.09 

0.1850 

0.1871 

0.1892 

0.1913 

0.1934 

0.1955 

0.1976 

0.1997 

0.2018 

0.2039 

0.10 

0.2059 

0.2080 

0.2101 

0.2122 

0.2143 

0.2164 

0.2185 

0.2206 

0.2227 

0.2248 

0.11 

0.2269 

0.2290 

0.2311 

0.2332 

0.2353 

0.2374 

0.2395 

0.2416 

0.2437 

0.2467 

0.12 

0.2478 

0.2499 

0.2520 

0.2541 

0.2562 

0.2583 

0.2604 

0.2625 

0.2646 

0.2667 

0.13 

0.2688 

0.2708 

0.2729 

0.2750 

0.2771 

0.2792 

0.2813 

0.2834 

0.2854 

0.2876 

0.14 

0.2896 

0.2917 

0.2938 

0.2959 

0.2979 

0.3000 

0.3021 

0.3042 

0.3062 

0.3083 

0.15 

0.3104 

0.3125 

0.3145 

0.3166 

0.3187 

0.3208 

0.3228 

0.3249 

0.3270 

0.3290 

0.16 

0.3311 

0.3332 

0.3352 

0.3373 

0.3393 

0.3414 

0.3434 

0.3455 

0.3476 

0.3496 

0.17 

0.3517 

0.3537 

0.3558 

0.3578 

0.3698 

0.3619 

0.3639 

0.3660 

0.3680 

0.3700 

0.18 

0.3721 

0.3741 

0.3761 

0.3782 

0.3802 

0.3822 

0.3842 

0.3863 

0.3883 

0.3903 

0.19 

0.3923 

0.3943 

0.3963 

0.3983 

0.4003 

0.4024 

0.4044 

0.4064 

0.4084 

0.4104 

0.20 

0.4124 

0.4144 

0.4163 

0.4183 

0.4203 

0.4223 

0.4243 

0.4262 

0.4282 

0.4302 

0.21 

0.4322 

0.4341 

0.4361 

0.4380 

0.4400 

0.4419 

0.4439 

0.4459 

0.4478 

0.4498 

0.22 

0.4517 

0.4536 

0.4556 

0.4575 

0.4594 

0.4613 

0.4633 

0.4662 

0.4671 

0.4690 

0.23 

0.471*0 

0.4729 

0.4748 

0.4767 

0.4785 

0.4804 

0.4823 

0.4842 

0.4861 

0.4880 

0.24 

0.4899 

0.4918 

0.4936 

0.4955 

0.4973 

0.4992 

0.6010 

0.5029 

0.6048 

0.6066 

0.25 

0.5085 

0.5103 

0.5121 

0.5139 

0.51.57 

0.5176 

0.5194 

0.6212 

0.5230 

0.5248 

0.26 

0.5266 

0.5284 

0.5302 

0.5320 

0.6338 

0.5355 

0.5373 

0.5391 

0.5409 

0.5427 

0.27 

0.5444 

0.5462 

0.5479 

0.5496 

0.5514 

0.5531 

0.6548 

0.5666 

0.5583 

0.5600 

0.28 

0.5617 

0.5634 

0.5651 

0.5668 

0.5686 

0.5702 

0.5718 

0..5735 

0..5752 

0.5769 

0.29 

0.5786 

0.5802 

0.5818 

0.6835 

0.6851 

0.5867 

0.5884 

o.ijyoo 

0.5916 

0.5933 

0.30 

0.5949 

0.5965 

0.5981 

0.5996 

0.6012 

0.6028 

0.6044 

0.6059 

0.6075 

0.6091 

and  (c)  the  required  thickness  will  result  from  multiplying  this  thickness  ratio, 

-,  by  the  outside  diameter,  Di,  or  0.057X8=0.456  in. 

Note — When  the  inside  diameter,  Dj,  the  internal  pressure,  p,  and  the  working 
fiber  stress,  /,  are  given  and  it  is  required  to  find  the  thickness  of  wall,  t,  proceed 
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by  finding  first  the  value  of  the  outside  diameter,  Di,  by  means  of  equation  [7]; 
after  which  the  required  thickness  may  be  had  by  taking  one-half  the  difference 
of  the  outside  and  inside  diameters  or 

'='^' ■■'»> 

25  Birnie's  Formula.  This  formula  is  based  upon  the  conditions 
illustrated  in  Fig.  1.  In  its  derivation  precisely  the  same  assump- 
tions are  made  as  for  Clavarino's  formula,  with  the  single  exception 
that  the  longitudinal  stress,  /i,  due  to  the  internal  fluid  pressure 
acting  upon  attached  heads,  is  assumed  not  to  exist.  Birnie's  formula 
consequently  is  theoretically  correct  for  tubes,  pipes  and  cylinders 
that  are  subjected  to  an  internal  fluid  pressure  in  such  manner  as 
not  to  give  rise  to  longitudinal  stress  in  the  wall;  provided  the  stress 
on  the  most  strained  fiber  does  not  exceed  the  elastic  limit  of  the 
material. 

26  Using  the  same  notation  as  before  and  assuming  the  value  of 
the  coefficient  of  lateral  contraction  for  steel  to  be  0.3,  this  formula  is 


f     \W\+1D\  \W\+1D\  ^10/-13p 


D,  =  D,yj 


W-13P  flO] 

10/+  7p 

27  Birnie's  formula,  like  Clavarino's  formula,  has  the  disad- 
vantage of  being  difficult  to  apply  directly  in  making  calculations. 
In  order  to  remove  this  difficulty  Table  2  has  been  prepared,  the 
entries  being  the  values  in  Birnie's  formula  of  the  factor 

10iD]-Dl)_j^ 
ldD\  +  7Dl 

28  This  table  is  used  in  a  manner  precisely  similar  to  the  table 
of  factors  for  Clavarino's  formula. 

PART  II     RESULTS  OF  TESTS  ON  COMMERCIAL  TUBBS  AND  PIPES, 
AND  THE  APPLICABILITY  OF  THE  THEORETICAL  FORMULAE 

29  In  Part  I  there  appears  a  full  statement  of  the  basis  of  each 
of  the  five  theoretical  formulae  for  the  strength  of  tubes,  pipes  and 
cylinders,  when  subjected  to  internal  fluid  pressures,  together  with 
a  comparison  of  results  obtained  by  their  use.  One  or  the  other  of 
these  formulae,  taken  apparently  at  random,  has  often  been  used 
without  sufficient  understanding  of  their  application  to  practical 
conditions.  It  is  the  purpose  of  what  follows  to  illustrate  the  proper 
application  of  these  formulae,  making  use  of  the  results  of  hydro- 
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static  tests  recently  made  on  commercial  pipes  at  one  of  the  mills 
of  the  National  Tube  Company. 

30  Yield  Point  2'ests  on  Commercial  Pipe.  Tests  were  made 
under  Clavarino's  condition,  Fig.  2,  on  195  specimens  of  10-in.  and 
279  specimens  of  12-in.  lap-welded  steel  pipes,  all  of  which  were 
made  up  into  cylinders  with  heads  welded  to  the  pipe.  The  hydro- 
static pressure  was  raised  until  the  yield  point  of  the  material  was 
reached.  The  unit  stresses  on  the  most  strained  fibers  were  then 
calculated  by  means  of  Clavarino's  formula,  the  pipes  having  been 
measured  by  micrometer  before  welding  in  the  head,  to  determine 
the  least  thickness  of  wall. 

31  The  average  results  of  the  yield  points  of  the  most  strained 
fibers  of  the  material  constituting  these  pipes,  when  compared  with 
the  average  yield  point  of  tensile  test  specimens  cut  from  about  400 
similar  pipes,  may  be  summarized  as  follows: 

Outside  diameter  of  pipe,  in 10.00  12.00 

Least  thickness  of  wall,  in 0.172  0.164 

Hydrostatic  pressure  at  yield  point,  lb.  per  sq.  in 1435  1195 

Yield  point  by  Clavarino's  formula,  lb.  per  sq.  in 35,600  37,100 

Yield  point  average  of  tensile  tests,  lb.  per  sq.  in 37,000  37,000 

Apparent  error  in  yield  point  by  Clavarino's  formula,  per  cent.  —3.8  +0.3 

32  This  summary  of  the  average  results  of  474  tests  is  a  very 
satisfactory  confirmation  of  the  accuracy  of  Clavarino's  formula 
when  applied  to  commercial  steel  pipes  for  the  conditions  under 
which  the  formula  theoretically  applies. 

33  Other  tests  show  that  when  the  heads  are  attached  to  the 
pipe,  as  in  Fig.  2,  it  lengthens  upon  application  of  an  internal  fluid 
pressure  and  that  when  the  heads  are  held  independently,  as  in  Fig. 
1,  it  shortens  in  accord  respectively  with  the  assumptions  which 
constitute  the  basis  of  Clavarino's  and  Birnie's  formulae  regarding 
change  of  length  under  internal  fluid  pressure. 

34  Applicability  of  Clavarino's  and  Birnie's  Formulae.  The  above 
summary  of  results  of  tests  on  pipes  shows  that  Clavarino's  formula 
is  applicable  to  commercial  wrought-stcel  pipe  for  the  conditions 
shown  in  Fig.  2,  when  the  yield  pomt  of  the  most  strained  fiber  is 
not  exceeded  and  the  least  thickness  of  wall  is  accurately  known. 

35  Tests  made  at  the  Watertown  Arsenal  in  1892,  1893,  1894, 
1897  and  1902  on  sections  of  steel  guns,  show  that  Birnie's  formula 
for  the  condition  shown  in  Fig.  1,  when  applied  up  to  the  elastic 
limit  of  the  most  strained  fiber,  gives  results  which  agree  with  the 
results  of  direct  tests  that  are  within  the  ordinary  range  of  experi- 
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mental  error.  These  Watertown  Arsenal  tests  were  all  made  on 
tubes  the  material  and  dimensions  of  which  were  uniform  to  a  degree 
obtainable  only  by  boring  and  turning  from  forgings  of  the  choicest 
portion  of  selected  ingots. 

TABLE  3-a     BURSTING    TESTS    OF    COMMERCIAL    TUBES    AND    PIPES 


Size 


Nomi- 

1 
Aver- 

No. 

nal 

age 

of 

Exter- 

Thick- 

Pieces 

nal 

ness 

Burst 

Dia- 

of 

meter, 
In. 

Walls, 

In. 

Bursting    Pressure 
Pounds  per  Square  Inch 


Mini- 
mum 


Maxi- 
mum 


Aver- 
age 


No. 

Aver- 

Burst 

age 

by 

Fiber 

Head 

Failure 

Stress 

Con- 

of 

by 

dition* 

Ma- 

Bar- 

terial 

low's 

not  at 

Form- 

Weld 

ula 

Class  of 
Material 


Steel,  Butfc-Welded 


Mi 

10 

0.405 

0.066 

11840 

17320 

14266 

C 

1 

44011 

Standard    pipe 

H 

10 

0.540 

0.085 

8830 

14680 

12206 

C 

1 

38645 

Standard    pipe 

% 

10 

0.675 

0.088 

5850 

13030 

10330 

C 

1 

39272 

Standard    pipe 

y, 

10 

0.840 

0.101 

11380 

16310 

14038 

C 

0 

58163 

Standard    pipe 

H 

10 

1.050 

0.109 

7150 

9150 

8020 

C 

0 

38657 

Standard   pipe 

1 

10 

1.315 

0.131 

4500 

8800 

6990 

C 

0 

35085 

Standard    pipe 

IVa. 

10 

1.660 

1.139 

4400 

7300 

5808 

c 

0 

34603 

Standard   pipe 

1'4 

15 

1.660 

0  140 

5500 

11900 

7700 

c 

1 

45215 

Redrawn 

IH 

10 

1.900 

0.143 

3000 

6100 

4960 

c 

0 

33031 

Standard   pipe 

2 

11 

2  375 

0  149 

3830 

6060 

4951 

c 

0 

40485 

Standard   pipe 

2'/^ 

10 

2.875 

0.198 

4310 

5740 

5134 

e 

0 

37351 

Standard   pipe 

3 

10 

3.500 

0.204 

4650 

6370 

5398 

c 

0 

46234 

Standard   pipe 

\y* 

10 

1.660 

0.180 

7910 

14280 

10514 

c 

0 

48922 

Extra  strong 

2 

10 

2.375 

0.213 

7250 

8940 

8238 

c 

0 

45935 

Extra  strong 

2 

10 

2.375 

0.220 

6160 

8920 

7661 

c 

0 

41347 

Extra  strong 

10 

2 .  375 

0.445 

8500 

18314 

14992 

c 

0 

40023 

X  X  strong 

Gei 

jeral  av 

erage 

41686 

Steel  Lap- Welded 


2 

10 

2.375 

0.155 

4890 

7940 

6645 

C 

1 

50962 

Standard    pipe 

2 

10 

2.375 

0.182 

4860 

10060 

7361 

C 

0 

47889 

Standard   pipe 

3 

10 

3.500 

0  210 

3830 

8200 

6368 

C 

7 

53560 

Standard   pipe 

4 

10 

4.500 

0.232 

4810 

5680 

5249 

C 

1 

61462 

Standard   pipe 

5 

10 

5  563 

0.258 

3410 

5260 

4538 

C 

1 

48882 

Standard   pipe 

6 

5 

6  626 

0.275 

2450 

5210 

4088 

C 

0 

49286 

Standard    pipe 

6 

5 

6.625 

0.275 

3170 

4760 

3666 

B 

0 

44106 

Standard    pipe 

10 

5 

10  750 

0.349 

3560 

4730 

4290 

C 

1 

66080 

Standard    pipe 

10 

5 

10.750 

0  347 

2770 

3940 

3396 

B 

2 

52692 

Standard    pipe 

2 

10 

2  375 

0  218 

2500 

9870 

7909 

C 

0 

43254 

Extra  strong 

2 

10 

2.000 

0.108 

5100 

6560 

6062 

C 

7 

55607 

Boiler  tubes 

3 

10 

3.000 

0.112 

3220 

4860 

3967 

C 

1 

52957 

Boiler  tubes 

4 

6 

4  000 

0.135 

3640 

4070 

3840 

C 

2 

56978 

Boiler  tubes 

4 

5 

4.000 

0.136 

3720 

4040 

3914 

B 

1 

57440 

Boiler  tubes 

Gei 

leral  av 

srage 

52225 

♦  C  =Clavarino  conditions.  Fig.  2.     B  =Birnie  conditions,  Fig.  1. 

36  It  is  apparent  that  any  variation  below  the  nominal  or  average 
value  in  strength  of  material,  thickness  of  wall  and  efficiency  of  joint 
in  welded  pipe,  or  above  the  nominal  in  diameter,  will  give  results 
which  err  on  the  side  of  danger  when  making  use  of  either  Clavarino's 
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or  Birnie's  formulae.  These  formulae  then  should  be  restricted  in 
their  use  to  certain  classes  of  seamless  tubes  and  cylinders  and  to 
critical  examinations  of  ordinary  tubes,  pipes  and  cylinders,  when 
exact  results  are  desired  and  sufficiently  accurate  data  are  available. 

37  For  all  ordinary  calculations  of  strength  of  conmiercial  tubes, 
pipes  and  cylinders,  Barlow's  simple  approximate  formula,  equation 
[5],  is  preferable. 

38  Bursting  Tests  of  Commercial  Tubes  and  Pipes.    Tables  3-a,  3-b 


TABLE  3-b     BURSTING  TESTS  OF  COMMERCIAL  TUBES  AND  PIPES 


No. 

of 

Pieces 

Burst 

Nomi- 
nal 
Exter- 
nal 
Dia- 
meter, 
In. 

Aver- 
age 

Thick- 
ness 
of 

Walls, 
In. 

Bursting  Pressure 
Pounds  per  Square  Inch 

Head 
Con- 
dition* 

No. 
Burst 

by 

Failure 

of 

Ma- 
terial 
not  at 
Weld 

Aver- 
age 
Fiber 
Stress 
by 
Bar- 
low's 
Form- 
ula 

Class  of 
Material 

Size 

Mini- 
mum 

Maxi- 
mum 

Aver- 
age 

Steel,  Seamless 

2 
3 
4 

4 

10 
10 
6 
4 

2.000 
3.000 
4.000 
4.000 

0.098 
0.112 
0.134 
0.134 

5420 
3940 
4160 
4250 

6590 
4730 
4440 
4440 

6052 
4272 
4318 
4328 

C 
C 
C 
B 

10 

10 
6 

4 

61530 

57075 
64450 
64488 

Boiler  tubes 
Boiler  tubes 
Boiler  tubes 
Boiler  tubes 

General  av 

erage 

61886 

Iron,  Butt-Welded 

2 

10 
10 
10 

10 

1.660 
1.660 
2.375 
1.660 

0.136 
0  136 
0.156 
0.188 

2880 
3640 
2930 
2770 

6290 
5680 
4250 
7330 

5283 

.    4891 

3687 

5895 

C 
C 
C 
C 

3 
1 
2 
1 

32126 
29817 
28051 
26678 

Standard    pipe 
Standard    pipe 
Standard    pipe 
Extra  strong 

General  av 

erage 

29168 

Iron,  Lap-Welded 

2 

2 

10 

10 

1  2.375 

1  2.375 

0.152 
0.207 

1     2400 
5530 

3940 
7120 

3213 
6349 

c 

c 

1 

8 

25122 

36461 

1  30792 

Standard  pipe 
Extra  strong 

General  av 

erage 

*  C  =  Clavarino  conditions.  Fig.  2. 


B  =  Birnie  conditions.  Fig.  1 


and  4  show  the  average  results  of  several  hundred  tests  of  commer- 
cial tubes  and  pipes,  all  of  which  were  burst  by  hydrostatic  pressure 
at  one  of  the  mills  of  the  National  Tube  Company.  Of  these  95  per 
cent  was  made  by  this  company,  while  86  per  cent  of  the  wrought- 
iron  pipe  tested  was  obtained  by  purchase  in  the  open  market. 

39  The  average  ultimate  tensile  strength  of  pipe  steel  is  57,000 
lb.  per  sq.  in.,  whether  taken  in  the  direction  of  rolling  or  trans- 
versely thereto,  while  that  of  the  seamless  steel  tested  is  60,000  lb. 
per  sq.  in.  No  tensile  tests  were  made  of  the  material  of  the  wrought- 
iron  pipes. 
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40     An  examination  of  these  tables  will  lead  to  the  following 
general  conclusions: 

a  In  commercial  welded  pipe  the  variations  in  thickness  of 

TABLE  4    STRENGTH  OF  WELDS  OF  COMMERCIAL  TUBES  AND  PIPES  SELECTED 
FROM  PRECEDING  TABLE  OF  BURSTING  TESTS 


Size 


No.  Pieces  Bursting      Average  Fiber  Stress 
in  Weld'  by  Barlow's  Formula 


Class  of 
Materia! 


Steel,   Bu 

tt-Welded 

H 

9 

43938 

Standard  pipe 

y*. 

9 

37777 

Standard  pipe 

% 

9 

38954 

Standard  pipe 

Yi 

10 

58163 

Standard  pipe 

y*. 

10 

38657 

Standard  pipe 

1 

10 

35085 

Standard  pipe 

iji 

10 

34603 

Standard  pipe 

iM 

14  V 

45643 

Redrawn 

iH 

10 

33031 

Standard  pipe 

2 

11 

40485 

Standard  pipe 

2J4 

10 

37351 

Standard  pipe 

3 

10 

46234 

Standard  pipe 

IM 

10 

48922 

Extra  strong 

2 

10 

45935 

Extra  strong 

2 

10 

41347 

Extra  Strong 

2 

10 

40023 

X  X  Strong 

General  average 

41634 

Steel,  Lap-Welded 

2 

9 

50052 

Standard  pipe 

2 

10 

47889 

Standard  pipe 

3 

3 

64510 

Standard  pipe 

4 

9 

51019 

Standard  pipe 

5 

9 

48852 

Standard  pipe 

6 

10 

47026 

Standard  pipe 

10 

7 

59537 

Standard  pipe 

2 

10 

43254 

Extra  Strong 

2 

3 

56933 

Boiler  tubes 

3 

9 

51980 

Boiler  tubes 

4 

7 

57521 

Boiler  tubes 

General  average 

51688 

Iron,  Butt- Welded 


IM 

7 

31136 

Standard  pipe 

iJi 

9 

30680 

Standard  pipe 

2 

8 

27323 

Standard  pipe 

IJi 

9 

27073 

Extra  strong 

General  average 

29053 

Iron,  Lap- Welded 


2 

2 

9 
2 

24581 
34340 

Standard  pipe 
Extra  strong 

General  average 

29461 

'  These  only  are  included  in  averages. 


wall,  perfection  of  weld,  etc.,  give  rise  to  variations  in 
bursting  strength  of  sufficient  magnitude  to  render  un- 
necessary any  consideration  of  Birnie's  or  Clavarino's 
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condition  of  head  support  as  shown  in  Figs.  1  and  2 
respectively. 

b  The  relative  strengths  of  steel  pipes  and  tubes,  when  using 
Barlow's  formula  and  basing  the  calculations  on  average 
diameter,  thickness  of  wall  and  ultimate  tensile  strength 
of  material,  are  as  follows:  For  butt-welded  steel  pipe, 
73  per  cent;  for  lap-welded  steel  pipe,  92  per  cent;  and 
for  seamless  steel  tubes,  approximately  100  per  cent.  In 
steel  pipe,  then,  the  strength  of  the  butt-weld  is  about 
80  per  cent  of  that  of  the  lap-weld. 

c  The  relative  strengths  of  wrought-iron  and  steel  pipe,  from 
Table  3,  are  as  follows:  Butt-welded  wrought-iron  pipe 
is  70  per  cent  as  strong  as  similar  butt-welded  steel  pipe; 
and  lap-welded  wrought-iron  pipe  is  57  per  cent  as 
strong  as  similar  lap-welded  steel  pipe. 

41  Applicability  of  Barlow's  Formula.  Of  the  five  formulae  con- 
sidered in  Part  I,  that  by  Barlow  is  the  best  suited  for  all  ordinary 
calculations  pertaining  to  the  bursting  strength  of  commercial  tubes, 
pipes  and  cylinders.  The  theoretical  error  on  the  side  of  safety  re- 
sulting from  its  use  will  generally  not  exceed  the  actual  combined 
error  on  the  side  of  danger  when  using  either  Birnie's  or  Clavarino's 
formula,  due  to  the  ordinary  range  of  variation  in  the  thickness  of 
wall,  strength  of  the  material,  etc.,  when  applied  to  the  ordinary 
commercial  product.  This  is  true,  at  least  up  to  the  yield  point  of 
the  material,  for  any  ratio  of  thickness  of  wall  to  outside  diameter 
less  than  three-tenths.  In  this  respect  Barlow's  formula  is  very 
superior  to  the  common  approximate  formula  which  gives  errors 
that  are  absurdly  large  on  the  side  of  danger  for  very  thick  walls 
(Fig.  4). 

42  For  all  ordinary  calculations,  then,  pertaining  to  the  bursting 
strength  of  commercial  tubes,  pipes  and  cylinders  use  Barlow's 
formula  ^  (equation  [5]) 

where 

Z)i  =  outside  diameter,  in. 

'  For  certain  classes  of  seamless  tubes  and  cylinders  and  for  critical  examina- 
tions of  welded  pipe,  where  the  least  thickness  of  wall,  yield  point  of  material, 
etc.,  are  known  with  accuracy,  and  close  results  are  desired,  see  Clavarino's 
formulae  and  Birnie's  equations  [7]  and  [10]. 
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i  =  average  thickness  of  wall,  in. 
p  =  internal  fluid  pressure,  lb.  per  sq.  in. 
n  =  safety  factor  as  based  on  ultimate  strength 

r=  working  or  safe  fiber  stress,  lb.  per  sq.  in. 

=  — ' for  butt-welded  steel  pipe 

n 

50,000 ,     ,  ,  1  ^    .    1    • 

=  — - —  for  lap-welded  steel  pipe 

n 

=  — for  seamless  steel  tubes 

n 

28,000 


for  wTought-iron  pipe 
n 

43     These  average  values  of  /  are  based  on  the  accompanying 

tables  of   bursting    tests    of  commercial   tubes  and    pipes.     They 

are   intended  for  substitution    in  Barlow's  formula    in  case  more 

exact  data  for  the  working  fiber  stress  are  not  at  hand. 

DISCUSSION 

C.  M.  Sames.^  About  four  years  ago  the  writer  had  occasion  to 
make  a  considerable  number  of  calculations  on  the  strength  of 
cylinders,  and  employed  C.  Bach's  formula  given  in  Des  Ingenieurs 
Taschenbuch  "Huette."  This  formula,  adopting  Professor  Stew- 
art's notation,  is  identical  with  Clavarino's,  excepting  that  both 
numerator  and  denominator  of  the  fraction  under  the  radical  sign 
are  divided  by  ten.  Inspection  of  a  numerical  table  accompanying 
Bach's  formula  revealed  the  fact  that  it  was  possible  to  write  an 
extremely  simple  expression  that  would  give  practically  the  same 
values.    This  expression  is 

0.42  pDa 

f-p 
and  it  yields  results  in  no  case  deviating  more  than  1.4  per  cent  from 
those  obtained  by  using  Bach's  (Clavarino's)  formula  for  a  range  of 
f  =3p  to  f=  lOOp.  This  formula  was  first  published  in  the  1909  edi- 
tion of  an  engineering  handbook  compiled  by  the  writer.  Inasmuch 
as  the  value  (0.3)  assumed  for  Poisson's  ratio  is  at  best  an  approxima- 
tion, the  simplified  expression  may  be  used  with  confidence  where 
the  Clavarino  formula  is  called  for. 

The  same  expression  may  be  used  in  place  of  the  Birnie  formula  by 
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substituting  the  numerical  coefficient  0.495  for  0.42  when/=10p  to 
lOOp,  and  0.483  when  /=3p  to  lOp.  In  the  first  case  the  maximum 
deviation  from  the  values  obtained  when  using  Birme's  formula  is 
less  than  1  per  cent;  in  the  second,  less  than  1.6  per  cent. 

The  practical  accuracy  of  this  simplified  formula  may  be  shown 
by  using  it  to  solve  Problem  2  in  Professor  Stewart's  paper.  Here 
it  is  required  to  determine  the  fiber  stress  /  in  the  wall  of  a  cylinder 
stressed  both  longitudinally  and  circumferentially,  the  outside  diam- 
eter being  5.5  in.,  thickness  i  =  0.25  in.  (making  0^  =  5  \n.),  and 
p=1500  lb.  per  sq.  in.    Substituting  these  values  in  the  simphtied 

formula 

0.25  =  (0.42X1500X5)-^(/-1500) 

from  which  0.25/-375  =  3150,  and/=  14,200  lb.  per  sq.  in.  Professor 
Stewart's  method,  using  his  table,  gives  /=  14,200  lb.;  using  the 
Clavarino  formula,  /=  14,093  lb.  The  discrepancy  here  is  due  to 
the  fact  that  Professor  Stewart  used  the  nearest  tabular  value  in- 
stead of  interpolating. 

T  A  Marsh.  Lamp's  formula  may  perhaps  be  arranged  in  a 
more  convenient  form  than  that  shown  in  Par.  17,  as  follows:  Us- 
ing the  notations  , 

S  =  Maximum  allowable  fiber  stress  per  square  inch 

72  =  Outer  radius  of  cylinder,  in  inches 

r  =  Inner  radius  of  cylinder,  in  inches 

P  =  Working  pressure  within  the  cylinder 

f  =  R-r  thickness  of  the  cylinder  wall,  in  inches 

S  =  P^-'^'' 1111 

722- r^ 

S±P    [12] 

s-p' 

r  =  Rj^^P^ M 

^  S-\-P 

P  =  S?-^    114] 

-'(r^-) '"' 

^^JS±P 116] 

r     ^  S-P 


/e  =  r^: 
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Using  equation  [16]  the  writer  at  one  time  prepared  a  table  of 
ratios  of  outer  to  inner  radii  over  a  range  of  allowable  stresses  and 
working  pressures  such  as  are  usuall}^  encountered  in  the  design  of 
hydraulic  press  cylinders.     (Table  5.) 

In  high-pressure  work  of  the  nature  above  referred  to,  it  is  evident 
that  metals  of  low  tensile  strength  have  early  limitations.     Con- 

sidering  equation  [16],  it  is  evident  that  the  ratio    -  increases    very 

r 

rapidly  as  the  working  pressure  approaches  the  allowable  stress  *S. 

The  ratio  becomes  infinite  when  F  =  &  and  becomes  an  imaginary 

quantity  when  P>aS.     This  means  commercially  that  there  is  a 

limiting  pressure  beyond  which  it  is  impossible  to  design  a  safe 

cylinder,  and  a  metal  of  higher  tensile  strength  must  be  employed. 

The  cost  of  materials  will  define  the  point  beyond  which  it  is  economy 

to  resort  to  better  grades  of  metal. 


Sanford  a.  Moss.  For  the  two  tests  which  Professor  Stewart 
gives  in  Par.  31,  and,  in  fact,  for  most  cases  of  commercial  tubes  and 
pipes,  the  ratio  of  wall  thickness  to  outer  diameter  is  so  small  that 
there  is  no  appreciable  difference  between  the  various  formulae 

mentioned.     For  such  cases,  say  for  — ■  up  to  about  0.03,  Professor 

Stewart's  use  of  Barlow's  formula  as  being  best  for  engineering  pur- 
poses is  undoubtedly  justifiable  for  the  reasons  which  he  gives. 

For  the  case  of  thick  cylinders  where  the  ratio  —  has  a  large  value 

there  is  a  great  deal  to  be  said,  however,  in  addition  to  the  data 
which  Professor  Stewart  gives.  For  such  cases  he  seems  to  imply 
that  Clavarino's  or  Birnie's  formulae  are  proper  ones  to  use  for  the 
respective  cases  with  and  without  end  heads.  According  to  Guest's 
maximum  shear  law,  which  is  now  usually  accepted,  these  formulae 
are  considerably  in  error. 

In  any  case  in  which  there  are  stresses  in  two  or  three  directions 
at  once,  some  criterion  must  be  kno^vTi  for  computation,  from  the 
various  stresses  and  strains,  of  an  effective  stress,  which  corresponds, 
so  far  as  yielding  is  concerned,  to  the  stress  in  a  bar  under  simple 
tension  in  a  testing  machine. 

The  theory  of  elasticity  as  it  has  existed  for  years  gives  complete 
information  regarding  the  computation  of  the  stresses  and  strains, 
and  the  only  matter  in  question  is  the  criterion  for  the  effective  stress. 
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In  a  thick  cylinder  subject  to  internal  fluid  pressure  there  is  a  tan- 
gential stress  which  is  a  maximum  at  the  inner  radius,  and  a  radial 
stress.  At  the  inner  radius,  the  radial  stress  is  equal  to  the  pressure. 
If  the  cylinder  has  heads  there  is  in  addition  an  axial  stress,  due  to 
the  load  of  the  pressure  on  the  inner  circle,  uniformly  distributed 
over  the  area  given  by  the  difference  between  the  circles. 

An  old  theory  of  the  matter  was  the  "maximum  stress"  theory. 
This  stated  that  yielding  would  begin  when  the  maximum  stress  in 
any  direction  reached  the  yield  point  for  simple  tension,  regardless 
of  the  existence  of  the  other  stresses. 

The  Lame  formula,  cited  by  Professor  Stewart,  correctly  gives 
the  maximuin  stress,  which  is  the  tangential  stress  at  the  inner 
diameter.  Therefore,  according  to  the  maximum  stress  theory,  it  is 
the  effective  stress  which  must  be  considered  in  design  work.  This 
theory,  however,  seems  to  be  wholly  abandoned. 

Another  old  theory  is  the  "maximum  strain"  theory,,  and  it  is  on 
this  that  Clavarino's  and  Birnie's  formulae  are  based.  This  states 
that  yielding  begins  when  the  strain  or  deformation  in  any  direction, 
due  to  the  stress  in  that  direction  as  well  as  to  the  lateral  contrac- 
tion due  to  stress  or  stresses  at  right  angles,  reaches  the  value  cor- 
responding to  yielding  due  to  simple  tension. 

The  simple  stress  which  would  produce  such  a  strain  is  called  the 
true  stress  and  is  found  by  adding  to  the  actual  stress,  called  the 
apparent  stress  in  this  theory,  three-tenths  of  any  stress  at  right 
angles  with  proper  signs.  The  factor  0.3  is  the  value  taken  for 
Poisson's  ratio. 

In  a  thick  cylinder  the  maximum  strain  is  the  tangential  strain 
at  the  inner  diameter.  The  Biinie  formula,  which  is  the  maximum 
strain  formula  for  a  thick  cylinder  without  heads  is,  therefore,  ob- 
tained by  adding  to  the  tangential  stress  given  by  the  Lam6  formula 
0.3  of  the  internal  pressure,  which  is  the  radial  compressive  stress. 

The  Clavarino  formula  is  the  maximum  strain  formula  for  the  case 
of  a  cylinder  with  heads.  The  axial  tension  decreases  the  tangential 
strain  so  that  the  effective  stress  for  a  cylinder  with  heads  is  less 
than  when  there  are  no  heads,  according  to  the  maximum  strain 
theory.  This  is  shown  by  the  difference  between  the  Birnie  and 
Clavarino  curves  in  Figs.  3  and  4. 

The  "maximum  shear  "  theory  originated  by  Guest  in  England  and 
Mohr  in  Germany  is  now  usually  accepted  by  engineers  who  have 
investigated  the  matter.  This  states  that  yielding  begins  when  the 
shearing  stress  reaches  a  certain  value.     Hence,  when  there  are 
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stresses  in  different  directions  it  is  necessary  to  compute  that  simple 
stress  which  produces  an  equal  maximum  shear.  It  can  be  shown 
that  when  there  are  two  stresses  with  opposite  signs  the  effective 
simple  stress  is  the  numerical  sum  of  the  two  values.  In  the  present 
case  the  maximum  effective  stress  is  at  the  inner  diameter  and  is 
found  by  adding  to  the  tangential  tensile  stress  given  by  Lamp's 
formula,  the  radial  compressive  stress,  given  by  the  internal  pressure. 

The  situation  is  the  same  whether  there  are  heads  or  not,  since 
the  axial  tension  added  by  the  heads  is  less  than  the  tangential 
tension  and  makes  no  difference  in  the  shear  due  to  the  tangential 
tension  and  radial  compression.  The  equivalent  stress  thus  com- 
puted is  greater  than  that  computed  by  Birnie's  formula,  since  the 
whole  radial  stress  is  added  instead  of  0.3  of  it.  It  is,  of  course, 
greater  than  Clavarino's  formula,  since  nothing  is  subtracted  on 
account  of  the  axial  tension  caused  by  the  heads. 

Using  Professor  Stewart's  notation,  the  effective  stress  as  thus 
computed  on  the  basis  of  the  maximum  shear  theory  is  as  follows : 


D,  \      dJ 


f 

This  is  the  formula  which  the  writer  believes  should  be  used  for 
thick  tubes  and  cylinders  instead  of  the  formulae  cited  by  Pro- 
fessor Stewart, 

It  will  be  noted  that  this  is  the  same  as  Barlow's  formula,  with  the 

factor  (l ),  giving  a  decrease  of  safe  pressure.     This  formula 


always  gives  values  lower  than  the  old  formulae  given  by  Professor 
Stewart.  As  stated,  the  result  is  the  same  with  and  without  the 
heads,  whereas  the  Clavarino  formula  gives  an  increase  of  safe  pres- 
sure when  there  are  heads. 

The  Author.  There  appears  to  be  considerable  merit  in  the 
approximate  form  of  Clavarino's  formula  as  given  l>v  Mr.  Sames 
because  of  its  simplicity  when  used  for  making  calculations. 

I  infer  fi-om  Mr.  Marsh's  discussion  that  he  prefers  to  express 
Lame's  formula  in  terms  of  the  outside  and  inside  radii  of  the 
cylinder.  The  formula  as  expressed  in  the  paper  is  in  terms  of 
the  outside  and  inside  diameters  because  for  commercial  steel 
pipe  and  tubes  it  is  customary  to  state  the  diameters  or  one  diam- 
eter and  wall  thiclaiess. 

I  have  noted  with  considerable  interest  what  Mr.  Moss  states 
regarding  the  application  of  Guest's  maximum  shear  theory  for 
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thick- walled  tuhes  and  i)ipe.    I  cannot  accept  his  conclusions  for 

llu'  I'olloAving  reasons: 

(L  A  perfect  formula  Un-  the  strength  of  thick-"\valled 
tubes  and  pipe  would  ai)i)ly  equally  well  to  those  hav- 
ing thin  walls.  In  the  absence  of  specific  reasons  to 
the  contrary  it  is  reasonable  to  suppose  that  the  more 
perfect  of  two  theoretical  formulae  for  the  strength 
of  thick-w^alled  tubes  would  apply  equally  as  well  to 
thin-walled  tulles  as  would  the  less  perfect  formula. 
h  Applying  Clavarino's  formula,  based  on  maximum 
strain  theory,  and  the  formula  given  by  Mr.  Moss, 
based  on  maximum  shear  theory,  to  the  conditions  of 
the  summary  of  results  of  the  474  tests  given  in  Par. 
31  of  this  paper,  we  get  calculated  values  of  internal 
fluid  pressure  at  the  instant  of  reaching  yield  point  of 
innermost  fibers  of  pipe  as  follows : 

For  10-In.  Pipe 

Average  of  195  tests,  actual  fluid  pressure  in  lb.  per  sq.  in 1436 

By  Clavarino's  formula,  fluid  pressure  in  lb.  per  sq.  in 1490 

By  Mr.  Moss'  formula,  fluid  pressure  in  lb.  per  sq.  in 1251 

Elrror  by  Clavarino's  formula,  per  cent 3.8 

Error  by  Mr.  Moss'  formula,  per  cent 12.8 

For  12-In.  Pipe 

Average  of  279  tests,  actual  fluid  pressure  in  lb.  per  sq.  in 1195 

By  Clavarino's  formula,  fluid  pressure  in  lb.  per  sq.  in 1191 

By  Mr.  Moss'  formula,  ffuid  pressure  in  lb.  per  sq.  in 1000 

Error  by  Clavarino's  formula,  per  cent 0.3 

Error  by  Mr.  Moss'  formula,  per  cent 16 . 3 
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ON  THE  CONTROL  OF  SURGES  IX    A\  ATER 
(OXDUITS 

Br  \V.  F.  DuRAND,  Stankoud  Univehsity  P.  O.,  Cal. 
Member  of  the  Society 

The  literature  of  the  problem  of  the  surge  chamber  as  a  means 
of  control  of  surges  in  water  conduits  has  recently  been  enriched 
by  two  important  papers  presented  before  the  Society,  one  by  Raymond 
D.  Johnson^  and  another  by  William  F.  Uhl,^  in  the  latter  case 
the  treatment  of  the  surge  chamber  being  incidental  to  its  relation 
to  the  general  problem  of  speed  regulation. 

2  The  attention  of  the  writer  has  been  directed  recently  to 
the  examination  of  certain  cases  of  surge-chamber  design  in  which 
funnel  or  tapering  forms  rather  than  cylindrical  forms  are  indi- 
cated by  the  environment  and  conditions  of  the  problem.  This 
has  led  to  a  re-examination  of  the  various  methods  of  treatment 
available,  and  to  the  development  of  a  method  by  which,  without 
prohibitive  labor,  the  approximations  of  the  various  analytical 
and  empirical  methods  may  be  avoided  and  a  chamber  determined  of 
any  desired  degree  of  taper  and  suited  to  the  development  of  any 
desired  program  as  to  rate  of  acceleration  and  amplitude  of  surge. 

3  In  connection  with  Fig.  1,  let  us  assume  the  following 
notations: 

V  =  velocity  in  general  in  conduit  AB,  assumed  here  of  uniform  cross- 
section  area 

Vi  =  initial  velocity  for  period  under  consideration 

vt  =  velocity  when  movement  of  water  level  reaches  first  maximum 

f  J  =  velocity  for  ultimate  steady  conditions 

v'  =  velocity  such  that  v'A  =  volume  of  water  demanded  by  wheels 
under  governor  control  for  constant  power  during  period  under 
consideration 

1  Trans.  Am.  Soc.  M.  E.,  vol.  30,  p.  443. 

'The  Journal  Am.  Soc.  M.  E.,  February  1911,  p.  169. 

Presented  at  the  San  Francisco  Meeting,  June  1911  and  tlu;  Spring  Meet- 
ing, Cleveland,  1912,  of  The  American  Society  of  Mechanical  Engineers. 
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A  =  cross-section  area  of  conduit 
F  =  cross-section  area  of  surge  chamber  at  water  level 
F 

L  =  length  of  conduit  AB 

y  =  distance  of  water  level  in  surge  chamber  from  initial  position  for 

steady  motion  with  velocity  Vi 
Y  =  distance  of  water  level  in  surge  chamber  from  static  level 

L 
a   =  — 

Q 
b   =  factor  such  that  bv^  =  sum  of  friction  and  velocity  heads  at  B;  then 

Y  =  y  +  bvi*  for  demanded  load 
and 

Y  =  —  y  +  bvi^  for  rejected  load 
H  =  gross  head  at  wheels 

h  =  total  head  involved  in  friction  and  acceleration 
C  =  coefficient  in  Chezy  formula' 
r    =  hydraulic  mean  radius  of  conduit 

4  In  practice  h  will  be  of  the  form 

dv 

h  =  fv^  +  ho  +  a-j^ 

L 

where  /  =  the  value  of  ^^^r,  in  the  Chezy  formula,  v  =  the  velocity 

in  AB,  ho  =  the    sensibly    constant    friction    loss    for   the   part  of 

the  conduit  or  penstock  lying  between  the  surge  chamber  and  the 

wheels,  computed  by  the  same  formula  and  with  a  velocity  correspond- 

dv 
ing  sensibly  to  vs  in  AB  and  a—  =  acceleration  head.    For  rejected 

dt 

dv 
load  a  —  becomes  negative  and  is  therefore  subtraetive  from  the  sum 
dt 

of  M  +  h. 

5  It  should  be  noted  that  we  shall  here  use  the  term  "surge" 
not  in  the  sense  of  the  total  or  maximum  movement  of  water  during 
a  period  of  changing  load,  but  rather  as  the  maxinnim  distance  by 
whi(;h  the  water  level  passes  beyond  its  final  location  for  steady 
conditions  with  the  corresponding  ultimate  velocity. 

6  In  Appendix  No.  1  it  is  shown  that  the  differential  equations 
for  the  movement  of  the  water  in  the  coiHluit  and  surge  (chamber 
are  as  follows: 

'Friction  head  =    — — 
C*r 


Demanded  load. 


Rejected  load. 
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a  :^  =  ?/  -  &  {v  —  vr) 

at 

dy       ,  ,        . 
n-r={v-v)  

at 

-a-  =  ?/  -  6  {Vi^  -  V-) 

at 

dy       ,  ,. 

n—-={v  —  v)  

dt 

7    For  constant  power  during  the  period  of  change,  equal  to  that 
under  steady  conditions  wnth  the  velocity  vs,  we  shall  also  have: 

v'  {H  -h)  =  vUH  -hs) [5] 

or 

H  -  hs 
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V     =  Vs 


H  -  h 


[6] 


r^-. 


Fig.  1    Diagram  showing  Arrangement  of  Conduit  and  Surge  Chamber 

EO  denotes  level  for  steady  motion  with  velocity  ri 
CiDi  denotes  level  for  steady  motion  with  velocity  r 
CD  denotes  actual  level  with  velocity  v 
EC  =v 
FC  =  Y 

8  These  equations  in  effect  represent  a  damped  oscillation 
in  which  the  damping  force  varies  with  the  square  of  the 
velocity.  In  this  form  they  have  not  been  integrated,  nor  do  they 
seem  susceptible  of  integration,  at  least  in  terms  of  present  knowTi 
functions. 

9  Under  these  circumstances,  several  courses  are  open  as  follows : 

a  The  omission  of  the  frictional  or  damping  term  and  of 
the  influence  due  to  governor  control.  This  is  equiva- 
lent to  taking  h  =  o  and  v'  =  vz.  This  simpHfies  the 
problem  to  such  a  degree  that  it  is  readily  treated  by 
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exact  mathematical  methods.  Such  results  have  been 
developed  many  times  and  discussed  by  various  authors. 
The  assumed  conditions  are,  however,  so  far  removed  from 
the  actual  that  the  results  are  of  small  value  except  as  a 
first  step  in  the  approach  to  the  real  problem. 

h  The  substitution  of  a  damping  force  varying  as  the  first 
power  of  the  velocity  instead  of  as  the  square.  This  with 
suitable  assumptions  regarding  the  influence  due  to  gov- 
ernor control  makes  possible  the  integration  of  the  equa- 
tions and  renders  the  treatment  similar  to  that  for  certain 
types  of  electrical  oscillations.  This  substitution  lies  at 
the  foundation  of  the  masterly  analytical  treatment  of  the 
problem  by  certain  eminent  European  engineers.'  At 
the  best,  however,  this  method  is  approximate  and  must 
needs  be  under  control  by  reference  to  some  more  exact 
method  in  order  to  know  the  order  of  error  involved  or 
to  determine  values  of  arbitrary  constants. 

c  The  development  of  approximate  and  empirical  equations 
upon  the  various  assumptions  involving  more  or  less 
simplification  of  the  original  equations,  and  involving  the 
use  of  empirical  coefiicients  derived  from  actual  cases 
by  means  of  method  d.  The  paper  by  Johnson  previously 
referred  to,  with  the  accompanying  discussion,  furnishes 
a  large  number  of  such  formulae  developed  either  by  the 
original  author  or  by  the  authors  of  the  discussion,  and 
by  means  of  which  most  problems  within  the  field  of 
control  may  be  very  satisfactorily  treated.  By  the  field 
of  control  is  here  meant  the  field  over  which  are  scattered 
the  actual  cases  worked  out  by  more  exact  methods  and 
the  results  of  which  have  been  used  to  check  the  co- 
efiicients and  results  in  general  for  the  various  approxi- 
mate equations. 

d  The  equations  may  be  treated  by  approximate  numerical 
integration  in  a  step-by-step  trial  and  error  process.  It 
will  be  obvious  that  by  an  appropriate  procedure  the 
equations  may  be  treated  by  this  general  method  whether 
n  is  constant  or  variable  so  long  as  the  proposed  form  of 
chamber  is  specified. 

>  Prasil,    Wasserschlossprobleme — Schweizer    Bauzeitung — Band    52    Nr.    21, 
23,  24,  25. 
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10  In  the  methods  of  treatment  indicated  under  a,  b  and  c,  it 
is  of  course,  assumed  that  n  is  a  constant.  The  more  general  assump- 
tion that  n  is  a  variable,  that  is,  that  the  chamber  may  be  of  corneal  or 
vase-like  form,  would  require  the  expression  of  n  as  a  function  of  y. 
This  would  result  in  the  general  case  in  a  further  complication  which 
would  render  still  more  difficult  or  impossible  the  treatment  of  the 
problem  on  the  assumptions  made  in  a,  b  and  c.  ^ 

11  In  the  literature  of  the  present  subject  many  illustrations 
of  method  d  for  constant  n  will  be  found  in  the  annals  of  the  Society 
as  well  as  in  other  engineering  and  scientific  works.     The  writer  has 
done,  perhaps,  a  fair  share  of  the  tedious  work  involved  m  the  appli- 
cation of  this  method,  and  it  was  in  a  measure  as  a  revolt  against  this 


Fig.  2    Diagram   showing  Relation  of   Acceleration   and    Velocity 
Curves  on  Time  Axia 

serious  expense  of  time,  that  the  method  which  forms  the  subject 
of  the  present  paper  was  developed. 

'  12  In  all  of  the  preceding  methods  whether  by  analytical  approx- 
imation or  by  numerical  integration,  the  method  of  approach  to 
the  problem  is  as  follows:  Given  a  specified  or  proposed  surge  cham- 
ber, what  will  happen?  Let  us  reverse  the  order  and  state  the  ques- 
tion thus:  Given  a  program  for  the  water,  required  a  surge  cham- 
ber to  produce  it.  ^  a     • 

13  To  develop  the  possibilities  of  this  viewpoint,  let  us  fax  m 
advance  the  character  of  the  acceleration  of  the  water  in  the  conduit 
as  indicated  by  the  curve  GAB  in  Fig.  2,  in  which  diagram  time  is 
laid  off  on  the  x-axis,  but  without  as  yet  any  determmation  of  scale; 
and  acceleration  is  laid  off  on  the  2-axis  without  as  yet  any  determin- 
ation of  scale. 

iThe  Surge  Tank  in  Water-Powcr  Plants,  R.  D.  Johnson,  Trans.  Am.Soc. 
M.  E.,  vol.  30,  p.  443. 
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14  The  curve  OAB  is  then  taken  as  the  proposed  history  of  the 
acceleration  up  to  the  time  when  the  water  reaches  its  highest  or 
lowest  level,  accordinji;  as  the  case  is  for  rejected  or  demanded  load. 
In  order  to  fix  the  ideas,  we  shall  for  the  present  assume  the  case 
of  demanded  load  and  a  falling  surface  of  water.  Then  the  acceler- 
ation curve  OAB  and  the  time  OC  both  relate  to  the  period  from  the 
start  to  the  attainment  of  a  maximum  drop  of  water  surface  or  to  a 
maximum  value  of  y.  The  plotting  of  this  curve  does,  therefore, 
nothing  more  than  to  fix  in  advance  the  general  type  or  form  of  the 
acceleration  curve,  leaving  all  questions  of  actual  numerical  values 
for  later  determination.  Methods  for  the  determination  of  the 
scale  factors  and  the  numerical  values  will  be  found  in  Appendix 
No.  2.  In  order  not  to  interrupt  the  continuity  of  development  of 
the  general  method,  the  question  of  scales  may  be  waived  for  the 
moment  and  we  may  assume  OAB  to  represent  definitely  the  time 

dv 
history  of  the  acceleration  t  . 

at 

15  By  means  of  a  planimeter,  or  by  arithmetical  means,  or  by  an 
integraph,  if  such  an  instrument  should  be  available,  the  first  integral 
curve  of  OAB  is  readily  found  as  shown  by  OD.  This  will  give  the 
time  history  of  the  change  in  velocity  from  Vi  to  V2.  Lay  off  vi  as 
OP  and  draw  PQ.  Then  from  PQ  as  an  axis  the  curve  OD  will  give 
the  complete  time  history  of  the  velocity  in  its  growth  from  PO  =  vi 
to  QD  =  i',. 

16  Now,  writing  equations  [1],  [2]  and  [5],  we  have 

a^^y-hiv'-v^-') [7] 

at 

-|  =  (^'-')       181 

1^=1^^"^'        [9J 

H-h 

In  equation  [7],  it  is  readily  seen  that  we  now  know  all  quantities 
except  y.  Hence,  by  direct  substitution,  we  find  y  for  a  series  of 
values  of  the  time,  and  if  desired  we  may  plot  the  result  as  a  curve  of 
y  on  time. 

17  This  curve  is  indicated  in  Fig.  3  by  OAB.  Let  CA  denote 
the  level  for  steady  conditions  with  the  final  velocity  »i,  then  OC  «■ 
h  (t>j'^  —  »i^),  while  CD  denotes  the  extent  of  the  surge  or  drop  below C A, 
the  final  level  for  steady  conditions.     We  next  proceed  to  differentiate 
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the  curve  OAB.     This  may  most  easily  he  done  hy  numerical  methods 
as  given  in  Appendix  No.  2.    At  any  given  point,  or  value  of  the  time, 


this  will  give  the  value  of 


dt 


We  may  also  find  v'  from  [9],  and  thus 


in  [8]  we  have  all  quantities  known  except  ti,  which  may  be  found 
by  the  solution  of  this  equation. 

dv 

18     Thetimc  histories  of  all  quantities,  'T.,v,y  and  n,  are  now  known. 

dv 
We  may,  as  desired,  plot  a'T.  ,  v  and  n  on  y  and  in  particular  may 

reduce  n  to  the  diameter  of  the  chamber  and  plot  on  y,  thus  showing 
for  the  chaml)er  the  form  and  dimensions  required.  In  case  the  influ- 
ence of  governor  control  is  omitted,  we  may  put  v'  —  Vs'ui  [8]  and  dis- 
card [9].     This  will  simplify  the  operations  to  a  considerable  degree. 


Fig.  3    Diagram  showing  Movement  of  Water  Level  on  Time  Axis 

19  The  time  required  for  the  complete  treatment  of  a  given  case 
by  this  method  might  be  from  two  to  four  hours,  depending  on  the 
number  of  points  found,  the  degree  of  accuracy  required,  etc.  The 
aid  of  a  slide  rule  of  the  Fuller  or  Thatcher  form  and  giving  a  fifth 
place  by  estimation  is  assumed. 

20  After  a  given  case  has  been  worked  through  for  a  single  value 
of  the  time,  a  second  case  with  a  different  value  of  the  time  and  the 
same  acceleration  curve,  except  for  slight  modifications  near  the 
end,  may  be  worked  through  with  considerable  saving  of  time.  In 
this  manner,  a  series  of  forms  of  the  chamber  may  readily  Ix;  derived 
from  a  single  base  or  type  curve  of  acceleration. 

21  After  the  area  of  the  acceleration  curve  has  been  found,  the 
areas  of  the  chamber  at  the  top  and  near  the  bottom,  or  at  the  top 
near  the  bottom  and  at  one  or  two  intermediate  points  may  quickly 
be  found,  and  independently  of  the  detailed  determination  of  the 
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curve  of  y  as  described  in  Par.  16.  In  this  manner  the  general 
character  of  the  cham})cr  may  be  readily  foreseen  in  advance  of  the 
complete  and  detailed  determination  of  its  form.  The  resulting 
value  of  t/max  and  hence  the  amount  of  surge  may  also  be  found  im- 
mediately and  in  advance  of  the  detailed  determination  of  the  y 
curve  or  of  the  form  of  the  chamber.  The  general  characteristics 
of  the  acceleration  curve  may  also  be  readily  adjusted  to  produce  a 
chamber  of  any  desired  general  character  of  form  and  size. 

22  In  Appendix  No.  3  will  be  found  further  discussion  of  these 
details  of  the  operative  program,  together  with  the  numerical  work 
for  a  typical  case,  the  latter  indicating  in  detail  the  various  steps. 
A  study  of  this  form  of  computation  together  with  the  fundamental 
equations,  will  better  serve  to  acquaint  the  reader  with  the  operative 
details  of  the  method  than  further  descriptive  treatment. 


FiQ.  4      Diagram    illustrating    Oscillatory    and    Non-Oscillatobt 

Movements 

NON-OSCILLATORY  MOVEMENT 

23  One  special  case  merits  particular  attention.  The  movement 
of  the  water  surface  has  been  referred  to  as  that  of  a  damped  oscil- 
lation. The  pecuhar  characteristic  of  such  a  movement  lies  in  the 
fact  that  it  involves  a  continuous  and  indefinite  approach  to  a  final 
level  or  condition  or  axis  by  means  of  an  indefinite  series  of  swings  or 
oscillations  of  decreasing  ami)Htude  and  lying  on  either  side  of  the 
final  level,  or  axis,  and  as  represented  by  the  full  line  in  Fig.  4. 

24  Now  the  limiting  case  of  such  a  movement  is  that  of  a  single 
swing  or  indefinite  approaclr  to  the  final  level  or  condition  or  axis, 
but  without  passing  beyond,  and  lying  wholly  on  one  side  of  such  a 
final  goal.  Such  a  movement  is  indicated  by  the  dotted  line  in  Fig. 
4.  This  condition  has  its  direct  analogy  in  certain  types  of  elec- 
trical non-oscillatory  discharge. 

25  Now  in  the  case  of  a  hydraulic  conduit  with  surge  chamber, 
the  realization  of  a  non-oscillatory  movement  of  the  water  in  the 
chamber  may  well  be  considered  as  a  most  desirable  ideal  in  case  the 
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needed  dimensions  are  practicable.  The  dimensions  and  form  of 
such  a  clianiber  are  readily  determined  by  the  choice  of  an  ajjpropri- 
ate  form  of  acceleration  curve  combined  with  a  suitable  time  allow- 
ance. 

26     It  is  clear  when  the  water  reaches  its  final  level  that  in  all 

dy 

cases  we  must  have  simultaneously  the  velocity  ~  and  the  acceler- 

dv 
ation  —  equal  to  zero.    This  results  from  the  form  of  the  y  curve  which 

is  here  coincident  with  the  time  axis.  If  this  final  condition  is  to  be 
realized  by  a  non-oscillatory  movement,  then  the  one  swing  of  the 
water  surface  which  represents  the  passage  from  the  initial  level  to  its 
maximum  drop  and  the  simultaneous  change  of  velocity  from  Vi  to 
V3  must  be  conditioned  by  a  suitable  form  of  acceleration  curve. 
Obviously,  this  will  be  a  curve  of  the  form  indicated  in  Fig.  5,  where 

A 
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Fig.  5    Diagram  showing  Type  of  Acceleration  Curve  for  Non-Oscil- 
latory Movement 


OABC  indefinitely  approaches  x  and  the  value  of  the  acceleration 
indefinitely  decreases  as  time  increases.     Theoretically,  we  should 
realize  the  final  conditions  only  after  an  infinite  time. 
27     Practically  two  courses  are  open: 

a  A  form  of  curve  OABC  where  the  terminal  point  C  lies 
near  but  not  quite  on  the  x-axis  is  assumed.  In  other 
words,  a  finite  part  of  the  indefinitely  extended  curve  is 
used  implying  for  the  conditions  when  y  reaches  its 
first  maximum  value,  a  slight  residual  acceleration,  and 
hence  a  slight  surge  or  movement  of  the  water  surface 
beyond  its  level  for  steady  conditions.  By  taking  C  near 
the  axis  this  surge  may  be  reduced  to  an  entirely  insignifi- 
cant value,  and  the  resulting  movement  thus  made  sensibly 
non-oscillatory.  In  such  a  case  the  mode  of  procedure 
is  the  same  as  for  the  general  case. 
h  A  form  of  curve  OABDE  in  which  the  curve  is  brought 
down  tangent  to  x  within  a  finite  distance  is  assumed. 
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.28  In  the  general  case  with  an  acceleration  curve  of  the  form 
shown  in  Fig.  2,  or  OABC,  Fig.  5,  it  is  shown  in  Appendix  No.  2  that 
there  is  but  one  particular  value  of  the  time  which  will  fit  the  various 
conditions  imposed,  and  the  time  thus  determined  is  therefore  that 
required  for  the  first  swing  to  a  maximum  value  of  y.  In  case, 
however,  the  curve  is  assumed  of  the  form  OABDE,  it  is  shown  that 
the  time  is  not  determined  by  the  conditions  thus  imposed,  and 
in  consequence  we  are  free  to  choose  any  value  of  the  time  what- 
ever, as  long  as  it  does  not  fall  below  a  certain  limiting  minimum. 
For  each  value  of  the  time  which  may  thus  be  taken,  a  correspond- 
ing chamber  will  result  suitable  for  the  realization  of  the  proposed 
program  of  acceleration,  non-oscillatory  movement  of  the  water,  etc., 
and  all  within  the  assumed  time.  In  this  manner  a  series  of  chambers 
may  be  developed  from  one  assumed  ))ase  curve  of  acceleration,  the 
required  work  for  all  cases  after  the  first  being  comparatively  small. 
An  illustrative  case  with  further  discussion  of  operative  details  will 
be  found  in  Appendix  No.  3. 


RELATIONS    BETWEEN    FORM    OF   ACCELERATION    CURVE 
AND    CHARACTERISTICS    OF   CHAMBER 

29  Regarding  the  selection  of  a  form  of  acceleration  curve  which 
will  corresj)ond  to  any  proposed  general  form  of  chamber  a  very 
little  experience  with  the  treatment  of  such  problems  serves  to  show 
the  general  type  of  acceleration  curve  produced  by  chambers  of 
cylindrical  or  tapering  form.  The  value  of  the  acceleration  starting 
at  zero  mounts  rapidly  to  a  maximum  during  the  early  part  of  the  total 
period,  and  then  falls  off  more  gradually  to  its  value  for  v  =  v^,  either 
zero  or  some  relatively  small  value,  as  shown  in  Figs.  2  and  5,  accord- 
ing as  it  is  intended  to  have  the  movement  non-oscillatory  or  to 
permit  a  small  surge  movement.  It  may  also  l)e  readily  seen  in  what 
manner  the  form  of  the  curve  should  be  modified  in  order  to  produce 
any  desired  change  in  the  amount  of  surge,  the  time  required  or  the 
general  form  of  the  resulting  chamber. 

30  A  further  important  question  in  the  case  of  non-oscillatory 
movement  refers  to  the  relation  between  the  change  in  the  time 
allowed  and  the  resulting  change  in  the  form  of  the  chamber,  the 
form  of  the  acceleration  curve  remaining  the  same. 

31  In  Appendix  No.  2  will  be  found  a  detailed  discussion  of 
these  points  including  the  development  of  such  relations  as  will 
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provide  for  the  ready  adjustment  of  a  curve  of  acceleration  suited 
to  develop  any  general  form  of  chamber  as  desired,  and  to  secure  any 
specified  program  as  regards  the  movement  of  the  water,  permissible 
extent  of  surge,  time  required,  etc. 

THE   RELATION   BETWEEN   DEMANDED   AND    REJECTED    LOAD 

32  The  general  discussion  of  this  method  of  treatment  has 
assumed  the  condition  of  demanded  load  where  any  differences  were 
involved.  It  is  evident  that  precisely  the  same  methods  may  be 
appUed  to  the  case  of  rejected  load.  The  latter  investigation  may  be 
of  special  importance  in  connection  with  the  permissible  height  of 
surge  in  case  a  moderate  surge  may  be  permitted.  It  will  scarcely  be 
necessary  to  discuss  this  case  in  detail,  or  to  develop  the  special  forms 
which  the  various  equations  will  take. 

33  An  examination  of  the  various  equations  for  this  case  will 
mdicate  that  for  a  given  program  of  acceleration,  etc.,  a  chaml:)er  of 
different  form  will  be  required  than  for  the  case  of  demanded  load. 
Or  otherwise  with  a  given  chamber,  the  program  of  water  movement, 
extent  of  surge,  etc.,  will  be  somewhat  different  from  the  case  with 
demanded  load.^ 

34  With  a  cylindrical  form  of  chamber  the  surge  for  rejected 
load  between  the  same  limits  of  velocity  will  be  more  severe  than 
for  demanded  load.  With  tapering  forms  where  for  demanded  load 
the  initial  drop  in  water  level  and  rate  of  development  of  accelera- 
tion head  are  slow  at  first,  while  for  rejected  load  they  are  rapid  at 
first,  the  .two  surges  may  become  substantially  equal  or  may  differ 
in  such  d'egree  as  can  be  determined  only  by  detailed  examination. 

35  If  for  a  chamber  developed  for  the  case  of  demanded  load  it 
is  desired  to  determine  the  detailed  results  in  the  case  of  rejected 
load,  there  seems  to  be  no  more  direct  method  than  the  regular  solu- 
tion of  the  equations  for  this  case  by  means  of  approximate  integra- 
tion and  trial  and  error  adjustment. 

SOURCE  AND  CHARACTER  OF  ERRORS 

36  The  degree  of  accuracy  which  may  be  expected  in  the  solution 
'  of  problems  of  this  character,  together  with  the  sources  of  uncertainty 

or  error  merit  brief  notice.     Errors  in  the  final  results  may  arise  from 
four  chief  causes: 
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a  The  failure  of  the  general  equations  properly  to  include  all 
the  factors  or  conditions  of  the  problem. 

b  The  adoption  of  approximate  methods  of  treatment  involv- 
ing the  omission  of  various  factors  or  the  simplifica- 
tion of  their  relations  to  the  problems,  all  for  the  purpose 
of  bringing  the  equations  or  the  resulting  conditions 
within  the  range  of  ready  mathematical  treatment. 

c  Uncertainty  regarding  the  values  to  be  ascribed  to  various 
empirical  constants. 

d    The  inaccuracies  of  numerical  computation. 

37  In  the  case  of  the  present  problem,  errors  of  class  a  may  arise 
from  the  failure  of  the  governor  to  work  perfectly,  and  from  a  slight 
change  in  the  efficiency  of  the  wheels  with  change  in  effective  head 
and  hence  in  spouting  velocity.  These  conditions  will  affect  the 
virtual  velocity  v'  and  hence  in  any  given  case  the  actual  values  of 
V  may  not  be  equal  exactly  to  those  given  by  equation  [6]. 

38  In  no  actual  case,  furthermore,  does  the  load  remain  perfectly 
constant.  In  many  cases  it  may  remain  sensibly  constant,  while  in 
some  the  governor  will  be  continually  chasing  the  conditions  devel- 
oped by  the  load,  but  never  quite  overtaking  or  controlling  them. 
Assuming,  however,  for  the  sake  of  definiteness  of  condition  that  the 
load  is  uniform  and  that  the  velocity  v'  is  properly  given  by  [6],  it 
appears  that  all  remaining  conditions  with  the  exceptions  noted  in 
Par.  39  are  properly  represented  in  the  general  equations. 

39  The  influence  of  acoustic  waves  and  their  time  element  are 
not  included  in  the  fundamental  equations  as  developed.  There  is 
good  reason  for  such  omission  in  the  fact  that  the  time  element  intro- 
duced by  the  acoustic  wave  is  small  compared  with  the  time  involved 
in  the  rise  and  fall  of  water  in  a  surge  chamber,  and  no  sensible  error 
will  result  from  such  omission  in  dealing  with  surge  chamber  prob- 
lems. On  the  other  hand,  as  is  well  known,  the  time  element  intro- 
duced by  the  acoustic  wave  must  be  considered  in  the  general  prob- 
lem of  governor  control. 

40  Errors  of  class  b  are  necessarily  present  in  all  analytical  treat- 
ments of  the  present  problem.  The  present  method  eliminates  errors 
of  this  class. 

41  Errors  of  class  c  in  the  proposed  method  of  treatment  depend 
solely  on  the  value  of  the  coefficient  for  loss  of  head  due  to  friction. 
It  will  be  noted  that  the  coefficient  b  in  the  general  equations  is  the 
only  one  which  involve?  empirical  constants  of  this  character. 
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42  Errors  of  class  d  are  wholly  under  control.  They  may  be 
reduced  to  any  desired  limit  by  a  suitable  adjustment  of  the  program 
of  numerical  computation. 

43  It  follows  in  the  proposed  method  of  treatment,  assuming  the 
conditions  of  the  problem  to  be  properly  represented  by  the  general 
equations,  that  the  only  source  of  unavoidable  error  lies  in  the  coeffi- 
cient for  friction  loss.  The  results  therefore,  when  derived  by  the 
aid  of  adequate  methods  of  numerical  computation,  must  represent 
the  consequences  of  the  assumed  conditions  with  the  same  degree 
of  accuracy  as  that  with  which  we  may  compute  the  final  effective 
head,  the  horsepower  with  an  assumed  wheel  efficiency,  or  any  other 
simple  result  for  which  the  friction  head  is  a  determining  factor. 


APPENDIX  No.   1 

GE.VERAL  EQUATIONS  OF  MOTION  FOU  THE  CASE  OF  A  CONDUIT 
MADE  UP  OF  SECTIONS  OF  DIFFERENT  SIZES  AND  HENCE  CON- 
TAINING   COLUMNS    OF    WATER    MOVING    AT    DIFFERENT     VELOCITIES 

44  The  general  equations  for  the  motion  of  the  water  in  a  pipe  line  of  uniform 
cross-section  under  the  influence  of  a  surge  chamber  have  been  so  frequently  de- 
rived and  are  so  well  known  in  the  literature  of  the  subject  that  their  derivation 
as  a  special  case  may  be  omitted. 

45  It  not  infrequently  occurs,  however,  that  the  conduit  as  a  whole  is  made 
up  of  sections  of  different  sizes  and  lengths  and  hence  at  any  instant  con- 
tains columns  of  water  of  varying  weights  and  moving  with  different  velocities. 
The  usual  equations  of  motion  which  are  based  on  an  assumed  uniform  section, 
and  hence  uniformity  of  velocity  throughout  the  conduit,  cannot  be  used  for 
this  case.  It  therefore  becomes  of  practical  importance  to  determine  the  more 
general  equations  for  this  case. 

46  Referring  to  Fig.  6  we  shall  use  the  following  notation : 
A,  i4b,  Ao  to  denote  areas  of  sections  a,  b,  c 

u.  Vh,  Vc  to  denote  velocities  in  sections  a,  b,  c 
It  will  be  noted  that  the  conditions  in  section  a  are  to  be  taken  as  standard, 
and  hence  the  area  and  velocity  for  this  section  are  denoted  by  A  and  u  without 
a  special  subscript. 

ui  =  initial  velocity  in  section  a 

U2  =  velocity  in  section  a  when  movement  of  water  level  reaches  first 

maximum 
ut  "  velocity  in  section  a  for  ultimate  steady  conditions 
m  ■»  ratio  between  velocity  in  any  section  and  that  in  section  a,  that  is 

fb  =Wb« 
To  =  rrioU,  etc. 
Hence,  we  shall  have 

A 

Ab 

Wlb 

A 

Trie 

V  =  volume  of  1  lb.  of  water 
o  ="  density 

C  -■  coefficient  in  Chezy  formula 
r  —  hydraulic  mean  radius 
u'  =■  velocity  in  section  a  which  would  carry  just  the  volume  of  water 

demanded  by  the  wheels  when  under  governor  control  during 

the  period  under  consideration 
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h  =  total  lost  head  between  intake  of  conduit  and  wheels 
Then  h  =  friction  head  +  acceleration  head 
H  =  gross  head  at  W 
F  =  area  of  surge  chamber  at  water  level 

F 
n  = 

A 

y  =  movement  of  water  level  in  surge  chamber  from  position  for  steady 

motion  with  velocity  Ux 
Y  =  movement  of  water  level  in  surge  chamber  from  static  level 
47    To  fix  the  ideas  we  shall  assume  the  condition  of  demanded  load  and  hence 
of  increasing  velocity,  and  write  the  general  equation  of  work-energy   for 
I  lb.  of  water  entering  the  conduit  at  B  and  passing  out  at  E.^    We  shall  take 


FiQ.  6    Diagram  showinq  Conduit  Line  of  Mixed  Sizes  with  Surob 
Chamber 

F  denotes  level  for  static  conditions 

'7  denotes  level  for  steady  conditions  with  velocity  ui  In  section  a 
H  denotes  level  for  steady  conditions  with  velocity  u  In  section  a 
J  denotes  level  for  actual  conditions  with  velocity  u  In  section  » 

the  datum  level  at  E  since  only  the  parts  of  the  system  Ij'ing  above  this  datum 
are  directly  involved.  At  the  point  B  we  shall  have  the  follcjwing  items  of 
work-energy  inflow: 

—  =  kinetic  energy 

Head  BR  =  potential  energy 
p 
P^V  =  —  =  work  done  on  entering  pound  of  water 

These  constitute  the  total  work-energy  input  at  B. 


*Tha  Influence  due  to  antrance  head  at  the  intake  of  the  conduit  Is  omitted  as  usually  too  small 
to  be  of  Blgnlfieanca. 
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48  Corresponding  and  equal  to  this  total  input,  we  have  a  threefold  sub- 
division as  follows: 

a    A   part  is   represented  by  the  work  required  to  overcome  frictional 

resistance  in  the  conduit. 
b    A  part  is  represented  by  increase  in  the  kinetic  energy  of  the  water  in 
the  conduit  which  is  undergoing  continuous  acceleration  and  hence 
is  increasing  in  energy  content, 
c    The  remainder  is  represented  by  the  work-energy  output  at  the  point 
E. 
Taking  first  the  work  required  to  overcome  the  skin  friction  in  the  conduit,  we 
have  for  any  section  of  length  L,  hydraulic  radius  r,  coefficient  C and  velocity  v. 
Then 

loss  of  head^  =  — — 
CV 

49  This  is  commonly  called  loss  of  head.  It  is  readily  seen  that  in  effect  it  is 
the  measure  of  the  work  required  to  overcome  the  frictional  resistance  through- 
out a  conduit  of  length  L  per  lb.  of  water  entering  or  leaving,  or  in  general 
per  lb.  of  water  flowing  past  any  given  section.  In  the  present  case  all 
quantities  are  taken  per  lb.  of  water  so  that  for  any  section  in  general,  we 
shall  have  for  the  work  expended  in  friction 

work  =  — — 
For  the  entire  conduit  made  up  of  sections  of  mixed  sizes,  we  shall  have 

where  S  denotes  simply  the  summation  of  the  series  of  partial  amounts  for  each 
individual  section  of  the  total  conduit.    But,  in  general  v  =  mu  and  hence 


work  =  2  (  '^  I  = 


50    We  have  next  for  the  kinetic  energy  in  any  section  of  the  conduit 

rALv^ 


energy  =  K  = 


2g 


Then  in  time  dl  this  is  subject  to  change  (in  the  present  case  increase)  by  the 
amount 

g  at 

Now  for  1  lb.  to  enter  at  B  or  to  pass  E  or  in  general  to  pass  any  given  point, 

the  time  is  • 

1 
dt  =  -— 
aAv 

*ThU  follows  directly  from  the  Chezy  formula. 
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Substituting  this  value  of  di  in  the  above  value  of  dK  we  have 

gdl 

Hence  the  total  amount  of  wiergy  absorbed  in  the  acceleration  of  the  contents 
of  the  entire  conduit  will  be 

/  Ldv 

\  gdt 

But  since  in  general  v  =  mu,  we  have 


and 


dv  du 

—  =  m  — 
dt  dt 


I  Ldv  \      du     I  mL 
XdK  =  S     — -  )  =  —  S 
\   gdt  I       dt 


51    Finally,  at  the  point  of  exit  E,  we  have  the  following  items  of  work-energy 

output 

u*       ... 

—  =  kinetic  energy 

Pe 
Pb  V  =  —  =  work  done  on  outgoing  lb.  of  water 
<r 

Hence,  collecting  and  equating  we  have 

2g  a  \   C'r  \    g       dt        2g        a 


But 


Hence 


Also 


v^L             I  m}L\  ,  ,  .     .       ,      J 

2  — -  =  m'S  ( =  total  friction  head 


r      /m^L\       1 


=  FH 


^  =  JE 


Hence  [10]  is  eqivalent  to 

/mL\  du 


7:('^)^  =  MR-{FH  +  JE)  =HJ  nil 

\9   /  dt 


Hut 

HJ  =  y  -  GH 
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and 


QTT  _  prj  _  pp  _  /  difference  of  total  friction  and  velocitj' 
\  heads  for  velocities  Ui  and  u 


Hence,  we  have 


GH  = 


and  (11)  becomes 


„  /m*L\        1 


(u»  -  «i») 


(mL\  du 


/m^L\    .     1 


(m»  -  Ml*). 


[12] 


It  thus  appears  that  in  such  a  conduit  with  mixed  sizes  the  virtual  or  equiva- 
lent length  in  the  term  involving  acceleration  is  2mL  while  in  the  term  involv- 
ing friction  the  virtual  term  —  is  2  I 

CV  V  C2r 

52  In  accordance  with  the  preceding  notation,  the  amount  of  water  required 
at  any  given  instant  during  the  period  of  change  is  uA.  The  amount  which  is 
coming  through  section  a  of  the  conduit  is  uA.  Hence,  assuming  u>u  the 
remainder  must  come  from  the  surge  chamber.    In  general,  we  shall  have 

u'A  =uA  ■\-  F^ 
at 

or 

P'dy  dy      .  ,         ^ 

Adt  dt 

Also  h  =  friction  head  plus  acceleration  head  or 
fm}L\  (mL\  du 

\C^rJ        ^     \g  I  dt 

where  ha  represents  the  sensibly  constant  friction  loss  in  the  section  of  the 
conduit  between  the  surge  chamber  and  the  wheels,  and  which  may  be  based 
on  a  sensibly  uniform  velocity  corresponding  to  «3  in  section  a.  Frequently 
this  term  h^  will  vanish.  Then  for  constant  power  during  the  period  under 
consideration  we  shall  have 


.[13] 


[13], 


Hence 


u'A  (H  -  h)  =  uzA  (H  -  hi) 
(H  -  hi) 


u     =  Uz 


(H-h) 


[14] 


53  It  is  evident  that  the  total  friction  head  as  a  part  of  h  and  A2  must  be 
found  by  summing  the  friction  heads  for  the  various  parts  of  the  entire  line 
including  the  penstock  p.  It  should  also  be  noted  that  the  pipe  p  is  carry- 
ing the  total  volume  of  water  while  the  conduit  abc  is  carrying  only  a  part. 
The  velocities  in  these  various  sections  must  therefore  be  taken  accordingly. 
No  sensible  error  will  be  involved  if  the  velocity  in  p  is  taken  as  uniform  and 
of  such  value  as  to  correspond  to  Ui  in  section  a.  Rewriting  [12],  [13]  and  [14] 
to  bring  them  together,  we  have 
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mL 

9 


du 


dy_ 
di 


I  m}L  \        1 


(«*  -  tii») 


[151 


'=  \  u    —  u 


"3 


.[16] 


(H  -  ft.) 

{H  -h) 


[171 


54  If  the  conduit  is  of  uniform  section  then  m  becomes  1  in  all  cases  and 
putting  L  the  length  of  the  conduit  for  XmL  and  Sm'L  and  writing  now  v 
instead  of  u,  we  have 


L  dv 
g  dl 


CV  '^2g 


fi' 


[181 


55  Equations  [16]  and  [17]  remain  the  same  in  form  for  this  case  as  for  the 
more  general.  If  we  neglect  the  influence  due  to  governor  control  and  assume 
that  the  flow  of  water  is  uniform  in  volume  and  equal  to  UiA  then  u'  becomes 
uj  and  equation  [17]  may  be  discarded. 

56  A  comparison  of  equations  [15]  and  [18]  shows,  as  might  be  expected,  that 
the  equation  for  a  conduit  with  mixed  sizes  is  similar  in  form  to  that  with  uni- 
form size,  but  with  different  coeflScients  for  the  terms  involving  acceleration 
and  friction.  It  also  appears  that  by  using  the  velocity  and  acceleration  in 
some  one  section  as  standard,  the  case  with  mixed  sizes  may  be  thus  reduced  to 
an  equivalent  or  virtual  case  with  uniform  size, 

57  The  preceding  various  equations  in  the  form  given  apply  to  the  case  of 
demanded  load.  For  the  case  of  rejected  load  the  modifications  are  readily 
made.    The  resulting  equations  are 


-^{T)ir-^-[^m)-ry-'-^ 


[19] 


dy 

n  — 
dt 


(u  -  u') , 


[20] 


u    =  Ut 


(H-  h») 
(H-h) 


[21] 


'-i-c'7)'-Mfy>'" '^"' 
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THE     DERIVATION     OF    SCALE     RATIOS     AND      NUMERICAL     RELATIONS 
FOR  ANY  GIVEN  ACCELERATION  CURVE 

58  Referring  to  Fig.  2,  the  following  notation  will  oe  used. 
X   to  denote  the  abscissa 

z  to  denote  the  ordinate 

a  to  denote  the  scale  ratio  for  z 

0  to  denote  the  scale  ratio  for  x 

R  to  denote  the  area  of  acceleration  curve  OABC 

Then  for  the  acceleration  corresponding  to  any  point  on  the  curve,  we  have 

dv 

—  =  at 

dl 

For  the  time,  we  have 

T  =  px 

or  otherwise iS  la  the  value  ot  tne  time  interval  or  unit  adopted  for  x. 

59  From  equations  [1],  [2]  and  [6]  we  have 

y  =  a^+b{v^-v,*) [221 

dt 

dy^-:^ ; (231 

dt  n 

V   =Vi— 124J 

Jti  ^  n 


Differentiating  [22],  we  have 


Whence  from  [23]  and  [25] 


■r  =  a—-+2bv— 25 

dt  dt*  '    dt 


V    —  V         d^v        ,    dv  ,^. 

=  o:^+26t;- [26] 

n  dt^  dt 


60  At  the  end  of  the  period  under  consideration  both  v  and  v  become  Vi. 
Hence  v  —  v  =0  and  we  must  have  as  a  necessary  condition  at  the  end  of  such 
period 

a—  =  -2bvt— [27 

if  dt 

338 
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But  referring  to  the  assumed  curve  of  acceleration,  we  have 

dv 

and  \ [281 

^  _      ^  _ 

dl'^   ~      dt  ~  0  dx  ) 

Hence,  substituting  these  values  in  [27],  we  have 

aa  dz 

=   —  2bViaz 

fi   dx 

Whence 

dz 

dx  2bvi0 

z  a 

dz 


Putting        =  m  and  solving  for  /9  we  have 
dx 

—  am  .    . 

2bviZ 

61  It  thus  appears  that  the  general  equations  involve  arelation  which  takes 
such  form  where  y  becomes  a  maximum  at  the  end  of  the  period  (and  hence  at 
the  terminal  end  of  the  acceleration  curve),  as  to  provide  for  the  determination 
of  the  time  scale  j8  and  hence  of  the  time  T  which  will  be  required  on  the  pro- 
gram resulting  from  the  acceleration  curve  assumed.  In  other  words,  the  curve 
as  assumed,  in  conjunction  with  the  constants  c,  b  and  the  final  velocity  Vj  will 
admit  of  but  one  value  of  the  time,  and  hence  one  value  of  the  time  scale  /3  as 
determined  by  [29]. 

62  Again  from  the  relations  involved  we  have 


whence 


and 


afiR  =  total  change  in  velocity  =  (v2  —  vi) 


0^=^"^ 130] 

R 


a  = 


"'-''       131] 


fl/3 


It  remains  to  determine  vt.  The  actual  relations  of  vi  and  ht  are,  however, 
implicit,  and  hence  a  value  of  fi  must  be  found  by  trial  which  will  result 
in  satisfying  equations  [29]  and  [30]  and  also  the  following: 

dv 

hi  =  fvr  -\-ho-\-  a  -— 
at 

dv 
-—=  az 

dt 

vz  (H  -  h) 

Vi  =  • ^ ; 

H  -hi 
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For  demanded  load,  vt  will  slightly  exceed  v».  Often  the  difference  will  be 
too  small  to  be  of  significance.  In  any  case,  the  value  is  readily  found  by 
trial  substitution  in  the  above  equations. 

63     Likewise  in  general,  change  of  velocity  for  any  period  of  time  equals 
area  of  corresponding  part  of  acceleration  curve  multiplied  by  afi  or 


,„=^^J... 


.132) 


That  is,  at  any  point  as  E  the  change  of  velocity  will  equal  a/3  X  area  OAE. 

Let  OFD  be  the  integral  curve  of  OAB,  that  is,  a  curve  such  that  any  ordinate 

EF  is  proportional  to  the  area  OAE.    Then  ordinates  similar  to  EF  represent 

areas  similar  to  OAE,  and  it  follows  that  in  order  to  transform  the  ordinates  of 

OFD  into  velocity  changes  we  have  only  to  multiply  by  the  value  of  a/3  as  found 

in  [29].    Likewise,  if  we  multiply  the  ordinates  of  the  acceleration  curve  OAB 

dv 
by  a  we  shall  have  the  corresponding  value  of  the  actual  acceleration  -— • 

at 

From  equation  [22)  we  are  now  able  to  derive  the  values  of  y  and  to  plot  them 

if  desired. 


ABC 
PlO.  7      DlAQBAM  SHOWING  MbTHOD  OF  FINDING  TaNGBNT  LiNE  TO  A  GIVEN 


CORVB 


dy 
64    To  derive  the  values  of  —  we  proceed  as  follows : 
dt 


In  Fig.  7  let  <SPr  be  an 


arc  of  any  curve  for  which  AS,  BP  and  CT  are  three  consecutive  ordinates 
separated  by  equal  spaces  h.  Then  it  is  well  known  that  for  a  second-degree 
parabola'  passing  through  S,  P  and  T  the  tangent  at  the  point  P  is  parallel  to 
the  chord  ST.  Now  if  the  points  S  and  T  are  not  too  far  removed  from  P,  a 
second-degree  parabola  will  lie  very  close  to  the  actual  curve,  and  the  tangent 
to  the  parabola  at  P  will  lie  very  close  to  the  tangent  to  the  given  curve  at  the 
same  point.  That  is,  under  the  circumstances  specified,  it  is  clear  that  the 
two  curves  at  P  will  have  sensibly  the  same  direction  and  hence  the  tangent 
found  in  this  manner  will  give  a  good  approximation  to  the  true  value.  Hence, 
if  we  denote  the  ordinates  by  subscripts  1,  2,  3.  we  shall  have 


yt-  Vi^ 

2h 


[33] 


'Mathematical  Treatment  of  Continuous  Functions  by  Approximate  Methods,  Sibley  Journal  of 
EnglQeerlnK,  January  1804. 
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This  gives  a  numerical  method  for  finding  -j  for  the  curve  of  y  on  time  at  all 

except  the  first  and  last  points. 

65  For  points  such  as  S  and  T  (Fig.  7)  it  has  been  shown»  that  the  values  of 

—  for  the  second-degree  parabola  are  as  follows: 
dt 

dy\  ^  4yt  -  3?/,  -  t/s  ^g^j 

ctt/i  2h 

dy\  ^   yi  +  3i/3  -  4r/t  |35j 

dy  .        , 

66  Instead  of  the  preceding  method  of  finding  values  of  —  involving  the 

numerical  differentiation  of  the  y  curve,  we  may  utilize  [25]  giving: 

du       I o,a.\  dz        „  , 
di       \0  J  dx 
or 

^-y^J^'^;  +  2bvz) 1361 

dt  \  fidx  J 

The  determination  of  —  in  this  manner  involves  the  differentiation  of  the  z 

dt 
or  acceleration  curve  instead  of  the  y  curve,  and  may  in  certain  cases  be  the 
more  useful  mode  of  procedure.  In  particular,  it  permits  of  finding  the  value  of 
»  for  any  point  on  the  z  curve  in  advance  of  the  work  required  to  determine  the 
values  of  ?/.  ,       . 

67  This  method  permits  therefore,  in  particular,  the  determination,  inde- 
pendently of  y,  of  the  size  of  the  chamber  at  the  top  and  near  the  bottom  and  at 
one  of  two  intermediate  points  as  desired,  thus  indicating  the  general  size  and 
character  of  the  chamber  which  a  given  acceleration  curve  will  produce.  To 
this  end,  from  (23]  we  write 


V 


m 


(f^-O'  ^"'-MjI--) 


[37] 


68    At  the  initial  instant  when  time  -  0,  we  have 


"'H-h, 


V    =  9\ 

z   =  0 


•Mathematical  Tieatment  of  Continuous  Functions  by  Approximate  Methods,  Sibley  Journa 
of  Engineering,  January  1894. 
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Hence  at  the  point  for  T  =  0  we  have 

v'  —  Vi       I   flj8*  \  V  —Vi 


no 


/   R&>'  \  v'-t 
\vi  —  v\)     dz 

I      n 


[381 

aa   dz        \vi  —  V\]      dz 

a- 
0    dx  dx 


dz 
The  value  of  —  is  to  be  found  as  in  [34]  and  then  bv  substitution  in  [38]  the 
dx 

value  of  n  for  the  point  where  y  =  Oia  immediately  found.  A  numerical  example 
of  these  computations  will  be  found  in  Appendix  No.  3. 

69  If  the  influence  of  governor  control  is  neglected,  v'  =  vi  continuously 
and  the  equations  become  somewhat  simplified  as  follows:  For  the  value  of  n 
at  any  given  point  we  have  from  [37] 


(a  dz  .      \ 


vi  —  vi  I  adz    ,    „, 

-—  +  2hvz 
0  dx 


For  the  value  of  n  at  the  beginning  of  the  period  when  2  =  0  and  w  =  Vi  we 
have 

no=  -5- [40] 

dz 

°^ 

dz 
In  equations  such  as  [36],  [37],  [39]  the  algebraic  sign  of  —  must  be  carefully 

dx 

noted. 

70    It  is  seen  that  at  the  end  of  the  period  both  (v    —  v)  and  —  become  zero 

dl 

together,  so  that  the  value  for  this  point  becomes  indeterminate.  By  the  usual 
mathematical  methods,  the  expression  for  n  at  this  point  may  be  evaluated  and 
the  resulting  value  of  n  found.  In  general,  however,  this  will  be  quite  unneces- 
sary since  the  methods  previously  given  provide  for  the  determination  of  the 
size  for  any  point  as  near  the  end  as  may  be  desired.  Thus  the  determination  of 
the  size  for  the  point  where  i  =  9  on  a  scale  of  10  will  in  general  give  a  value 
sufficiently  near  for  any  possible  practical  purpose. 


MAXIMUM  VALUE  OF  Jf 
Amount  of  Surge 

71     The  maximum  value  of  y  will  be,  of  course,  the  value  for  the  close  of  the 
period  and  when  v'  =  v  =vt.    Substitution  in  [22]  gives 


4 


dv\ 
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72    The  movement  for  ultimate  steady  conditions  is  b  (vt*  —  vi^).     The 
difference  will  be  the  surge.     Hence  we  have 

dv 

Surge  =  a  —  +  b  (r,'  -  r,») [41] 

at 

dv 
or  again  substituting  for  — we  have 
dt 

Surge  =  aaz  +  6(vj»  -  r,») [42] 

The  value  of  z  used  in  [42]  must,  of  course,  be  that  for  the  close  of  the 
period  or  at  the  terminal  end  of  the  acceleration  curve.  The  amount  of 
surge  may  therefore  bo  computed  from  [41]  or  [42],  or  inversely  the  characteris- 
tics of  the  acceleration  curve  may  be  adjusted  in  such  manner  as  to  secure  a 
surge  of  any  specified  limiting  value. 


DETERMINATION   OF  SCATiE  RATIOS  AND  NUMERICAL  RELATIONS  FOR  THE  CASE  OF 
NON-OSCILLATORY  MOVEMENT 

73  If  the  curve  of  acceleration  for  non-oscillatory  movement  is  taken  as 
OABC(Fig.  5),  then  the  program  of  operation  is  exactly  the  same  as  thatfor  any 
curve  in  general,  and  as  already  described.  It  should  be  especially  noted,  how- 
ever, that  in  order  to  insure  the  conditions  for  a  vanishing  value  of  the  surge, 

/dz\ 
the  relation  between  the  values  of  Zio  and  (  —  )      must  be  adjusted  so  as  to 

\dxJio 

give  a  large  value  of  /3.  This  is  apparent  from  [41]  or  [42].  By  appropriate 
adjustment,  therefore,  the  conditions  may  be  determined  so  as  to  produce 
a  surge  of  0.5  ft.,  0.1  ft.,  or  any  other  value  which  may  be  considered 
negligible. 

74  In  case,  however,  the  curve  of  acceleration  is  taken  as  OABDE,  then  at 

dz 
the  point  of  coincidence  with  the  axis  of  x  we  have  z  =  0  and  —  =  0  or  otherwise 

I  dv  /3  d^v  ^^  dy 

=  0  and —  =  0  [28].     Hence,   referring  to  [25],  it  appears  that  — 

a  dl  a    dl^  dt 

at  this  point  will  become  zero  independent  of  the  values  of  /3  and  a  or  in  other 

words,  for  all  values  of  /3  and  a.     It  results  that  we  are  free  in  this  case  to 

choose  /3  at  will.    The  outline  of  the  procedure  is  therefore  as  follows: 

75  The  area  is  found  as  in  the  previous  case.    As  before 

Vt  —  Vi 

aP  = 

R 

Assuming  /3  at  will,  gives 

ft— ft 

We  then  proceed  in  exactly  the  same  manner  as  before  with  the  determination 
of  the  various  quantities,  resulting  in  the  ultimate  determination  of  the  values  of 
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n  and  of  the  size  and  form  of  the  chamber.  The  value  of  ymtLx  in  this  case  is  always 

J/nukx   =   b  {Vt*  —  Vi*) 

and  equals  the  fall  of  water  to  the  level  for  steady  conditions  for  velocity  = 
vt.  The  value  of  the  surge  is  of  course  zero  by  condition.  The  value  of  n  for 
T  =  0  is  given  by  [38]  as  in  the  more  general  case.  The  value  of  n  for  the  end  of 
the  period  is  indefinite  as  in  the  general  case.  This,however,  is  a  matter  of  no 
significance  since  the  dimensions  and  form  of  the  chamber  are  sufficiently  deter- 
mined otherwise. 

76  For  varying  values  of  /3  it  is  evident  that  since  the  area  of  the  acceleration 
curve  R  remains  the  same,  the  value  of  a0  will  remain  unchanged,  and  hence  the 
entire  history  of  the  velocity  in  its  change  from  vi  to  vz.  Also  it  is  evident  that 
a  will  vary  inversely  as  p.    Hence  in  the  value  of  y,  as  given  in  [22],  the  term 


^ 
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_^ 
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o  —  or  aoa  is  the  only  one  undergoing  change,  and  this  varies  directly  as  a  or 

A 

inversely  as  /3.  Hence  for  example  if  /9  be  doubled  the  values  of  a  —  will  be  halved 

di 

and  the  new  values  may  be  therefore  immediately  written  from  the  old.  The 
values  of  v  also  remain  the  same  and  hence  of  v'  —  v.  Hence  for  a  determina- 
tion of  the  form  of  chamber  corresponding  to  a  new  value  of /3  a  part  only  of  the 
entire  program  of  computation  is  required,  and  a  series  of  chambers  correspond- 
ing to  a  series  of  values  of /3  may  therefore  be  quickly  derived,  once  the  results 
for  a  single  case  are  in  hand.  At  the  initial  level  the  area  of  the  chamber  will 
vary  as/3'  as  in  the  more  general  case  and  as  shown  by  [38]. 

77    The  value  for  n  for  an  intermediate  point  is  also  readily  found  by  the  use 
of  [37].    In  this  expression  j9  is  the  only  term  which  changes  its  value  and  hence 

dz 
for  a  given  intermediate  value  of  v  we  may  find  the  value  of  —  once  for  all  and 

dx 

then  find  a  series  of  values  of  the  ratio  n.  By  the  use  of  these  direct  methods 
values  of  n  for  the  initial  level  and  for  two  other  points,  one  near  the  middle 
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and  one  near  the  end  of  the  period,  may  be  quickly  found  for  a  wide  range  of 
values  of  /3.  The  values  of  y  for  such  intermediate  points  are  then  found  from 
(221  and  such  values  of  y  and  n  together  with  those  for  the  initial  level  will 
aerve  to  determine  the  character  of  the  chambers  in  general  terms. 

DETERMINATION    OF    MINIMUM     CHAMBER     FOR     NON-OSCILLATORT    MOVEMENT    OF 

THE     WATER 

78  While  it  is  true  that  with  a  form  of  acceleration  curve  such  as  OABDE 
the  equations  nuiy  be  fulfilled  for  any  value  of  /3  or  any  value  of  the  time  al- 
lowed, yet  the  case  will  fail  physically  if  the  time  is  too  short.  The  condi- 
tions determining  such  limit  may  be  investigated  as  follows:  Rewriting  equa- 
tion [22]  we  have 

y-a— -|-b(w*  —  f  i«) 
dt 

or 

y  =  aaz  -^-h  {v*  —  Wi*) 

79  Now  plotting  separately  each  of  the  two  terms  of  the  value  of  y  and 
taking  y  positive  downward,  it  is  seen  (Fig.  8)  that  they  are  of  the  forms 
indicated  by  OABC  for  aaz  and  ODE  for  b  {v^  -  Vi*).  In  each  case  the  curves 
have  a  horizontal  tangent  at  the  end  of  the  period,  and  hence  their  sum,  the 
curve  of  y  will  have  a  horizontal  tangent  at  the  same  point,  as  ia  required  for  a 
maximum  or  minimum  value. 

80  Now  change  of  j8  results  in  leaving  the  curve  ODE  the  same,  but  in  chang- 
ing the  scale  of  OABC.    Hence  with  a  large  value  of  /3  and  therefore  a  small 

dv 
value  of  a  and  a  correspondingly  small  value  of  the  ordinates  of  aat  =  a— 

we  shall  have  a  curve  of  y  somewhat  as  indicated  by  the  line  OFE  in 
which,  as  shown,  the  water  level  sinks  somewhat  rapidly  at  first  and  then  more 
and  more  slowly  until  it  finally  settles  to  E,  reaching  at  this  point  its  maximum 
value.  Suppose, however,  the  value  of  /3  reduced  to  half  its  value  for  this  case. 
Then  the  ordinates  o{  OABC  will  be  multiplied  by  two  and  adding  such  in- 
creased values  to  ODE,  we  shall  have  a  result  somewhat  as  in  OGHE,  where  as 
seen,  the  curve  cuts  the  level  PE  at  G,  drops  below  to  a  maximum  at  //  and 
again  rises  through  a  point  of  inflection  to  a  minimum  at  E.     But 

OP  =  b  (t;,«  -  vi^) 
lience  at  the  |)oiiit  G  we  have 

dv 

y  =  a—  +  b  (v*  ~  t>i*)  =  b  {vt*  —  Vi*) 
dl 

dv 
and  since —  =  a2,  we  find 
dt 

aaz  =  b  [Vi'  —  V*) 

Substituting  from  [31]  for  a  and  solving  for/3 

az(v,-vO    

bR  (y,«  -  v») 
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81  Now  if  we  take  the  values  of  z  and  v  corresponding  to  a  point  very  near  the 
end  of  the  curve,  say  where  x  =  9  on  a  scale  of  10,  we  shall  find  the  value  of  & 
which  would  cause  the  y  curve  to  dip  across  the  line  PE  at  this  point.  Some 
such  value  may  be  taken  as  the  minimum  value  of /3  consistent  with  a  substan- 
tial fulfillment  of  the  condition  of  no  surge. 

82  The  crossing  of  the  y  curve  below  PE  and  its  later  return  upward  while  the 
velocity  is  still  increasing  toward  its  value  vi  represents  an  impossible  set  of 
physical  conditions  and  the  method  of  computation  if  carried  forward  would 
give  an  impossible  form  of  chamber.  Hence  if  we  employ  with  the  given  acceler- 
ation curve  a  limiting  value  of  /3  found  as  suggested  in  Par.  80,  it  will  produce 
down  to  the  level  PE  a  form  of  chamber  consistent  with  the  physical  conditions 
and  which  will  drop  the  water  level  to  PE  at  a  time  equal  to  9/3,  for  example; 
If  the  chamber  is  then  continued  down  as  conditions  may  require  and  of  sub- 
stantially the  same  area,  it  will  mean  simply  a  chamber  in  which  the  specified 
conditions  of  the  acceleration  curve  at  the  end  of  the  period  would  be  imper- 
fectly fulfilled,  and  in  which  there  might  result  an  infinitesimal  surge.  Such 
chamber  would,  however,  practically  fulfil  all  requirements  for  determining  a 
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movement  of  the  water  substantially  non-oscillatory,  and  might  be  taken  as 
the  smallest  with  which  such  conditions  could  be  secured,  at  least  on  the  basis 
of  the  assumed  acceleration  curve. 

relation  between  form   of   acceleration   and  form  and    dimensions 

OF  chamber 

83  Suppose  the  assumed  acceleration  curve  to  be  OABC.  Fig.  9.  Let  the 
value  of  /9  be  determined  from  [29].  Consider  the  result  of  slight  modification 
at  the  end  as  indicated  at  BD  or  BE.  For  BD  the  value  of  Zio  is  increased  and 
that  of  m,  the  tangent  of  the  slope,  is  decreased.  Hence  /3  will  be  decreased. 
For  BE  the  changes  are  in  the  reverse  direction  and  the  value  of  /3  will  be  in- 
creased. By  a  little  trial  adjustment  the  form  of  the  curve  may  be  so  modified 
as  to  give  within  limits  any  desired  value  of  /3. 

84  If  now  we  suppose  the  form  of  chamber  corresponding  to  the  curve  OAC 

to  be  determined,  then  it  is  evident  that  the  areas  OABD  and  OABE  will  differ 

but  slightly  from  OABC.    Hence  to  a  first  approximation  R  and  o/3  in  [30]  and 

[31]  will  remain  the  same  while  a  will  vary  inversely  as/3.    It  will  result  that  the 

values  of  v  and  hence  of  b  (y*  —  ;>i')  will  remain  sensibly  the  same  and  hence  that 

the  change  in  the  values  of  y,  equation  [22],  will  be  determined  by  the  change 

,  dv 

in  the  term  a  —  =  aaz. 
dt 
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85  The  new  value  of  tlie  surge,  [41]  or  [42],  is  also  quickly  found  as  well  as 
the  values  of  n  for  the  beginning  and  one  or  two  other  points  on  the  curve  by 
[37]  and  [38].  If  these  indications  justify,  the  form  and  dimensions  of  the  cham- 
ber may  then  be  developed  in  detail  by  the  regular  treatment  of  the  new  curve 
OABE  or  OABD. 

86  Referring  further  to  the  area  at  the  level  for  T  =  0  it  appears  from  [38] 
that  in  such  a  case  the  value  of  n  will  vary  directly  as  /3*  and  hence  for  chambers 
of  similar  forms  corresponding  dimensions  will  vary  directly  as/3.  The  resulting 
change  in  area  or  diameter  of  chamber  at  the  level  where  T  =  0  is  thus  apparent. 
If  it  is  desired  to  hold  the  upper  diameter  or  area  within  some  specified  limits, 
the  slope  of  the  curve  may  be  correspondingly  modified.  Thus,  if  the  change  is 
in  the  direction  BE  the  result  will  be  an  increase  in  the  values  of  /3  and  of  the 
diameter  of  chamber  where  T  =  0,  both  sensibly  in  the  same  ratio.  If  at  the 
same  time,  however,  the  slope  of  the  curve  at  the  origin  is  increased,  as  indi- 
cated by  the  dotted  line,  this  latter  modification  will  serve  to  counteract  more 
or  less  the  change  due  to  varying  /3  and  hence  by  adjustment  between  the  two 
any  specified  or  limiting  value  of  this  diameter  may  be  determined. 
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Fig.  10  Diagram  illustrating  Relation  between  Form  of  Chamber 
AND  Characteristics  of  Acceler.\tion  Curve 

87  By  the  aid  of  [30],  [31],  [32],  [37]  the  general  results  of  any  small  modifi- 
cation in  the  form  of  the  acceleration  curve  may  be  analyzed,  showing  the 
character  of  change  in  the  form  of  the  chamber.  Thus,  in  Fig.  10,  let  the  origi- 
nal curve  indicated  by  the  full  line  be  modified  as  indicated  by  the  dotted 
line.  For  the  purposes  of  such  an  analysis  the  new  curve  may  be  divided  into 
the  following  parts: 

OA  and  DE  remaining  the  same  as  before 
AB  with  increased  negative  slope  and  decreased  ordinate 
BC  with  the  same  slope  sensibly  and  decreased  ordinate 
CD  with  decreased  negative  slope  and  decreased  ordinate. 

88  The  analysis  need  not  be  given  in  detail.  Having  in  view  the  direction 
and  relative  quantitative  amounts  of  change  in  the  various  quantities  in- 
volved, the  changes  in  the  area  of  chamber  will  be  as  follows: 

Period  Corresponding  to  Change  in  Area  of  Chamber 

OA decrease 

AB from  decrease  to  small  and  uncer- 
tain and  then  increare 

BC increase 

CD from  increase  to  small  and  un- 
certain 
DE small  and  uncertain 
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89  There  are  many  other  minor  points  of  relationship  between  the  form  of 
the  curve  of  acceleration  and  the  resulting  form  of  the  chamber,  the  amount  of 
surge,  the  characteristics  of  the  movement  of  the  water,  etc.,  which  will  occur 
to  anyone  dealing  with  actual  problems,  but  which  are  scarcely  of  sufficient 
importance  to  warrant  further  detailed  notice.  It  results,  however,  th.it  the 
acceleration  curve  may  by  such  means  be  quickly  and  readily  adjusted  to  de- 
velop within  limits  a  chamber  of  any  desired  general  character  of  form,  and  to 
fulfil  any  predetermined  or  specifiedprogram  as  regards  the  movement  of  the 
water  surface,  extent  of  surge  and  time  required. 


APPENDIX    No.    3 


ILLUSTRATIVE    CASES 

90  Two  or  throe  illustrative  cases  may  be  drawn  from  the  problem  which  has 
f^iven  rise  to  the  development  of  this  particular  method.  This  problem  is  con- 
cerned with  the  control  of  the  water  in  the  Los  Angeles  aqueduct  at  one  of  the 
power  sites  where  the  jjrincipal  conditions  are  as  follows: 

91  The  water  is  to  be  led  through  a  cement  lined  rock  tunnel  a  distance  of 
about  41,000  ft.  to  the  power  drop  whence  a  penstock  of  about  3150  ft.  in  length 
will  lead  to  the  power  house.  The  upper  portal  of  the  tunnel  is  under  a  positive 
head  varying  with  the  stage  of  the  reservoir  but  which  may  be  taken  at  85 
ft.  maximum.  The  total  drop  through  the  tunnels  is  58.8  ft.,  made  up  of  two 
gr.-idients,  26,800  ft.  for  the  first  section  on  a  gradient  of  0.001  and  14,100  ft.  for 
the  second  section  on  a  proposed  gradient  of  0.0023.  The  fall  at  the  power 
drop  is  808  ft.  and  the  total  gross  head  is  808  +  58.8  +  85  =  951.8  or  952  ft. 

92  The  maximum  amount  of  water  to  be  handled  is  1000  cu.  ft.  per  sec.  and 
the  actual  amount  will  be  in  accordance  with  the  momentary  power  demand 
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Fio.  11     Diagram  showing  Type  Curvib  op  Acceleration  with  Result- 
ing Velocities  plotted  on  Time 

up  to  this  value  as  a  maximum.  The  two  sections  of  the  tunnel  are  aot  of  the 
same  size,  and  thevelocitiesof  flow  will  therefore  not  be  equal.  For  purposes  of 
preliminary  study,  however,  a  uniform  conduit  of  100  sq.  ft.  section  was  as- 
sumed, thus  giving  a  maximum  velocity  of  10  ft.  per  sec.  It  thus  appears  that 
under  maximum  conditions  the  tunnel  as  a  whole  will  contain  some  128,125  tons 
of  water,  which  moving  at  a  velocity  of  10  ft.  per  sec.  would  have  a  kinetic  energy 
of  200,000  foot-tons  in  round  numbers.  Again,  it  appears  from  computations 
which  need  not  here  be  repeated  that  without  the  aid  of  a  surge  chamber  in 
developing  an  acceleration  head  the  time  of  acceleration  from  a  flow  of  600  cu. 
ft.  per  sec.  to  990  cu.  ft.  per  sec.  when  1000  ft.  are  called  for  would  be  some  40  to 
50  seconds.  To  relieve  the  conditions  which  would  result  from  the  accelera- 
tion or  retardation  in  this  manner  of  the  7.76  miles  of  watercolumn  during  peri- 
ods of  change  for  both  demanded  and  rejected  load,  a  surge  chamber  of  cement 
lined  rock  excavation,  preferably  of  conical  or  vase-like  form,  is  contemplated 
at  the  end  of  the  lower  tunnel  and  at  the  top  of  the  power  drop. 
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93  Many  alternative  studies  have  been  made  for  this  chamber  based  on  a 
variety  of  operative  conditions.  Certain  of  the  preliminary  studies  based  on  an 
assumed  uniform  section  of  tunnel  may  be  here  used  for  illustrative  purposes. 

Case  1 

L 

94  For  the  numerical  coefficients  a  =  —  and  h,  we  have  in  the  present  case 

g 

a  =  1285 

b  =  1.2 
also 

vi  =  6.0 

Vi  =  10.0 
For  the  friction  head 


also 


Af=    (1.2 )i;2  +  20  =  1.1844  z;2  + 20 


H  =  950 


5  10 


3^ 


:jOO  400 

Time  in  seicnds 


500 


TOO 


Fig.  12    Diagram  showing  Acceleration  plotted  on  Time  for  Four 
Different  Cases 

(1)  Ace.  head  for /3=.  40.70 

(2)  Aoc.  head  tor  ^  =  48. 95 

(3)  Ace.  head  for /3  «  58.80 

(4)  Aec.  head  for /3  =  68.80 


95  For  the  type  curve  of  acceleration  the  curve  .4jBC  CFig.  11),  was  assumed. 
The  numerical  values  of  the  ordinates,  which  we  may  denote  by  z,  are  given  in 
column  2  of  Table  1,  the  scale  being  entirely  arbitrary  and  these  numbers  at 
present  having  no  physical  meaning.  The  assumed  curve  is  first  integrated 
by  any  of  the  well  known  methods  and  the  resulting  values  placed  in  column 
3.  Trapezoidal  integration  has  been  used  throughout  in  this  preliminary 
work  as  will  appear  from  an  examination  of  the  values.     The  total  area  is 


21.415.    This  is  the  R  of  the  formulae, 
the  curve  by  the  use  of  [35] 


dz 
We  next  find  m  =    —   at  the  end  of 
dx 


1.93  X  1  =•  1.93 
1.39  X  4  =  5.56 
0.75  X,3^=  2.25 
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Then 
and 

The  interval  h  =  1.    Hence 


1.93  +  2.25  =  4.18 
4.18  -  5.56  =  -  1.38 


1-38 
VI  = =  -  0.69 


TABLE  1    SHOWING  TYPICAL  FORM  OF  COMPUTATION 


0 
1.47 
2.36 
3.83 
3.00 
2.95 
2.73 
2.38 
1.93 
1.39 
0.75 


0 
0.735 
2.650 
6.245 
8.160 
11.135 
13.975 
16.530 
18.685 
20.345 
21.415 


6.000 
6.139 
6.502 
6.995 
7.547 
8.111 
8.649 
9.134 
9.542 
9.858 
10.060 


ii»-iii» 


0 
1.68S 
6.276 
12.930 
20.957 
29.788 
38.705 
47.430 
55.050 
61.180 
65.200 


b{v*-vi*) 


0 
2.026 
7.531 
15.516 
25.148 
35.746 
46.446 
56.916 
66.060 
73.416 
78.240 


0 

7.320 

11.753 

14.093 

14.940 

14.691 

13.595 

11.852 

9.611 

0.912 

3.730 


0 
9.346 
19.284 
29.609 
40.088 
60.437 
60.041 
68.768 
75.671 
80.328 
81.970 


dz 


18.100 
19.284 
20.263 
20.804 
20.828 
19.953 
18.331 
15.630 
11.560 
0.404 
0 


10 

11 

12 

13 

U 

16 

10 

X 

h 

H-h 

• 

»'-» 

n 

D 

r 

0 

62.64 

887.30 

9.145 

3.145 

17.02 

46.30 

43.20 

71.90 

878.04 

9.242 

3.103 

15.76 

43.07 

62.55 

81.82 

808.18 

9.348 

2.846 

13.75 

40.79 

62.48 

02.05 

857.95 

9.460 

2.465 

11.60 

37.47 

72.81 

103.40 

847.60 

9.575 

2.028 

9.53 

33.90 

83.39 

112.01 

837.39 

9.691 

1.580 

7.75 

30.02 

93.64 

132.07 

827.93 

9.802 

1.158 

0.18 

27.36 

103.24 

130.07 

819.33 

9.905 

0.771 

4.83 

24.18 

111.97 

137.45 
142.01 
143.59 


812,55 
807.99 
800.41 


10.044 
10.060 


0.446 

0.186 

0 


3.78 
2.84 


21.38 
18.64 


118.87 
123.63 
125.18 


96  We  then  find  bj'  trial,  using  the  equations  given  in  Appendix  No.  2,  the 
values  V2  =  10.06,  /3  =  48.95  and  a  =  0.003873.  Hence,  the  total  time  for  the 
period  =  489.5  seconds  =  8.16  minutes.  The  time  required  on  the  basis  of  the 
assumed  curve  is  thus  determined.    We  have,  therefore, 


a^  = 


R 


0.1896 


We  next  find  by  inserting  the  proper  numerical  values  in  [42] 

Surge  =  5.17 

97     Taking  the  factor  a/3  =  0.1896  as  explained  in  Appendix  No.  2  and  using 
it  as  a  multipUer,  we  convert  column  3  of  Table  1  into  velocity  change,  and 
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adding  Vi  =  Q  we  have  the  velocity  history  on  time  as  given  in  column  4.    We 

then  find  values  of  (v^  —  Vi^)  as  in  column  5  and  multiplying  by  6  =  1 . 2  we 

have  values  of  b  {v^  —  Vi^)  as  in  column  6. 

98    From  the  value  a  (Par.  96) 

acL  =  1285  X  0.003873  =  4.98 

dv       . 
Using  this  as  a  factor,  we  convert  column  2  into  values  of  a  —  as  m  column  7. 

We  then  add  the  values  in  columns  6  and  7  finding  values  of  y  and  enter  in 
column  8. 


10 


1/     X    y^  \y'^ 

4/ 


lOo 


500 


000 


TOO 


Fig.  13 
AS  IN  Fig, 


300  dOO 

Time  in  seconds 

Diagram  showing  Velocities  plotted  on  Time  for  Four  Cases 
12 

Velocities  v  and  x'  forp  =  40.70 
Velocities  x  and  s'  forp  =  48.95 
Velocities  x  and  x'  forjS  =  58.80 
Velocities  t  and  »'  for  /3  =  68 .  80 


(1) 
(2) 
(3) 
(4) 


dM 


99     Next  bv  the  use  of  [33],  values  of  2  —  for  the  various  points  0 9, 

ax 

inclusive,  are  obtained  and  entered  in  column  9.    Evidently 


dl 
dt 


dy 

2  — 

dx 


This  division  by  2/8  may  be  taken  as  a  multipUcation  in  the  final  operation 
for  n  as  noted  below. 

100  We  next  find  values  of  h  by  adding  together  values  of  the  acceleration 
head,  column  7,  and  of  hi  =  \ .  1844  v^  +  20.  These  results  are  entered  in 
colunm  10  and  subtracting  them  from  the  gros.s  head,  taken  here  as  950,  we 
have  values  of  (H  -  h)  as  in  column  11.  We  then  find  values  of  the  virtual 
velocity  v'  by  equation  [14],  Appendix  No.  2,  and  enter  the  results  in  column  12. 
Subtracting  v  (column  4j  from  these,  we  find  values  of  (f'  —  v)  as  in  column  13. 
Dividing  the  values  in  column  13  by  those  in  column  9  and  multiplying  by 
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2/3  =  97.9  we  find  values  of  n  as  in  column  14.    These  converted  into  diameter  of 
chamber  give  the  values  in  column  15. 

101  The  upper  diameter  of  45.4  ft.,  it  will  be  remembered,  is  for  the  water 
level  corresponding  to  a  steady  velocity  of  6  ft.  per  sec.  This  will  be  43.2  ft. 
below  static  level.  Hence,  adding  43.2  to  the  values  of  y  in  column  8  we  find 
values  of  1'  the  distance  of  the  water  surface  below  static  level.  These^are 
given  in  column  16. 

102  The  principal  results  are  shown  graphically  in  Figs.  12,  13  and  J  14. 
The  dotted  hue  shows  the  surge  chamber  slope  continued  up  to  the  static  level 
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Fig.  14    Diagram  showing  Values  of  y  plotted  ox  Time  and  Profiles 
OF  Surge  Chambers  for  Four  Cases  as  in  Fig.  12 

Curves  1  refer  to  case  for  p  =  40 .  70 

Curves  2  refer  to  case  for  p  =  48 .  95 

Curves  3  refer  to  case  for  p  =  58 .  80 

Curves  4  refer  to  case  for  j8  =  68 .  80 


and  indicates,  therefore,  the  general  dimensions  as  some  60  ft.  in  diameter  at 
the  top  and  18  ft.  at  the  bottom.  Such  a  chamber  then  with  its  given  dimen- 
sions between  the  level  43.2  and  the  bottom  would  determine  for  a  change  in 
velocity  from  6  ft.  per  sec.  to  10.06  ft.  per  sec,  an  acceleration  and  velocity 
history  as  indicated,  and  a  maximum  fall  of  water  ot  81.97  ft.  below  the  level 
for  6  ft.  per  sec.  steady  conditions.  This  is  125.17  ft.  below  static  level  and  5.17 
ft.  below  the  level  for  10  ft.  per  sec.  steady  flow.  The  surge  is,  therefore,  5.17 
ft.  as  previously  determined. 
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103     We  may  next  illustrate  the  determination  of  the  value  of  n  for  x  =  0, 
X  =  3  and  x  =  9  by  the  use  of  [37]  and  [38].     For  {-^)  we    use  [34],  giving 


dz  _      „ 
dx 


Then  from  [38]  we  have 


21.415  X  2396.6  X  3.145 

«o  = =  l/.3o 

4.06  X  1285  X  1.76 

dz- 
and  D  =  46.0.    Likewise  f or  x  =  3  we  find  —  =  0.32  and  substituting  the  values 

dx 

in  [37]  we  find  n  =  11.33  and  D  =  37.    For  x  =  9  we  find 

dz 

—  =  -  0.59 

dx 

n  =  2.75 


and 


D  =  18.3 


~         3        i         5         6 
Scale  for  x 

Fig.   15     Di.\(;k.\m  Showing  Type  Curve  for  Non-O.scillatory  Move- 
ment 


104  These  variou.s  results  agree  as  well  with  those  of  Table  1  as  could  be 
expected  considering  the  open  spacing  of  ordinates  and  trapezoidal  integration. 
With  closer  spacing  of  ordinates  and  the  use  of  parabolic  rules  for  integration 
the  difference  between  the  two  sets  of  results  will  become  a  vanishing  quantity. 

105  Suppose  next  the  end  of  the  acceleration  curve  raised,  giving  to  z 
values  as  follows: 

zs  =  1.95 
Zi  =  1.45 
zo  =  0.85 
We  then  find 


and 


w 


-      =  -  0.65 


/3  =  40.7  seconds 
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106  We  may  assume  that  the  values  of  R  and  of  vt  for  the  transformed 
curve  will  differ  only  slightly  from  the  original  values.  This  assumption  will 
evidently  involve  no  error  of  significant  amount.  We  may  then  find  immedi- 
ately the  surge  from  [41]  or  [42],  thus 

Surge  1285  X  0.004658  X  0.85  +  1.2  X  1.2  =  6.53 

107  In  the  same  manner  as  for  the  original  curve  we  find  by  [37]  and  [38] 
values  of  n  for  x  =  0,  x  =  3,  x  =  9.  For  x  =  0  it  is  evident  from  [38]  that  n 
varies  as  /3*.  Hence 

'40.7 
no  =  17.35  X  (  7__-  I    =  12.03 


^48.95 
D  =  38.2 
For  X  =  3  we  find  by  substitution  in  [37] 

n  =  9.14 


For  X  =*  9  we  have 


dx 


D  =  33.3  ft. 

0.55  and  we  find 

n  =  2.36 
D  =  16.9  ft. 


The  new  value  of  a  will  be: 


0.003873  X  48.95 

a  =  =  0.004658 

40.7 

This  will  give  for  the  new  values  of  y 

Vz  =  32.5 
J/j  =  81.7 

These  results  give  an  outline  of  the  size  and  form  of  the   resulting  chamber 
in  Fig.  14. 


TABLE  2    PRINCIPAL  RESULTS  FOR  FOUR   CASES    DERIVED    FROM    THE   SAME 
TYPE  ACCELERATION  CURVE 


n 

tvt 

0 

1  39 

0.75 

48.95 

1,45 

0.85 

40.70 

1.35 

0.67 

58.80 

1.31 

0.60 

68.80 

Time, 

Mm. 


Surge 


D„ 


Dt 


Di 


Original  Curve 1.93 

Changel 1.95 

Change2 1.91 

Changes '  1.89 


8.16  5.17 

6.78  6.53 

9.80  4.21 

11.47  I    3.56 


46.0 
38.2 
55.4 
64.8 


37.0  18.3 

33.3  16.9 

41.2  19.5 

44.8  20.7 


108  If  the  form  of  the  acceleration  curve  near  the  end  be  slightly  modified 
in  the  opposite  direction,  there  will  result  for  each  change  a  new  case,  giving 
larger  sized  chambers  and  larger  values  of  the  time.  The  results  of  such  cha  nges 
may  be  determined  in  the  same  manner  as  outlined  in  Par.  100  and  Par.  107. 
The  principal  features  for  the  original  and  for  three  changes  in  the  accelera- 
tion curve  are  given  in  Table  2,  and  arc  shown  graphically  in  Figs.  12, 13  and  14. 
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109  These  results  for  the  three  chanRes  are  of  course  only  approximations, 
since  the  change  at  the  end  will  affect  the  total  area  slightly  and  hence  the  entire 
velocity  history.    The  more  exact  values  may  of  course  be  found  iby  going 

TABLE  3  VALUES  OF  ORDINATES  OF  CURVE  IN  FIG.   IS 


X 

c 

X 

t 

0 

5.5 

0.55 

0.6 

0.80 

•  0 

0.42 

1.0 

1.22 

0.5 

0.30 

1.5 

1.44 

7.0 

0.22 

3.0 

1.50 

7.6 

0.16 

2.S 

1.44 

8.0 

0.12 

>.o 

1.30 

8.5 

0.08 

S.t 

1.14 

9.0 

0.04 

4.0 

0.98 

0.5 

0.02 

4.5 

0.83 

10  0 

0. 

5.0 

o.e8 

.... 

through  the  case  in  the  regular  manner.     Assuming  the  change  in  the  accelera- 
tion curve  small,  however,  the  errors  will  be  small,  and  the  values  found  in 
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Fig.  16    Diaoram  rhowino  General  Results  for  the  Acceleration 
Curve  of  Fig.  15 

Table  2  will  give  a  closely  approximate  idea  of  the  general  results  as  to  time, 
extent  of  surge  and  size  and  form  of  chamber. 
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Cask  2 


110  As  an  illustration  of  a  wise  of  practically  non-oscillatory  movement 
reference  may  be  made  to  the  acceleration  curve  of  Fig.  15  where  the  portion 
employed  is  that  lying  between  x  =  0  and  x  =  9.  The  value  of  the  ordinates  of 
this  curve  are  given  in  Table  3. 

111  The  general  met  hot!  is  exactly  the  same  as  for  the  preceding  cases  and 
need  not  be  developed  in  detail.  The  principal  results  with  the  form  and  dimen- 
sions of  the  chamber  and  the  graphical  liistory  of  c(utain  of  the  quantities  ai-e 
oshown  in  Fig.  16. 
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Fig.  17  Di.\gram  showing  Genkkal  Results  kou  Non-OsciLLaTou'V 
Movement  with  Acceleration  Curves  as  shown 

Curves  1  refer  to  case  for  /3  =  120 
Curves  2  refer  to  case  for  0  =  108 
Curves  3  refer  to  caw  for  /3  =  120  and  neglecting  governor  control 

Case  3 

112  If  the  entire  extent  of  the  curve  in  Fig.  15  be  used,  the  value  of  /S  becomes 
indefinite  as  we  have  seen.  If  we  assume  jS  =  120  seconds,  we  may  then  work 
through  the  case  as  before.  The  results  for  .such  a  case  are  shown  graphically 
in  Fig.  17.    The  time  is  20  minutes  and  the  surge  is  zero  by  condition. 

113  In  order  to  determine  the  minimum  time  and  the  minimum  size  of  the 
chamber  with  which  the  surge,  with  this  form  of  acceleration  curve,  may  .still 
be  kept  near  the  vanishing  point,  we  substitute  in  [43]  the  values  for  the  curve 
at  X  =  9  and  find  ^  =  108.    This  gives  a  time  of  972  seconds  or  16.2  minutes 


358  ,  ON   THE   CONTROL   OF  SURGES   IN   WATER   CONDUITS 

within  which  the  water  level  will  descend  76.8  ft.  while  the  velocity  will  rise 
from  6  ft.  per  sec.  to  9.988  ft.  per  sec.  This  is  a  substantial  fulfillment  of  the  con- 
ditions as  required.  If  the  velocity  goes  on  to  10  ft.  per  sec.  the  water  level  will 
fall  below  the  level  for  steady  motion  with  v  =  10,  and  an  infinitesimal  surge 
will  result.  The  form  and  dimensions  of  the  chamber  corresponding  to  this 
condition  are  shown  in  Fig.  17. 

Case  4 

114  This  case  is  the  same  as  Case  3  with  ^  =  120  except  for  the  omi-ssion  of 
the  governor  control.  The  rate  of  penstock  flow  is  taken  as  the  equivalent  of 
a  velocity  of  10  ft.  per  sec.  in  the  main  conduit  throughout  the  entire  period. 
The  simplification  in  the  numerical  work  will  be  readily  apparent  without  de- 
tailed description.    The  results  are  shown  in  Fig.  17. 


APPENDIX  No.  4 

THE  LAW  OF  KINEMATIC  SIMILITUDE  APPLIED  TO  THE  SURGE  CHAMBER 

115  Since  the  preparation  and  publication  of  the  preceding  portion  of  the 
paper,  the  application  of  the  principles  of  kinematic  similitude  to  the  surge 
chamber  equations  has  been  worked  out,  thus  making  it  possible  to  extend  the 
results  determined  for  any  one  case  to  a  series  of  other  cases  related  to  the 
original,  or  "type"  case,  by  certain  determinate  ratios. 

116  The  method  is  so  simple  and  promises  so  ready  a  means  thus  of 
utilizing,  for  a  series  of  cases,  the  results  of  any  one  computation,  that  it  is  here 
appended  as  a  supplement  to  the  original  paper. 

117  It  must  first  be  noted  that  the  general  case  with  full  governor  control 
and  constant  power  during  the  period  of  change  does  not  adapt  itself  to  such 
mode  of  treatment,  except  under  the  restriction  of  a  constant  relation  between 
the  total  head  and  the  friction  head,  a  condition  which  would  seriously  narrow 
the  field  of  possible  use. 

118  In  the  following  discussion,  therefore,  we  shall  assume  the  case  of 
constant  volume  of  flow  at  the  nozzles  during  the  period  of  change,  corre- 
sponding in  the  general  equations  of  the  paper,  to  the  identity  of  V2  and  Vi. 

119  With  this  understanding,  we  may  write  the  fundamental  equations  as 
follows  (see  [1]  and  [2]) : 

V  =  -~+b{v'-v,') [44] 

g  at 

»=^" (451 

dy 

dt 

120  Now  it  is  assumed  that  we  are  to  find,  for  a  series  of  different  cases, 
the  conditions  for  a  corresponding  series  of  surge  chambers,  in  all  of  which  the 
acceleration  curves  will  be  similar.  In  other  words,  the  type  acceleration 
curve  is  to  be  the  same  throughout  the  series,  although  the  actual  acceler- 
ation, the  acceleration  head,  the  actual  time  and  the  vertical  water  movement 
may  vary  indefinitely  from  one  case  to  another,  according  to  the  value  of  the 
units  applying  in  any  given  case. 

121  Consider  any  two  acceleration  curves  related  in  this  manner  as  indi- 
cated in  Fig.  18.  Then,  to  every  point  on  the  one  which  we  take  as  the  type 
curve,  there  will  correspond  a  point  on  the  other;  such,  for  example,  as  the 
points  P  and  Q. 

122  Let  the  various  characteristics  of  the  two  cases  be  related  as  follows: 
Ratio  of  conduit  lengths,  or  L  ratio  =  p 

Ratio  of  coefficients  for  friction  and  acceleration  head,  or  b  ratio  =  q 
Ratio  of  velocities,  or  v  ratio  =  r 
Ratio  of  times,  or  t  ratio  =  s 

359 
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Then  we  have,  immediately,  as  follows: 

t>*  ratio  =  r* 

6(1;*  —  «!*)  ratio  =  gr* 

But  aH  terms  of  [44]  must  be  affected  by  the  same  ratio;  hence,  we  must  have 

y  ratio  =  gr* 

L  dv 

— -  ratio  =  or* 

g  dt 

dv  qr* 

—  ratio  =  - 
dt 

But  the  —  ratio  must  equal  the  quotient  of  the  v  and  t  ratios.     Hence 
dl 

dv       .         r 
-—ratio  =  -  ■ 
dt  s 
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8       9 


Hence  we  have 


gr*       r 
p         8 


123     This  gives  the  value  of  the  time  ratio  in  the  two  cases.     Again,  the 


dy 

— -  ratio  must  equal  the  quotient  of  the  y  and  i  ratios;   or 

dl 

.dy  gr*       qhr* 

-7  ratio  = » 

(U  »  p 


and 


dy 
n  ratio  =  v  ratio  +  —  ratio 
dl 


n  ratio  = 


pr    _    V 
q*r        q*r^ 
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124  Let  doAoDoFo  denote,  respectively,  the  diameter  of  the  conduit 
(assumed  circular),  area  of  couduit,  diameter  of  surge  chamber  and  area  of  the 
surge  chamber,  all  for  the  tj'pe  case,  with  similar  notation  without  subscripts 
for  the  general  case. 

125  Then 

no  =  Fo  -^  Ao 
n  =  F    -i-  A 


and 


Hence 


Whence 


and 


n  ratio  = 


gT' 


L  ^ 
FoA 


F_ 

Fo 


p    A 
q^r^  At 


V^   \do] 

Do         qr   \do/         qr      \  Ao 

Fy        v(d\        V  A 
volume  ratio  =  — —  =  —  I  —  I  ,  or  — — 

FoVo      q\doJ       q  Ao 


126     Collecting,  we  have  ratios  as  follows: 

a  The  ratio  of  all  similar  vertical  dimensions,  such  as  maximum  move- 
ment of  water  level,  movement  for  final  steady  conditions,  move- 
ment for  corresponding  parts  of  the  acceleration  curve,  etc.,  will 
equal  gr* 

b  The  ratio  of  the  time  intervals  for   the   whole,   or   for   corresponding 

P 
parts  of  the  transition  phenomena,  will  equal  — 

qr 

c  The  ratios  of  the  diameters  of  the  chamber  at  corresponding  levels  will 
be 


±p(d\  ^^  iv   M 

qr    \doJ'         qr    \  Ao 


d  The  ratios  of  the  volumes  swept  through  by  the    water    surface    in 
the  two  cases  will  be 


p  /d  y      p  A 

q  \dj  '      q  Ao 


127  The  appUcation  of  these  principles  will  be  readily  seen  from  an  illus- 
trative example. 

128  Suppose,  in  a  given  case,  we  have 

/."  =  6000  ft. 
bo  =  0.16 
do  =  4  ft. 
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and  that  a  certain  chamber  has  been  worked  out  for  30  ft.  diameter  at  level  for 
V  =  4:  ft-sec,  and  24  ft.  in  diameter  at  level  for  v  =  7  ft-sec,  and  that  for 
demanded  load  with  change  in  velocity  from  4  to  7  ft-sec,  a  time  of  4  minutes 
and  a  maximum  drop  of  water  level  of  6.2S  ft.  is  produced  with  a  drop  of  water 
for  steady  conditions  of  5. 28  ft.,  or  a  surge  (as  defined  in  the  paper)  of  1  ft. 

129  From  these  results  for  a  case  where 

L  =  10,000  ft. 

b  =  0.21 

d  =  6  ft. 

and 

lower  velocity,  vi  =  5  ft-sec. 

we  have 

L  ratio  =  p  =  10  -t-    6  =  1.66 

b  ratio  =  ?  =  21  ^  16  =  1.3125 

V  ratio  =  r  =    5  -^    4  =  1.25 

Then  upper  velocity  fo  =  1.25  X  7  =  8.75,  vertical  movement  ratio  =  qr^  = 

2.051,  and  the  maximum  drop  of  water  level  will  be  12.88  ft.,  the  movement 

to  steady  conditions  will  be  10.83  and  the  surge  will  be  2.05  ft.    The  time  ratio 

is  p  -^  qr  =  1.66  4-  (1.3125  X  125)  =  1.016.     Hence  the  corresponding  time 

V  p 

will  be  4.06  minutes,  and  the  diameter  ratio  is  X  1.5  =  1.182.    Hence  the 

qr 

chamber  will  be  35.5  ft.  diameter  at  top,  and  28.4  ft.  at  bottom,  and  the  volume 
will  be  2.84  times  the  original. 

130  These  equations  and  principles  suggest  immediately  the  possibility  of 
the  use  of  models  of  surge  chambers  and  the  extension  of  the  results  of  observa- 
tions on  any  model  chamber  to  a  corresponding  full-sized  case.  They  show, 
also,  how  to  select  a  convenient  size  of  model  and  possible  operating  conditions 
in  such  manner  as  to  correspond  to  any  stated  actual  case.  Thus,  for  example, 
take  the  case  used  for  illustration  in  the  paper: 


131 


Then 


Vertical  distance  ratio 
Time  ratio  =  p  -r-  qr 
Diameter  ratio  =  (yip  ^  qr)  V  20,000  =  345.6 

Volume  ratio  =  5,740,000 

These  ratios  correspond  to  an  entirely  workable  size  of  model. 


L  = 

41,320 

b   = 

1.2 

Vi  = 

6 

V2    = 

10 

A  = 

100  sq. 

ft. 

del,  we 

have 

L  = 

12 

b   = 

0.10 

Vi   = 

3 

Vi  = 

5 

A  = 

0.005  sq. 

ft. 

P  = 

3443 

9   = 

12 

r    = 

2 

=  qr^ 

=  48 

=  143.4 

[ 
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132  Thus,  suppose,  with  a  tapering  model  chamber,  the  water  level  for 
an  increase  in  v  from  3  to  5  ft-sec.  descends  h  feet  in  I  seconds,  and  from  a 
diameter  of  3  in.  to  one  of  1.5  in.  Then  in  the  actual  case  for  a  correspond- 
ing increase  in  v  from  6  ft-sec.  to  10  ft-sec.  and  along  the  same  type  of  accel- 
eration curve,  there  will  be  required  at  the  upper  water  level  a  diameter  of 
86.4  ft.  and  at  the  lower  level  a  diameter  of  43.2  ft.,  and  the  water  level  will 
drop  4Sh  ft.  in  143. 4<  seconds. 
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DISCUSSION 

W.  R.  EcKAKT,  Ji{.  The  timeliness  and  practical  value  of  Pro- 
fessor Durand's  paper  can  hardly  be  overestimated  especially 
in  connection  with  the  hydroelectric  development  being  carried 
on  on  the  Pacific  Coast.  Numerous  cases  might  be  cited,  where 
in  the  construction  of  these  plants  the  addition  of  a  properly 
designed  surge  chamber  would  help  materially  in  the  regidation 
of  the  plant. 

As  shown  by  I^rofessor  Durand,  tlic  meth(;ds  generally  used 
in  the  solution  of  these  problems,  depending  as  they  do  ui)on 
modifications  of  the  general  theoretical  formulae,  or  the  adop- 
tion of  empirical  ones  based  upon  scattered  results  of  actual 
practice,  lead  at  the  best  only  to  approximate  results  and  then 
only  for  a  chamber  of  uniform  section. 

In  1908  in  connection  with  the  installation  of  an  additional 
unit  at  the  power  house  of  the  Snow  Mountain  Water  and  Power 
Company,  the  problem  of  a  surge  chamber  was  taken  up.  A 
contour  survey  of  the  ground  at  the  proposed  location  was  made 
and  a  chamber  of  irregular  shiipe.  adapted  to  the  contours  of 
the  site,  was  tentatively  chosen.  Although  the  walls  of  this 
chamber  had  a  slope  of  about  2  to  1,  it  was  necessary  for  the 
purposes  of  calculation  to  adopt  an  equivalent  chamber  of  uni- 
form area  of  surface.  In  consequence  the  influence  of  the  taper- 
ing section  upon  the  surge  did  not  appear  in  the  derived  curves 
showing  the  elevation  of  the  water  surface  at  different  time 
intervals  after  changing  the  flow  in  the  conduit.  The  results 
showed  that  a  chamber  of  somewhat  reduced  capacity  could  be 
used  and  calculations  were  made  for  a  second  preliminary  scheme 
using  a  smaller  cylindrical  reservoir,  the  capacity  of  which 
could  be  supplemented  later  by  the  addition  of  one  or  more  simi- 
lar reservoirs,  as  the  enlargement  of  the  plant  might  demand. 
Later  through  an  inference  from  an  article^  descriptive  of  the 
Urft  dam  and  hydroelectric  plant,  it  was  thought  that  a  conical 
form  of  chamber  would  be  more  desirable  than  a  cylindrical 
one.  and  a  sketch  diagram  for  the  same  was  made. 

In  the  calculations  by  any  method,  the  accuracy  of  the  deter- 
mination of  the  drop  in  the  surge  chamber  will  depend  very 
largely  upon  the  values  as.sumed  for  the  coefficient  of  friction 
for  the  particular  conduit  under  consideration.     In  the  Snow 
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Mountain  proposition,  owing  to  the  varying  section  and  character 
of  tlie  condiiilj  it, was  deemed  advisabk'  to  determine  tlie  aciiial 
value  of  these  coefficients  by  experiment.  From  the  tunnel  intake 
to  the  })oint  of  connection  to  the  propo.sed  surge  chamhei'  the 
conduit  has  a  total  k'ugth  of  T()!>7  ft.  made  up  of  the  foHowiug 
different  sections : 

An  open  cut  to  the  tunnel  portal,  the  latter  being  covered  with  a  grizzly. 
5G58  ft.  of  timber  lined  tunnel,  with  concrete  floor,  the  .sectional  area  being 
38.1  sq.  ft. 

218  ft.  of  riveted  steel  pipe,  sectional  area  23.76  sq.  ft. 
38-1  ft.  of  wood  stave  pipe,  sectional  area  38.5  sq.  ft. 
837  ft.  of  riveted  steel  pipe,  sectional  area  23.7G  sq.  ft. 

For  the  purposes  of  the  experiment,  a  1-in.  pipe  was  tapped 
into  the  main  pipe  at  the  point  at  which  it  was  j)roposed  to  make 
connection  with  the  singe  reservoir;  to  this  pipe  a  series  of 
manometer  tubes  were  connected,  so  arranged  that  the  hydraulic 
head  could  be  determined  through  a  range  of  30  ft.  Simultaneous 
readings  were  made  at  these  gages,  and  of  the  water  surface  at 
the  main  reservoir,  the  water  being  measured  at  the  power  house, 
using  a  current  meter  in  the  concrete  tail  race  of  uniform  section; 
.several  weir  measurements  wqvq  made  of  the  discharge,  where  the 
same  was  less  than  85  seconds  per  ft.,  serving  as  a  check  on  the 
gagings.  Incidental  to  the  determination  of  the  loss  of  head  at  the 
surge  reservoir  site,  a  number  of  observations  were  made  of 
the  water  levels  in  the  several  shafts  of  the  tunnel,  giving  the 
loss  of  head  due  to  entrance  through  the  grizzly  and  portal, 
the  loss  of  head  in  the  tunnel  proper,  the  loss  of  head  for  the 
steel  and  Avood  pipes  combined,  and  from  a  carefully  calibrated 
standard  gage,  the  total  lo.ss  of  head  for  the  entire  conduit  to 
the  power  house.  From  these  data  the  coefficients  for  the  conduit 
were  determined  and  for  convenience  in  calculating,  a  conduit 
of  uniform  section  of  ('((ui\'alent  diameter  was  assumed. 

At  the  time  this  work  was  being  carried  on.  Professor  Durand 
was  engaged  on  a  somewhat  similar  problem  in  connection  with 
the  Los  .Angeles  aqueduct,  which  resulted  in  the  method  of  solu- 
tion as  develo]KMl  in  this  paper.  The  methods  therein  described 
have  since  been  applied  in  the  treatment  of  the  Snow  Mountain 
proposition,  and  also  to  a  study  of  a  similar  problem  in  connec- 
tion with  a  tunnel  ])r()jei't  for  the  Colgate  plant  of  the  Pacific 
Gas  &  Electric  Com|)any.  Any  one  who  has  attem))ted  the  solu- 
tion of  the  surge  chamber  [U'oblem   b}'   the  methods  previously 
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available  will  appreciate  the  great  advantage  of  this  new  solution 
offered  by  Professor  Duraiid  in  that  the  size  and  form  of  the 
chamber  are  definitely  and  directly  determined  for  a  given  set 
of  conditions  which  are  chosen  to  represent  the  most  severe 
demands  liable  to  be  made  on  the  surge  reservoir.  The  selection 
of  a  form  of  acceleration  curve  on  which  to  base  the  calculations 
presents  no  difficulty  after  one  or  two  trials. 

In  working  out  the  Snow  Mountain  problem,  application  of 
graphical  methods  has  been  made.  This,  while  not  being  perhaps 
as  rapid  as  the  direct  computation,  permits  of  an  equal  degree 
of  accuracy  in  the  results,  at  the  same  time  giving  directly  the 
different  curves  involved  and  any  error  becomes  immediately 
apparent  from  an  inspection  of  the  curves  thus  developed.  The 
graphical  solution,  involving  as  it  does  graphic  integration, 
differentiation,  multiplication,  division,  involution  and  evolution, 
addition  and  subtraction,  may  prove  of  interest  to  those  who  pre- 
fer such  methods.  If  we  neglect  the  effect  of  governor  control,  it 
will  be  found,  as  shown  in  Fig.  17  of  the  paper,  that  the  resulting, 
chamber  is  a  trifle  larger  in  size,  and  therefore  allows  a  certain 
factor  of  safety  in  the  solution  of  the  problem,  which  may  be 
considered  desirable  from  the  uncertainty  of  the  coefficients  used 
in  determining  the  friction  in  the  conduit.  The  graphical  solu- 
tion given  is  Avorked  out  on  this  basis. 

In  P'ig.  19,  Diagram  A.  are  plotted  the  assumed  foi'iu  of  accel- 
eration curve,  the  scales  for  the  ordinates  and  abscissae  of  which 
are  entirely  arbitrary.  However,  if  we  should  multiply  the  ordi- 
nates z  l)y  r/,  the  scale  for  acceleration,  and  the  abscissae  by  )8,  the 
scale  for  time,  we  should  then  have  an  acceleration  curve  plotted 
to  a  time  })ase,  but  as  this  would  be  of  the  same  general  form  as 
tliat  chosen  in  Diagram  A,  Fig.  19.  the  sobition  of  oui-  ])roblem 
would  not  have  been  advanced  thereby. 

Starting  with  Diagram  A,  Fig.  19,  the  first  step  is  to  integrate 
the  acceleration  curve,  which  may  be  done  graphically  as  fol- 
lows: To  compare  the  graphical  results  with  the  numerical  ones, 
the  processes  for  which  are  outlined  in  the  paper,  trapezoidal 
integration  lias  also  been  used  here. 

Xaturiilly.  with  this  method  the  deirree  of  accuracy  depends 
up(jn  the  nunibci-  of  ordinates  taken,  especially  when  dealing 
with  the  first  jjart  of  the  acceleration  curve,  or  the  same  may  be 
done  by  the  use  of  gi-nphical  methods,  which  Avill  obtain  with 
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more  accuracy  the  mean  ordiiiatt'  of  the  curve  for  the  elementary 
section  bein^  treated. 

From  equation  [30]  a^  =    "       ^ ,  where  R  =  the  total  area  under 

the  curve;  Vz  —  Vi  =  the  change  in  velocity  =  (vio  —  Vq)  in  the  case 
under  consideration;  al3  =  the  scale  for  areas  or  the  product  of  the 
scales  for  acceleration  and  time.  The  total  area  R  may  be  obtained  by 
adding  together  tlie  ordinates  z  of  the  curve,  obtaining  the  mean  ordi- 
nate and  then  multiplying  the  mean  by  the  abscissa  of  the  whole 
curve;  or  for  the  case  in  question  it  is  numerically  equivalent  to  the 
sum  of  the  ordinates. 

From  the  known  or  assumed  conditions  of  demand  (2^,0  —  Vo)  is 
known.    Then  we  have 

^  R  12.56 

and  the  base  of  integration  PO  to  be  used,  giving  the  velocity  curve 
direct,  will  be  equal  to  the  reciprocal  of  this  or  3.14  for  if 
rcio     =  units  of  the  variable 

2mean  =   Uuits    of    tllC    fuUCtioU 

Wio  —  I'd     =  units  of  the  integral 
then 

pn  _  ^lo^mean  _     area  Under  cui'vc     _  12.56  _  o  -.^^ 
2^10  —  Vo       units  of  the  integral  4 

The  point  P  having  been  determined  the  procedure  is  as  follows: 
Draw  ob,  which  intersects  the  mean  ordinate  between  0  and  1  atai; 
draw  the  horizontal  aya  and  connect  d  and  P.  Starting  at  d,  Diagram 
B  (Fig.  19),  the  initial  point  of  our  velocity  curve,  draw  de  parallel 
to  Pd;  the  intersection  of  this  line  with  Xi  at  e  gives  the  value  of  Vi 
of  the  velocity  curve.  Proceeding  in  the  same  manner,  determine 
^1,  Diagram  A,  the  point  on  the  mean  ordinate  between  Xt  and  Xi, 
carry  the  point  over  to  g;  draw  Pg  and  through  e,  Diagram B, draw 
eh  parallel  to  Pg.  This  determines  the  second  point  or  V2  of  the  veloc- 
ity curve.  The  remaining  points  of  the  velocity  curve  are  found  in  a 
similar  manner. 

If  now  we  draw  a  straight,  horizontal  line  representing  the  final 
velocity  »io,  the  distances  between  this  line  and  the  velocity  curve  will 
give  the  values  of  (t^io  —  v)  to  be  used  later  in  Diagram  F,  Fig.  19. 

It  is  next  desired  to  obtain  the  values  for  v^.  As  an  example  of  the 
method,  take  the  value  of  Vo,  as  represented  by  the  ordinate  of  the 
point  d.     With  0  as  a  center  draw  the  arc  ddi,  at  di  draw  the  ver- 
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tical  dij,  intersecting  the  diagonal  kO  at  j.  This  kO  is  the  diagonal 
of  a  parallelogram,  0\ki  whose  sides  are  in  the  ratio  of  10  to  1,  so  that 
if  we  draw  through  ^  a  line  jni  parallel  to  k.O,  we  will  obtain  the  value 
of  Vo  to  the  reduced  scale  for  v^,  so  chosen  that  the  values  when  rep- 
resented graphically  will  come  within  reasonable  limits  on  the  paper. 
From  the  intersection  m  of  the  arc  ddi  and  the  horizontal  ki,  draw 
the  diagonal  mO  intersecting jWi  at  Ui;  then  riiO  equals  On  equals  v]  to 
the  reduced  scale. 

This  follows  from  the  relations  between  similar  triangles,  where 
mO  :  unity  :  :  niO  :  dij 


or 


but 


Therefore 


or 


mO  .  dij  =  HiO 
,    .      mO 


mO  .  —-  =  ThO 


{mOy  =  lOniO 


That  is  ihO  represents  {mOy  to  1/10  the  scale  of  velocity.  The  re- 
maining values  of  v^  are  found  in  a  like  manner,  and  the  curve  drawn 
through  the  points  thus  determined. 

Drawing  the  horizontal  line  representing  the  value  of  v],  the  dis- 
tances between  this  line  and  the  curve  give  the  values  of  {v\  —  v^ 
If  we  multiply  these  quantities  by  the  constant  b  we  will  obtain  the 
values  of  the  sum  of  the  velocity  and  friction  heads  at  the  various 
points,  expressed  in  feet.  To  do  this,  use  is  again  made  of  similar 
triangles. 

Lay  off,  in  Diagram  D  (Fig.  19)  the  diagonal  oui  so  that  the 
side  oei  :ts::l:b.  Then  ts  =  b  .  oei  =  b  (d\  —  v]) .  Other  points 
of  the  curve  may  be  found  in  a  similar  manner.  Thus  by  drawing 
from  the  respective  values  of  (v^  —  v])  lines  parallel  to  e,s,  the  inter- 
section of  these  lines  with  the  diagonal  oui  will  give  the  corresponding 
values  of  b  (v^  —  v]). 

It  is  next  necessary  to  obtain  the  values  of  the  acceleration  heads 
at  the  same  points,  and  this  is  done  similarly  by  multiplying  the  values 
of  2  in  Diagram  A,  by  aa,  a  being  a  constant  and  a  the  scale  for  accel- 
eration using  the  method  of  similar  triangles  just  described.  Thus 
the  point  r.  Diagram  A,  is  transferred  horizontally  to  r,;  then  in  Dia- 
gram C,  r,t  is  drawn  parallel  to  qqi,  which  with  the  diagonal  Oqi 
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establishes  the  ratio  of  1  to  aa.  Drawing  id  we  obtain  the  accelera- 
tion head  corresponding  to  the  point  r.  The  other  values  for  the 
acceleration  head  iiaving  been  obtained,  if  we  add  them  to  the  corres- 
ponding ones  for  the  friction  and  velocity  head  as  obtained  in  curve 
B,  Diagram  D,  we  will  obtain  the  resulting  curve  of  y,  Diagram  D. 
For  example  4ii  -h  jifi  =  jibi.  As  the  ordinates  of  the  two  curves 
are  draAvn  to  the  same  scale,  the  summation  may  be  effected  by  the 
use  of  dividers.  Having  the  history  of  the  total  drop  due  to  the  com- 
bined influence  of  velocity,  friction  and  acceleration  it  becomes 
necessarj'  to  differentiate  this  curve. 

(111  • 

Choosing  a  suitable  scale  for  -~,  the  pole  point  P,,  Diagram  E,  is 

ax 

determined  by  taking  any  values  for  y  and  x,  as  say  20  and  5,  draw 

the  diagonal  01.     Then  since  -  =  — -  =  4,  through  the  point  4  of  the 

X         o 

scale  or  '  "''  draw  a  line  PA  parallel  to  the  diagonal  Ol;  this  intersects 
(Ix 

the  ba.se  Vmv.  at  I\  the  pole  point  for  the  differentiation.  To  obtain 
the  tangents  at  the  different  points  of  the  y  curve,  take  for  illustration 
the  point  mi,  Diagram  D;  draw  the  chord  6i/i  connecting  the  intersec- 
tions of  the  curve  and  the  ordinates  immediately  before  and  after 
point  nil.     Then  through  the  pole  point  Pi,  Diagram  E,  draw  a  line 

PiVh  parallel  to  hJi;  Onh  =  the  corresponding  value  of  ~,  draw 
the  horizontal  m^inz  and  the  intersection  nii  with  the  ordinate  corres- 
ponding to   that  of   nil,  gives  the  point  on  the  curve  for  ^.     The 

same  procedure  is  followed  for  the  other  i)oints. 

It  is  next  necessary  to  oljtain  the  curves  giving  the  results  of  dividing 
the  values  of  {viq  —  v),  Diagram  B,  by  the  corresponding  values  of 

-r^.  Diagram  E.     This  has  been  done  in  Diagram  F. 
ax 

dy 
On  the  base  line  lav  off   the  scales  for  (t'lo  —  v)  and  for  — -,  the 

ax 

ViQ  —  V 

units  of  wiiich  in  tiie  present  case  are  as  1  to  2.   Adopt  a  scale  for  -j — 

dx 
and  locate  a  point  n  (falls  in  Diagram  B)  such  that  On  is  twico  unity 

(for  this  example)  of  the  scale  for  -^ — ,  and  locate  a  point  n  (falls 

dy 

dx 
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in  Diagram  B)  such  that  On  is  tuice  unity  (for  this  example)  of 

the  scale  for  •      The    dinsion    is    accomplished     as    follows: 

dy 

dx 

With  the  dividers  take  off  the  distance  ee-j,    Diagram   B,    being 

the  value  of  («)io    —    v)  for  ordinate    1;   lay  this  off  on   the   scale 

for    («io  —  v),    Diagram    F,    so    that    oe^  =  ee^    of    Diagram     B. 

On  the  scale  for  -^  la}^  off  Ohi  =  IJh  of   Diagram  E,  draw  nhi  and 
dx 

through  62  parallel  to  nh2  draw  62^2,  and  then  Oaz  will  be  the  value  of 
— ^ for  ordinate  1,     Drawing  a  horizontal  020?  till  it  intersects  the 

dx 
ordinate  1  at  as,  we  have  a  point  on  the  curve  and  so  on  for  the  other 
points. 

The  next  step  is  to  multiply  these  values  by  /3,  the  scale  for  time, 
the  result  being  the  value  of  n.  The  method  followed  is  the  same  as 
previously  described  and  is  indicated  on  the  diagram. 

To  obtain  the  values  for  the  I'^n,  take  point  d  Diagram  F,  as  an 
example,  draw  C4C3  and  upon  Ocs  as  a  diameter  construct  the  semi- 
circle C262O,  Diagram  G,  draw  dsd-z  parallel  to  the  base  through  unity 
of  the  scale  for  71,  this  intersects  the  semicircle  at  6s.  Then  063=  l'^  oC| 
for  from  the  similar  triangles  C363O  and  Obds 

Ocz:Oh,\  :  063:1 
or 

(063)2  =  0C3 

Therefore 

O63  =1/1)^3 

As  the  resulting  values  of  l^n  arc  rather  small  referred  to  the  scale 
of  n  a  scale  for  V  n  has  been  chosen  so  that  the  unit  value  is  five 
times  that  for  n.  Having  the  values  of  \^  n  to  the  scale  of  n  we  may 
transfer  them  in  the  ratio  of  5  to  1  as  follows.  Draw  the  diagonal 
from  the  point  a;  =  2  to  l^'  n=  10.  Then  with  0  as  a  center  and  06, 
as  a  radius  strike  the  arc  72/3,  cutting  the  base  at  ^2.  From  Qi  draw 
fi^s^s  parallel  to  the  diagonal  10-2.  The  intersection  of  the  horizontal 
gsQi  with  the  ordinate  1  gives  a  point  on  the  1/  n  curve.  Finding  the 
remaining  points  and  multiplying  the  values  by  d  (the  equivalent 
diameter  of  the  conduit)  as  indicated,  we  obtain  the  corresponding 
values  D  for  the  diameter  of  the  surge  chamber,  or  on  a  scale  of  2  to  1, 
these  values  will  represent  the  radii. 
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Transferring  l)y  rotation  these  values  of  tlie  radii  to  form  tlie  al)scis- 
sae  of  Diagram  H  (Fig.  19)  and  from  Diagram  D  transferring  with 
change  of  scale  (to  correspond  to  that  of  the  radii)  the  values  of  y 
to  which  are  also  added  the  initial  level  of  the  water  in  the  reservoir  at 
velocity  v,  we  have  the  ordinates  for  Diagram  H.  The  corresponding 
values  of  Y  and  r  when  plotted  give  the  profile  of  the  surge  chamber 
required  to  meet  the  assumed  conditions  for  demand  and  acceleration 
curve  adopted  in  Diagram  A. 

With  reference  to  the  selection  of  a  form  of  acceleration  curve, 
as  Professor  Durand  has  already  stated  the  typical  form  given 
by  him  will  fit  apjM-oximately  widely  dissimilar  cases.  This  may  be 
illustrated  by  the  application  of  the  Los  Angeles  type  of  curve  to  the 
Snow  Mountain  and  Colgate  projects. 

The  data  relative  to  the  two  cases  are  as  follows: 

SnowMt.,  ft.  Colgate,  ft. 

Total  length  of  conduit 7097  26,200 

Equivalent  diameter  of  conduit 6.5  8 

Referring  to  Fig.  20,  curve  M  is  one  of  the  typical  Los  Angeles 
curves  with  the  values  of  x  and  z  taken  as  used  in  that  case.  The 
resulting  profile  of  the  surge  chambers  developed  from  this  curve 
for  both  the  Colgate  and  Snow  Mountain  projects  is  plotted  below. 
It  will  be  seen  that  though  for  widely  differing  cases  the  general  out- 
line of  the  chambers  is  the  same.  A  second  form  of  acceleration, 
curve  N,  sho\vn  by  the  dotted  line,  results  in  a  straight  line  profile 
for  both  reservoirs,  as  indicated  by  the  corresponding  profiles. 

In  order  that  the  diiTcrenccs  between  curves  M  and  N  may  be  more 
easily  compared  and  their  effect  upon  the  profiles  more  correctly 
judged,  the  ordinates  of  both  having  l)een  arbitrarily  chosen,  curve 
M  1ms  been  reproduced  at  M' ,  with  the  ordinates  so  proportioned 
that  the  area  under  curve  M'  is  equal  to  the  area  under  curve  A''. 
The  scales  for  area,  a/3,  are  then  the  same;  and  were  the  scales  for 
time,  /3i,  also  the  same  in  both  cases  the  two  curves  would  be  exactly 
comparable.  For  the  same  project  the  time  scales  are  very  close,  so 
that  deductions  may  be  drawn  from  the  curves  plotted  in  this  manner 
\vithout  sensible  error. 

The  curve  M'  may  be  determined  graphically  from  curve  M  by 
plotting  it  to  a  now  l)ase  of  integration  equal  to  tliat  for  .V,  or  it  may 
be  determined  numerically  from  the  relation  that 

z^  :z  ::  area  under  A^  :  area  under  M 
or 
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,        area  under  N 

z   —  z  —  

area  under  M 


where 


z  is  an  ordinate  of  the  curve  M 

z'  is  the  corresponding  ordinate  of  curve  M' 

The  chairman  of  the  meeting  asked  Professor  Durand  if  he  had 
considered  the  effect  of  a  chamber  not  open  to  the  atmosphere  at  the 


I'k;.  20     A(CKij;i{ATioN   Cuhves  and  Rksulting   Pkoi-ilks  for  Surge 

Chambers 

upper  end,  having  atmospheric  jjressure  at  the  point  of  uniform  veloc- 
ity for  a  given  set  of  conditions,  and  then  var^-iiig  those  conditions 
so  as  to  pro(hice  a  pressure  in  the  surge  chamber  above  the  water 
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greater  than  atmospheric  pressure;  or  if  it  fell  l>elow  the  level  for  a 
constant  velocity  for  an  assinncd  set  of  conditions,  there  should  be  a 
vacuum,  in  other  words,  a  pressure  tending  to  accelerate  or  retard 
flow,  what  would  be  the  general  effect  of  such  a  set  of  conditions? 

Lars  Jorgenskn.*  The  value  of  having  a  surge  tank  on  a  long 
closed  conduit  is  generally  realized.  The  problem  is,  however,  some- 
what complex  and  any  attempt  to  throw  new  light  upon  it  should  be 
welcome  to  the  profession.  Professor  Durand's  analysis  is  interest- 
ing and  instructive.  In  starting  out  from  an  assumed  acceleration 
curve  he  arrives  at  a  certain  shape  and  size  of  the  surge  basin.  For 
mechanical  reasons  a  conical  tank  is  evidently  the  best  if  it  has  to  be 
cut  out  of  solid  rock  and  lined  with  concrete,  and  therefore  it  may 
be  necessary  in  many  cases  to  make  it  conical.  For  other  reasons 
it  would,  however,  be  better  to  have  the  basin  wide  at  the  bottom  and 
to  have  it  larger  than  absolutely  necessary  to  keep  do\vn  the  amount  of 
surge  to  a  value  considered  small  enough.  A  conical  tank,  or  any 
other  shaped  tank  barely  large  enough  to  keep  do\\Ti  the  amount  of 
surge  will  answer  the  purpose  it  is  intended  for,  but  by  excavating 
somewhat  more  and  in  the  right  place  it  is  surprising  to  see  how  much 
the  average  effective  head  on  the  turbines  can  be  increased,  in  places 
where  the  gra\'ity  flow  line  is  long,  closed  of  course,  and  on  a  steep 
grade.  In  the  example  mentioned  by  Professor  Durand,  where  the 
minimum  and  maximum  flow  through  the  power  conduit  are  about 
600  sec-ft.  and  1000  sec-ft.  respectively,  it  would  probably  be  out  of 
the  question  to  make  the  surge  tank  larger  than  absolutely  necessary 
to  take  care  of  the  surge,  if  no  natural  depression  could  be  found  in  the 
vicinity  of  the  beginning  of  the  pressure  pipe  proper  adapted  for 
reservoir  use.  This  was  probably  not  at  hand,  other\vise  Professor 
Durand  would  have  used  it.  The  closed  conduit  is  long,  but  the  grade 
is  so  small  that  the  average  effective  head  possible  to  gain  by  having 
a  small  regulator  to  help  take  care  of  the  peak  and  to  keep  the  veloc- 
ity flow  more  con.stant  throughout  the  24  hours  would  not  be  enough 
to  compensate  for  digging  such  a  basin  which  would  have  to  accommo- 
date about  6,000,000  cu.  ft.  of  water  or  more  (400  sec.  per  ft.  during 
4  hours  or  more). 

On  developments  having  a  less  amount  of  water,  the  conditions 
change  in  favor  of  having  a  surge  tank  larger  than  just  necessary  to 
keep  dowTi  surges.  The  smaller  the  amount  of  water  to  be  handled, 
the  steeper  the  grade  of  the  flow  conduit  has  to  be  for  commercial 
reasons.     In  that  case,  however,  we  have  a  good  chance  of  recover- 

i  Electric  and  Hydraulic  Engineer,  1406  Chronicle  Bldg.,  San  Franciiico,  Cal. 
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ing  some  of  this  fall  by  making  the  surge  tank  large  enough  to  cut  off 
the  peak  of  the  velocity  (during  the  peak  load),  resulting  in  a  more 
than  proportional  saving  in  head  loss.  As  the  loss  in  the  conduit  in 
this  case  would  be  more  nearly  constant  over  the  24  hours,  we  would 
be  able  to  keep  a  fairly  constant  head  on  the  turbines,  except  toward 
the  very  end  of  the  peak  load,  and  they  are  therefore  capable  of  keep- 
ing up  their  efficiency  at  a  time  when  that  efficiency  is  most  needed. 

Suppose  we  had  200  sec-ft.  average  flow  in  the  41,000  ft.  of  tunnel, 
our  dimensions  would  be  about  as  follows:  6  ft.  inside  diameter  con- 
crete lined  tunnel  on  a  gradient  of  0.00424,  which  corresponds  to 
n  =  0.012  in  Cutter's  formula.  The  tunnel  is  made  circular  in  cross- 
section,  as  this  is  by  far  the  best  and  safest  form  for  any  lined  tunnel 
of  large  size  for  water  carrying  purposes,  both  from  a  mechanical  and 
hydraulic  standpoint,  and  it  is  not  much,  if  any  harder  to  excavate. 
If  the  minimum  and  maximum  demand  was  150,  and  250  sec-ft. 
respectively  (that  is  dividing  the  existing  conditions  in  the  case  cited 
by  Professor  Durand  by  four,  thereby  reaching  conditions  which  cor- 
respond more  nearly  to  an  average  size  development  in  California, 
Nevada,  etc.),  then  the  small  receiving  reservoir  or  surge  basin 
should  be  made  large  enough  to  store  enough  water  at  times  when  the 
demand  of  the  pressure  pipe  proper  is  below  200  sec-ft.  to  supply 
the  demand  when  this  is  above  200  sec-ft.  which  would  require  a 
storage  of  about  1,500,000  cu.  ft.  (more  or  less  depending  upon  dura- 
tion of  peak  load). 

For  the  sake  of  economics  we  cannot  afford  to  carry  the  top  level 
of  our  small  regulator  up  to  the  maximum  static  level;  if  we  did,  we 
would  need  a  storage  of  several  times  1,500,000  cu.  ft.  The  top  level 
of  the  surge  basin  should  be  the  amount  of  the  friction  head  corres- 
ponding to  150  sec-ft.  flowing  below  the  static  elevation,  or  in  this 
case  (one  foot  slope  per  1000  ft.)  41  ft.  below.  Should  the  demand 
happen  to  be  less  than  150  sec-ft.  after  the  reservoir  was  filled  up,  the 
water  would  simply  spill  over,  which  in  most  cases  would  not  be  objec- 
tionable, or  else  regulated  from  the  upper  end.  Friction  loss  in  a  6  ft. 
diameter  conduit,  4^,000  ft.  long,  when  carrying  200  sec-ft.  about 
74  ft.,  and  when  carrying  250  sec-ft.  about  116  ft.,  the  difference, 
42  ft.  (5  per  cent  of  head),  average  would  be  gained  over  the  peak, 
more  at  the  beginning  and  less  at  tlie  end.  Rigiit  here  it  is  seen  that 
in  order  to  keep  up  the  head  towards  the  end  of  the  peak  period  it  is 
necessary  to  have  the  bottom  of  the  reservoir  wide.  At  the  beginning 
of  the  peak  the  small  reservoir  suppHes  much  more  than  its  share 
until  the  level  has  dropped  and  tlio  water  in  the  conduit  has  speeded 
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up,  therefore  it  woukl  be  better  for  tiie  purpose  to  have  the  reservoir 
narrow  at  the  top  and  wide  at  the  bottom.  As  this  would  hardly 
be  practical,  the  only  remedy  is  to  make  the  reservoir  somewhat 
larger  than  1,500,000  cu.  ft.  This  would  only  be  necessary  where 
water  is  drawn  from  a  large  reservoir,  where  the  top  level  of  the 
water  is  not  constant.  An  error  made  in  the  calculation  of  the  con- 
duit could  afterwards  be  more  or  less  corrected  by  making  the  regula- 
tor of  larger  capacity.  Besides  increasing  the  average  head,  at  least 
over  the  peak,  about  42  ft.  and  raising  the  efficiency  of  the  turbines, 
this  small  reservoir  cuts  down  the  static  head  for  which  the  pressure 
pipe  must  be  designed  41  ft.  (about  5  per  cent  of  head). 

Taking  everything  into  consideration,  it  is  easily  seen  that  whenever 
conditions  are  right  it  may  pay  to  spend  a  great  amount  of  money 
in  constructing  a  small  regulator  in  place  of  a  surge  tank.  The  small 
regulator  will  perform  all  of  the  duties  of  the  surge  tank  to  perfection, 
and  having  a  larger  area,  will  keep  the  surge  smaller  as  the  time  for 
acceleration  and  retardation  has  been  extended  to  hours  instead  of 
minutes. 

The  Authoi;.  In  selecting  a  form  of  acceleration  curve  for 
any  given  case  the  first  point  to  be  considered  is  the  program 
as  regards  acceleration  and  velocity  which  it  is  desired  the  water 
should  follow.  Thus  if  the  movement  is  to  be  substantially  non- 
oscillatory,  the  form  of  the  curve  at  the  end  must  be  similar  to 
that  of  Fig.  5,  while  if  surging  may  be  permitted  the  form  may 
approach  that  of  Fig.  2.  In  general  it  is  found  that  all  typical 
cases  present  acceleration  curves  of  closely  similar  characteristics. 
Thus  there  is  alwavs  a  rapid  rise  at  the  beginning  of  the  time 
interval  during  which  the  acceleration  reaches  a  maximum,  fol- 
lowed In'  a  decrease  with  or  Avithout  a  point  of  inflection  and  a 
gradual  approach  to  the  time  axis,  according  as  the  program 
is  to  be  non-oscillatory  or  otherwise.  It  must  also  be  remembered 
that,  in  accordance  with  the  present  method  of  attack,  the  pro- 
gram for  the  water  is  to  be  fixed  in  advance  and  we  are  then  to 
accept  within  limits  the  resultant  dimensions  and  form  of  cham- 
ber. The  two  causes  for  revision  will  be  therefore  either  a  result- 
ing chamber  unsuited  in  size  to  local  or  economic  conditions, 
or  else  a  form  of  profile  undesirable  or  impracticable  in  character. 

It  will  quickly  appear  in  the  study  of  these  problems  that  there 
are  two  things  upon  which  Avill  depend  the  relation  between  the 
form  of  the  curve  and  the  profile  of  the  resultant  chamber,  viz., 
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the  value  of  /3  the  time  interval,  and  the  actual  form  of  the 
acceleration  curve.  A  study  of  these  relations  along  the  lines 
indicated  in  Pars.  83-88  will  usually  serve  quickly  to  indicate 
such  changes  as  may  be  needed  in  order  to  modify  the  resultant 
form  or  dimensions  of  chamber  along  any  desired  line. 

Regarding  the  use  of  a  closed  chamber  with  air  control  I  may 
say  that  while  such  method  is  undoubtedly  practicable  in  many 
cases,  I  had  not  considered  it  with  reference  to  the  particular 
case  under  discussion,  primarily  on  account  of  the  very  large 
dimensions  of  the  chamber  which  would  be  required.  As  pointed 
out  by  Johnson  in  the  paper  to  which  reference  has  previously 
been  made,^  the  use  of  an  air  chamber  will  result  in  a  marked 
reduction  in  the  vertical  dimensions  of  the  chamber,  but  the 
transverse  dimensions  would  still  remain,  for  the  present  case, 
large  beyond  practicable  limits.  Also,  as  pointed  out  by  the  same 
author  the  conditions  as  regards  regulation  will  not  be  as  satis- 
factory, unless  at  least  the  differential  feature  as  proposed  by 
him  be  included  in  the  design. 

Replying  to  Mr.  Jorgensen,  it  is  perhaps  sufficient  to  say  that  he  is 
entirely  correct  in  assuming  that  the  topographical  conditions  in 
the  particular  case  under  discussion  are  not  such  as  would  permit 
the  installation  of  a  regulating  reservoir  in  the  usual  sense  of  the 
term.  Such  a  reservoir,  if  of  size  to  carry  across  the  peak  load  will, 
of  course,  exercise  a  most  helpful  control  over  the  loss  of  head  at 
high  velocities.  In  effect  it  will  serve  to  eliminate  the  higher  range 
of  velocities  in  the  long  conduit  and  restrict  them  simply  to  the  short 
conduit  between  reservoir  and  power  house.  These  possibilities 
are  well  shown  by  the  case  which  Mr.  Jorgensen  assumes  for  illus- 
tration. 

It  may  be  well  to  add  here  as  a  further  variant  to  the  method  out- 
lined in  the  paper  that  since  its  preparation  it  has  been  found  possible 
to  proceed  quite  satisfactorily,  so  far  as  the  computations  are  con- 
cerned, by  going  one  step  further  back  in  the  assumed  curve  and  speci- 
fying the  diffiTential  of  the  acceleration  curve  instead  of  the  accelera- 
tion curve  itself. 

Reference  to  the  equations  of  the  paper  and  to  the  outline  of  method 
will  readily  show  that  by  the  use  of  equations  [22],  [23],  [24]  and 
[25],  the  problem  may  be  solved  by  making  two  integrations  in  suc- 
cession, the  first  for  the  acceleration  curve  and  the  second  for  the  veloc- 
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ity  curve,  instef^d  of  one  integration  and  one  differentiation  as  used  in 
the  examples  of  the  paper.  It  must  be  admitted,  however,  that  a 
suitable  form  of  curve  is  not  as  readily  assumed  in  the  case  of  this 
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Fig.  21   Typical  Form  ov  Acceleration  Cuuvk  with  its  Dikkekential 


method  as  in  that  of  the  paper.     In  Fig.  21  is  shown  a  typical  form  of 
initial  curve  together  with  its  integral,  the  acceleration  curve. 

This  possibility  of  variation  in  mode  of  procedure  is  here  suggested 
without  further  development  of  detail. 
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SPEED  REGULATION  IN  HYDRO-ELECTRIC 

PLANTS 
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Member  of  the  Society 

Although  speed  regulation  of  the  turbine  unit  is  one  of  the  most  im- 
portant features  in  a  successfully  operating  hydro-electric  plant  under 
modern  conditions,  it  rarely  receives  more  consideration  in  the  design 
of  a  plant  than  to  provide  for  the  installation  of  a  governor  of  some 
standard  type. 

2  The  result  is  that  a  hydraulic  turbine  governor  may  be  praised  in 
one  plant  and  condemned  in  another  almost  exactly  similar,  and  the 
engineer  contemplating  such  an  installation  often  finds  after  the  most 
thorough  investigation  that  he  can  obtain  recommendation  and  con- 
demnation of  every  governor  on  the  market. 

3  The  reason  for  this  is  invariably  evident  from  an  analysis  of  the 
various  features  of  the' plants  regarding  which  information  may  be  at 
hand,  and  of  the  original  purpose  for  which  any  particular  governor 
was  designed. 

4  In  many  plants  practically  no  regulation  is  required,  either 
because  the  prime  movers  operate  under  ideal  conditions,  or,  al- 
though the  conditions  are  not  so  good  or  perhaps  even  quite  bad, 
the  loads  are  almost  constant.  The  most  severe  tests  to  which  the 
governor  is  put  in  such  plants  is  the  shutting  dowTi  of  a  turbine  in 
the  case  of  a  short  circuit,  and  it  is  not  surprising  that  the  reports 
of  governor  operation  from  such  plants  are  good.  On  the  other 
hand,  it  often  happens  that  governors  are  installed  where  the  condi- 
tions for  speed  regulation  are  severe,  or  where  the  instantaneous  or 
constant  load  changes  are  a  large  percentage  of  the  unit  or  plant  ca- 
pacity, and  if  the  subject  was  not  given  proper  consideration  in  the 
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design  of  the  plant,  it  is  not  strange  that  bad  reports  are  given  of 
governors  which  in  these  other  plants  are  highly  satisfactory. 

5  In  the  present  state  of  governor  development,  there  is  no  reason 
why  commercial  regulation  should  not  be  obtained  in  every  hydro- 
electric plant  even  if  not  always  equal  to  that  obtained  in  modern 
steam  plants,  it  should  at  least  be  very  nearly  as  satisfactory.  This, 
however,  can  not  always  be  accomplished  by  the  installation  of  a  well- 
designed  governor  alone,  as  the  governor  can  perform  only  certain 
of  the  many  necessary  functions,  no  matter  how  perfect  it  is.  In 
other  words,  the  several  parts  of  the  whole  hydro-electric  plant  must 
be  put  in  such  relationship  that  the  governor,  if  properly  designed, 
can  perform  the  functions  necessary  for  good  commercial  regulation. 

6  If  the  plant  has  been  arranged  as  above  stated,  very  little 
difficulty  will  be  experienced  with  any  one  of  the  governors  which 
have  been  put  on  the  market  by  a  number  of  reputable  manufac- 
turers in  this  country.  There  are  cases,  however,  where  the  gov- 
ernor of  one  particular  type  or  design  may  be  more  adaptable  than 
the  rest  or  some  of  the  rest. 

7  The  sale  of  a  governor  is  seldom  left  to  its  designer,  who  may 
know  its  limits  and  possibilities,  and  it  is  therefore  important  that  the 
guarantee  made  by  the  manufacturer  or  his  agent  be  carefully  checked 
by  the  engineer  designing  the  plant  in  which  the  governor  is  to  be 
installed,  even  though  the  governor  be  the  best  on  the  market. 

8  Certain  well-designed  governors  are  in  bad  repute  with  some 
engineers,  simply  because  the  manufacturer  or  his  agents  were  so 
eager  to  make  a  sale,  that  the  question  of  adaptability,  or  the  condi- 
tions under  which  the  governor  was  to  operate  were  overlooked,  or 
if  considered  at  all,  a  chance  was  taken  that  the  plant  would  be  an 
easy  one  to  operate. 

9  It  is  the  purpose  of  this  paper  to  give  formulae  by  means  of 
which  the  probable  speed  regulation  can  be  computed  for  any  set 
of  conditions,  and  to  make  suggestion?  which  may  be  helpful  in 
arriving  at  a  satisfactory  proportioning  of  parts  for  good  commercial 
results. 

10  The  regulation  of  hydro-electric  units  as  now  accomplished 
is  one  of  degree  only,  since  a  departure  from  normal  speed  is  neces- 
sary before  the  governor  can  act.  Since  the  immediate  effect  of  the 
gate  motion  is  the  opposite  of  that  intended,  the  speed  will  depart 
still  further  from  the  normal.  This  tends  to  cause  the  governor  to 
move  the  gate  too  far,  with  the  result  that  the  speed  will  not  only 
return  to  normal  as  soon  as  the  inertia  of  the  water  and  the  rota- 
ting parts  is  overcome,  but  may  rush  far  beyond  normal  in  the  op- 
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posite  direction.  The  obvious  tendency  is  thus  to  cause-  the  speed  to 
oscillate  a])Ove  and  below  normal  (hunting  or  racing)  to  the  almost 
complete  destruction  of  speed  regulation. 

11  A  successful  governor  nmst  therefore  anticipate  the  effect  of 
any  gate  movement.  It  must  move  the  gate  to,  or  only  slightly  be- 
yond, the  position  which  will  give  normal  speed  when  readjustment 
to  uniform  flow  in  the  flume  or  penstock  has  taken  place.  A  governor 
with  this  property  or  quality  is  commonly  said  to  be  a  "dead-beat' 
governor.  The  expedient  used  for  this  purpose  on  hydraulic  governors 
is  called  a  compensating  device,  which  may  be  either  simple  or  com- 
pound. 

REGULATION   OF  Ol'EN-FLUME  TUR15INES 

12  For  the  regulation  of  turbines  in  open  flumes,  where  the  veloc- 
ity of  approach  does  not^ exceed  2  to  3  ft.  per  sec.  a  gate  movement 
only  slightly  increases  or  decreases  the  head,  so  that  it  may  be  con- 
sidered that  the  immediate  effect  is  the  desired  one,  namely,  to  in- 
crease the  flow  of  water  for  gate  opening  and  decrease  it  for  gate  clos- 
ing, so  that  the  inertia  of  the  water  may  be  disregarded,  consideration 
for  the  inertia  of  the  rotating  masses  only  being  necessary.  Thus  in 
plants  where  turbines  are  used  in  open  flume  the  danger  of  hunting  or 
racing  is  practically  eliminated,  and  by  choosing  the  proper  value  for 
the  rotating  masses  almost  any  desired  speed  regulation  can  be  ob- 
tained. However,  this  is  true  only  where  the  length  of  the  draft  tube 
is  short  compared  with  the  head.  The  water  in  the  dra^'t  tube  must 
be  accelerated  or  retarded  at  each  change  of  gate  opening  and  its 
kinetic  energy  changed  at  the  expense  of  the  power  output  in  exactly 
the  .same  manner  as  that  in  the  penstock  or  flume.  The  effect  is  a^ 
tendency  towards  hunting  or  racing  and  it  may  be  found  that  regula- 
tion with  a  governor  is  absolutely  impossible  at  part  load.  Tn  any 
case  where  a  draft  tube  is  used  it  must  be  included  in  all  calculations. 
If  the  draft  tube  is  long;  and  the  velocity  in  it  comparatively  high, 
a  quick  closure  of  the  turbine  gates  may  cause  the  water  in  the  draft 
tube  to  run  away  from  the  wheel,  actually  creating  a  vacuum,  and 
then  return  again  causing  a  destructive  blow  against  the  turbine.  In 
such  ca.se,  regulation  of  any  kind  is  entirely  out  of  the  question. 

13  From  what  has  just  been  said,  it  is  evident  that  with  turbines 
in  open  flume,  if  there  is  a  'suitable  velocity  of  approach  in  the 
flume  and  the  draft  tube  is  of  proper  dimensions,  the  regulation  is 
a  question  of  the  inertia  of  the  rotating  masses  or  flywheel  efifect. 
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FLYWHEEL  EFFECT 


14  Flywheel  effect  is  the  capacity  of  a  rotating  mass  to  store  or 
supply  energy.  This  effect  is  expressed  in  pounds  at  1-ft.  radius, 
and  is  equal  to  the  moment  of  inertia  of  a  mass,  that  is,  the  weight 
by  the  square  of  the  radius  of  gyration,  or  pounds  feet  squared. 
Modern  alternating-current  generator  rotors  are  built  in  the  shape  of 
a  common  flywheel  and  usually  have  sufficient  flywheel  effect  to  ob- 
tain satisfactory  regulation.  The  flywheel  effect  of  the  rotating 
parts  of  a  turbine  varies  with  different  types  and  usually  is  not  con- 
sidered; but  it  should  be  made  a  matter  of  care  for  large  low-head 
multiplex  and  large  diameter  impulse  turbines.  In  smaller  turbines  it 
may  be  regarded  simply  as  introducing  a  factor  of  safety. 


a  100^ 
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Fia.  1    Energy  op  Rotating  Masses  given  out  in  Time  T 

15  In  turbines  of  very  large  diameter  and  in  high-power  reaction 
turbines,  the  weight  of  the  water  in  the  runner  must  also  be  considered 
to  make  the  calculations  of  any  value,  as  its  effect  is  exactly  the  same 
as  that  of  any  other  rotating  mass,  and  may  be  a  large  percentage  of 
the  total  rotating  mass.  With  geared  turbines,  the  effect  of  all  gears 
and  shafting  should  be  considered. 

16  Where  turbine-driven  direct-current  exciters  are  used  in  a 
large  hydro-electric  plant,  their  possible  regulation  should  be  care- 
fully considered,  as  the  flywheel  effect  of  these  exciter  generators  is 
usually  small  and  an  additional  separate  flywheel  may  prove  necessary. 

17  When  purchasing  generators,  a  comparison  of  the  flywheel 
effect  should  be  made,  as  they  are  usually  built  as  light  and  compact 
as  possible.  Additional  flywheel  effect  within  certain  Hmits  can 
•Tcnerally  be  obtained  at  a  very  small  cost  in  alternating-current  gen- 
erator rotors,  and  it  will  ordinarily  prove  cheaper  and  more  con- 
venient to  do  this  than  to  add  a  separate  flywheel. 

18  If  a  separate  flywheel  must  be  added,  its  weight  for  a  given 
moment  of  inertia  or  flywheel  effect  depends  upon  the  permissible 
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peripheral  speed.  In  calculating  a  flywheel,  the  runaway  speed  (for 
full  gate  opening  and  friction  load)  must  be  considered  and  is  really 
the  determining  factor.  For  an  impulse  turbine  this  runaway  speed 
will  be  about  90  per  cent  above  normal.  For  the  standard  types  of 
reaction  runners,  A,  B,  C,  D,  E,  and  F  (See  Appendix,  Table  1),  the 
runaway  speed  will  be  respectively  70%,  65%,  60%,  55%,  50%  and 
45%  above  normal.  These  are  the  maximum  speeds  and  they  may 
be  appreciably  less,  depending  upon  the  setting  of  the  turbine  and  the 
type  of  bearings  used.  For  low  speeds,  flywheels  of  the  engine  type 
may  be  used,  but  for  high  speeds  they  should  be  of  the  disc  type, 
turned  all  over  and  carefully  balanced.  The  maximum  peripheral 
speed  for  solid  cast  iron  disc  wheels  should  not  exceed  100  ft.  per 
sec.  and  for  cast-steel  wheels  of  the  same  type,  it  should  not  exceed 
200  ft.  per  sec. 

19  Cast-steel  wheels  are  usually  more  convenient  on  account  of 
their  smaller  size  for  the  same  flywheel  effect,  and  cheaper  because 
less  additional  bearing  surface  is  required,  and  the  greater  cost  per 
pound  of  material,  if  any,  is  offset  by  the  lighter  weight,  the  flywheel 
effect  varying  with  the  square  gf  the  radius  of  gyration. 

20  The'  regulation  due  to  any  given  flywheel  effect  can  be  com- 
puted by  means  of  the  formula 

_  800,000  XN  XT 
n'  X  Wr^ 

It  must  usually  be  modified,  however,  and  to  show  clearly  how  this 
comes  about,  the  derivation  of  this  formula  is  given  herewith,  follow- 
ed by  the  sj'-mbols  for  the  quantities  used. 

21  The  energy  of  a  rotating  mass  is  — —  •    If  the  peripheral  speed 

Li 

of  the  mass  M  is  reduced  from  t'o  to  V\  it  will  lose  energy 
amounting  to 

M  {v2-  —  vr) 
2 
Factoring  (vz^  —  ^i^) 

(^2-  —  Vi^)  =  (i'2  +  ^•l)  {V2  —  vi) 

V 

Substituting  in  the  above  and  multiplying  by  —  we  have 

V 
MV  (i'2  +  Vi)  (V2   -   Vi) 

Energy  lost  =  X  
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but 


and 


«^2  +  «^i  ,     .. 

— - —  =  average  velocitj^  =  v 


Vi  —  Vi 

=  relative  change  in  velocity  :=  d 


V 

(d  is  also  called  the  percentage  of  ununif ormity) . 

22  Substituting  the  values  of  v  and  d  in  the  above  equation  of 
energy  lost,  we  have 

Energy  lost  =  Mvvd  =  MvH 
or 

M^^    ^    '^  =  MvH 

23  Referring  to  diagram  (Fig.  1),  let  ordinates  represent  horse- 

NT 
power  and  abscissae  represent  time.     Then  the  energy, is  that 

which  must  represent  the  amount  given  out  by  the  rotating  masses, 

after  the  turbine  gates  have  been  closed  off,  and  T  is  the  time  required 

to  give  it  up.  That  is,  if  the  total  load  is  taken  off  suddenly,  the  power 

would  drop  from  a  to  &,  but  on  account  of  the  rotating  masses  this 

would  not  happen  instantaneously,  but  would  take  a  certain  time  T 

and  the  effect  of  the  masses  is  equal  to  the  area  below  the  line  y 

NT 
and  if  this  is  a  straight  line  the  area  = Then 


X  550  =  —  ( 

2  ^   \     GO  X  60  / 


where 


and 


W 

M  =  — 

g 

2  Trrn 

V  =  

60 

Substituting  numerical  values  and  transposing,  we  have 

Tx.  ,      ^T  /60  X  60  X  32.2  X  550\       NT 

Wr^  =  —  ( 1  = 800,000 1 

n^r/  \  2  X  3.14  X  3.14  X  4/        n^d        '  ^^ 

and 

^ n_7W7_a 

.V  X  800,000 


i 
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also 

^  ^  800,000  XNXT  r 

?t«  X  Wr* 

which  is  the  formula  as  first  given,  and 

TFr^  =  moment    of    inertia    of  the  rotating  masses  in  lb.  ft. 
squared 
T  =  time  in  seconds  to  close  or  open  gates  by  the  governor 
n  =  revolutions  per  minute 

d  =  — ~  =    ^    -  ^  =  the  relative  change  of  speed 

V  n 

_  (Dw) 
w 

wj  =        =  angular  velocity 

N  =  horsepower 

Correction.     In  deriving  the  above  formula,  it  was  assumed 
that  the  line  y  was  a  straight  line  and  the  area  under  it 

NT 
was  equal  to        ,  under  the  assumption  that  the  total 

load  was  thrown  off. 

24  However,  the  friction  load  of  the  turbine  and  generator 
remains,  and  the  actual  area  represented  will  be  that  under  a  curve 
j{y).  The  effect  of  this  friction  load  will,  of  course,  differ  with 
the  various  types  of  turbines  used,  but  the  original  formula 
may  be  modified  safely  as  follows,  the  curve/  (y)  being  approximately, 
a  parabola: 

d'  =  O.Sd [4] 

25  Another  cause  which  should  be  taken  into  consideration,  pro- 
viding the  turbine  is  properly  designed  so  as  to  give  its  maximum  eflB- 
ciency  at  normal  or  synchronous  speed,  is  that  the  efficiency  is  reduced 
with  either  increasing  or  decreasing  speed,  which  has  the  tendency 
to  reduce  still  further  the  area  under  the  curve/  (y).  The  amount 
reduced  varies  with  the  type  of  runner,  being  greatest  for  a  high- 
speed high-power  runner,  and  least  for  a  low-speed  low-power  runner, 
since,  if  correctly  designed  and  therefore  following  the  laws  of  hy- 
draulics, the  change  in  efficiency  will  be  greater  for  a  high-speed  than 
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for  a  low-speed  runner  for  the  same  per  cent  of  variation  in  speed. 
The  formula  modifying  d'  for  this  cause,  is  as  follows: 

rfeff    = ^, [5] 

n.    _^ 
where       varies  from  1.8  for  a  runner  of  low  speed  to  1.3  for  a  runner 

Wo 

of  high  speed. 

26    Referring  to  Table  1,  giving  standard  runners  types  A  to  F 
(see  Appendix),  designed  under  the  writer's  direction  for  the  Allis- 

Chalmers  Company,  the  values  of  —  are  as  follows : 

Type  of  Runner 

Value  of  —  


Specific  speed  k  =        ir^ 
H. 


I  '':p. 


A 

B 

C 

DBF 

1.8 

1.7 

1.6 

1.5       1.4        1.3 

3.55 

20.3 

29.4 

^7     (49.7    (70.97 
-62.8) -83.78) 

27  The  specific  speed  is  that  speed  in  revolutions  per  minute  of 
a  turbine  runner,  diminished  in  all  dimensions  to  such  an  extent  as  to 
develop  1  h.p.  when  working  under  the  head  H  =  1  ft.  This  value 
is  called  type  characteristic  by  Professor  Zowski  in  his  article  in  the 
Michigan  Technic  of  June  1908,  The  American  High  Speed  Runners 
for  Water  Turbines. 

28  To  simplify  calculations,  this  table  will  prove  efficient: 


Type  of  Runner 

A 

B 

C 

D 

E 

F 

0.8x  in  defif  =  O.Sxd 

0.714 

0.703 

0.69 

0.671 

0.645 

0.606 

29  For  impulse  turbines  the  same  d^g  as  for  type  A  reaction 
runner  should  be  used. 

30  To  find  the  speed  variation  for  any  other  than  a  full  load 
change,  the  following  must  be  considered:  If  T  is  the  regulating  time 
for  the  total  governor  stroke  or  100  per  cent  load  of  the  turbine,  it 
would  appear  that  for  50  per  cent  load  or  stroke,  the  regulating  time 

T  T 

would  be     ,  and  for  25  per  cent,  — ,  etc. 
2  *^  '  4 
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REGULATION  WITH  MECHANICAL  GOVERNORS 


31  As  far  as  the  stroke  is  concerned,  this  is  nearly  true  with  a 
mechanical  governor,  and  the  speed  variations  for  part  load  changes 
can  be  calculated  as  follows: 

32  The  formula  for  d  which  we  have  given,  may  be  transformed 
to  appear: 


d  = 


jnv 


2aZ 


550  NT 


in  which  the  new  symbols  Z  and  a  are,  respectively,  the  change  in 
load,  and  the  remaining  load. 

33     In  the  foregoing  formula,  if  we  let 

1 


mv 
bbO  NT 


it  will  appear  as  follows : 


d  =  SZ^(\-S 


4:aZ 
3 


[7] 


34  From  this  formula,  we  can  now  compute  d  for  various  part 
loads,  since  S,  as  may  be  readily  seen,  is  d  as  figured  from  the  original 
formula  for  total  change  of  load,  or  S  =  d'^e  in  the  above  formula, 
and  for  load  changes  of  25%,  50%  and  75%  we  have  the  following: 

a    For  25%,  Z  =  0.25  and  a  =  0.75 

d'  25%  =  rf'eff  X  0.625  (1  -  d,g  X  0.25) 

b    For  50%,  Z  =  0.50  and  a    =  0.50 

d'507o  =  d',g  X  0.25    (1  -  d'^g  X  0.333) 

c    For  75%,  Z  =  0.75  and  a  =  0.25 

d'  75%  =  d'eff  X  0.56  (1  -  d'^g  X  0.25) 

35  The  results  of  these  computations  plotted  appear  as  in  Fig.  2, 
in  the  line  marked  a. 

36  Line  a  correctly  represents  the  speed  variation  under  the  as 
sumption  that  the  governor  acts  instantaneously  upon  a  speed  change 
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however,  a  certain  speed  change  must  occur  before  the  governor  can  act 
on  account  of  the  insensitiveness  of  the  flyballs,  and  the  actual  speed 
changes  are  more  correctly  represented  by  a  line  b,  midway  between 
the  curve  a,  and  a  straight  line  c,  as  shown. 

REGULATION  WITH  HYDRAULIC  GOVERNORS 

37  For  a  hydraulic  governor,  an  entirely  different  line  of  reason- 
ing must  be  followed.  My  own  observations  are  supported  by  those 
of  others  who  claim  that  the  regulating  time  for  all  gate  openings  is 
nearly  constant  and  equal  to  that  of  the  total  gate  opening  for  a  hy- 
draulic governor. 


/ 

-^ 

«^ef£. 

-^^ 

b^ 

^^ 

i^^^ 

^ 

0  25 ■;J  5U/.  75  A  100* 

Load  Oianges 

Fig.  2    Apparent  and  Actual  Regulation  of  Mechanical  Governor 


38  This  is  due  largely  to  the  throttling  effect  of  the  regulating 
valve  and  the  time  required  to  overcome  the  inertia  of  the  regulating 
masses.  That  this  fact  is  not  detrimental  to  the  speed  regulation  can 
be  seen  from  what  follows,  and  that  it  is  of  large  benefit  to  the  prob- 
lem of  pressure  variations  and  therefore  indirectly  again  to  regulation, 
will  be  seen  from  a  study  of  the  following  discussion  on  pressure  varia- 
tions. 

39  From  experience  and  tests,  it  has  been  found  that  for  hydraulic 
governors  the  curve  a,  shown  under  partial  load  speed  variation  for 
mechanical  governors,  must  be  modified  as  shown  in  Fig  3. 

40  The  curve  d  is  an  arc  of  a  circle  drawn  tangent  to  the  line  od 
which  is  the  line  of  apparent  regulation,  and  through  the  point  c?eff 
which  is  the  actual  value  of  d'  as  modified  for  various  causes  as  given. 

41  It  would  appear  from  a  comparison  of  the  regulation  curves 
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given  that  the  speed  variation  would  be  less  for  partial  loads  with  the 
mechanical  governor  than  with  the  hydraulic  governor.  This,  how- 
ever, is  not  true  for  practical  purposes,  since  the  regulating  time  for 
any  but  very  small  mechanical  governors  is,  of  necessity,  very  great 
compared  with  the  hydraulic  governor,  the  regulating  time  of  which 
can  practically  be  made  as  short  as  desired  for  any  size.  From  an 
investigation  of  the  original  formula  for  d,  it  can  be  seen  that  d  varies 
directly  with  T,  and  therefore,  if  we  can  use  a  shorter  time  T,  with  the 
hydraulic  governor  than  with  the*  mechanical,  it  is  seen  that  the 
apparent  advantage  can  be  overcome  many  times,  due  to  the  very 
short  time  T*,  which  is  possible. 

42    A  mechanical  governor  can  perform  only  a  definite  amount 
of  work  per  unit  of  time,  depending  upon  the  size  and  strength  of  the 


d 

a 
o 

'^ef£ 

a 

a 

_yC 

"^ 'l^^"""^ 

> 

y 

^ 

OT 

y^ 

25? 


50^ 
Load  Chauge 


100;? 


Fig.  3    Apparent  and  Actual  Regulation  op  Hydraulic  Governors 


driving  belt  or  gears  which  must  transmit  the  power  of  the  governor. 

If  for  instance,  a  mechanical  governor  is  capable,  due  to  the  strength 

of  its  parts,  of  transmitting  1    h.p.    =    550  ft.  lb.  per  sec,  and  the 

work  required  to  regulate  a  turbine  is  11,000  ft.  lb.,  then  the  regulating 

..  .  ,     11,000       _„ 

time  must  be  =20  sec. 

550 

43  The  work  which  a  hydraulic  governor  is  capable  of  doing  is  a 
function  of  the  size  of  the  regulating  cylinder,  and  the  time  in  which  it 
can  do  this  work  depends  upon  the  time  in  which  sufficient  oil  can 
be  brought  to  the  cylinder.  This  time  again  depends  upon  the  pres- 
sure in  the  pressure  tank  and  the  size  and  discharge  coefficient  of  the 
oil  pipes  and  the  regulating  valve. 
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REGULATION  OF  ENCASED  TURBINES 

44  If  the  water  is  conducted  to  the  turbine  in  a  long  penstock 
(encased  turbine)  a  large  amount  of  energy  is  stored  in  the  moving 
column  of  water  and  a  change  in  its  velocity  involves  a  change  in  its 
kinetic  energy  and  produces  pressure  variations,  which  may,  if  an 
attempt  is  made  at  too  rapid  regulation,  leave  the  turbine  deficient 
in  energy  when  increased  power  is  desired,  or  when  the  power  is  de- 
creased, may  produce  such  shocks  as  will  seriously  affect  regulation, 
or  perhaps  result  in  serious  injury  to  the  penstock  or  turbine. 

PRESSURE  VARIATIONS 

45  With  open-flume  turbines,  these  pressure  variations  may  be 
disregarded,  but  with  encased  turbines  they  must  always  be  carefully 
considered.  These  variations  can  never  be  entirely  done  away  with 
in  practical  cases,  but  they  can  be  minimized  to  almost  any  extent  by 
proportioning  properly  the  various  parts  of  a  plant.  The  solution  of 
such  a  problem  is  generally  determined  by  commercial  considerations, 
and  a  balance  must  be  struck  between  cost  of  penstocks  and  cost  of 
flywheels,  if  it  is  impossible  or  undesirable  to  modify  conditions  with 
other  appurtenances. 

46  Pressure  variations,  to  a  greater  or  less  extent,  occur  in  every 
practical  turbine  installation,  whenever  the  amount  of  water  which 
flows  to  the  turbine  is  varied,  as  in  the  case  of  a  change  of  load.  How- 
ever, for  practical  considerations,  as  far  as  regulation  of  speed  with 
governors  is  concerned,  these  variations  can  be  considerable  before 
they  will  have  any  appreciable  effect  on  the  speed  regulation. 

47  In  modern  plants,  where  the  tendency  usually  is  to  develop  as 
much  power  and  head  as  possible  in  a  single  plant,  it  frequently  be- 
comes necessary  to  carry  the  water  for  some  distance  in  flumes,  pipe 
lines  or  tunnels  in  order  to  concentrate  the  head  on  the  plant.  The 
length  of  the  conduits  often  becomes  many  times  greater  than  the 
head,  and  as  such  long  conduits  become  a  large  factor  in  the  cost  of 
the  plant,  the  natural  tendency  is  to  reduce  the  size  of  conduit  and 
increase  the  velocity  of  the  water  flowing  in  or  through  it.  How- 
ever, head,  length  of  conduit,  and  velocity  of  water  in  the  conduit,  are 
the  three  principal  factors  that  produce  pressure  variations,  and  their 
relation  to  each  other,  as  well  as  their  effect  on  regulation  of  speed, 
becomes  a  very  important  problem  in  such  plants. 

48  In  such  a  plant,  the  effect  of  the  fly^vheel  masses  is  the  same  as 
before,  and  the  same  theory  and  formulae  apply  to  it.    However, 
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instead  of  a  constant  head  acting  on  the  turbine,  we  will  have  a  vari- 
able head,  which  may  become  greater  or  less  than  the  normal,  depend- 
ing upon  the  change  of  load.  This  variation  in  head  tends  to  increase 
or  decrease  the  amount  of  power  which  would  be  developed  for  the 
same  gate  opening  at  normal  or  constant  head,  and  the  tendency  of 
the  flywheel  effect  to  keep  the  speed  constant  is  lessened  by  the  amount 
of  increased  or  deficient  power  so  caused. 

49     As  calculated  from  the  foregoing  formula,  "d  effective"  must 
be  modified  by  the  following  formulae  due  to  the  causes  above  men- 
tioned. 
;For  closing  gates 

cr  =  d^Ji+^^^^f [8] 


For  opening  gates 


d'"=      -,     -^^rrW^       [9] 


(^  -  T)* 


The  derivation  of  these  formulae  and  the  theory  leading  up  to  them 
are  herewith  given. 

50  We  know,  from  the  fundamental  axioms  of  mathematical 
physics,  that  a  given  mass  acted  upon  by  a  variable  force  in  an  inter- 
val of  time  is  accelerated  or  decelerated.  This  relation  is  given  by  the 
following  fundamental  equation 

dt 

and 

Mdv  =.  Pdt 

51  In  the  problem  relating  to  speed  regulation  we  always  deal  with 
a  fixed  time  T,  and  a  variation  in  the  velocity  of  the  water  brought 
about  in  the  time  T,  which  is  identical  with  a  pressure  variation. 
We  may,  therefore,  write 

M(Dv)={DP)T 
where 

W 

M=  mass  =  — 

Q 

in  which 

W~  weight  in  lb. 
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g  —  32.2  =  acceleration  of  gravity 
and 

P  =  pressure  =  Hy 

in  which 

p 

-  =  (DH),  where  y  =  specific  weight 

y 

Let  L  represent  the  length  of  a  pipe  line  or  penstock  and  F  its  area. 
Then 

Q 
P  =  FP  =  py  (DH) 

And  substituting  in  the  equation  M{Dv)  =  (DP)T,  we  have 


Transposing 


^^  (Dv)  =  Fy  (DH)T 
9 


(DH)  =    ^-^^^- [10] 


or  the  actual  increase  or  decrease  of  head  for  certain  regulating  time 
T,  and  a  variation  of  the  velocity  of  the  water  of  (Dv). 

52  This  formula,  to  express  the  result  in  per  cent  of  the  total  head, 
will  read 

(DH)  ^  L(Dv)  r    , 

H  gTH    ^ 

and  for  both  increase  and  decrease  it  will  read 

(DH)        ,   L(Dv)  r    , 

H     ^"^   HgT  ™ 

where  +  is  for  closing  and  —  is  for  opening  gates. 

53  From  this  formula  we  learn  that  the  pressure  variations  vary 
directly  with  the  length  of  the  penstock  and  the  velocity  of  the  water 
in  it,  and  inversely  as  the  head  and  the  time  during  which  the  original 
velocity  is  varied  by  {Dv). 
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54     If  we  assume  an  allowable  pressure  variation,  ,  the  regulat- 

H 

ing  time  can  be  found  from  a  transposition  of  the  above  formula, 
as  follows: 

^^^     UDv)     ^3j 

{DH) 


^^     // 


As  an  example,  let 


L  =  500  ft. 
H  =  100  ft. 

Vo=  100  ft.  per  sec.  f or  T  =  0 
»i  =  5  ft.  per  sec.  for  T  =  2  sec. 
(Dp)  =  vo  —  Ci  =  5  ft.  per  sec. 

Then 

iMl=±„    500X5  ^  i  0.39  =  ±  15.5% 

H  100  X  32.2  X  5 

which  shows  that  for  a  change  in  penstock  velocity  of  5  ft.  per  sec. 
the  pressure  would  increase  or  decrease  15.5%. 

55  Where  a  pressure  variation  not  to  exceed  10%  is  permissible, 

^-jj-  —  0-10>  s.nd  the  corresponding  regulating  time  for  the  same 
conditions  must  be 

T  =  ±  -^^0  X- ^ =  7.8  sec. 

100  X  32.2  X  0.10 

which  shows  that  it  takes  7.8  sec.  to  accelerate  or  decelerate  the  veloc- 
ity by  5  ft.  in  order  not  to  increase  or  decrease  the  pressure  to  exceed 
10%. 

56  As  may  readily  be  noted,  the  above  formula  gives  equal 
results  for  increase  or  decrease  of  pressure,  and  both  values  become 
infinity  if  any  of  the  factors  in  it  become  infinity  or  zero.  It  is  im- 
possible, however,  to  imagine  the  pressure  decrease  becoming  infinity; 
it  is  evident  that  the  decrease  can  never  exceed  100%  and  if  this  limit 
is  surpassed,  or  even  reached,  the  liquid  column  must  sustain  a 
rupture,  and  the  water  will  flow  intermittently  or  in  the  form  of  pul- 
sations.    From  this  it  is  evident  that  the  formula  can  be  correct 
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only,  if  at  all,  within  certain  limits  and  under  certain  restrictions  and 
then  only  approximately,  as  we  will  see  from  our  further  discussion. 

57  The  above  indicates  that  we  must  analyze  this  problem  further 
in  order  to  get  formulae  which  will  cover  the  ground  and  give  more 
exact  results. 

58  Tt  is  a  well-known  fact  that  if  penstock  conditions  are  dis- 
turbed by  moving  a  gate  anywhere  in  the  line,  either  at  the  upper  or 
lower  end  or  intermediately,  the  whole  system  becomes  oscillatory, 
which  means  that  the  pressure  and  velocity  in  the  penstock  are  oscil- 
lating. 

59  A  similar  phenomenon  can  also  be  experienced  in  an  open  flume 
in  which  water  is  flowing.  Assume  that  the  gate  at  the  lower  end  of 
such  a  flume  is  closed.  A  wave  will  be  produced  next  to  the  gate,  and 
this  will  proceed  upward  along  the  flume  with  a  certain  velocity, 
until  it  disappears  either  in  the  intake  basin,  where  v  nearly  equals 
zero,  or  it  will  be  dissipated  by  friction  on  the  flume  walls,  depending 
upon  the  length  and  roughness  of  the  flume  and  the  velocity  of  the 
wave. 

60  In  closed  flumes  or  penstocks,  such  waves  do  not  disappear  so 
quickly,  the  surface  friction  being  small  in  comparison  with  the  veloc- 
ity and  the  produced  force,  and  its  influence  may  even  be  neglected. 

61  It  is  evident  that  these  waves,  or  rather  vibrations,  are  liable 
to  interfere  with  each  other  and  consequently  affect  the  pressure  in  the 
penstock.  It  is  therefore  of  greatest  importance  to  determine  the 
velocity  with  which  these  vibrations  travel  in  and  along  the  penstock 

VELOCITY  OF  VIBRATIONS 

62  This  velocity  of  the  vibrations,  which  we  will  indicate  by  C 
in  our  further  discussion,  depends  (a)  upon  the  compressibility  of  the 
liquid,  and  (b]  upon  the  nature  of  the  material  of  which  the  penstock 
consists. 

63  It  is  a  well-known  fact  that  vibrations  in  water  proceed  with 
the  same  velocity  as  does  sound,  and  if  the  walls  of  the  flume  or 
penstock  can  be  considered  absolutely  rigid,  C  therefore  depending 
only  upon  the  compressibility  of  the  water,  the  velocity  of  the  vibra- 
tions will  be  4650  ft.  per  sec,  or,  as  already  stated,  the  same  as 
that  of  sound.  The  penstock  walls,  however,  are  always  flexible  to  a 
certain  degree,  depending  upon  the  elasticity  of  the  material  from 
which  they  are  constructed,  and  therefore  they  also  exert  a  certain 
influence  upon  the  vibrations. 
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64  Under  the  influence  of  pressure  variations,  the  penstock  walls, 
due  to  their  property  of  elasticity,  expand  and  contract  in  a  rather 
remarkable  degree,  called  "breathing"  of  penstocks.  Due  to  this 
breathing,  the  velocity  of  vibration  is  reduced,  the  motion  so  produced 
naturally  having  a  damping  effect  upon  the  vibrations,  the  same  as  any 
other  obstruction  would  have.  The  velocity  of  4650  ft.  per  sec. 
may  therefore  be  considered  a  maximum  with  which  any  vibrations 
in  the  penstock  will  proceed. 

65  The  actual  velocity  of  the  vibrations  can  be  computed  by  means 
of  the  following  formula: 

a=     i    .. ^ =, [14] 


4 


9 

y 

1 

1 

D 

e 

X 

E 

X 

d 

where 


g  =  acceleration  of  gravity  =  32.2  ft.  sec. 
y  =  specific  weight  of  water  =  62.4  lb.  ft.' 

-  =  elasticity  of  the  water,  e  =  42,000,000  lb.  ft.^ 

—  =  elasticity  of  penstock  material  in  lb.  ft.' 

D  =  diameter  of  penstock  in  ft. 
d  =  thickness  of  penstock  wall  in  ft. 

66  The  value  of  E  is  variable  for  the  same  material  and  for  different 
materials.  The  following  average  values  have  been  taken  from  Kent's 
Mechanical  Engineer's  Pocket  Book  and  from  the  German  engineer- 
ing handbook  Hiitte: 

For  steel  plates,  E  =  28,000,000  lb.  in.^  =  4.032.109  j^^  ft.2 
For  cast  iron,  E  =  15,000,000  lb.  in.'  =  2.16.109  lb.  ft.' 
For  wooden  staves,  E  =  1,680,000  lb.  in.'  =  2.42. 10^  lb.  ft.' 

67  If  we  substitute  the  numerical  values  for  g,  y,  and  e  in  formula 
[14]  and,  for  the  sake  of  brevity,  place  the  letter  iC  =  E~^  X  10'°,  we 
will  obtain 

22,720 

^23.5-i^X^ 

68  The  value  of  K  can  now  be  computed  for  the  various  penstock 
materials,  and  will  be  as  follows: 

Steel  plates,  K  =  0.232 
Cast  iron,  K  =  0.464 
Wooden  staves,  X  ='41.50 
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69  Formula  [14]  was  first  derived  by  Lorenzo  Allievi,  C.E.,  of 
Rome,  Italy  ^  and  published  by  him  in  1903  in  the  Italian  paper,  Annali 
della  Society  degli  Ingenieri  ed  Architetti,  under  the  title  Teoria 
generale  del  moto  perturbato  dell'  acqua  nei  tubi  in  pressione.  In 
1904,  this  article  was  translated  into  French  under  the  title  Th^orie 
generale  du  mouvement  varie  de  I'eau  dans  les  tuyaux  de  conduite,  in 
the  French  paper  Revue  de  Mecanique. 

70  Based  on  the  foregoing  formula  and  values  for  K,  Table  8  (see 
Appendix),  giving  values  of  a,  has  been  computed,  and  includes  diam- 
eters of  pipes  from  1  ft.  to  20  ft.  with  thickness  of  walls  from  ^  in.  to  5  in. 

71  For  practical  use,  at  least  for  preliminary  purposes,  or  when 
the  table  is  not  at  hand,  the  value  of  a  can  be  taken  as  3300  ft.  per  sec. 
for  customary  diameters  and  thicknesses  of  penstocks. 


Basin 


FiQ.  4    Penstock  Conditions  kesulting  in  Pkessukb  Variation 

72  The  effect  of  the  velocity  of  vibrations  upon  the  pressure 
variations  depends  upon  the  regulating  time  T,  as  will  be  seen  from 
the  following  discussion. 

73  If  we  assume  a  penstock  of  length  L,  as  shown  in  Fig.  4,  with  a 
basin  at  its  upper  end  and  a  gate  at  the  turbine,  the  water  with  the 
gate  open  will  have  a  velocity  v.  If  the  gate  is  closed,  we  have  a 
variation  in  the  velocity,  with  corresponding  pressure  variations 
and  vibrations.    As  shown  above,  the  vibrations  will  travel  along  the 

pipe  line  with  a  velocity  a,  and  will  reach  the  basin  in  a  time,  <  =   -• 

If  the  basin  is  sufficiently  large,  that  is,  if  its  area  is  many  times  that  of 
the  penstock,  then  the  hydro-dynamic  reaction,  due  to  the  large  body 
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of  water,  is  the  cause  of  a  new  series  of  vibrations  which  proceed  down 

the  penstock  with  the  same  velocity  a,  as  before,  and  the  gate  is  again 

2L 
reached  by  them  in  the  time,  t  =  —  . 

74  These  reproduced  waves  coming  from  the  basin  will  interfere 
with  the  waves  traveling  upwards  and  have  a  tendency  to  diminish 
the  resulting  pressure  variations  in  all  sections  of  the  penstock,  there- 
fore also  those  in  the  gate  area.   This  would  indicate  the  following : 

2  L  /  2  L\ 

a  Up  to  the  time  t  =         I  period  t  =  i)  to  t  =  "      ),  the  pres- 

•         a    \  a   / 

sure  in  the  gate  area  is  constantly  increasing  as  if  the  pen- 
stock were  indefinitely  long.    (See  Fig.  5.) 


Fia.  5     Effect  of  Time  during  which  a  Change  in  Penstock  CoNDiTroNs 

IS  Effected 

2  L 
b  Starting  from  the  moment  t  =     -   the  pressure  variations 

a 

are  weakened  by  the  retroceding  waves  or  vibrations,  and 

we  conclude  that  the  pressure  must  rest  constant  from  the 

2  L 

time  t  =         until  the  gate  stops  in  its  travel,  (t  =  T),  as 
a 

both  series  of  vibrations  have  an  equal  effect  on  the  pressure, 
c  When  the  gate  is  stopped  in  its  travel,  (f  =  T),  we  get  differ- 
ent conditions  depending  upon  whether  it  is  fully  or  par- 
tially closed.     If  it  is  fully  closed,  fluctuations  will  occur 

4L 
having  a  period  of       ,  but  these  will  become  smaller  and 

a 

smaller  until  the  original  pressure  is  reached. 
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75  If  the  gate  area  is  only  partially  closed  in  the  time  t  =  T, 
the  pressure  rise  will  decrease  asymptotically,  since  the  column  of 
water  still  keeps  moving,  but  with  a  changing  velocity. 

2L 

76  Only  the  period  from  t  =  0  to  t  =  -     will  be  of  interest  to  us 

in  this  discussion,  since  during  this  the  maximum  pressure  rise  or  drop 
occurs. 

77  The  graphic  illustration  given  in  Fig.  5  explains  our  reason- 

2L 
ing  more  clearly.    From  the  point  t  =  0  to  t  =  — ,  the  pressure  is 

2L 

constantly  increasing  or  decreasing.    From  the  point  t  =  —  tot  =  T 

the  pressure  remains  constant. 

CRITICAL  TIME 

78  From  the  above,  we  see  at  once  that  it  would  be  working  against 

desired  results  should  we  choose  a  regulating  time  T  for  a  governor 

2  L 
less  than  the  value  — ,  without  awaiting  the  weakening  effect  of  the 
a 

2  L 

reflected  waves  which  arrive  at  the  gate  in  the  time  —  . 

a 

79  Therefore,  the  governor  regulating  time  T  should  always  be 

,      .  2L 

greater  than  the  time  t  =  — . 

a 

80  To  state  this  fact  more  clearly,  we  will  consider  both 
cases 

(a)       T<^^ 


a 


and 


(6)      T  >  2^ 
a 


2L 

81  As  we  have  already  shown,  if  the  gate  is  closed  in  a  time<  — , 

the  pressure  rises  as  long  as  the  gate  is  kept  moving,  and  if  the  gate 
is  totally  closed,  we  will  obtain  the  maximum  pressure  possible 
in  a  -penstock. 

82  This  maximum  pressure  can  be  computed  by  means  of  the 
formula 


/?.ax  =  Ho+""     [16] 

9 
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where 

Hq  =  initial  head 
t>  =  velocity  in  the  penstock 
g  =  acceleration  of  gravity 

83    This  formula  shows  us  that  every  change  in  velocity  of  1  ft. 
means  an  increase  or  decrease  in  head  of 


aX  1  ^  3300  X  1^ 
g  32.2 

=  about  100  ft.  if  T'  < 


2L 


Fia.  6    LiJUT  OF  Pressure  Variations 


84    From  the  example  which  we  have  considered  under  formula  [13] 
we  have 

vo-  vi  =  5it.;H  =  100  ft.;  L  =  500  ft. 


2L  ^  2  X  500 
a  3300 


=  0.3  sec. 


H„ax   =100+??^^  =   600  ft. 

which  indicates  that  the  pressure  would  rise  from  100  ft.  to  600  ft. 

2L 
if  we  closed  the  gate  completely  in  the  time  /  =   —   =  0.3  sec. 

a 

2L 
85    The  time  t  =       ,  therefore,  represents  a  critical  time,  which 
a 
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should  always  be  calculated,  and  the  governor  regulating  time  chosen 
as  much  greater  as  other  conditions  will  permit. 

86  If  we  now  compare  formula  [10],  originally  derived  for  a  maxi- 
mum pressure  rise,  with  formula  [16]  we  obtain  a  difference  for  ^max 
as  follows:     From  formula  [10] 

{DH)  500  X  5  ,  ^ 

-T  =  100  X  32.2X  0.3  =  ^^°"*  2.6  =  260% 

(DH)  =  260  ft. 

Hmax  =  100 +  260  =  360  ft. 

as  compared  with  600  ft.  obtained  from  formula  [16].  This  clearly 
illustrates  the  importance  of  considering  the  effect  of  the  vibrations 
and  elasticity  of  the  water  as  well  as  the  elasticity  of  the  penstock 
walls. 

87  It  is  evident  that  the  theory  by  means  of  which  formula  [16] 
is  derived,  shows  the  maximum  value  of  H,  as  for  the  period 

a  \     ^    a 

it  is  immaterial  in  what  time  the  kinetic  energy  is  stored  in  the  pen- 
stock. If  we  close  the  gate  completely,  the  same  energy  is  stored  up, 
whether  the  gate  is  closed  in  0.]  sec.  or  0.3  sec. 

2L 

88  As  has  already  been  shown,  for  a  closing  time,  T>      ,  the  pres- 

a 

sure  rise  is  constant,  and  this  constant  pressure  increase  or  decrease 
represents  the  maximum  possible  value  for  such  a  regulating  time, 
and  may  be  calculated  by  means  of  the  following  formula: 


which  is  true  for  the  period 

a 

where 

(DH) 

— jj—  =  pressure  variation 

— jj-  X  100  =  pressure  variation  in  per  cent 

n  =     „m  =  formula [lOj 

Use  +  sign  for  closing  gates  and  —  sign  for  opening  gates. 


WM.    F.    UHL  401 

89  This  formula  [17]  is  most  important  in  our  calculations,  since 
it  gives  us  the  momentary  head  under  which  a  turbine  must  operate 
during  a  load  change  for  any  given  regulating  time. 

90  The  results  of  this  formula  plotted  graphically  give  us  two  curves 
one  for  increase  of  head  and  one  for  decrease  of  head.    For  an  increase, 

if  n  =  infinity,  =  infinity;  for  a  decrease,  if  n  =  infinity, — ^— 

H  ti 

will  asymptotically  reach  the  value  1.    (See  Fig.  6.) 

91  It  will  be  noted  that  formula  [17]  contains  just  those  factors 
which  we  missed  in  formula  [10].  According  to  formula  [12],  our  results, 
if  plotted,  would  appear  along  the  straight  line  as  shown,  practically 

midway  between  the  two  curves,  +  and .  (See  Fig.  7.) 

ti  £1 

2  L 

92  We  note  further  that  for  a  regulating  time  greater  than  — 

a 

and  variations  of  pressure  not  exceeding  20  to  25%,  formula  [10] 
may  be  used  approximately.     For  larger  variations,  the  difference 

between  +  and  —  becomes   considerable,  and    formula 

H  H 

[17]  must  be  used  even  for  approximate  results. 

93  Tables   3    to   8   (see   appendix)   have  been  computed  from 

formula  [17]  and  are  based  on  different  values  of  —  ,  (where  L  is  the 

H 

length  of  the  penstock  and  H  the  effective  head),  and  for  velocities 

up  to  20  ft.,  each  table  giving  the  pressure  variations  both  +  -  f^— 

n 

and ^     for  a  given  regulating  time  T. 

H 

94  These  tables  will  be  found  of  great  benefit  in  determining 
quickly  the  regulating  time  and  the  corresponding  pressure  variations 
for  different  penstock  diameters,  provided  L  and  H  are  given,  as 
they  are  in  practically  every  case.  But  in  determining  or  assuming 
the  regulating  time  it  must  be  remembered  that  it  must  always  be 

greater  than 

a 

95  Referring  to  the  tables  and  the  case  already  used  to  illustrate, 
namely,  L  =  500  ft.,  H  =  100  ft.,  »  =  5  ft.  and  T  =  2  sec. 

L  ^  500  ^ 
H      100 
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^^§^  =  +  0.471  and  -  0.32  =  47.1  and  32  per  cent 

From  formula  [10]  we  would  obtain 

(DH) 


H 


=  39  per  cent 


as  the  approximate  average  value  of  the  exact  results.  The  tables 
permit  of  interpolation. 

96  It  now  becomes  necessary  to  analyze  the  effect  of  the  pressure 
variations  on  the  speed  regulation. 

97  As  already  stated,  if  the  regulating  time  T  is  chosen  greater 

2L 
than   —  the  pressure  rise  or  drop,  and  therefore  the  head  remains 
a 

constant  and  its  maximum  value  may  be  calculated  from  formula 
[17],  according  to  which  the  tabular  values  are  found.  We  may,  there- 
fore, assume  that  the  turbine  is  operated  at  a  constant  head  during 
any  load  change,  the  head  varying  for  different. per  cent  of  changes; 
and  the  head  for  any  part  load  change  may  be  found  by  substituting 
the  new  penstock  velocity  in  formula  [17],  or  directly  from  the  tables. 

98  From  formula  [3]  we  see  that  d  is  directly  proportional  to 
iV  (  =  h.p.),  the  load.  Therefore,  if  the  head  is  varied,  the  capacity 
varies  as  V"  H^  (h.p.  varies  as  the  square  root  of  the  head  cubed),  and 
for  a  new  head  =  (h  +  ^DH)j  the  capacity  of  the  turbine  rises  with 

(H-\-(DH)]^  and  the   new  capacity  of  the   turbine  is  iV  ( J^  + 

{DH)p,  which  is  the  case  when  load  is  thrown  off. 

99  When  the  load  is  thrown  on  the  available  energy  decreases 
with  the  term 

1 


[h  -  {DH)y 


100    To  obtain  the  results  in  per  cent,  these  terms  are  transformed 
as  follows:   For  closing  gates 


i  +  (f>)^ 


and  for  opening  gates 


)-'rr 
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so  that  finally  we  get  a  speed  variation  d  modified  by  pressure  varia 
tions  ±  -  yj-^  as  g 
(load  thrown  off) 


tions  ±  -  j~  as  given  by  the  following  formulae :    For  closing  gates 
H 


d'"  =  d,,(l+^^pf [18] 

for  opening  gates  (load  thrown  on) 

fj"f  —  ^aff  fiqi 

i'-m' ; 

101  After  making  a  number  of  calculations  according  to  these 
formulae,  it  will  be  noted  that  the  results  from  both  are  practically 
identical  within  certain  limits.  That  they  are  not  identical  through- 
out the  range  of  the  pressure  variation  tables  can  be  seen  from  the 
following:  For 

-(^  =  1(100%) 


d"'=     -'^TT-=  infinity 
(1-1)^ 


whereas  for 


+  (^-1=1 
^    H 

d"'  =  deff  (1  +  D-  =  a  definite  value 

102  This  shows  us  that  up  to  a  point  where      ,.j     ==*=!>  *^®  ^®" 

suits  for  d'"  are  practically  identical  for  opening  or  closing  the 
gates.    Then  the  d'"  curve  turns  up  for  opening  and  becomes  in- 
finity with  —  =  1,  while  the  d'"  curve  for  closing  gates  goes  on 
H 

undisturbed  as  shown  by  the  accompanying  diagram  (Fig.  6). 

103  This  indicates  that  for  practical  problems,  where ^— 

would  never  be  allowed  to  reach  the  value  of  1,  it  is  not  necessary  to 
calculate  d" '  for  both  opening  and  closing  gates,  but  that  either  one  of 

the  formulae  [18]  and  [19]  will  give  the  desired  results.    As gr— 

approaches  100%,  d"'  for  opening  gates  becomes  considerably  greater 
than  d"'  for  closing  gates.    In  such  cases,  it  is  well  to  calculate  6!". 
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for  both  movements,  particularly  as  frequently  it  is  not  necessary  that 
d" '  for  opening  gates  be  as  low  as  d" '  for  closing  gates. 

104  From  observation  of  the  tables  on  pressure  variations,  it 
will  be  noted  that  a  change  in  velocity  of  1  ft.  will  have  consider- 
able effect  on  the  pressure  variation,  and  this  velocity  should  always 
be  kept  as  low  as  is  consistent  with  a  reasonable  investment.  We 
should  always  bear  in  mind  that  by  decreasing  our  penstock  veloci- 
ties, we  not  only  help  our  pressure  variations,  and  hence  speed  regula- 
tion, but  use  the  water  more  economically,  since  our  friction  head  will 
be  less  as  the  velocity  becomes  less. 


FiQ.  7    Comparison  op  Pbessure  Variations  for  Rigid  and  Flexible 

Penstocks 


PRESSURE  REGULATOR 

105  If  a  reasonable  solution  cannot  be  found  in  the  foregoing, 
such  as  will  satisfy  both  engineering  and  commercial  conditions,  or 
either,  it  will  become  necessarj''  to  consider  one  or  more  practical 
appurtenances  which  are  discussed  in  what  follows.  Econom- 
ically it  will  often  prove  desirable  to  consider  these,  even  if  not  nec- 
essary for  a  solution  of  the  problem  from  an  engineering  point  of 
view. 

106  A  pressure  regulator  is  a  device  attached  to  the  turbine  casing 
or  penstock  near  the  turbine,  and  operated  from  the  governor  in  such 
a  manner  that  when  the  turbine  gates  are  closed  suddenly  and  a  suffi- 
cient amount  to  disturb  the  regulation  on  account  of  pressure  rise,  the 
regulator  will  be  opened  by  the  governor,  sufficiently  to  keep  the  pres- 
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sure  rise  within  reasonable  limits.  Such  a  pressure  regulator  should 
be  adjustable  so  that  the  amount  of  pressure  rise  for  any  given  load 
change  can  be  predetermined  for  any  set  of  conditions.  It  should  close 
automatically  and  slowly  under  usual  conditions  so  that  its  sudden 
closure  will  not  produce  a  pressure  rise.  It  should,  however,  be  so 
arranged,  that  if  a  sudden  increase  should  occur  after  a  sudden 
decrease  in  load  during  which  the  regulator  is  opened,  the  governor 
will  close  the  regulator  quickly  and  positively.  Otherwise  water  then 
needed  to  prevent  an  excessive  pressure  drop  would  pass  through 
the  regulator  while  it  was  slowly  closing.  Such  pressure  regulators 
can  be  designed  practically,  with  all  the  functions  described,  and  if 
of  sufficient  size  the  maximum  pressure  rise  will  not  exceed  10% 
above  normal  with  a  load  change  of  100%.  It  will  be  seen  from  our 
subsequent  discussion  that  for  a  fixed  set  of  conditions,  the  pressure 
drop  is  always  less  than  the  pressure  rise,  which  at  once  shows  us 
the  value  of  the  pressure  regulator. 

107  From  tests  made  by  the  writer  and  substantiated  by  others, 
the  pressure  rise  in  a  turbine,  and  consequently  in  the  penstock  feed- 
ing a  turbine,  depends  directly  upon  the  discharge  capacity  of  the 
pressure  regulator,  if  properly  designed,  and  upon  the  sensitiveness  of 
the  operating  mechanism  of  the  pressure  regulator.  The  latter  should 
be  adjustable,  so  that  the  pressure  regulator  can  be  set  to  meet  the 
requirements  of  any  fixed  conditions  after  being  installed. 

108  If  the  sensitiveness  of  the  pressure  regulator  is  10%,  that  is, 
if  the  operating  mechanism  is  so  adjusted  that  it  will  open  if  a  sudden 
load  change  amounting  to  10%  of  the  total  load  occurs,  the  pressure 
rise  will  be  as  follows;  ^ 

Discharge  capacity,  100%  of  turbine  discharge,  pressure  rise  10% 
Discharge  capacity,  75%  of  turbine  discharge,  pressure  rise  20% 
Discharge  capacity,    50%  of  turbine  discharge,  pressure  rise  30% 

109  Due  to  the  insensitiveness  of  the  operating  mechanism,  the 
pressure  rise  will  be  the  same  regardless  of  the  load,  and  will  be  even 
slightly  greater  for  a  small  load  change  than  a  large  one,  as  it  will 
take  proportionally  more  time  to  open  sufficiently  to  pass  the  small 
quantity  of  water.  Another  factor  which  helps  to  bring  this  about 
is  the  discharge  coefficient  of  the  pressure  regulator,  as  this  increases 
with  the  size  of^the  opening.  In  calculating  the  effect  on  the  speed 
regulation  of  the  pressure  rise,  it  is  therefore  necessary  to  take 
this  into  consideration  for  a  partial  load  change  as  well  as  a  full 
load  change. 
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110  As  already  explained,  although — —  is  always  less  than 

H 

-{-     rj — I  ^ti6  corresponding  regulation  as  affected  by  these  pressure 

variations  is  practically  the  same,  at  least  within  the  usual  limits. 
If  this  is  the  case,  it  would  appear  that  a  pressure  regulator  is  of  no 
value  in  improving  speed  regulation.  However,  in  most  plants  the 
load  is  thrown  off  much  more  suddenly  than  it  is  thrown  on,  the  few 
exceptions  usually  occurring  in  small  plants  which  always  require 
more  careful  consideration  with  respect  to  the  subject  of  speed  regula- 
tion. 

111  A  lighting  load  is  usually  turned  on  as  suddenly  as  off,  but  its 
proportion  to  the  total  load  is  exceedingly  small,  a  few  lights  ordin- 
arily being  turned  on  at  a  time.  Motor  loads  are  usually  turned  on 
very  slowly  by  means  of  resistances  or  otherwise,  and  such  sudden 
loads  as  may  come  on  the  motor  during  its  operation  are  generally 
only  a  small  part  of  the  total  load.  On  the  other  hand,  a  motor  load 
is  usually  thrown  off  suddenly,  whether  purposely  or  accidentally, 
so  that  it  becomes  more  difficult  to  maintain  constant  speed  for  load 
thrown  off  than  for  load  thrown  on,  and  it  is  of  great  benefit  to  have 
conditions  for  good  regulation  better  for  that  case. 

112  This  benefit  is  obtained  by  means  of  the  pressure  regulator, 

as  +     r7—  may  be  reduced  to  such  an  extent  that  its  effect  on  the 

speed  regulation  is  very  small. 

113  It  is  of  course  evident  that  a  pressure  drop  of  less  than  100% 
is  not  dangerous  to  the  penstock,  whereas  a  pressure  rise  much  less 
than  100%  may  be  very  dangerous,  particularly  if  it  occurs  frequently. 
In  this  case  it  is  liable  to  crystallize  the  penstock  material, 
especially  at  the  rivetted  joints,  so  that  the  penstock  may  give  way 
with  a  pressure  rise  much  within  the  limit  set  by  the  original  factor  of 
safety.  In  such  a  case,  the  pressure  regulator  not  only  assists  in  the 
regulation  of  speed  but  protects  the  penstock  as  well. 

114  When  a  pipe  line  or  penstock  is  laid  over  a  rough  country, 
or  where  it  descends  precipitous  hillsides  after  running  along  a  com- 
paratively gentle  slope,  care  must  be  taken  that  the  water  will  never 
be  accelerated  so  quickly  at  a  change  in  slope  that  the  water  column 
can  break  and  thus  exceed  or  even  approach  the  maximum  pressure 
drop  of  100%.  In  such  a  case  the  penstock  is  in  danger  either  of 
collapsing  or  of  being  shattered  by  a  possible  water  ram. 
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115  It  is  uncommercial  to  provide  against  something  that  may 
never  happen  and  if  the  greatest  load  change  ever  expected  under 
normal  operation  is  25%,  it  would  be  a  waste  of  money  to  provide 
for  100%  change  of  load,  as  far  as  speed  regulation  is  concerned. 

116  Yet  it  is  always  necessary  to  consider  the  effect  of  the  maxi- 
mum pressure  rise  for  100%  load  change,  since  in  the  case  of  a  short 
circuit  or  break  in  the  governor  such  an  extreme  load  change  may  occur 
and  subject  the  penstock  to  the  corresponding  pressure  rise. 

117  It  may  therefore  be  desirable  to  install  a  pressure  regulator 
simply  to  protect  the  penstock  with  entire  disregard  of  the  regulation, 
which  may  be  commercially  satisfactory  without  it. 


Pore-Bay  Level 


fL. 


Fig.  8     Practical  Design  for  a  High  Standpipb 


EQUALIZING  RESERVOIR  AND  STANDPIPE 


118  As  has  just  been  stated  above,  the  pressure  drop  is  always 
less  than  the  pressure  rise,  and  as  long  as  the  pressure  drop  is  within 
such  limits  as  will  permit  satisfactory  regulation,  the  pressure  rise  can 
be  kept  within  safe  limits  by  means  of  the  pressure  regulator.  When, 
however,  the  point  is  reached  where  the  pressure  drop  is  excessive, 
the  problem  is  again  altered.  The  practical  solution  of  such  a  problem 
is  by  means  of  an  "equalizing  reservoir,"  or  a  " standpipe."  The  effect 
of  either  is  the  same,  namely,  to  reduce  the  effective  Inngth  of  the 
penstock,  and  to  supply  or  take  up  water  during  a  change  of  load, 
while  the  flow  of  the  same  amount  of  water  will  be  accelerated  or 
retarded  in  that  portion  of  the  penstock  beyond  the  reservoir  or  stand- 
pipe.    In  small  plants  the  equalizing  reservoir  is  seldom  used,  as  the 
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same  effect  can  be  had  nior*'  cheaply  with  a  standpipe.  However,  in 
large  plants  under  medium  heads,  where  the  quantity  of  water  used 
is  considerable,  the  reservoir  will  usually  prove  more  economical  in 
first  cost  and  of  much  greater  benefit  to  pressure  variations  and  hence 
to  speed  regulation.  The  larger  the  surface  area  of  a  reservoir  or 
standpipe,  the  smaller  will  be  the  pressure  variation,  which  at  once 
shows  the  advantage  of  the  reservoir. 

119  The  topography  of  the  country  surrounding  a  power  site  usually 
decides  whether  a  reservoir  or  standpipe  should  be  used,  as  entirely 
artificial  reservoirs  may  prove  very  expensive,  and  in  such  cases  the 
standpipe  is  resorted  to.  It  will  often  be  found  advantageous  to 
change  the  shortest  or  most  economical  route  of  the  pipe  line  to  one 
more  circuitous,  in  order  to  use  a  natural  reservoir  site,  or  to  bring 
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Fig.  9    Minimum  Dimensions  op  a  Standpipe 


either  the  reservoir  or  the  standpipe  closer  to  the  power  house.  If 
the  standpipe  is  of  suitable  diameter  and  close  to  the  turbine,  the  speed 
regulation  will  approach  that  obtainable  with  an  open  flume.  Other- 
wise the  problem  becomes  that  of  a  plant  with  a  closed  penstock,  of 
a  length  equal  to  that  of  the  draft  tube,  plus  the  length  of  the  pen- 
stock from  the  turbine  to  the  standpipe,  plus  the  height  of  the  stand- 
pipe  itself.  To  approach  more  nearly  the  effect  of  regulating  reser- 
voirs, high  standpipes  should  have  their  upper  part  enlarged,  in  the 
shape  of  a  tank  (Fig.  8).  This  tank  may  be  supported  on  structural 
steel  columns.  The  pipe  leading  to  this  tank  should  be  of  a  diameter 
not  less  than  that  of  the  penstock.  Where  a  power  house  is  located 
near  a  gently  sloping  hillside,  the  standpipe  may  be  laid  up  this  hill- 
side and  supported  by  it,  instead  of  being  supported  by  columns  or 
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otherwise.    Standpipes  for  heads  of  a  thousand  feet  have  thus  been 
built. 

120  The  standpipe  should  be  located  as  near  the  turbine  as  possible, 
as  has  been  previously  stated.  If  it  is  arranged  with  an  overflow,  the 
pressure  rises  can  be  practically  eliminated,  and  the  pressure  drop 
will  depend  directly  upon  the  size  or  capacity. 

121  The  minimum  height  of  such  a  standpipe  is  determined  by  the 
restriction  that  in  no  case  must  the  water  level  in  it  drop  to  such  a 
point  as  would  admit  air  into  the  penstock.  This  condition  is  satis- 
fied by  the  following  equations  (Fig.  9) : 


«>>ll 


X   ^^''     [201 

g 

a  >  D+  Hi [21] 


where 


Q  =  cu.  ft.  per  sec. 
F  =  area  of  standpipe  in  sq.  ft. 
L  =  pipe  line  length  above  standpipe  in  ft. 
V  =  pipe  line  velocity  in  ft.  per  sec. 
Ht  =  friction  head  in  ft. 
D  =  diameter  of  penstock  in  ft. 

122  It  is  seldom  satisfactory  to  have  the  standpipe  overflow  and 
furthermore  it  is  not  economical.  It  is  usually  built  high  enough  so 
that  the  water  cannot  overflow,  even  with  a  maximum  load  change. 
In  northern  climates,  where  there  is  danger  of  freezing,  the  entire 
standpipe  should  be  well  lagged  and  quite  often  it  must  be  provided 
with  steam-pipe  coils,  supplied  with  steam  from  a  boiler  installed  at 
the  foot  of  the  standpipe. 

123  In  order  to  reduce  the  height  of  the  standpipe  as  much  as 
possible,  the  slope  of  the  pipe  line  should  be  as  slight  as  is  consistent 
with  the  velocity  head  and  friction  head  required,  as  the  top  of  the 
standpipe  must  in  any  case  be  higher  than  the  level  of  the  water  in 
the  forebay  to  nleet  the  conditions  of  a  shutdown  with  pipe  line  full. 

124  If  load  is  suddenly  thrown  on,  a  certain  time  will  elapse 
before  the  water  accelerates  in  that  part  of  the  pipe  between  the  stand- 
pipe  and  the  turbine,  and  another  and  longer  time  will  elapse  before 
the  water  in  the  part  of  the  pipe  above  the  standpipe  accelerates  to 
the  velocity  required  by  the  new  load.  During  the  latter  time,  the 
standpipe  must  supply  the  turbine  with  a  quantity  of  water  which 
is  the  difference  between  that  used  by  the  turbine  and  that  supplied 
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by  that  part  of  the  pipe  above  the  standpipe  at  the  reduced  velocity 
during  acceleration.    The  reverse  is  true  when  load  is  thrown  off. 

125  The  actions  of  the  water  in  a  plant  with  standpipe  or  equaliz- 
ing reservoir  are  easily  explained,  but  very  difficult  to  compute.  In 
the  following  will  be  found  a  practical  method  for  calculating  stand- 
pipe  dimensions.  No  attempt  is  made  to  give  the  derivation  of  the 
formulae,  as  that  in  itself  would  require  a  paper  of  some  length. 

126  Let 

L  =  length  of  pipe  line  between  standpipe  and  intake 
D  =  average  diameter  of  pipe  line  in  ft. 
F^  =  average  area  of  pipe  line  in  sq.  ft. 
Fg  =  average  area  of  standpipe  in  sq.  ft. 
Q  =  water  discharged  by  turbines  in  cu.  ft.  per  sec. 
V  =  average  velocity  of  water  in  pipe  line  in  ft.  per  sec. 
y  =  drop  of  water  level  in  standpipe  when  Q  cu.  ft.  of  water  is 
flowing  continuously 
VmsLX  =  maximum  drop  or  rise  of  water  level 

L  V* 
h{  =  friction  loss  in  ft.  in  the  pipe  line   —  f  7\^  —  ^' 

a  =  ^/^  \  =  a  function  of  the  velocity,  however  assumed  to 

be  constant 
/  =  friction  coefficient  =  0.015  for  new  plate  steel  pipe 
g  =  32.2  ft.  per  sec.  =  acceleration  of  gravity 

Dy  =  change  of  level  of  standpipe 

Dv  =  change  of  velocity  in  pipe  line 

Dt  =  time  element  in  sec. 


Then 

Dv  =  (  ^ 

and 


Dy^i^-^v'jDt [22] 


Dv  =  j-[y  -  avnOt [23] 

127  From  these  two  formulae  y  can  be  computed  for  any  time 
interval  and  the  results  plotted  with  time  in  seconds  as  abscissae  and 
y  in  feet  as  ordinates. 

128  The  resulting  curve  (Fig.  10)  shows  the  maximum  drop  or 
rise  of  the  water  level  for  any  assumed  or  existing  pipe  line  and  stand- 
pipe  combination. 
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129  If  it  is  desired  to  approximate  the  proper  capacity  of  a  stand- 
pipe  or  equalizing  reservoir  in  order  not  to  exceed  an  assumed  or 
desired  pressure  rise  or  drop,  we  must  proceed  as  follows. 

130  Referring  to  Par.  5-1  we  find  the  formula  for  the  accelerating 
or  decelerating  time  for  a  column  of  water  as  follows : 


T  =  ± 


h  (Dv) 


Hg 


(DH) 
H 


is  the  assumed  or  desired  pressure  rise  or  drop. 
H 


Fig.  10    Pressure  Variations  with  Standpipe 


131  If  we  now  let  S  represent  the  governor  opening  or  closing 
time,  then  the  equalizing  capacity  C  =  Q  (T  —  S)  in  cu.  ft.  and 
the  area 

C 

h 


F,= 


[24] 


where 


h,  +  ^^^P(H±h, 


[25] 


132  The  theory  from  which  these  formulae  result  was  first  derived 
by  Engineer  Pressel  and  published  by  him  in  the  Schweizerische 
Bauzeitung,  January  1909,  under  the  title  Dimensionierung  von 
Wasserschloessern. 

133  A  very  thorough,  though  highly  theoretical  study  of  this 
subject  was  published  in  the  same  journal  in  1908  by  Prof.  Franz 
Prasil,  under  the  title  of  Wasserschlossprobleme. 
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134  Although  not  so  economical  in  the  use  of  water,  it  will  often 
prove  more  economical  in  first  cost  of  plant  to  install  a  pressure  reg- 
ulator, rather  than  build  the  standpipe  to  the  height  as  found  neces- 
sary by  the  preceding  equations.  With  a  suitable  pressure  regulator 
in  the  system,  the  height  of  the  standpipe  above  the  forebay  water 
level  is  more  or  less  a  question  of  judgment,  but  if  made  equal  to  the 
depth,  it  will  always  prove  sufficient.  It  should  be  remembered, 
however,  that  a  pressure  regulator  is  only  a  mechanical  device,  some- 
what complicated,  and  many  engineers  would  be  unwilling  to  risk 
a  catastrophe,  in  case  of  a  sudden  full  load  change  with  the  pressure 
regulator  out  of  order. 

135  With  the  same  purpose  in  view,  namely,  the  reduction  of  the 
height  of  the  standpipe,  it  may  sometimes  prove  expedient  to  provide 
water  rheostats  connected  to  the  low-tension  bus-bars,  with  an  oil 
switch  in  the  connection.  By  means  of  a  mechanical  trip  on  the  gover- 
nor or  gate  mechanism  the  control  circuit  of  the  switch  can  be  closed 
at  any  desired  gate  opening  or  power  output,  so  that  in  case  of  a  short 
circuit  part  of  the  load  will  be  switched  onto  the  water  rheostats.  This 
will  reduce  the  pressure  rise  and  therefore  the  height  of  the  standpipe 
necessary  and  will  at  the  same  time  keep  the  voltage  of  the  genera- 
tors in  perfect  control.  After  the  load  is  again  picked  up,  the  switches 
coimecting  the  rheostats  can  be  opened  from  the  switchboard,  the 
rheostats  being  left  in  the  water  at  all  times.  This  scheme  is  of  course 
applicable  only  under  certain  load  conditions. 

136  Equalizing  reservoirs  are  usually  provided  with  an  overflow 
or  spill-way,  so  that  their  maximum  height  need  not  exceed  that  of 
the  forebay  level. 

137  From  the  foregoing  it  will  be  seen  that  the  location  of  the  stand- 
pipe  or  regulating  reservoir  cannot  always  be  as  desired,  and  the  solu- 
tion of  the  problem  of  pressure  variation  is  in  many  cases  only  par- 
tially solved  by  them.  It  is  true  that  an  entirely  artificial  reservoir 
or  a  standpipe  could  be  located  almost  at  will,  but  the  cost  will 
usually  prove  excessive,  and,  unless  a  natural  site  for  either  is  avail- 
able, their  distance  from  the  power  house  will  reduce  itself  largely  to 
a  question  of  cost,  and  the  cost  of  increased  flywheel  effect  must  be 
balanced  against  the  cost  of  closer  proximity  of  standpipe  to  turbine, 
to  produce  the  desired  regulation. 

138  As  already  stated  in  our  discussion  of  the  pressure  regulator, 
the  pressure  drop  is  always  less  than  the  pressure  rise,  so  that  it  is 
necessary  only  to  bring  the  Standpipe  near  enough  to  prevent  exces- 
sive pressure  drop,  disregarding  the  pressure  rise  and  providing  for  it 
by  means  of  a  pressure  regulator. 
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139  The  capacity  of  a  standpipe  must  be  the 'same  regardless  of 
the  distance  it  is  located  from  the  turbine,  provided  the  other  con- 
ditions, such  as  maximum  change  of  load  to  be  provided  for  and  regula- 
lating  time  are  the  same.  If  a  greater  regulating  time  is  allowed  on 
account  of  having  a  longer  penstock,  the  capacity  of  the  standpipe 
could  theoretically  be  reduced  slightly,  but  this  should  not  be  done  in 
practice,  and  the  formulae  given  therefore  hold  good  for  any  condi- 
tions. 

140  In  a  plant  with  long  penstocks,  where  it  is  impossible  to 
install  a  standpipe,  and  where  it  is  practically  out  of  the  question  to 
increase  the  size  of  the  penstocks  on  account  of  excessive  cost  or  other- 
wise, it  will  often  be  found  impracticable  to  provide  sufficient  flywheel 
effect  to  obtain  satisfactory  regulation. 

SYNCHRONOUS   BYPASS 

141  If  this  is  the  case  in  connection  with  reaction  turbines,  a 
synchronous  bypass  must  be  provided  which  should  be  exactly 
what  the  name  implies;  that  is,  it  should  discharge  that  part  of  the 
full  load  flow  of  the  water  which  is  not  passing  through  the  turbine 
at  any  given  time.  If  the  flow  of  the  water  through  the  turbine  is 
changed  in  volume,  the  change  in  flow  through  the  bypass  should 
correspond. 

142  It  is  very  difiicult  to  design  a  bypass  that  will  do  this,  since 
the  discharge  through  the  turbine  gates  is  not  proportional  to  the 
governor  stroke,  from  which  the  bypass  must  be  operated,  and  further- 
more the  coefficient  of  discharge  of  the  bypass  cannot  be  kept  con- 
stant during  its  full  range  of  opening.  Due  to  these  causes  and  the 
insensitiveness  of  the  governor,  the  pressure  variations  both  ways 
may  be  quite  considerable  with  the  synchronous  bypass  and  should 
be  taken  into  account  in  computing  the  speed  regulation.  They 
may  be  as  high  as  25%,  but  the  writer's  experience  shows  that 
they  can  be  kept  as  low  as  10%  for  both  opening  and  closing 
gates.  The  bypass  should  always  be  brought  as  near  as  possible  to 
the  turbine  gates  and  in  line  with  the  flow  of  water  into  them. 

DEFLECTING    NOZZLE 

143  In  the  case  of  impulse  turbines,  the  synchronous  bypass  may 
also  be  used,  but  the  deflecting  nozzle  is  more  generally  used  in  prac- 
tice, as  it  has  several  important  advantages.  With  the  latter  the  flow 
of  water  is  not  interfered  witn,  but  the  stream  is  partially  or  wholly 
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deflected  from  the  buckets,  maintaining  practically  constant  pressure, 
and  varying  tlie  active  volume  only.  The  problem  therefore  reduces 
itself  to  one  identical  with  that  of  a  turbine  in  open  flume,  or  without 
pressure  variations,  and  the  regulation  is  subject  only  to  the  fly- 
wheel effect. 

144  Both  of  the  devices  mentioned  above,  which  are  too 
well  kno^ATi  to  require  detailed  description,  are  extremely  wasteful, 
and  although  numerous  modifications  have  been  made  to  reduce  their 
wastefulness,  such  devices  usually  interfere  ^^^th  automatic  regulation 
and  the  lessening  of  their  wastefulness  is  one  of  degree  only.  In  places 
where  fixed  quantities  of  water  must  be  passed,  regardless  of  the  load 
on  the  plant,  such  as  in  plants  where  no  storage  whatever  is  avail- 
able, or  where  irrigation  or  other  laws  require  it,  these  two  methods  of 
regulation  may  prove  the  proper  solution. 

145  No  solution  of  a  problem  in  speed  regulation  is  commercially 
correct,  unless  accompanied  by  an  analysis  of  the  probable  load  curve 
of  the  power  plant  to  be  regulated.  It  is  evidently  useless  to  provide 
against  something  which  will  never  occur.  Thus,  if  a  plant  consists 
of  a  number  of  large  units,  the  greatest  load  change  to  be  considered 
should  be  carefully  gone  into.  This  decided,  it  should  be  known 
over  how  many  units  the  load  change  must  be  distributed;  in  other 
words,  what  will  be  the  least  number  of  units  running  in  parallel  on 
one  circuit.  In  a  large  plant  it  is  very  seldom  necessary  to  consider 
a  total  load  change  (100%  change  of  load),  whereas  in  small  plants 
this  may  frequentlj^  occur,  especially  when  only  one  unit  is  running. 

AIR   CHAMBER 

146  Upon  first  consideration,  it  appears  that  an  air  chamber  would 
be  an  ideal  means  of  providing  against  extreme  pressure  variations. 
The  necessary  volume  of  such  a  device  can  be  computed  from  the 
following  formula: 

T      X     V rggj 


H 


where 


V  =»  volume  of  air  chamber  in  cu.  ft. 
T  =  accelerating  time  =     ._ 

gH 

V  =  velocity  in  penstock  in  ft.  per  sec. 

^       ■  =»  permissible  pressure  variation 
H 
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147  It  will  usually  be  found  that  extremely  large  and  therefore 
expensive  air  chambers  are  required.  However,  leaving  the  cost  out 
of  consideration,  there  is  a  constant  danger  connected  with  this 
device,  since  the  water  absorbs  the  air,  so  that  it  may  not  only  be  of 
no  use,  but  may  greatly  increase  the  pressure  variations.  Although 
such  modifications  of  the  simple  air  chamber  as  automatically  oper- 
ated air  compressors  and  check  valves  at  the  penstock  connection 
have  been  suggested,  they  should  be  used  only  as  a  last  resort. 

ADDENDUAl 

148  Since  this  paper  was  written,  a  hydro-electric  plant  has 
been  built  and  put  in  operation  on  the  White  River  in  Washing- 
ton, which  embodies  almost  every  device  described  in  the  paper  to 
secure  good  commercial  regulation.^ 

149  The  hydraulic  power  units  installed  are  the  largest  ever 
put  in  operation  and  they  are  supplied  with  water  from  a  closed 
conduit  consisting  of  tunnel  and  penstocks  with  a  total  length  of 
about  5000  ft.  The  tunnel  is  12  ft.  in  diameter  and  about  2800  ft. 
long.  It  carries  the  water  for  all  the  turbines.  The  penstocks 
are  each  about  2200  ft.  long  and  vary  in  diameter,  being  8  ft.  in 
diameter  at  the  upper  end  and  6  ft.  in  diameter  at  the  lower  end. 
The  average  normal  penstock  velocity  is  about  9  ft.  per  second 
and  the  maximum  about  11  ft.  per  second. 

150  The  provisions  made  to  secure  safe  operation  with  result- 
ing commercial  regulation  consist  of  (a)  standpipc  or  open  fore- 
bay,  30  ft.  in  diameter  and  35  ft.  high,  M'ith  spillway  in  tunnel; 
(b)  steel  standpipe  on  the  brow  of  the  hill  over  which  the  pen- 
stock leads  to  the  turbine  below,  each  penstock  having  its  separ- 
ate standpipe  6  ft.  in  diameter  and  85  ft.  high,  with  top  extend- 
ing 25  ft.  above  high  water;  (c)  each  penstock  is  provided  with 
two  air  chambers  just  outside  of  the  power  house,  both  being  7 
ft.  in  diameter  and  75  ft.  high,  and  containing  2000  cu.  ft.  of  air 
under  190  lb.  pressure  maintained  by  the  hydraulic  head;  (d) 
5ach  turbine  is  provided  with  a  30-in.  governor  operated 
pressure  regulator;  and  (e)  each  turbine  is  provided  with  a 
30-in.  pressure  operated  relief  valve. 

151  In  addition  to  the  above  mentioned  devices,  which  are 
all  safety  devices  as  well  as  regulating  devices,  bursting  plates 
have  been  inserted  in  a  separate  discharge  pipe  for  additional 
safety. 

'  Engineering  News,  April  11,  1912. 
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152  To  the  knowledge  of  the  writer  this  is  the  first  plant  in 
which  large  enough  air  chambers  have  been  installed,  with  all 
provisions  necessary  to  insure  them  against  becoming  useless  or 
harmful. 

153  The  air  cushion  tanks  are  fitted  with  floats  and  valves  to 
allow  free  water  passage  in  and  out,  but  to  prevent  escape  of  air 
into  the  penstocks, 

154  A  550-cu.  ft.  motor-driven  air  compressor  is  located  in 
the  power  station  and  connected  to  the  air  chambers,  so  that  any 
leakage  of  air  may  be  provided  for,  and  the  proper  amount  of 
cushion  be  always  insured. 

155  The  accompanying  pressure  curves.  Fig.  11,  show  how 
the  pressure  variations  are  effected  during  commercial  operation. 
These  are  presented  through  the  courtesy  of  Mr.  Shuffleton  of  the 
Stone  &  Webster  Engineering  Corporation.  It  will  be  noted 
that  without  the  air  chambers  in  commission  the  pressure  varies 
through  a  range  of  about  35  lb.  maximum,  whereas  with  the  air 
chambers  this  variation  is  reduced  to  about  10  lb. 

156  It  is  evident  however  that  the  latter  variation  is  dis- 
tributed over  such  an  extended  time  interval  that  it  will  have 
practically  no  effect  on  the  speed  regulation,  w  hereas  without  the 
pressure  chambers,  the  variations  are  sudden  and  very  detri- 
mental to  speed  regulation. 

157  In  this  plant  these  air  chambers  are  therefore  of  unques- 
tionable benefit  to  speed  regulation,  but  it  is  evident  that  in  order 
to  get  good  results,  such  chambers  must  be  designed  to  have 
liberal  dimensions. 
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TABLE  1      CHARACTERISTICS  OF  STANDARD  REACTION   TURBINE    RUNNERS 


Specific  apeed  k  =  —    "    -  -» /   -  "_^  =»  speed  la  r.p.m.  of  a  turbine  runner  dlmlalshed  In  all 
■"        ^     ^J  U 

dimensions  to  such  an  extent  as  to  develop  1  h.p.  when  working  under  the  head  H  "  1  ft. 

h.p.i  -  horsepower  per  1-ft.  head  -  ^P-OTB,'^y_Ba^       Power  varies  aa  V  H'T  Therefore  h.p. 

^-  X  V  ^ 
for  any  head    -    h.p.i  X  B  X   -^  H  . 

r.p.m.i  ■■   revolutions  per  1-ft.  head  ■■     '  '_    ' ,    Speed  varies  as   Vh.     Therefore    r.p.m. 

-  r.p.m.i  X  ^J  H  . 

Qi  -  quantity  per  1-ft.  head  -     -  -.    Discharge  varies  aa  -^  ^^ •    Therefore  Q  -  Qi  X   V  ^fl^ 
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TABLE  1— Continued 
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TABLE  8    VELOCITY  OF  VIBRATIONS  IN  PENSTOCK 

22.720 


^    a  +  E     d 


1/23.5+  K.^ 
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DISCUSSION 

H.  E.  Warren.^  Until  recently  the  company  with  which  I 
am  connected  was  obliged  to  depend  entirely  upon  mathematical 
analysis  for  the  solution  of  governing  problems.  When  formula 
[3],  given  by  Mr.  Uhl,  was  first  published  about  four  or  five 
years  ago,  it  was  thought  that  the  formula  would  be  of  great 

Insliiiilnnious  Loa.l  Chunge.l'er  Cuut 
-     0       10       20       30       40      50       60       70       80      DO      100 
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C 

FiQ.  12  C0R\'ES  Plotted  from  Experiments,  Showing  Load  Increase 


•JO      30      40      50      eo       70       BO       90     100 
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Fig.  13    Curves  Plotted  from  Experiments,  Showing  Load  Decrease 

use.  I  must  caution  engineers  against  placing  too  much  reliance 
on  it,  for,  although  it  seems  to  be  correct,  there  are  too  many  un- 
certain features,  such  as  modifications  of  load  by  momentary 
changes  and  characteristics  in  rate  and  time  of  action  of  the 
governor  that  cannot  be  accurately  determined.  In  fact,  the 
only  feature  which  is  perfectly  clear  is  Wr^,  and  even  this  is  apt 
to  be  misleading.  The  flywheel  effect  of  the  generator  is  usually 
considered,  but  that  of  the  motors  overlooked. 

The  Lombard  Governor  Company  maintains  a  hydraulic 
laboratory  in  its  own  factory,  where  wheels  are  tested  under  con- 
ditions which  are  the  same  as  actual  service.  Experience  has 
shown  that  with  Lombard  governors  the  regulation   is  much 

1  Lombard^Govemor  Co.,  Ashland,  Mass. 
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better  for  load  changes  of  less  than  75%  than  the  formula  would 
indicate.  The  formula  is  of  very  little  use  below  50%,  in  which 
case  the  speed  regulation  can  be  predicted  only  by  referring  to 
the  experimental  data  and  departing  from  the  formula. 

The  cur^'es  in  Figs.  12  and  13  Avere  plotted  from  test  data,  and 
are  quite  different  from  those  shown  in  Fig.  3.  The  curvature 
is  in  the  opposite  direction,  that  is,  concave  instead  of  convex. 
This  shows  that  the  speed  regulation  below  100%  load  change  is 
very  much  better  than  the  formula  would  indicate. 

In  connection  with  long  pipe  lines,  it  is  possible  to  reduce  the 
fluctuations  in  pressure  and  improve  the  speed  regulation  by  at- 
taching to  the  governor  a  device  for  dampening  out  the  waves 
in  the  pipe  lines  which  might  otherwise  become  troublesome. 

In  reply  to  a  question,  JMr.  Warren  stated  that  the  wheels  were 
tested  by  a  generator  load  which  was  as  nearly  as  possible  a 
duplicate  of  a  commercial  load.  A  generator  capable  of  taking 
the  full  output  of  the  wheel  is  used,  together  with  very  efficient 
switching  arrangements  and  accurate  recording  instruments  for 
the  speed  variation  and  the  gate  movement. 

Mr.  Warren  also  referred  to  the  trouble  which  arises  where 
wheels  are  not  deeply  submerged.  In  such  cases  whirlpools  some- 
times form,  and  permit  air  to  affect  the  vacuum  in  the  draft 
tube.    When  this  occurs,  regulation  is  out  of  the  question. 

F.  M.  GuNBY^  referring  to  trouble  caused  by  air  in  the  draft 
tubes,  said  that  the  depth  of  the  wheelpit  must  be  sufficient  to 
admit  and  suljmerge  the  draft  tube  properly.  He  mentioned  cases 
where  the  tubes  sometimes  became  unsealed,  thereby  losing  the 
draft  in  them.  As  this  condition  causes  the  loss  of  part,  or  all 
the  fall  below  the  center  of  the  wheel,  its  effect  on  the  regulation 
is  very  injurious.  Wliere  that  part  of  the  head  below  the  center 
of  the  wheel  is  a  large  proportion  of  the  total,  regulation  becomes 
impossible  if  the  draft  tubes  are  not  properly  sealed. 

E.  A.  Ekkhx-  stilted  tliat  a  great  number  of  Western  plants 
are  having  trouble  with  air  in  the  draft  tube,  which  varies  be- 
tween 1  per  cent  and  II/2  per  cent,  and  with  the  absolute  pressure. 

The  author  did  not  desire  to  present  a  closure. — Editor. 

» With  Chas.  T.  Main,  Boston,  Mass. 

2  Stone  &  Webster  Engrg.  Corp.,  Boston,  Mass. 
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THE  PRESENT  STATE    OF  DEVELOPMENT  OF 
LARGE  STEAM  TURBINES 

By  a.  G.  Christie,  Madison,  Wis. 
Associate  Member  of  the  Society 

The  Transactions  of  the  Society  for  1910  include  two  papers  on 
steam  turbines,  one  by  Sam  L.  Naphtaly^  and  the  other  by  F.  H. 
Varney,^  which,  with  the  accompanying  discussions,  give  inter- 
esting information  on  the  present  development  of  two  prominent 
American  types.  Mr.  Geo.  A.  Orrok  discussed  small  steam  tur- 
bines in  his  paper  published  in  Vol.  31  of  the  Transactions.'  Vol.  25 
contains  papers  and  discussions^  presented  at  the  Chicago  meeting 
of  the  Society  in  1904,  which  cover  the  leading  types  of  steam  tur- 
bines then  in  commercial  use.  It  seems  fitting  now  to  record  the 
present  state  of  development  of  large  steam  turbine  construction 
and  of  the  field  of  the  steam  turbine  both  in  this  country  and  in 
Europe. 

PRESENT    FIELD    OF    LARGE    STEAM    TURBINES 

2  Steam  turbines  are  now  being  used  for  driving  alternating- 
current  generators,  turbo-compressors,  turbo-blowers,  pumps  and 
marine  propellers,  and,  by  means  of  gearing,  to  furnish  power  to 
direct-current  generators,  rolling  mills  and  the  propeller  shafts  of 
steamships.  Reciprocating  engines  were  formerly  used  for  such 
purposes,  but  recently  this  class  of  engine  has  seldom  been  installed 
except  for  rolling-mill  work,  non-condensing  service  as  on  heating 
systems,  rope  and  belt  drives,  hoists,  and  in  certain  combinations 
with  low-pressure  turbines  in  marine  work.  The  high  economy  of 
the  piston-pumping  engines  and  also  of  some  types  of  air  compres- 

1  Vol.  32,  p.  1251. 
^  Vol.  32,  p.  1267. 

3  Vol.  31,  1909,  p.  263. 

*  A.  Rateau,  Different  Applications  of  Steam  Turbines,  p.  782;  W.  L.  R. 
Emmet,  The  Steam  Turbine  in  Modern  Engineering,  p.  1041;  E.  S.  Lea,  The 
DeLaval  Steam  Turbine,  p.  1056. 
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sors,  has  continued  their  popularity  in  spite  of  the  increasing  competi- 
tion of  steam  turbine  units.  The  steam  turbine  has  found  favor 
principally  on  account  of  its  low  first  cost  of  installation,  its  small 
floor  space  requirements,  its  continued  good  steam  economy  over  a 
period  of  years  and  its  small  operating  and  repair  charges. 

3  The  increased  use  of  steam  turbines  in  sizes  up  to  1000  h.p. 
seems  to  have  received  at  least  a  temporary  check  in  Europe  by  the 
introduction  of  the  new  Stunipf  direct-flow  engine. 

TYPES    OF    STEAM    TURBINES 

4  For  the  purpose  of  this  paper,  large  commercial  steam  turbines 
will  be  divided  into  two  classes:  (a)  fundamental  types,  and  (6) 
modified  or  combined  tjqjcs. 

5  The  fundamental  types  of  turbines  are  as  follows: 

a  The  Parsons  type,  which  works  on  the  so-called  "reaction" 
principle.  In  this  type  the  heat  energy  of  the  steam  is 
changed  into  kinetic  energy,  both  in  the  stationary  guide 
blades  and  in  the  moving  blades.  In  other  words,  both 
sets  of  blades  act  as  orifices  expanding  the  steam  through 
a  small  pressure  drop.  As  nozzles  and  orifices  usually 
have  very  high  efiiciencies,  this  turbine  should,  theoreti- 
cally, prove  the  most  economical  of  all  types.  The  con- 
struction of  the  Parsons  turbine  is  familiar  to  all  engineers. 
It  consists  of  a  drum,  or  a  number  of  drums,  carrying  the 
blade  rows  which  alternate  with  rows  in  the  casing.  The 
drums  carry  balance  pistons  to  equalize  the  end  thrust. 

b  The  Curtis  type,  which  works  on  the  impulse  principle  with 
high  steam  velocities  and  few  stages.  Each  stage,  how- 
ever, is  provided  with  two  or  more  rows  of  revolving  blades 
known  as  "velocity  rows,"  with  intermediate  rows  of 
guide  blades.  The  steam  velocity  at  the  beginning  of 
each  stage  is  high.  The  characteristics  of  this  type  of 
turbine  are  presented  in  Mr.  W.  L.  R.  Emmet's  paper, 
The  Steam  Turbine  in  IModern  Engineering.^  The  revolv- 
ing blades  are  carried  on  disks  separated  by  diaphragms, 
which  extend  to  the  shaft  and  which  carry  the  orifices 
between  stages.  Curtis  turbines  are  now  usually  built 
with  horizontal  shafts.  In  American  practice  some  sizes 
over  7000  kw.  still  have  vertical  shafts. 

c  The  Rateau  turbine,  which  consists  of  a  number  of  simple 
impulse  wheels  in  series  on  the  same  shaft  and  separated 

1  Trans.  Am.  Soc.  M.  E.,  vol.  2.5,  p.  1041. 
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from  one  another  by  diaphragms  carrying  nozzles.  It 
operates  with  lower  steam  velocities  than  the  Curtis 
and  consequently  has  many  more  stages.  Each  revolving 
element  carries  only  one  row  of  blades.  The  characteris- 
tics of  this  type  will  be  found  in  Prof.  A.  Rateau's 
paper,  Different  Applications  of  Steam  Turbines. ^ 

The  type  of  turbine  knoTVTi  as  the  Zoelly  belongs  to  the 
same  classification  as  the  Rateau,  from  which  it  differs 
only  in  the  use  of  higher  steam  velocities,  in  the  number 
of  stages  and  in  certain  constructional  details.  Fig.  1 
shows  a  section  of  a  Zoelly  turbine.  Though  this  type 
has  been  widely  adopted  abroad,  it  has  not  been  placed 
on  the  American  market  up  to  the  present  time. 

6  Each  of  these  fundamental  types  is  based  on  sound  theoretical 
principles.  In  the  process  of  manufacture  and  in  operation,  certain 
features  have  not  proved  entirely  satisfactory,  hence  far-reaching 
modifications  have  been  made  in  the  design  of  some  types  of  turbines. 
Some  manufacturers  have  combined  the  characteristics  of  two  or 
more  types  to  overcome  the  inherent  limitations  of  each  fundamental 
tjrpe.  A  discussion  of  the  unsatisfactory  operating  conditions  of 
each  type  will  show  the  reasons  which  led  up  to  the  changes  in  recent 
turbines  and  wall  also  aid  in  distinguishing  the  novel  features  of  new 
designs. 

7  The  first  rows  of  spindle  blades  in  a  standard  Parsons  turbine 
are  placed  on  a  drum  of  small  diameter  in  order  to  make  the  blades 
as  long  as  possible  and  to  minimize  the  proportional  leakage  losses 
past  the  ends  of  the  blades.  A  large  number  of  rows  are  provided 
in  order  to  keep  the  steam  velocities  low,  as  the  blade  velocities 
must  be  low  with  the  small  drum.  The  drop  in  pressure  at  each  row 
is  small  and  hence  the  leakage  is  correspondingly  reduced.  This 
construction  results  in  a  turbine  with  a  long  spindle  and  with  great 
distance  between  bearings.  High-pressure  steam,  frequently  at 
high  temperature,  is  admitted  to  the  casing.  Distortion  of  casing 
and  spindle  are  thus  easily  conceivable  in  such  construction,  and  to 
allow  for  this  contingency  the  clearance  on  the  ends  of  all  blades  is 
usually  increased.  This  distortion  may  be  due  either  to  unequal 
heating  or  to  the  growth  of  the  cast-iron  casings.  The  fluid  friction 
losses  are  large  in  this  high-pressure  section,  for  a  large  number  of 
rows  of  blades  must  be  revolved  in  steam  of  high  density.  The  leak- 
age losses  and  fluid  friction  losses  in  the  high-pressure  section,  to- 

»  Trans.  Am.  Soc.  M.  E.,  vol.  25,  p.  782. 
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gether  with  the  troubles  due  to  distortion  in  the  long  shaft,  have 
forced  designers  to  introduce  modifications  in  this  portion  of  the 
turbine,  either  by  new  blading  arrangements,  by  dividing  the  total 
expansion  in  large  sizes  between  two  cylinders  or  by  the  introduction 
of  impulse  blading. 

8  The  low-pressure  sections  of  Parsons  turbines  have  always 
shown  high  efficiencies.  As  low  steam  velocities  are  characteristic 
of  this  type,  there  is  no  cutting  away  of  blade  material,  even  with 
very  wet  steam,  provided  no  injurious  properties  are  present  in  the 
feedwater.  This  low-pressure  section  has  therefore  been  altered  only 
in  details. 

9  The  presence  of  a  large  low-pressure  balance  piston  in  close 
proximity  to  the  steam  inlet  has  frequently  been  the  cause  of  serious 
distortions.  Many  builders  now  place  this  balance  piston  in  the 
exhaust  end,  a  construction  due  to  Fullager. 

10  The  Curtis  turbine  utilizes  high  steam  velocities  in  all  stages. 
As  steam  becomes  wet  through  expansion  in  the  low-pressure  stages, 
there  is  frequently  considerable  cutting  of  the  blade  material  by  the 
steam,  although,  contrary  to  first  expectations,  there  is  seldom  cut- 
ting in  the  high-pressure  blades  due  to  the  high  initial  velocities. 
The  first  row  of  velocity  blades  in  a  stage  usually  does  the  greater 
portion  of  the  work,  and  hence  the  second  row  does  not  work  at 
maximum  efiiciency.  As  the  steam  of  the  first  stage  is  expanded  very 
fully  in  the  nozzles,  there  is  no  high  pressure  or  superheat  in  the 
turbine  casing  or  at  the  glands.  The  vertical  type  of  unit  is  sometimes 
subject  to  electrical  unbalancing  and  to  other  troubles  peculiar  to 
this  construction.  It  is  not  as  accessible  in  operation  as  the  hori- 
zontal machines. 

11  Recent  designs  have  provided  for  horizontal  units  and  for 
the  replacement  of  the  low-pressure  section  by  sections  of  other  types. 

12  The  Rateau  turbine  has  high  pressures  on  the  gland  at  one 
end.  There  are  a  large  number  of  disks  revolving  in  dense  steam 
at  the  high-pressure  end.  It  has  lower  steam  velocities  throughout 
than  the  Curtis,  and  consequently  has  no  blade-cutting  effects  in 
the  low-pressure  section.  The  clearances  around  the  blades  are 
large,  but  the  shaft  clearances  of  the  diaphragms  must  be  kept  small. 
Some  builders  of  this  and  the  Curtis  type  have  brought  out  new 
designs  which  employ  the  high-pressure  section  of  the  Curtis  with 
the  low-pressure  section  of  the  Rateau.  These  represent  a  com- 
promise between  eflBciency  and  manufacturing  costs. 

13  Under  the  classification  of  modified  or  combined  types,  there 
are  turbines  with  modified  Parsons,  Curtis  and  Rateau  construction. 
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and  turbines  with  combinations  of  Curtis-Parsons,  Rateau-Parsons, 
Curtis-Rateau  and  Curtis-Zoelly  construction,  with  a  few  special 
combinations.  Some  typical  turbines  of  these  classes  are  described 
in  the  following  paragraphs. 

14  The  Allis-Chalmers  Company  manufacture  a  turbine  of  the 
modified  Parsons  type.  High  peripheral  speeds  are  employed  with 
a  decreased  number  of  rows.  A  portion  of  the  theoretical  efficiency 
in  the  high-pressure  end  has  been  sacrificed  by  the  use  of  fewer  blade 
rows.  Also  a  smaller  proportion  of  work  is  done  in  this  section  than 
is  usual  in  Parsons  turbines.  The  blades  are  all  provided  with  a 
channel-shaped  shroud.  European  experimenters  have  pointed  out 
that  better  efficiencies  are  obtained  with  shrouded  than  with  plain 
blades,  as  the  so-called  spillmg-over  at  the  ends  is  prevented.  Wing 
blades  are  fitted  in  the  last  low-pressure  rows  to  take  care  of  the 
large  volumes  of  low-pressure  steam.  The  spindle  is  much  shorter 
and  stiffer  than  the  standard  Parsons,  and  hence  smaller  clearances 
can  be  provided.  The  Fullager  low-pressure  balance  piston  is  also 
used.  The  outstanding  features  of  this  design  are,  reaction  principle 
with  drum  construction,  few  rows  of  blades  with  high  steam  veloci- 
ties, short  spindle  construction,  and  employment  of  wing  blades  for 
high  vacuum.  The  steam  consumptions  obtained  on  this  type  show 
improved  efficiency  over  standard  construction. 

15  A  number  of  Parsons  turbines  have  been  built  in  which  the 
total  expansion  is  divided  between  two  cylinders.  One  of  the  best 
known  units  of  this  type  is  installed  at  Dunstan  Power  Station, 
England.  This  was  built  by  Richardsons  Westgarth  &  Company 
on  Brown-Boveri  designs.  This  unit,  however,  employs  a  modified 
double-flow  Parsons  construction  in  the  low-pressure  cylinder. 

16  C.  A.  Parsons  &  Company  have  used  cast-steel  cylinders  for  the 
high-pressure  portion  of  their  turbines  so  as  to  overcome  the  troubles 
due  to  deformation  and  growth  of  metal  under  high  pressures  and 
superheat  experienced  with  cast-iron  casings. 

17  The  Westinghouse  Machine  Company  have  developed  a 
double-flow  machine  which  employs  a  Curtis  high-pressure  stage- 
with  Parsons  intermediate  and  double-flow  low-pressure  sections. 
There  is  only  one  balance  piston  in  this  machine  next  to  the  Curtis 
ring.  Mr.  Sam  L.  Naphtaly  describes  this  type  of  machine  in  his 
paper,  Test  of  a  10,000-Kw.  Steam  Turbine,  and  also  shows  a 
cross-section  of  the  turbine.^ 

18  These  turbines  run  at  high  speeds,  have  short  shafts  and 
small  clearances.    The  steam  is  expanded  in  the  nozzles,  and  hence 

»  Tranfl.  Am.  Soc.  M.  E.,  vol.  32,  p.  1251. 
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there  are  no  high  pressures  or  temperatures  in  the  casing.  By  pro- 
viding two  low-pressure  sections,  high  vacuum  can  be  economically 
utilized. 

19  European  builders  of  Parsons  turbines,  among  whom  are 
Brown  Boveri  &  Company,  C.  A.  Parsons  &  Co.,  Franco  Tosi, 
Sulzers,  Willans  &  Robinson  and  Erste  Briinner,  have  replaced  the 
high-pressure  sections  of  their  Parsons  turbines  by  a  Curtis  wheel 
with  two  or  more  velocity  rows,  but  have  retained  the  single-flow 
Parsons  drum  construction  for  the  remaining  portions.  One  of 
these  units  is  shown  in  Fig.  2.  The  temperatures  and  pressures  in 
the  casing  are  low  as  the  steam  is  expanded  in  the  nozzles.  The 
distance  between  bearings  is  decreased,  the  shaft  is  stiffer  and 
clearances  are  smaller  than  in  the  standard  Parsons  turbine.  The 
Fullager  balance  piston  is  used  in  the  turbines  of  several  of  these 
builders.  Turbines  built  in  this  manner  have  shown  some  excep- 
tionally good  efiiciencies. 

20  Compared  with  the  Westinghouse  machine,  the  leakage  at 
the  end  of  the  low-pressure  blading  is  less  than  in  the  double-flow 
section.  On  the  other  hand,  the  Westinghouse  machine  has  smaller 
balance  piston  losses  and  can  also  utilize  the  highest  vacuum  at 
better  efl&ciency. 

21  The  Melms  &  Pfenninger  Company  formerly  employed  a  drum 
impulse  section  of  about  five  stages  instead  of  a  Curtis  ring  on  some 
of  their  large  turbines.  According  to  their  latest  designs,  the  im- 
pulse portion  is  now  fitted  with  a  two  or  three  row  Curtis  wheel, 
the  steam  expanding  in  a  high-pressure  nozzle  to  about  45  lb. 
absolute.  A  single  labyrinth  balance  piston  takes  up  the  axial 
thrust  caused  by  this  pressure.  Reaction  blading  in  the  remain- 
der of  the  turbines  provides  for  the  further  expansion  of  the  steam. 
The  first  turbine  of  this  type  was  manufactured  in  the  works  of 
this  firm  in  1906  so  that  they  claim  to  be  the  pioneers  in  the 
manufacture  of  this  single-flow  combined^Curtis-Parsons  unit. 

22  The  General  Electric  Company  now  manufacture  a  horizontal 
type  Curtis  turbine  in  all  sizes  up  to  7000  kw.,  a  section  of  which  is 
shown  in  Fig.  3.  This  embodies  all  the  essential  features  of  the 
Curtis  design.  Compared  with  the  vertical  type,  this  design  pro- 
vides easier  access  to  all  working  parts  such  as  governor,  bearings, 
valves,  etc.,  and  allows  a  better  survey  of  the  unit.  The  machine 
can  also  be  dismantled  and  its  internal  parts  examined  with  less 
trouble.  The  oiling  problem  is  very  simple  compared  with  the 
vertical  units,  as  there  is  no  step  bearing  to  provide  for.  It  is  pos- 
sible that  only  horizontal  units  of  all  sizes  will  be  built  in  the  near 
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future.    The  A.  E.  G.  also  builds  similar  turbines  up  to  1000  kw. 
capacity. 

23  Many  manufacturers  in  Europe  are  now  building  a  turbine 
of  the  type  shown  in  Fig.  4.  This  consists  of  a  Curtis  high-pressure 
with  Rateau  or  Zoelly  low-pressure  sections,  the  number  of  stages 
depending  on  the  size  of  the  machine,  the  speed  and  the  steam  con- 
ditions. The  pressure  and  temperature  in  the  casing  are  low,  as  a 
consequence  of  the  expansion  of  the  steam  in  the  nozzles.  The 
steam  velocity  is  moderate  in  the  low-pressure  section.     This  ma- 
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Fig.  5    Spindle  of  Curtis  Drum-Impulse  Turbine  of  Belliss  &  Morcom 

chine  is  longer  than  the  simple  Curtis  but  shorter  than  the  Rateau. 
Its  builders  claim  improved  efficiencies  over  either  of  the  funda- 
mental types.  The  type  shown  in  Fig.  4  was  worked  out  as  a 
standard  construction  bj^  the  A.  E.  G.  as  early  as  1904. 

24  Belliss  &  Morcom,  of  Birmingham,  England,  have  introduced 
a  turbine,  the  spindle  of  which  is  shown  in  Fig.  5.  It  consists  of  a 
high-pressure  Curtis  stage  with  a  low-pressure  drum  construction 
like  Parsons,  but  fitted  with  impulse  blading  on  the  spindle  and 
blades  forming  expansion  parallel  wall  nozzles  in  the  casing.  All 
other  impulse  turbines  employ  diaphragms  extending  to  the  shaft. 
There  are  a  greater  number  of  rows  in  a  Belliss  turbine  than  in  a 
corresponding  Rateau  turbine,  and  hence  a  lesser  pressure  drop 
through  each  set  of  guide  blades.    The  net  leakage  loss  may  thus  be 
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lower  than  the  Rateau,  even  though  the  leakage  area  is  greater. 
This  turbine  is  essentially  a  Curtis-Parsons  construction,  with  few 
rows  of  blades  and  with  the  expansion  taking  place  in  the  stationary 
blades  only. 

25  A  turbine,  shown  in  Fig.  6,  has  recently  been  patented  in  Eng- 
land, which  has  some  features  of  unusual  interest.  The  high-pressure 
stage  is  Curtis,  the  intermediate  section  is  of  a  drum  impulse  type 
with  three  stages,  while  the  low-pressure  portion  is  Parsons,  which 
may  be  also  double-flow.  This  combines  features  of  all  three  funda- 
mental types,  and  it  will  be  interesting  to  see  what  results  are  ob- 
tained in  practice  by  such  an  arrangement. 

DISCUSSION    OF    TURBINE     DETAILS 

26  In  the  earl3^  days  of  steam  turbine  building  it  was  diflScult 
to  secure  suitable  materials  to  withstand  the  stresses  set  up  at  high 
speeds  of  rotation.  But  as  the  demand  for  such  materials  increased, 
much  study  was  given  to  the  requirements  for  this  service  so  that 
it  has  been  possible  through  the  use  of  more  suitable  material  to 
increase  very  considerably  the  speeds  of  all  sizes  of  steam  turbines. 

27  Higher  steam  velocities  are  possible  with  increased  peripheral 
speed,  and  thus  fewer  rows  of  blades  or  stages  are  required.  This 
results  in  a  shorter  and  more  rigid  shaft  construction,  which  is 
therefore  less  liable  to  vibration.  Many  builders,  especially  those 
of  Parsons  turbines,  have  found  this  construction  to  give  an  increase 
in  steam  economy  over  the  slow-speed  types,  so  that  the  more  com- 
pact modern  high-speed  machine  is  more  desirable  than  the  older 
type. 

BLADING 

28  The  requirements  of  a  satisfactory  blading  material  are 
that  it  shall  withstand  without  deformation  stresses  due  to  centrif- 
ugal force,  and  temperature  or  pressure  changes,  it  shall  not  cut  out 
with  high  velocities  of  steam,  and  that  it  shall  withstand  the  corro- 
sive effects  of  moisture.  Parsons  turbines  have  used  special  bronzes 
and  copper-nickel  alloys.  Steel  blades  have  also  been  used  in  some 
cases.  In  these  turbines  the  steam  velocities  are  low  and  there  is 
usually  no  cuttmg  on  this  account.  The  principal  problem  with 
this  blading  is  to  manufacture  it  cheaply  and  secure  it  in  such  a 
manner  that  it  will  withstand  all  stresses  to  which  it  is  subjected. 
This  blading  design  is  therefore  a  question  of  detail,  and,  as  shown  in 
Table  1,  many  ingenious  schemes  have  been  devised. 
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29  111  ruisoiLs  turbines  the  blades  are  usually  cut,  punched  or 
pressed  into  proper  form  from  strips  of  drawn  material.  The  original 
Parsons  blading  consisted  of  alternate  blades  and  distance  pieces 
placed  in  a  slightly  dovetailed  slot  and  calked  tight.  Many  European 
builders  thread  blades  and  distance  pieces  on  holding  wires  before 
calking  in.  In  this  case  the  blading  is  made  up  in  sections.  Other 
builders  of  turbines  of  the  Parsons  type  use  Sankey's  solid  founda- 
tion ring  held  in  place  by  a  soft  metal  calking  strip.  AUis-Chalmers 
employ  this  well-known  construction.  As  this  form  is  usually  all 
machine  made,  it  is  considered  by  many  engineers  to  be  safer  than 
where  dependence  is  placed  on  hand  work,  such  as  must  ordinarily 
be  done  where  each  distance  piece  is  calked  separately. 

30  There  are  many  methods  in  vogue  for  spacing  and  reinforcing 
the  ends  of  Parsons  blading.  The  Westinghouse  Machine  Company 
use  a  comma-shaped  wire  threaded  through  the  blades  near  their 
outer  end  and  bent  over  between  them.  Similar  schemes  are  used 
by  manufacturers  in  Europe.  As  a  rule,  however,  European  build- 
ers follow  the  old  Parsons  method  of  silver  soldering  or  brazing  the 
blades  to  a  holding  wire  near  their  outer  ends.  They  generally  thin 
down  the  tips  of  the  blades  to  reduce  weight  and  to  avoid  injurious 
efifects  to  spindle  or  casing  from  accidental  rubs.  Some  builders, 
such  as  Sulzers,  do  not  thin  off  their  blades  or  use  shrouds,  but  make 
their  spindles  so  rigid  and  well  balanced  that  the  blades  can  be  made 
with  a  very  heavy  cross-section  and  hence  need  no  support.  Several 
manufacturers  rivet  the  outer  ends  of  their  blades  into  channel- 
shaped  shroud  rings.  This  gives  an  especially  stiff  construction. 
.  31  Advocates  of  the  shrouded  blading  claim  that  it  provides  a 
labyrinth  passage  for  the  steam  and  thus  reduces  the  leakage  losses 
from  row  to  row.  It  also  holds  the  blades  at  the  required  angles. 
It  has  been  noted,  however,  that  with  wet  steam  there  is  a  tendency 
for  the  moisture  to  pit  the  casing  opposite  the  edges  of  the  shrouds 
and  thus  increase  the  clearances.  This  action  has  also  been  noticed 
with  unshrouded  Parsons  blading.  The  shrouded  blading  is  usually 
so  stiff  that  serious  damage  is  done  if  rubbing  starts  between  the 
blading  and  the  spindle  or  casing. 

32  The  blading  of  impulse  turbines  is  of  nickel  steel,  frequently 
with  25  per  cent  nickel,  in  the  high-pressure  section  and  special 
bronze  in  the  other  stages.  Experience  with  this  25  per  cent  nickel 
steel  blading  material  has  not  been  entirely  satisfactory,  and  several 
manufacturers  are  now  using  a  low  carbon  steel  alloy  with  just 
sufficient  nickel  to  prevent  corrosion,  usually  about  5  per  cent.  These 
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blades  are  said  to  be  stronger  and  less  liable  to  fatigue  of  material. 
Special  bronze  and  monel  metals  have  also  been  successfully  used. 
These  impulse  blades  are  stamped  from  sheets,  drop  forged  or  milled 
from  solid  bars  with  or  without  a  wide  base  to  act  as  a  distance  piece, 
or  are  made  from  extruded  metal  strips  of  the  desired  cross-section. 
Usually  these  blades  are  of  crescent  section,  but  some  are  formed  of 
flat  strip  material  and  made  of  constant  thickness  over  the  width 
of  the  blade.  The  separate  distance  pieces  are  usually  of  the  same 
material  as  the  blades  themselves.  In  general,  all  impulse  blades 
are  provided  with  shrouds  to  prevent  vibration  and  also  to  provide 
an   enclosed   passageway  for  the  steam  at  high  velocities.    As  there 


Fig.  8     Types  of  Blading  used  by  Buitish  Westixghouse  Company 


is  no  drop  in  pressure  between  the  two  sides  of  a  row  of  moving 
blades,  the  clearance  can  be  made  large,  both  on  the  end  and  sides, 
so  that  there  is  little  possibility  of  rubbing  when  in  operation. 

33  Impulse  blading  is  usually  held  in  place  in  dovetailed  grooves 
or  in  tee-shaped  slots,  although  som(>  manufacturers  form  their  blades 
with  two  legs  which  straddle  the  disks  and  are  held  firmly  in  place 
by  rivets. 

34  The  first  impulse  tur])ines  had  blading  in  wliich  the  inlet  and 
discharge  angles  were  equal.  Now  almost  all  builders  use  blading 
on  which  the  discharge  side  of  the  blade  makes  a  sharper  angle  with 
the  axis  than  the  inlet  side.  This  does  not  necessarily  mean  that  the 
discharge  area  of  the  blades  is  smaller  than  tlie  inlet  area,  for  the 
blade  is  usually  lengthened  radially  on  the  discharge  side.  Thus 
both  inlet  and  discharge  areas  are  made  equal.  The  sharper  angle 
of  discharge  reduces  slightly  the  relative  velocity  of  exhaust  from 
the  moving  blade.     On  turbines  of  the  Curtis  type  there  is  usually 


A,    G.    CHRISTIK 


4&1 


only  a  small  difference  between  the  inlet  and  outlet  angles  of  the 
first  row  of  moving  blades,  but  on  the  second  row  of  moving  blades 
in  the  stage,  the  entrance  and  exit  angles  often  differ  by  as  much  as 
15  deg. 
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Fig.  9     Brown  Boveri's  Reaction  Blading 


35  Some  impulse  turbine  designs  are  such  that  there  must  evident- 
ly be  some  such  reaction  effect  in  the  moving  blades  as  is  obtained 
in  Parsons  turbines,  though  not  of  sufficient  amount  to  cause  any 
noticeable  end  thrust. 

36  Some  recent  interesting  developments  in  blading  are  shown 
in  Figs.  7-11.  Fig.  7  shows  the  various  steps  in  the  manufacture  of 
the  thin  sheet  metal  blading  used  by  Bergmann.  The  l)lading  of  the 
Rateau  di.sks  of  British  Westinghouse  turbines  is  clearly  illustrated 
in  Fig.  8.    Brown  Boveri's  form  of  Parsons  blading  is  illustrated  in 
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Fig.  9.  BpIHss  &  Morcom  use  a  unique  form  of  l)la(liiig  on  the  drum 
impulse  section.  This  blading  is  shown  in  Fig.  10.  Franco  Tosi 
cuts  projections  like  threads  in  his  blade  grooves  and  mills  corre- 
sponding projections  on  the  base  of  the  l)lades,  as  in  Fig.  11.  This 
is  a  very  satisfactory  but  expensive  form  of  blading. 

37  The  number  of  rows  of  blades  in  any  given  type  depends 
entirely  on  the  size  and  speed  of  the  unit,  the  steam  conditions 
under  which  the  turbine  will  operate  and  the  heat  drop  per  row 
or  stage  assumed  in  the  design.  Each  designee  selects  such  condi- 
tions as  his  experience  and  judgment  lead  him  to  consider  the  most 
satisfactory.  It  is  thus  hard  to  draw  any  general  conclusions  as  to 
the  most  desirable  number  of  rows  for  any  class  of  turbine.  In 
general,  it  may  be  said  that  the  Parsons  turbines  require  from  40  to 
80  sets  of  moving  and  stationary  blades,  the  Curtis  from  4  to  8 
stages,  the  Rateau  from  12  to  25  stages,  the  Zoelly  from  8  to  20 
stages,  while  the  Curtis-Parsons  and  Curtis-Ilateau  combinations  of 
course  require  several  rows  less  than  the  fundamental  types. 

NOZZLES 

38  The  high-pressure  nozzles  in  impulse  or  combination  tur- 
bines are  made  of  bronze  or  nickel  steel  highly  polished  inside  and 
placed  either  in  the  upper  end  of  the  casing  itself,  or,  more  preferably, 
in  a  separate  steel  easting  which  bolts  upon  the  casing.  In  the  latter 
construction  the  casing  itself  is  never  subjected  to  the  high  tem- 
perature or  pressure  of  the  entering  steam. 

39  The  nozzles  in  the  diaphragms  between  stages  are  usually 
mad(j  of  nickel  steel  or  other  special  steel,  bent  to  the  proper  form 
and  cast  in  place  in  the  diaphragm  body.  Some  manufacturers  use 
brass  nozzles  in  place  of  steel  made  up  in  sections  and  riveted  or 
bolted  in  i:)lace.  All  these  passages  must  be  smooth  and  preferably 
very  highly  polished  to  reduce  friction  losses.  After  the  first  stage 
all  nozzles  have  parallel  walls  on  the  discharge  side. 

BEARINGS   AND    LUBRICATION 

40  Practice  varies  widely  with  regard  to  the  design  and  con- 
struction of  journals  and  bearings.  Builders  of  im])ulse  turbines 
invarial)ly  use  cast-iron  bearing  shells  provided  with  spherical  self- 
aligning  pads  and  lined  with  white  metal.  These  are  being  used  to 
an  increasing  extent  on  Parsons  turbines  and  without  exception  on 
all  low-speed  units.  Some  manufacturers  still  retain  the  original 
Parsons  form  of  bronze  bearing  shell  with  concentric  rings  on  the 
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outside,  separated  from  each  other  by  oil  films.  It  has  been  claimed 
for  this  type  of  bearing  that  the  oil  films  dampen  any  slight  variation 
of  the  spindle  and  thus  provide  a  machine  running  more  quietly. 
Experience  has  shown  that  this  is  not  always  the  case  and  that  such 
a  bearing  is  often  a  real  source  of  danger  when  the  added  clearance 
of  the  spindle  due  to  play  between  the  rings  is  taken  into  considera- 
tion. This  construction  is  also  much  more  expensive  than  the  white 
metal  bearings. 

41  In  Europe  many  turbines  are  run  with  a  minimum  amount 
of  oil  and  with  oil  leaving  the  bearings  at  a  temperature  of  190  deg. 
fahr.  This  practice  is  based  on  the  argument  that  such  a  sj-stem  of 
lubrication  requires  the  least  expenditure  of  power  for  oil  circulation 
and  in  friction  losses.  However,  practice  seems  to  be  tending  to- 
wards flooded  lu}:)rication,  in  which  a  great  quantity  of  oil  at  a  tem- 
perature of  about  100  deg.  fahr.  Is  forced  through  the  bearings  by  a 
pump  of  the  rotary,  centrifugal  or  gear  type,  driven  from  the  main 
shaft  of  the  turbine.  The  oil  pressure  at  the  bearings  varies  from  3 
to  20  lb.  per  sq.  in.  The  life  of  the  oil  is  much  longer  in  this 
system  than  with  very  hot  oil  and  any  wear  on  the  bearings  them- 
selves is  absolutely  prevented.  Occasionally  the  bearing  shells  are 
water-cooled,  but  this  practice  should  be  discouraged.  Cooling 
water  can  be  used  much  more  satisfactorily  outside  of  small  oil  pipes 
in  properly  designed  coolers.  In  case  the  water  is  dirty  or  full  of 
scale-forming  impurities,  these  can  be  more  readily  removed  from 
an  oil  cooler  than  from  the  interior  of  a  bearing  shell. 

42  Flooded  lubrication  has  enabled  manufacturers  to  cut  down 
the  length  of  their  bearings  and  thus  reduce  the  total  length  of  their 
turbines.  The  increased  pressures  per  unit  area  on  the  bearings 
have  not  introduced  any  diflficulties,  so  that  pressures  of  80  to  100 
lb.  per  sq.  in.  at  a  surface  speed  of  60  ft.  per  second  are  common 
practice.  The  best  results  are  usually  obtained  with  a  temperature 
of  about  125  deg.  fahr.  as  the  oil  leaves  the  bearings. 

SPINDLE    CONSTRUCTION 

43  Parsons  turbines  in  America  are  usually  l)uilt  with  a  hollow 
quill  into  which  the  journal  ends  are  forced  and  fastened  by  shrink 
links  or  bolts.  The  high-pressure  blading  is  placed  in  grooves  in  one 
end  of  the  quill  itself.  The  intermediate  and  low-pressure  blades 
are  usually  carried  on  cast  or  forged-steel  rings  which  are  afterwards 
forced  and  keyed  upon  the  central  quill.  In  Eurojic  excellent  hollow 
steel  forgings  can  be  obtained  very  readily,  and  iience  the  spindles 
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of  Parsons  and  other  drum  type  tur])ines  are  usually  made  up  of  one 
forging  with  the  journal  shafts  fastened  into  the  ends. 

44  The  shafts  of  impulse  turbines  are  usually  in  one  piece  and 
carry  the  blade  disks,  which  are  high-grade  steel  or  nickel  steel 
forgings  or  castings.  These  disks  are  fitted  and  keyed  on  the  shaft 
and  held  in  place  by  shrink  links  or  lock  nuts. 

45  It  is  quite  general  practice  now  to  design  the  shafts  so  that 
the  normal  speed  of  the  turbine  will  be  veiy  considerably  below  the 
critical  speed  due  to  any  slight  unbalancing  of  the  mass  that  may 
be  present.  This  removes  the  dangerous  vibrations  often  experi- 
enced when  passing  through  critical  speeds  and  permits  closer 
clearances  to  be  used  on  Parsons  blading  and  in  the  labyrinth  pas- 
sages in  the  diaphragms  between  the  stages  of  impulse  turbines. 

PACKING    GLANDS 

4G  A  small  impeller  supplied  with  water  is  provided  on  all  Amer- 
ican built  Parsons  turbines  to  form  an  air  seal  at  the  shaft  glands. 
European  builders  prefer  to  use  labyrinth  packings  with  live  or 
throttled  steam  as  an  air  seal.  The  objection  raised  by  foreign  build- 
ers to  the  water  packing  is  that  it  takes  too  much  power  to  drive 
the  impeller,  and  that  it  provides  a  condensing  surface  for  the  steam. 
The  amount  of  water  required  in  a  well-designed  gland  is  very  small, 
and  there  is  no  great  circulation.  Thus  the  water  can  have  only  a 
small  effect  as  a  condensing  medium.  Usually  the  steam  directly 
inside  the  casing  is  under  vacuum  and  then  condensation  would  not 
be  objectionable.  It  requires  considerable  steam  to  pack  the  laby- 
rinth type  of  gland,  and  this  loss  often  exceeds  that  due  to  the  power 
required  to  drive  the  water  impellers. 

47  Impulse  turbines  use  carbon  rings  at  the  high-pressure  gland, 
especially  when  superheated  steam  is  used.  The  leakage  past  the 
first  rings  is  carried  through  a  passage  and  pipe  to  the  low-pressure 
glands  to  act  as  a  vacuum  seal.  The  labyrinth  packing  in  the 
diaphragms  is  usually  of  bronze  in  the  high-pressure  stages  and 
Frequently  of  white  metal  in  the  low-pressure  section.  The  low- 
pressure  shaft  glands  are  made  either  with  carbon  or  labyrinth 
packing,  sealed  by  steam. 

THRUST   BEARINGS 

48  Thrust  bearings  are  now  provided  on  all  types  of  turbines. 
These  serve  to  adjust  the  position  of  the  spindle  and  to  take  up  any 
end  thrust  present.     The  end  thrust  in  well  designed  turbines  is 
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usually  of  smull  auiount  and  seldom  causes  trouble.  These  bearings 
are  usually  flooded  with  oil  and  are  often  made  with  bronze  rings 
which  can  easily  be  replaced  in  case  of  damage. 

49  Several  builders  of  Curtis-Parsons  turbines  have  substituted 
an  oil  thrust  piston  for  the  steam  balance  piston  of  the  usual  form. 
This  piston  is  placed  on  the  governor  end  of  the  shaft  outside  of  the 
casing  proper.  The  thrust  is  taken  up  by  oil  which  is  suj^plied  under 
pressure  and  which  can  escape  only  through  sets  of  labyrinth  baffles 
on  the  piston  and  on  the  surrounding  chamber.  The  piston  adjusts 
itself  for  the  amount  of  thrust  present  by  a  small  axial  movement 
of  the  shaft,  thus  opening  or  closing  the  discharge  area  for  the  oil 
through  the  labyrinth  baffles,  and  automatically  varies  the  oil  pres- 
sure on  the  face  of  the  piston.  This  arrangement  does  away  with 
the  loss  of  steam  through  balance  pistons  and  should  improve  the 
turl)ine  efficiency,  though  a  small  amount  of  power  is  required  to 
pump  the  oil. 

GOVERNING   DEVICES 

50  The  speed  of  Parsons  turbines  is  usually  controlled  by  a 
centrifugal  governor  of  the  Hartung  or  similar  type  which  regulates 
the  position  of  a  balanced  poppet  valve  through  the  medium  of  a 
steam  or  oil  relay.  The  latter  type  is  coming  into  more  general  use 
on  account  of  its  many  advantages  over  the  steam  relay.  The  steam 
is  throttled  either  at  constant  pressure  or  by  a  pulsating  action. 

51  Impulse   turbines   and   turbines   employing   a   Curtis   high- 
pressure  ring  usually  govern  by  means  of  Hartung  type  governors 
and  oil  relays.    The  speed  is  sometimes  controlled  by  simple  throttling 
of    the    steam,    which    practice   is    common   in   Europe.     In  this 
case,  additional  nozzles  can  be  opened  or  closed  by  hand  as  required. 
This  system  would  be  unsuitable  with  violently  fluctuating  loads. 
Other  types  employ  both  throttling  and  automatic  nozzle  regula- 
tion, while,  again,  many  turbines,  particularly  of  the  Curtis  type, 
are   built   for  nozzle  governing  alone.     In  Europe  there  is  a  differ- 
ence of  opinion  as  to  the  most  economical  method  of  governing. 
Mr.  H.  Zoelly  claims  that  he  gets  the  best  results  on  his  type  of  tur- 
V)in('  })y  throttle  governing.    It  is  generally  admitted,  liowever,  that 
impulse  turbines  give  the  best  results  by  controlling  the  number  of 
nozzles  that  are  open  at  any  load.    With  such  control  the  pressure 
before  the  nozzles  in  service  is  always  the  normal  pr(>ssure  for  which 
these  are  designed.     The  General  Electric  Company  govern  their 
turbines  above  300  kw.  by  means  of  an  oil  relay  system  which  oper- 
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ates  through  a  piston  and  camshaft  to  open  or  close  nozzles  as 
required  bj'  load  conditions.  Melms  and  Pfenninger  employ  an  in- 
teresting governing  device,  shown  in  Fig.  12.    The  speed  regulation 


Fig.  12     Melms  and  Ppbnningrr's  Governor  Device 


is  taken  care  of  by  a  shaft  governor  of  the  llartung  type  opc^rating, 
through  oil  relays,  a  "servomotor"  or  oil  operated  piston  C,  which  is 
directly  connected  to  the  main  valve  A,  and  also  indirectly  con- 
nected through  levers  and  a  secondary  shaft  to  three  balaiu^ed  valves 
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controlling  the  steam  supply  to  the  three  sets  of  nozzles  as  shown  in 
Fig.  12,  where  B  is  one  of  the  three  auxiliary  valves,  and  D  the  lever 
controlling  opening  of  valves,  operated  by  governor  through  an  oil 
relay  valve.  The  main  valve  thus  acts  largely  as  a  safety  device. 
Each  of  the  secondary  valves  is  designed  to  take  care  of  only  a 
certain  predetermined  portion  of  the  load.  These  valves  which 
open  downwards  are  counterbalanced  by  springs  and  are  acted  upon 
by  levers  mounted  on  the  secondary  shaft  in  such  a  manner  that  the 
valves  are  successively  opened  or  closed  according  to  the  change  of 
load.  The  secondary  shaft,  as  previously  noted,  is  under  direct 
control  of  the  governor  through  the  servomotor  and  its  connecting 
lever.  All  nozzles,  casings,  valves,  etc.,  are  made  of  cast  steel. 
This  device  is  said  to  give  very  close  regulation. 

52  The  Westinghouse  Machine  Company  use  a  vibrating  oil 
relay  system  on  many  of  their  machines.  Recently  they  have 
adopted  on  some  sizes  a  very  powerful  governor  which  is  direct- 
connected  to  the  governing  valve  and  operates  it  without  the  use  of 
relays.  This  system  was  adopted  by  some  of  the  early  European 
builders,  but  was  abandoned  in  favor  of  the  oil  relay  sj^stem. 

53  Sulzers  have  recently  installed  turbines  in  which  the  conven- 
tional centrifugal  force  governor  has  been  replaced  by  a  hydraulic 
governor.  This  governor  consists  of  a  simple  centrifugal  pump, 
geared  to  the  main  shaft  and  delivering  oil  under  pressure  into  a 
chamber  beneath  a  spring  loaded  piston.  The  pressure  under  this 
piston  is  thus  dependent  on  the  speed  of  the  main  turbine  and  the 
piston's  position  in  its  cylinder  will  vary  accordingly.  The  piston 
is  connected  to  the  usual  balanced  valve  of  an  oil  relay  which  con- 
trols the  oil  supply  from  the  main  oil  pump  to  the  throttle  valve  in 
the  usual  manner.  There  are  no  mechanical  parts  to  wear  in  this 
arrangement.  The  apparatus  is  extremely  simple  and  has  many 
distinct  advantages. 

54  All  turbines  are  now  provided  with  a  small  overspeed  gover- 
nor, usually  placed  at  the  outside  end  of  the  shaft.  This  operates  at 
a  determined  percentage  over  speed  and  closes  the  main  or  secondary 
steam  valve  either  by  means  of  a  steam  or  oil  relay  or  by  a  falling 
weight  through  a  system  of  levers  and  springs.  The  oil  relay  system 
has  the  advantage  that  the  valve  shuts  immediately  should  the  oil 
supply  fail  for  any  reason. 

55  Parsons  turbines  are  usually  provided  with  a  secondary  over- 
load valve  which  automatically  admits  live  steam  to  the  second 
diameter  of  blades.    Impulse  turbines  have  additional  sets  of  nozzles 
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with  valves  which  may  bo  opened  automatically,  or  by  hand  in  case 
of  overloads. 

CASINGS 

56  Practice  varies  widely  in  regard  to  the  construction  of  turbine 
casings.  These  are  generally  made  of  cast  iron,  though  some  Euro- 
pean builders  make  the  high-pressure  front  end  of  cast  steel.  Parsons 
turbines  are  built  with  the  top  and  bottom  halves  single  castings  or 
made  in  sections.  Some  of  the  older  designs  of  impulse  turbines 
used  solid  diaphragm  plates  placed  on  the  shaft  between  the  disks. 
The  clumsiness  of  handling  and  the  difficulty  of  making  repairs  with 
this  construction  has  forced  most  builders  to  make  these  in  halves 
and  to  fasten  them  to  the  top  and  bottom  portions  of  the  casing. 

57  Cylinder  casings  are  now  made  of  sj^mmetrical  design  and 
without  any  deep  metal  webs  or  ribs  as  stiffeners  on  the  outside. 
Equalizing  pipes  with  provision  for  expansion  take  the  place  of 
passages  formerly  cast  in  the  casings  themselves.  Strains  due  to 
unequal  temperatures  must  be  avoided  in  all  portions. 

BED-PLATES 

58  Several  European  builders  make  a  practice  of  filling  the 
hollow  portions  of  their  turbine  and  generator  bed-plates  with  con- 
crete after  erection.  This  adds  more  mass  to  the  turbine  unit  and 
is  said  to  dampen  any  slight  vibration  that  may  be  present. 

TURBO-GENERATORS 

50  A  discussion  of  the  design  of  turbo-generators  is  beyond  the 
limits  of  this  paper.  In  general,  European  builders  of  electrical 
machinery  allow  less  overload  capacity  than  is  usual  on  American 
machines,  but  give  better  guarantees  of  efficiency  and  regulation. 

60  Practice  varies  widely  in  regard  to  the  normal  rating  and 
maximum  capacities  of  different  turbines.  Some  European  builders 
guarantee  their  generators  to  carry  normal  full  load  without  undue 
heating  only  for  two  to  six  hours.  Others  follow  the  practice  which 
has  been  introduced  in  America  of  rating  their  turbines  at  the  maxi- 
mum load  they  will  carry  continuously.  Several  builders  still  offer 
turbines  which  will  carry  as  high  as  25  per  cent  overload  continu- 
ously. 

61  Such  conditions  are  very  confusing  to  purchasers.  The  time 
seems  opportune  for  this  Society  to  fix  a  standard  for  the  rating  of 
steam  turbines  and  to  define  the  overload  capacity  which  may  be 
expected  of  this  type  of  engine. 
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COMMERCIAL   CONSIDERATIONS 

62  When  steam  turbines  are  to  be  installed  at  high  altitudes,  as 
in  many  locations  in  the  West,  the  effect  of  altitude  on  economy 
frequently  comes  up.  It  can  be  easily  shown  that  with  the  same 
boiler  pressure  and  the  same  absolute  pressure  in  the  condenser,  the 
steam  consumption  of  a  turbine  at  5000  ft.  elevation  should  exceed 
that  of  a  similar  turbine  at  sea  level  by  less  than  1  per  cent. 

63  Each  turbine  is  designed  to  operate  at  maximum  efficiency 
at  some  given  vacuum.  Owing  to  uncertainties  in  design  factors 
for  losses  and  to  slight  inaccuracies  in  construction,  the  most  efficient 
vacuum  may  vary  somewhat  from  that  for  which  the  turbine  was 
design(>d.  Theoretically,  the  steam  consumption  should  decrease  as 
the  vacuum  increases,  but  this  rate  of  decrease  will,  vary  for  each 
type  of  turbine,  depending  on  the  blade  areas  and  steam  velocities 
of  the  low-pressure  section.  It  is,  therefore,  essential  that  this  rate 
of  change  be  determined  for  each  individual  turbine  by  actual  test. 

64  In  the  purchase  of  steam  turljines,  operating  efficiency  and 
costs  should  be  considered  together  with  first  cost,  and  the  machine 
selected  should  be  the  one  on  which  the  ultimate  operating  and 
fixed  charges  are  a  minimum.  This  practice  is  followed  in  Europe. 
In  America  the  bargain-counter  idea  unfortunately  possesses  many 
engineers,  and  manufacturers  have  frequently  been  forced  to  sacrifice 
efficiency  in  order  to  meet  competition. 

65  In  Table  1  some  data  are  presented  in  tabulated  form  regard- 
ing various  types  of  steam  turbines.  This  information  was  gathered 
during  personal  visits  to  the  various  works  and  also  by  correspond- 
ence. Designs  of  steam  turbine  details  are  constantly  changing,  so 
that  many  of  the  items  in  this  table  may  not  correctly  represent  the 
latest  practice  of  the  various  builders. 

RESULTS   OF   TESTS 

66  .The  efficiency  of  a  steam  tur1)ine  may  l)e  expressed  in  terms 
of  pounds  of  steam  per  kw-hr.,  as  an  efficiency  ratio  or  as  the  B.t.u. 
required  per  kw-hr. 

67  The  steam  consumption  is  dependent  on  the  initial  steam 
pressure,  its  temperature  or  cjuality,  and  the  condenser  pressure. 
These  factors  vary  in  almost  every  test  and  the  effect  of  a  variation 
in  each  is  not  the  same  for  all  classes  of  turbines.  Hence,  different 
turbines  cannot  usually  be  compared  satisfactorily  on  the  basis  of 
their  steam  consumption  alone. 
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68  If  the  steam  could  expand  freely  to  exhaust  pressure  in  a 
turbine  without  radiation,  friction,  eddy  or  windage  losses,  its 
expansion  wc^uld  he  adiabatic*  and  on  the  Rankine  cycle.  The 
"efficiency  ratio"  expresses  the  proportion  of  the  heat  actually 
turned  into  work  to  tjhat  availal^le  from  such  an  adiabatic  expan- 
sion. In  other  words,  it  expresses  the  efficiency  of  the  actual  turbim? 
as  compared  to  the  ideal  turbine,  and  is  independent  of  the  type  of 
turbine. 

69  The  B.t.u.  per  kw-hr.  is  figured  above  the  heat  of  the  liquid 
at  exhaust  pressure.  This  is  not  a  satisfactory  standard  by  which 
to  compare  results,  for  it  is  largel}^  dependent  on  conditions  beyond 
the  control  of  the  turbine  builder.  For  instance,  if  the  plant  does 
not  contain  superheaters,  the  B.t.u.  per  kw-hr.  will  be  high.  The 
same  will  be  true  of  a  plant  which  has  a  warm  cooling-water  supply 
for  condensers  and  consequently  carries  low  vacuum.  Yet  the  tur- 
bines may  be  designed  to  give  a  high  efficiency  ratio  under  these 
conditions.  In  fact,  they  may  be  able  to  utilize  the  available  heat 
more  efficiently  than  the  turbines  in  another  plant  with  both  high 
superheat  and  high  vacuum. 

70  This  can  be  seen  in  Table  2,  in  w^hich  recent  turbine  tests 
have  been  tabulated.  The  Brown-Boveri  turbine  at  tlu;  Dunstan 
power  plant  uses  14,980  B.t.u.  per  kw-hr.  with  an  efficiency  ratio  of 
68.8  per  cent.  Yet  the  Westinghouse  City  Electric  with  a  lower 
steam  pressure,  lower  superheat  and  lower  vacuum,  has  an  efficiency 
ratio  of  68.9  per  cent,  though  using  16,925  b.t.u.  per  kw-hr.  The 
Erste  Briinner  Vienna  turbine  requires  10.400  B.t.u.  per  kw-hr. 
with  71.8  per  cent  efficiency  ratio.  It  is  therefore  apparent  that  the 
efficiency  ratio  alone  will  express  in  the  best  manner  the  degret;  to 
which  the  designer  has  approached  ideal  results  in  his  turbine. 

71  The  test  results  in  Table  2  were  grouped  in  order  to  analyze 
the  relative  merits  of  the  different  types  of  turbines  on  the  basis  of 
efficiency  ratios.  The  Curtis-Parsons  machines  built  by  Erste 
Briinner  hold  first  place  in  the  list,  but  are  followed  closely  by  others 
of  the  same  type  built  by  Brown  Boveri  and  Westinghouse  Machine 
Company.  The  Parsons  turbines  built  by  Allis-Chalmers  and  Brown 
Boveri  also  show  high  efficiencies.  The  second  class  in  the  order  of 
efficiency  includes  turbines  of  the  Curtis-Rateau  and  Curtis-Zoelly 
types,  among  which  the  turbines  of  the  A.  E.  G.  and  British  West- 
inghouse Company  show  remarkably  good  results.  The  next  group 
includes  simple  Zoelly  and  Rateau  turbines.  The  last  group 
comprises  straight  Curtis  types. 
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47G     PRESENT  STATE  OF  DEVELOPMENT  OF  LARGE  STEAM  TURBINES 

72  The  supcri(jrity  of  the  Curtis-Parsons  over  the  Parsons  type 
is  probably  due  to  the  reduction  in  the  fluid  friction  and  rotational 
losses  occurring  in  the  first  cylinder  of  the  Parsons  by  the  use  of  a 
Curtis  stage  in  this  section. 

73  The  Parsons  low-pressure  sections  evidently  utilize  the  heat 
in  the  steam  only  slightly  more  efficiently  than  do  the  impulse  tur- 
bines. The  great  surface  areas  of  all  disk  type  turbines  which  must 
be  whirled  in  steam,  produce  losses  which  are  apparently  somewhat 
larger  than  the  combined  whirling  losses  and  leakage  in  the  Parsons 
drum  turbines.  Both  the  Zoelly  and  Curtis-Rateau  types  appear  to 
use  the  steam  more  effectively  in  the  low-pressure  sections  than  the 
Curtis  alone.  Many  European  engineers  hold  the  opinion  that 
where  high  economy  is  to  be  obtained,  the  impulse  turbine  of  the 
Rateau  or  Zoelly  type  is  superior  to  the  Curtis,  though  its  manu- 
facturing costs  are  higher.  The  Curtis-Rateau  construction  has  all 
the  commendable  features  of  impulse  tiubincs  and  has  proved  very 
economical. 

74  The  results  shown  in  Table  2  are  from  the  best  reliable  tests 
that  have  been  made  on  each  type.  Objection  may  be  raised  that 
these  results  do  not  represent  actual  operating  conditions  as  under 
varying  loads,  nor  the  average  economy  of  any  type  of  turbine. 
For  instance,  the  Curtis  turbine  usually  gives  a  very  flat  water-rate 
curve,  while  the  Parsons  type  is  more  convex.  On  the  other  hand, 
recent  tests  on  the  new  Curtis-Parsons  types  have  also  shown  flat 
water-rate  curves  at  various  loads.  It  was  impossible  to  compare 
the  various  types  from  this  standpoint  on  account  of  absence  of 
compl(>te  data  of  such  tests.  Melms  and  Pfenning(T  state  in  a  recent 
communication  that  the  turbine  of  their  tyjje  built  by  Breitfeld, 
Danek  &  C'ompany,  and  reported  in  Table  2  to  have  an  I'fficiencj' 
ratio  (jf  00.2  ])er  cent  was  built  for  a  special  purpose  and  operated 
behnv  its  most  efficient  speed.  They  do  not  consider  it  reprc!s<uita- 
tive  of  the  best  performance  of  their  type*  and  submit  the  follow- 
ing values  of  efficiency  ratios  which  they  will  now  guarantee  on 
their  turbines  of  the  Curtis-Parsons  type:  For  1000  to  3000  kw. 
turbines  r.p.m.  09  to  73  per  cent  efficioncj'  ratio;  for  1500  to  5000 
kw.  turbines  at  1500  r.p.m.  08  to  72  per  cent  efficiency  ratio.  These 
figures  would  indicate  a  careful  study  of  their  machines  and  decided 
improvements  in  recent  designs. 

75  It  is  interestinq:  to  note  in  Table  2  that  the  best  results   have 
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b(>en  obtained  within  the  past  two  years  and  that  these  show  a  con- 
siderable increase  in  efficiency  over  the  earher  turbines. 

LOW    AND    MIXED-PRESSURE   TURBINES 

76  One  of  tlie  first  low-pressure  turbines  installed  was  described 
by  Professor  Rateau  in  his  paper  on  Different  Applications  of  Steam 
Turbines.^  The  exhaust  steam  from  various  non-condensinp;  recip- 
rocating (Migines  around  mines  was  conducted  to  a  regenerator,  from 
which  the  turbine;  drew  its  steam  supply. 

77  Many  low-pressure  turbines  have  been  erected  since  1904 
and  have  shown  very  economical  results.  In  some  installations  it  is 
usual  to  provide  for  operation  on  high-pressure  steam  when  the 
supply  of  exhaust  steam  is  insufficient  to  meet  the  power  demand. 
Hence,  the  mixed  pressure  turbine  has  been  developed.  In  Europe 
a  Curtis  stage  is  added  at  the  inlet  and  the  live  steam  passed  through 
this  before  entering  the  low-pressure  section.  The  whole  of  the 
heat  content  of  the  live  steam  can  be  effectively  utilizc^d  by  this 
method.  Bleeder  turbines  are  also  being  built,  in  which,  after  par- 
tial expansion  to  some  fixed  pressure,  a  portion  of  the  steam  is  with- 
drawn from  the  casing  for  heating  or  industrial  purposes. 

78  Low-pressure  turbines  are  frequently  installed  to  use  the 
exhaust  steam  of  reciprocating  engines  without  regenerators.  In  this 
case  the  generators  are  sometimes  tied  together  electrically  and  the 
turbines  are  only  fitted  with  an  overspeed  governor.  Messrs.  Stott 
and  Pigott  showed  the  results  that  could  be  obtained  from  such  a 
combination  in  their  paper,  Test  of  a  15,000-Kw.  Steam-Engine- 
Turbine  Unit.2  Such  turbines  are  usually  installed  in  stationary 
work,  only  when  the  reciprocating  engines  are  already  in  service. 
The  high-pressure  turbine  in  a  new  plant  requires  less  floor  space, 
has  less  complicated  machinery,  is  cheaper  in  first  cost  and  in  main- 
tenance, and  approaches,  if  it  does  not  equal,  the  economy  to  be 
derived  from  the  combination  unit  in  every-day  service.  Neverthe- 
less, there  have  been  a  number  of  combined  engine  and  turbine 
plants  recently  installed  in  England  which  have  proved  very  satis- 
factory. 

79  It  is  probable  that  low-pressure  turbines  will  be  installed  in 
the  near  future  in  large  gas  engine  stations  to  utilize  the  waste  heat 
in  the  gas  engine  exhausts. 

'Trans.  Am.  Soc.  M.  E.,  vol.  25,  p.  782. 
^Trans.  Am.  Soc.  M.  E.,  vol.  32,  p.  t)9. 
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TURBO-COMPRESSORS 

80  Turbo-compressors  have  some  decided  advantages  over  re- 
ciprocating compressors,  such  as  smaller  floor  space,  absence  of  inlet 
and  discharge  valves,  low  cost  of  upkeep  and  no  internal  lubrication. 
They  are  being  manufactured  quite  extensively  in  Europe  and  have 
been  introduced  in  America  by  the  General  Electric  Company,  one 
of  whose  turbines  was  described  by  Mr.  R.  H.  Rice  in  his  paper, 
Commercial  Application  of  the  Turbine  Turbo-Compressor,^  read  at 
the  Pittsburgh  meeting  of  the  Society. 

81  Turbo-compressors  are  built  either  with  curved  or  radial  im- 
peller blades  which  discharge  the  air  into  smooth  expanding  diffusor 
channels  to  convert  the  velocity  energy  of  the  current  into  pressure. 
Usually  guides  are  provided  to  direct  the  air  into  the  entrance  of 
the  next  stage  without  eddies.  All  passages  are  made  as  smooth  as 
possible  with  no  abrupt  bends  or  turns,  and  all  walls  are  water- 
cooled.  The  air  is  prevented  from  leaking  back  from  stage  to  stage 
by  labyrinth  packings  such  as  are  used  in  impulse  turbines. 

82  European  builders  have  installed  turbines  to  deliver  air  at  as 
high  pressures  as  130  lb.  per  sq.  in.  gage  and  are  prepared  to  furnish 
them  up  to  180  lb.  discharge  pressure. 

83  Turbo-blowers  have  also  been  built  to  deliver  large  volumes 
of  air  at  low  pressure,  such  as  are  required  in  furnace  work.  These 
units  have  no  water-cooled  jackets.  The  first  difficult  problem  en- 
countered in  the  construction  of  turbo-blowers  or  compressors  was 
the  provision  of  a  suitable  governing  device  for  the  unit.  However, 
several  ingenious  and  satisfactory  arrangements  have  recently  been 
developed  and  it  is  probable  that  this  difficulty  will  soon  be  over- 
come completely. 

84  The  efficiency  of  turbo-compressors  with  water-cooling  is 
defined  as  the  ratio  of  the  power  required  to  compress  the  given 
quantity  of  gas  isothermally  to  the  power  consumed  at  the  com- 
pressor coupling  in  the  actual  compression.  This  efficiency  in  well 
designed  units  with  discharge  pressures  between  60  and  150  lb. 
should  fall  within  the  limits  of  60  and  70  per  cent.  The  best  results 
noted  up  to  the  present  time  were  obtained  on  a  turbo-compressor 
built  by  Pokorny  and  Wittekind  for  the  Victoria  Falls  Power  Com- 
pany in  South  Africa,  which  on  official  test  showed  an  efficiency  of 
67.9  ])cr  cent  and  on  anotiicr  unit  furnished  to  the  same  comiinny  by 
the  Allgcnicinc  rilcktricitats  (IcscUschnft  wliicii  gave  an  efficiency  of 
67.9  per  cent  wlien  w(»rking  against  its  normal  discharge  jjressure. 

'The  Journal  Am.  Soc.  M.  E.,  Marcli  1911,  p.  301. 
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The  A.  E.  G.  have  now  under  construction  thrc^e  tur])o-compressors 
for  South  Africa,  each  of  wiiich  will  tlehver  49,400  cu.  ft.  perminute 
at  a  pressure  of  127.8  lb.  per  sq.  in.  These  machines,  each  of  which 
will  be  directly  connected  to  a  10,000-h.p.  steam  turbine,  will  have 
a  capacity  at  least  twice  as  great  as  any  turbo-compressor  built 
hitherto. 

85  When  there  is  no  water-cooling  provided,  the  efficiency  of  a 
turbo-blower  is  expressed  as  the  ratio  of  the  power  required  to  com- 
press the  given  quantity  of  air  adiabatically  to  the  power  actually 
expended  at  the  compressor  coupling.  This  efficiency,  depending 
on  the  size  of  the  blower,  should  fall  between  70  and  80  per  cent  as 
a  maximum.  An  efficiency  of  78  per  cent  has  been  obtained  on 
official  tests  of  a  Rateau  turbo-blower  built  by  Kuhnle,  Kopp  and 
Kausch  and  is  probably  the  best  result  obtained  up  to  the  present 
time  on  this  type  of  compressor. 

86  It  can  thus  be  seen  that  in  so  far  as  efficiency  is  concerned, 
the  turbo-compressor  is  equal  to  the  average  reciprocating  com- 
pressor. It  seems  probable  that  turbo-compressors  and  blowers  will 
be  used  to  an  increasing  extent,  largely  on  account  of  their  low  first 
cost  and  operating  costs  as  compared  with  steam  reciprocating  units. 

87  The  high  thermal  efficiency  of  the  gas-driven  blowing  engine 
exceeds  that  possible  in  a  turbo-compressor  unit,  so  that  the  former 
will  continue  to  be  used  in  blast-furnace  work. 

TURBO-DRIVEN    PUMPS 

88  The  steam  turbine  is  an  ideal  source  of  power  to  drive  cen- 
trifugal pumps,  especially  when  it  is  necessary  to  lift  against  high 
heads.  Hence  it  has  been  installed  in  several  places  for  city  fire 
service,  using  lake  or  river  water  in  high-pressura  mains.  The 
efficiency  of  such  centrifugal  pumps  usually  ranges  from  65  to  80 
per  cent,  so  that,  in  spite  of  tlie  high  efficiency  of  the  turbine  itself, 
the  combined  set  will  not  give  as  good  economy  as  a  high  grade 
reciprocating  pumping  engine.  However,  its  first  cost  is  low,  it 
requires  no  internal  lubrication,  takes  up  very  little  floor  space,  and 
has  no  valves  to  require  examination  or  renewals. 

GEARED   TURBINES 

89  Attempts  have  been  made  to  adopt  steam  turbines  for  direct 
connection  to  continuous  current  generators  and  other  slow-speed 
machinery.  A  steam  turbine  to  be  economical  must  be  a  high-speed 
machin(%  and  hence  its  use  with  slow-speed  machinerj'  has  not 
proved  entir(,'ly  satisfactory.    Dr.  De  Laval  adopted  spur  gearing  as 
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a  means  of  reducing  speeds  on  his  first  simple  impulse  turbines,  and 
builders  of  this  type  still  use  this  construction.  It  is  only  within  the 
last  few  years  that  attempts  have  been  made  to  apply  gearing  as  a 
means  of  speed  reduction  on  other  types  of  turbines.  The  Westing- 
house  Machine  Company  are  now  manufacturing  direct-current 
turbo-generators  with  the  Melville-MacAlpine  reduction  gearing  be- 
tween turbine  and  generator.  This  gear  is  also  being  built  for  use 
in  marine  work  to  drive  slow-speed  propellers.  The  gear  wheels  in 
this  construction  are  carried  on  a  floating  frame  so  that  the  teeth 
may  be  always  in  correct  alignment.  One  set  of  such  gearing  showed 
under  test  an  efficiency  of  98.5  per  cent. 

90  C.  A.  Parsons  &  Companj'^  have  built  several  notable  reduction 
gears  for  steam  turbines,  in  which  the  floating  frame  idea  was 
omitted.  A  mixed  pressure  steam  turbine  of  750  b.h.p.  is  now  in 
use  driving  a  three  high  set  of  rolls  through  gearing  at  the  Calder- 
bank  Steel  Works  near  Glasgow,  Scotland.  A  flywheel  is  placed  on 
the  same  shaft  as  the  driven  gear  and  thus  takes  the  shock  off  the 
turbine  when  a  billet  enters  the  rolls.  In  1909  the  Parsons  Marine 
Steam  Turbine  Company  installed  a  geared  turbine  of  1000  h.p.  in 
the  S.  S.  Vespasian  of  4000  tons.  Extensive  experiments  were  car- 
ried out  and  it  was  found  that  the  efficiency  of  this  gearing,  which 
had  no  floating  frame,  ranged  between  98  and  99  per  cent.  After 
a  year's  operation,  in  which  the  ship  covered  20,000  miles,  tests  were 
again  made  on  the  gearing  wuth  eciually  good  results.  On  examina- 
tion no  appreciable  signs  of  wear  could  be  noted  on  the  gear  teeth, 
which  were  made  of  mild  chrome  nickel  steel  and  were  flooded  with 
oil. 

91  It  is  perfectly  feasible  to  adapt  the  steam  turbine  through 
gearing  to  belt  and  rope  drives  when  these  are  required  in  large 
powers.  Under  certain  conditions,  wliere  fuel  costs  are  high  and 
water  for  condensation  is  plentiful,  such  an  installation  would  prove 
an  economical  investment  in  place  of  reciprocating  engines.  The 
direct  turbine  drive  would  then  come  into  competition  with  the 
motor  drive.  The  losses  in  lineshafting  can  be  greatly  reduced  by 
the  use  of  ball  or  roller  bearings  so  that  the  turbine  drive  may  prove 
very  economical  in  some  instances  as  compared  with  individual 
motor  drives. 

92  The  use  of  geared  turbines  in  large  sizes  has  been  in  the 
nature  of  an  (experiment  until  quite  recently.  Judging  from  the 
results  obtained  in  recent  installations,  their  commercial  success 
seenis  now  assured.     In  the  design  of  these  units  the  tendency  will 
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be  to  simplify  details.  The  success  of  the  Parsons  gears  on  the  S.  S. 
Vespasian  should  encourage  designers  to  do  away  with  any  special 
devices  to  secure  alignment  and  to  provide  simply  accurately 
cut  gears  properly  meshed  and  running  in  a  flood  of  oil. 

MARINE   TURBINES 

93  All  the  standard  types  of  turbines  have  now  been  adopted  for 
marine  service  in  driving  screw  propellers,  either  direct-connected  or 
through  gearing.  The  design  of  direct-connected  turbines  is  com- 
plicated by  the  fact  that  the  speed  of  screw  propellers  must  neces- 
sarily be  low  as  compared  with  the  most  favorable  speeds  for  eco- 
nomical steam-turbine  operation.  Hence  these  turbines  require  large 
spindle  diameters  and  massive  construction  and  yield  correspond- 
ingly poor  steam  economies,  especially  at  slow  speeds.  These  units 
are  usually  built  with  the  power  divided  between  two  or  more  shafts 
connected  to  high  and  low-pressure  cylinders.  With  geared  equip- 
ments the  turbines  can  be  operated  at  their  most  efficient  speeds, 
while  the  gears  can  be  so  designed  that  the  propeller  also  runs  at  its 
most  economical  speed. 

94  Reversing  is  made  possible  by  suitable  blading  in  the  low- 
pressure  ends  of  the  main  units  into  which  live  steam  is  admitted 
when  desired.  When  the  turbine  is  running  forward,  this  blading 
revolves  in  vacuum  and  consumes  but  little  power. 

95  Combined  types  of  turbines  are  also  being  introduced  in 
marine  installations.  A  recent  Curtis  design  includes  a  drum  im- 
pulse section.  Mr.  Zoelly  now  uses  Curtis  stages  in  his  high-pressure 
section,  but  with  steam  velocities  not  exceeding  1300  ft.  per  second, 
obtained  by  converging  nozzles  only,  and  drum  impulse  construc- 
tion on  the  low-pressure  ends.  Several  other  European  builders  have 
also  used  Curtis  stages  in  the  high-pressure  portion.  Melms  and 
Pfcnninger  have  constructed  marine  turbines  of  12,000  to  10,000 
h.p.  having  impulse  wheels  with  partial  admission  at  the  high- 
pressure  end  and  Parson's  blading  in  the  remainder  of  the  turbines. 

96  Reciprocating  engines  exhausting  into  low-pressure  turbines 
have  been  installed  in  several  ships,  the  most  notable  of  which  is 
the  S.S.  Olympic,  White  Star  Line,  and  have  shown  very  satisfactory 
results.     In  this  case  the  engines  are  used  for  revf^sing. 

97  Many  schemes  have  been  proposed  to  install  turbo-generators 
of  central  station  type  on  shipboard  and  to  operate  the  propeller 
shafts  by  means  of  large  slow-speed  induction  motors.  Marine  en- 
gineers o])ject  to  this  arrangement  on  account  of  the  dangers  accom- 
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panying  the  use  of  such  electrical  machinery  and  auxiliaries  in 
marine  service.  This  objection  seems  to  be  due  largely  to  inexperi- 
ence with  electrical  machinery,  as  the  essential  conditions  of  opera- 
tion in  marine  work  do  not  differ  greatly  from  those  under 
which  many  electrical  machines  operate  satisfactorily  in  land 
practice. 

98  Turbo-driven  lighting  sets  and  other  auxiliaries  are  being 
used  in  increasing  numbers  on  shipboard,  owing  largely  to  the  high 
efficiencies  which  may  be  obtained,  to  the  small  floor  space  required, 
and  to  the  light  weight  of  the  units. 

99  Recent  orders  for  turbine-driven  steamships  abroad  include 
some  interesting  equipments.  The  Canadian  Pacific  Railway  has 
ordered  two  boats  with  four  screws  and  with  Parsons  turbines.  The 
two  outside  screws  will  have  high  and  intermediate  pressure  turbines 
respectively,  while  the  two  center  screws  will  be  connected  to  low- 
pressure  turbines.  Two  twin-screw  passenger  boats  of  5000  h.p. 
with  Parsons  turbines  have  been  ordered  for  the  Southampton- 
Havre  service.  Each  set  consists  of  a  high-pressure  and  a  low- 
pressure  turbine  geared  individually  to  its  own  propeller  shaft.  The 
British  Government  has  ordered  two  twin-screw  destroyers  also  to 
use  Parsons  geared  turbines,  totalling  14,000  h.p.  per  ship,  or  7000 
h.p.  per  gear.  The  United  States  Government  has  placed  an  order 
with  the  Westinghouse  Machine  Company  for  a  gear  equipment  on 
one  of  its  colliers. 

100  Geared  turbine  equipments  are  thus  making  rapid  headway 
on  account  of  the  high  efficiency  of  the  combination  and  the  resultant 
favorable  steam  consumption  obtained. 

101  At  the  present  time  about  90  per  cent  of  the  marine  turbines 
built  have  been  of  the  Parsons  type.  Here  again  the  inefficiency  of 
the  Parsons  high-pressure  sections  has  become  apparent,  so  that  it 
is  probable  that  a  construction  similar  to  Zoclly's  high-pressure  end 
will  be  introduced  in  this  section.  Sir  Charles  A.  Parsons  is  quoted 
as  saying:  "In  the  low-pressure  blades  of  the  Mauretania  the  leak- 
age was  practically  nothing  and  their  efficiency  was  about  85  per 
cent."  ^  Under  such  conditions  it  docs  not  seem  probable  that  much 
higher  efficiency  can  be  obtained  by  use  of  other  constructions  than 
the  Parsons  reaction  type  in  the  low-pressure  section.  It  is  reported 
that  the  low-pressure  blading  of  Parsons  turbines  in  ships  of  the 
United  States  Navy  has  given  considerable  trouble,  and  also  that 

•Engineering,  Oct.  27,  1911. 
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the  turbines  need  more  careful  handling  when  starting  up  than  do 
impulse  turbines. 

TREND  OF  TURBINE  DEVELOPMENT 

102  The  cost  of  manufacture  is  a  very  important  item  in  deter- 
mining the  future  development  of  the  steam  turbine.  Types  such  as 
the  original  Parsons  and  the  Rateau,  while  inherently  of  very  high 
efficiency,  have  too  higli  manufacturing  costs  to  compete  with  the 
newer  combined  types. 

103  The  writer  offers  as  his  opinion  that  the  combined  types, 
such  as  the  Curtis-Parsons,  the  Curtis-Rateau  and  also  the  Curtis- 
Rateau-Parsons,  previously  described,  will  very  soon  supersede  the 
simple  types.  It  is  probal)le  that  the  Curtis  turbine  will  eventually 
be  built  only  in  horizontal  units  and  will  gradually  be  modified  to  a 
Rateau  or  even  a  drum  impulse  construction  in  the  low-pressure 
sections.  The  freedom  from  close  adjustment  in  impulse  turbines 
and  the  recent  improvements  in  blading  materials  will  greatly  in- 
crease the  use  of  this  type,  although  Curtis-Parsons  turbines  are  said 
to  be  cheaper  to  manufacture.  In  actual  operation,  it  is  an  open 
question  among  engineers  whether  the  reaction  turbine  has  a  higher 
commercial  efficiency  than  the  impulse  type,  and  hence  buyers 
usually  consider  first  cost  and  personal  preference  only. 

104  Turbines  will  probably  be  made  shorter  with  very  stiff 
shafts.  With  this  construction  many  of  the  earlier  blading  troubles 
will  disappear.  But  the  peripheral  speeds  will  also  be  increased  and 
this  will  involve  the  development  of  suitable  blading  material  and 
methods  of  holding  blades  that  will  satisfy  these  new  requirements. 
Recent  results  seem  to  indicate  that  improved  efficiency  may  be 
looked  for  with  increased  blade  speeds. 

105  Several  impulse  turbines  have  been  built  recently  in  Europe 
where  the  expansion  was  not  complete  in  the  nozxle,  so  that  a  por- 
tion of  the  expansion  took  place  in  the  first  moving  blades.  Some 
large  Curtis  turbines  recently  installed  in  America  are  said  to  have 
Parsons  blading  in  the  last  stage.  These  developments  would  in- 
dicate a  movement  to  introduce  reaction  principles  in  impulse  tur- 
bines, and  further  illustrate  the  tendency  to  merge  types. 

lOG  The  hope  of  further  improvement  in  efficiency  lies  in  exten- 
sive study,  particularly  of  the  action  of  the  steam  during  its  passage 
through  the  moving  and  stationary  blades,  of  the  effect  of  form  of 
blades,  passages  and  casings  and  of  various  forms  of  baffles  and 
balance  pistons  to  prevent  leakage.     Such  research  work  has  not 


484     PRESENT  STATE  OF  DEVELOPMENT  OF  LARGE  STEAM  TURBINES 

been  carried  out  up  to  the  present  time  by  most  manufacturers, 
largely  on  account  of  the  extreme  care  and  heavy  expense  involved 
in  such  tests.  The  present  state  of  development  has  been  largely 
one  of  cut  and  try.  The  increasing  competition  of  the  gas  engine 
and  the  possible  development  of  a  satisfactory  gas  turbine  will  force 
manufacturers  to  develop  their  turbines  to  the  greatest  degree  of 
economy. 

107  With  regard  to  detail,  simplicity  will  be  the  leading  con- 
sideration. With  the  introduction  of  Curtis  high-pressure  stages, 
nozzle  governing  will  undoubtedly  be  used  to  an  increasing  extent, 
though  the  results  obtained  by  Westinghouse,  by  Zoelly,  and  by 
Bergmann  with  simple  throttling  governors,  raise  a  question  as  to 
whether  the  additional  complication  of  nozzle  governing  will  pay. 
Oil  relays  will  probably  replace  all  other  systems  of  governing  on 
account  of  their  simplicity  and  reliability.  The  simple  and  efficient 
centrifugal  oil  pump  governor  of  Sulzer  appears  to  be  an  improve- 
ment of  considerable  moment,  and  will  probably  receive  extensive 
use. 

108  With  the  development  of  suitable  gearing  for  steam  tur- 
bines, their  field  of  application  has  been  greatly  increased  and  tur- 
bines will  shortly  be  used  for  purposes  which  engineers  today  w'ould 
consider  them  utterly  unfit.  Low-pressure  turbines  will  continue 
to  be  installed  in  plants  where  reciprocating  engines  are  still  in 
operation  and  also  where  large  quantities  of  waste  heat  are  available. 
The  low  and  mixed  pressure  types  of  turbines  will  find  a  very  ex- 
tended use  in  connection  with  heating  systems,  evaporators,  etc. 

109  The  development  of  the  past  ten  years  has  been  truly  mar- 
vellous. No  great  gain  in  thermal  efficiency  seems  possible,  so  that 
future  improvements  will  be  largely  along  the  line  of  detail  con- 
struction and  modification. 

110  The  addresses  of  the  firms  referred  to  in  Table  1  are  as  follows:  C.  A. 
Parsons  &  Co.,  Newcastle,  England;  Westinghouse  Machine  Co.,  East  Pitts- 
burgh, Pa.;  Willans  &  Robinson,  Rugby,  England;  Brown  Boveri  &  Co.,  Baden, 
Switzerland;  Richardsons  Wcstgarth  &  Co.,  Hartlepool,  England;  Brush  Elec- 
trical Engineering  Co.,  Loughborough,  England;  Erste  Briinner,  Briinn,  Austria; 
Franco  Tosi,  Legnano,  Italy;  Gebriider  Sulzer,  Winterthur,  Switzerland;  Melnis 
&  Pfenninger,  Munich,  Germany;  Breitfeld  Danek  &  Co.,  Prague,  Austria;  Allis- 
Chalmers  Co.,  Milwaukee,  Wis.;  Allgcmcine  Elektricit;its  Ge.sclLschaft,  Berlin, 
Germany;  Maschinenfabrik  Augsburg  Niirnburg,  Nilrnburg,  Germany;  British 
Westinghouse  Co.,  Manchester,  England;  Bergmann-Elektricitiits-Werke,  Berlin, 
Germany;  Belliss&  Morcom,  Birmingham,  England;  Escher  Wyss  &  Co.,  Zurich, 
Switzerland;  Maschinenfabrik  Ocrlikon,  Oerlikon,  Switzerland;  Sachsische 
Maschinenfabrik,  Chemnitz,  Germany;  Frazer  &  Chalmers,  Erith,  England; 
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Pokorny  &  Wittekind,  Frankfort-Bockenheim,  Germany;  General  Electric  Co., 

Schenectady,  N.  Y.;  British  Thomson  Houston  Co.,  Rugby,  England. 

The  writer  wishes  to  express  his  thanks  to  manufacturers  of  steam  turbines 
in  America  and  in  Europe,  who  liberally  provided  him  with  the  information 
on  which  this  paper  is  based,  both  during  personal  visits  to  their  works  and  by 
correspondence. 

F.  HoDGKixsoN.  In  the  table  showing;  the  characteristics  of 
turbines  of  different  manufacturers  there  are  certain  points  that 
the  writer  wouhl  like  to  adtl  to  or  correct  in  reference  to  the  ma- 
cliines  built  by  the  Wcstin^jhouse  Machine  Company,  first  respect- 
in «:  speeds. 

Speeds  have  been  increa^sino^  lately  for  fiO-cycle  work.  For 
sizes  of  from  ;>()()()  to  10,000  kw.  1800  r.p.m.  is  the  speed  employed 
and  for  larger  powers,  1200  r.p.m.  For  25-cycle  work,  1500  r.p.m. 
is  em])loyed  up  to  a  rating  of  15,000  IvW.  (normal),  or  20,000  kw. 
(maximum).  A  speed  of  750  r.p.m.  is  not  likely  to  be  employed 
for  capacities  of  less  than  30,000  or  40,000  kw. 

The  speed  of  impulse  blading,  as  employed  by  the  Westing- 
house  Company,  varies  with  the  dirt'erent  types  from  ;)50  to  500 
ft.  per  second.  The  speed  of  the  reaction  or  Parsons  blading  at  the 
low  pressure  depends  upon  the  steam  volumes  involved  and  varies 
from  300  to  500  ft.  i)er  .second,  the  latter  in  the  case  of  large  u'a- 
chines  where  constriction  in  the  exhaust  must  be  avoided  on  ac- 
count of  the  large  volume. 

The  journal  speeds  are  higher  than  Professor  Christie  points 
out.  Journal  speeds  reach  80  ft.  per  second  and  pressures  100  lb. 
per  .sq.  in.  of  projected  area,  and  this  pressure  may  be  materially 
increased  without  enccMHitering  wear  of  the  bearings,  provided 
the  proper  flooded  lubrication  is  employed  and  bearings  are  sensi- 
bly designed.  With  higher  surface  speeds  a  little  more  oil-cool- 
ing cai)acity  will  be  necessary  on  account  of  the  greater  rate  of 
.shear  of  the  oil.  A  good  warm  temperature,  not  less  than  150 
deg.,  is  cf)n(lucive  to  high  economy. 

Concerning  the  economies  of  turbines.  Professor  Christie 
quotes  the  opinion  of  European  engineers,  that  higher  economy 
is  to  be  obtained  from  impidse  elements  of  the  Rateau  or  Zoelly 
types,  rather  than  with  impulse  elements  of  the  Curtis  design. 
The  writer  believes  this  to  be  a  generally  accepted  fact  and  in 
the  case  of  the  latlei-  tyi)e  it  is  doubtless  due  to  the  low  efliciency 
of  the  last  row  of  mo\  ing  blades.     Apparently  having  once  ex- 
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panded,  steam  eddies  are  brought  about  each  successive  time  the 
steam  is  put  throuirh  the  blade  elements.  Somebody  has  re- 
marked that  the  fourth  row  in  a  Curtis  element  has  never  been 
found  useful.  Theoretically  it  is  useful,  but  in  practice,  except 
for  very  high  pressure  drops,  it  has  not  been  found  so. 

It  would  seem  that  the  reaction  turbine,  unless  it  be  subjected 
to  some  disability,  may  be  more  economical  than  either  of  the 
other  types.  With  any  impulse  turbine  there  are  necessarily  two 
complete  conversions  of  energy,  the  first  expanding  the  steam 
through  the  nozzle,  the  steam  doing  work  in  giving  itself  veloc- 
ity; and  the  second  extracting  the  velocity  of  the  steam.  Both  of 
these  transformations  of  energy  are  subject  to  losses,  the  second 
greater  than  the  first  If  the  nozzles  were  permitted  to  revolve, 
and  the  turbine  had  no  blades  at  all.  obviously  such  a  turbine 
would  be  the  more  efficient.  The  reaction  or  Parsons  turbine  is 
such  a  machine,  but,  unfortunatel3\  it  is  subject  to  leakage.  How- 
ever, with  higher  speed  machines  and  capacities  that  lend  them- 
selves to  good  proportions  of  blading,  this  leakage,  particularly 
at  the  low-pressure  end,  is  a  very  small  factor,  and  such  a  turbine 
is  the  more  efficient.  These  features  are  emphasized  in  the  later 
high-speed  turbines,  particularly  of  the  combination  type,  com- 
prising a  Curtis  turbine  element  for  the  high  pressure,  and  a  re- 
action element  for  the  low  pressure,  the  Curtis  element  as  referred 
to  the  regular  Parsons,  replacing  a  large  number  of  rows  of  re- 
action blading  at  a  small  diameter  with  the  attendant  greater 
axial  length,  or  a  smaller  number  of  roAvs  of  larger  diameter,  the 
blades  being  smaller  in  the  latter  case,  and  of  poor  proportions, 
subject  to  high  leakage. 

Of  late,  the  tendency  has  been  toward  higher  speeds,  which, 
within  reasonable  limits,  is  conducive  to  better  results,  not  only 
from,  the  standpoint  of  economy,  but  also  from  the  standpoint  of 
operativeness.  As  Professor  Christie  has  stated,  congestion  at 
the  low-pressure  end  may  be  entirely  avoided  by  making  the  last 
portion  double-flow.  Higher  rotational  speed  involves  smaller 
diameters,  and  hence  better  ijlade  proportions  at  the  high  pres- 
sure end,  with  the  attendant  lesser  leakage.  In  addition  to  this, 
the  turbine  cylinder  structure  as  a  whole  is  much  smaller,  there 
is  less  distortion  of  structure  with  temperature  changes,  thus 
permitting  running  the  blades  with  smaller  clearances  if  it  is 
desired  to  do  so. 

Professor  Christie  very  properly  points  out  that  there  is  a 
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lower  leakage  ratio  in  a  single-flow  turbine  than  in  one  of  double- 
flow  construction.  However,  the  choice  of  revolutions  is  limited 
on  account  of  the  standard  frequencies  employed.  While  reduc- 
ing the  speed  to  tlie  next  lower  one  available  may  permit  of 
single-flow  construction,  the  advantages  may  be  entirely  offset 
l)V  the  increased  clearances  which  must  be  employed,  simply  be- 
cause the  size  of  the  machine  has  so  materially  increased,  with 
the  attendant  greater  amount  of  distortion.  Therefore,  the  tur- 
bine haviuc;  the  low-pressure  sections  double-flow    is  frequently 


Fig.   13     Blading  Used  in  Westingholsk  Turbines 

the  more  economical  machine.  It  is  very  convenient  to  be  able 
to  double  up  the  steam  passage  at  the  low-pressure  end,  because 
of  the  tremendous  rate  with  which  the  volume  increases,  partic- 
ularly with  machines  designed  for  high  vacuum. 

Concerning  blade  troubles  and  blade  construction,  the  writer 
ventures  the  statement  that  no  turbine  built  by  a  reputable  man- 
ufacturer in  this  coimtry  ever  came  to  grief  because  of  the  blades 
becoming  detached  or  breaking,  due  in  itself  to  centrifugal  force. 
Accidents  have  occurred  because  of  misalignment  or  distortion, 
resulting  either  in  blades  colliding  with  turbine  parts,  or  with 
one  another,  wliich  of  necessity  resulted  in  injiu-y.  The  princi- 
l)al  source  of  blade  trouble  is  due  to  the  blades  buzzing  or  vibrat- 
ing in  the  steam  current.    The  natural  vibrating  period  of  the 
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blade  may  be  raised  by  means  of  a  shroud,  or  other  form  of  lash- 
ing, but  not  eliminated. 

Vig.  13  shows  Avliiit  has  now  hecoiiic  the  standard  coiislriiction 
for  reaction  blading,  as  employed  bj'^  the  Westinghouse  Machine 
Company.  The  feature  is  an  interlocking  system,  the  strength 
of  which  is  equal  to  that  of  the  blade  itself.  The  blade  sections 
are  stronger  at  the  root  than  at  the  tip.  The  section  tapers 
slightly  from  the  root,  thus  eliminating  the  chance  of  injury  due 
to  any  vibrating  or  buzzing,  should  it  exist. 

As  shown  in  Fig.  IB,  the  bottom  end  of  the  blade  is  upset. 
which  is  truly  an  upsetting  process,  and  not  any  mere  bending, 
and  the  die  for  holding  the  blade  at  this  time  is  so  arranged  that 
the  section  of  the  blade  is  increased  in  thickness  throughout  its 
lower  portion,  this  latter  feature,  however,  not  being  clearly 
shown  in  the  illustration. 

The  ilove-tailed  groove  in  the  blade-cari-ying  member  is  pro- 
vided Avitli  a  supplementary  groove  in  the  floor  of  the  main 
gi-oove.  into  which  the  upset  end  of  the  blade  fits.  The  latter 
locks  underneath  the  packing  pieces  which  occupy  the  main 
groove.  The  larger  blades  are  provided  with  compound  wedges 
which  go  between  the  walls  of  the  groove  and  the  blades  and 
packing  pieces,  which  effectively  fills  the  groove  in  a  more  satis- 
factory manner  than  a  calking  strip.  In  the  case  of  the  smaller 
blades,  the  wedges  are  found  to  be  unnecessary,  owing  to  the 
lighter  sections  of  the  packing  pieces,  Avhich  permits  them  to  fill 
the  groove,  when  driven  into  place.  Inasmuch  as  no  calking  of 
any  kind  is  resorted  to,  blades  may  be  taken  out  and  replaced  an 
indefinite  number  of  times. 

The  author  has  brought  out  an  important  point  in  the  matter 
of  standardization  of  ratings  for  turbines,  and  suggests  that  the 
Society  fix  a  rating  for  turbines,  defining  their  overload  capacity. 
While  this  may  be  a  little  difficult  to  do,  the  writer  cordially 
concurs  with  him  that  a  great  deal  of  confusion  exists. 

In  discussing  capacities  of  machines,  one  is  compelled  to  go  to 
some  explanation  as  to  what  is  meant.  The  kilowatt  rating  needs 
as  much  explanation  as  does  the  load  factor. 

Present  methods  cause  particular  confusicm  in  the  statements 
of  the  cost  per  kilowatt  of  the  installation  of  a  turbine  station. 
To  standardize  ratings  may  be  difficult  unless  the  turbine  be  dis- 
sociated from  the  generator.  There  are,  however,  two  needs  of 
ratings  for  power-plant  work  today.    One  is  for  the  very  large 
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poAver  plants,  sncli  as  the  Edison  plants,  which  have  a  large 
number  of  units  and  large  capacity,  and  the  condition  is  such 
that  if  the  machine  is  running  at  all  it  is  running  at  its  highest 
load.  ObA'iously  a  generator  in  such  a  plant  may  advantageously 
be  given  a  certain  maximum  continuous  rating  at  a  specified 
temperature  rise,  and  the  turbine  connected  to  it  arranged  to  give 
its  highest  ec(momy  at  that  load,  and  need  have  no  overload  ca- 
pacity, or  at  most  10  or  15  per  cent. 

The  other  kind  of  rating  required  is  that  needed  by  the  smaller 
plants  with  few  units,  the  plant  having  to  encounter  heavy  peaks 
at  certain  times  of  the  day.  Here,  while  the  generator  may  have 
a  certain  maximum  capacitj'^  as  to  its  basis  of  rating,  the  turbine 
should  have  its  highest  economy  at  some  fraction  of  this  load. 
For  such  an  application  the  old  method  of  rating  machines  at  a 
normal  full  load,  with  a  60-deg.  rise,  would  seem  to  apply  to  the 
turbine  having  its  best  economy  at  that  load  and  the  generator 
capable  of  carrying  25  per  cent  overload  continuously  and  both 
turbine  and  generator  capable  of  running  for  a  limited  time  at 
50  per  cent  overload. 

That  system  of  rating  was  first  practised  in  this  country  in 
the  early  days  of  turbine  development  and  had  not  been  prac- 
tised in  Europe.  It  was  brought  about  by  the  turbine  having  to 
compete  with  the  Corliss  engines.  Latterly,  bargain-counter 
methods  of  buying  (an  expression  borrowed  from  Professor 
Christie)  have  caused  siich  outfits  to  have  their  turbines  some- 
times given  a  maximum  rating  corresponding  to  the  50  per  cent 
overload  just  referred  to.  It  would  seem  entirely  feasible  to 
have  generators  iniiformly  rated  on  maximum  continuous  load 
basis;  the  turbine,  however,  to  have  its  best  steam  consumption 
at  some  fraction  of  this,  depending  on  the  requirements  of  the 
installation,  and  with  overload  capacity  to  suit  the  maximum 
possible  load  on  the  generator. 

J.  A.  MoYER.  Interest  in  Professor  Christie's  paper,  in  the 
writer's  opinion,  centers  about  his  tabulation  of  recent  tests  of 
steam  turbines.  Such  a  tabulation  is,  however,  scarcely  complete 
if  it  does  not  include  the  very  elaborately  detailed  and  accurate 
test  of  a  Sulzer  turbine,  of  the  combined  impulse  reaction  type, 
reported  by  Professor  Stodola.^  At  the  load  showing  the  best 
economy,  2058  kw.,  the  steam  consumption  was  15.21  lb.  per  kw- 

'  Zeits.  des  Vereines  deutsclier  Ingenieure;  October  28,  1911,  p.  1799. 
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hr. ;  speed  was  1501  r.p.m. ;  absolute  steam  pressure,  178.1  lb.  per 
sq.  in.;  superheat  182  deg.  fahr. ;  vacuum  referred  to  29.92  in. 
barometer  was  28.41  in.  (0.740  lb.  per  sq.  in.  absolute  pressure). 
Calculated  from  these  data  the  li.t.u.  })cr  kw-hr.  on  tlie  l)asis  ex- 
plained in  Par.  G9,  are  18,800;  the  heat  utilized  per  pound  of 
steam  224.5  B.t.u. ;  the  available  heat  per  lb.  of  steam  380.1  B.t.u. ; 
and  the  efficiency  ratio  or  the  efficiency  of  the  Rankine  cycle  is 
59.1  per  cent.  The  generator  efficiency  was  low  for  a  machine  of 
this  size.  This  is  certainly  a  reliable  test  of  a  presumably  well- 
designed  turbine  of  the  Curtis-Parsons  type,  and  the  results  are 
not  particularly  favorable  when  compared  with  the  data  ordi- 
narily published  by  manufacturers  or  their  agents.  It  should  be 
clear,  therefore,  that  the  adoption  of  a  design  consisting  both  of 
impulse  and  reaction  stages  along  with  excellence  of  constructive 
details  does  not  necessarily  give  higher  efficiencies  of  the  Rankine 
cycle  than  other  types.  The  Sulzer  turbine,  however,  was  labor- 
ing with  one  disadvantage  in  that  it  had  three  rows  of  moving 
blades  and  two  rows  of  stationary  blades  instead  of  the  modern 
Curtis  construction  employing  two  rows  of  moving  and  one  row 
of  stationary  blades  per  pressure  stage.  Furthermore,  it  has 
never  been  shown  that  anything  is  gained  by  attaching  to  a  blade 
wheel  more  than  two  rows  of  moving  blades  or  buckets. 

The  writer  felt  that  tests  reported  as  showing  Rankine  efficien- 
cies greater  than  about  68  per  cent  should  be  accepted  only  with 
a  great  deal  of  caution.  To  be  more  definite,  he  was  not  sure  that 
the  data  of  the  first,  third  and  fifth  tests  reported  in  Table  2 
might  be  accepted  without  reservation.  All  of  these  tests  are 
nothing  more  than  manufacturers'  statements,  not  properly 
verified.  At  a  glance  one  might  suppose  that  the  second  of  these 
tests,  taken  from  a  descriptive  article  in  the  Zeitschrift  des 
Vereines  deutscher  Ingenieure,  came  with  some  basis  for  consid- 
eration, Init  the  test  itself  does  not  bear  the  earmarks  of  one  made 
with  very  much  accuracy.  Practically  all  the  data  are  given  in 
round  num])ers,  usually  indicating  ai)proximation.  As  stated,  the 
load  is  exactly  GOOO  kw.,  the  steam  pressure  is  given  roughly  at  13 
atmospheres  absolute,  the  steam  temperature  averaged  apparently 
exactly  300  deg.  cent,  at  the  throttle  throughout  the  test,  and  the 
steam  consumption  per  kw-hr.  was  calculated  not  much  closer 
than  the  nearest  half-pound.  As  regards  the  fourth  test  cited, 
the  writer  is  inclined  to  agree  with  Mr.  Emmet  in  his  statement 
at  a  previous  meeting  of  the  Society  when  this  test  was  being 
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discussed,  (hat  the  "  data  are  not  altogether  convincing."  It 
seems  to  me  that  \\c  should  be  very  careful  about  incorporating 
into  the  Transactions  reports  of  tests  of  boilers,  engines  and  tur- 
bines supported  onl}-  by  the  claims  of  manufacturers.  It  is  very 
desirable  that  such  tests  should  be  made  and  reported  by  well- 
kii'invn  engineers  Avho  have  no  financial  interest  in  the  business. 

The  statements  in  Par.  10  are  not  very  clear  as  regards  ci'osiou 
or  cutting  of  the  blades.  There  is  very  little  erosion  of  the  blades 
in  either  the  Curtis  or  the  so-called  Curtis-Parsons  types  if  con- 
structed of  what  are  now  considered  by  experts  as  suitable  mate- 
rials. The  constant  erosion  of  cont'muoiis  operation  for  five  years 
will  have  Aery  little  ellect  on  the  economy  of  the  turbine  as  com- 
pared with  the  corresponding  deterioration  of  a  reciprocating 
engine. 

The  writer  objected  to  another  manufacturer's  claim  as  given 
in  Par.  51,  where  it  is  stated  Mr.  Zoelly  "  claims  he  gets  the  best 
results  on  his  turbine  by  throttle  governing."'  The  Zoelly  method 
of  governing  is  cheap  and  simple,  and  that  as  the  writer  under- 
stands it,  is  the  reason  for  its  adoption.  The  writer  would  like 
to  be  shown,  however,  by  authentic  tests  that  it  is  even  nearly  as 
good  as  some  other  types. 

C.  V.  Kekr.  In  Par.  10  there  is  a  statement  as  to  the  wear  of 
the  blading  in  the  lower  stages  being  due  to  the  wetness  of  the 
steam.  In  the  double-cup  form  of  turbine  in  which  the  writer 
has  been  interested,  the  wear  of  the  blading  was  found  to  be 
in  the  upper  stages.  This  may  be  due  to  the  fact  that  a  greater 
proportion  of  the  available  energy  was  allowed  to  produce 
velocity  in  the  upper  stages,  with  the  idea  that  part  of  it  would 
be  transferred  to  the  lower  stages,  and  thus  equalize  the  power. 
Or  it  may  be  that  the  erosive  power  of  the  steam  is  greater  in 
these  upper  stages,  due  to  its  greater  density.  It  is  a  question 
whether  it  is  possible  to  equalize  this  wear  throughout  the  stages 
by  an  exact  division  of  the  availal)le  energy. 

In  his  connection  with  the  small  turbine  business  the  speaker 
had  to  do  with  the  driving  of  auxiliary  generators,  pumps  and 
blowers.  He  took  the  stand  that  his  company  wanted  to  know  the 
maximum  power  to  be  developed  by  a  turbine,  then  they  would  on 
their  test  put  into  the  turbine  a  little  more  than  that  maximum 
power  to  make  safe.  It  is  very  iniportant  for  that  class  of  work 
and  he  thought  it  should  l)e  for  generat.or  work  also.     A  gen- 
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erator  is  supposed  to  stand  a  certain  normal  overload  for  a  cer- 
tain period.  What  is  the  use  of  putting  into  a  turbine  more 
power  than  is  required  to  move  the  generator  at  that  power  and 
thus  cause  a  burning  out  or  other  difficulties?  The  small  steam 
turbine  builders  dropped  into  the  hal)it  of  selling  their  turbines 
on  the  basis  of  power  developed.  With  a  casing  of  a  given 
size,  however,  the  power  may  be  doubled  or  quadrupled  by 
adding  nozzles.  But  the  small  steam  turbine  is  in  competition 
Avith  the  steam  engine  and  the  electric  motor,  and  they  are  gen- 
erally sold  on  the  power  basis.  It  is  the  practice  now  on  the  part 
of  at  least  two  of  the  small  steam  turbine  builders,  to  establish 
a  minimum  price  for  the  turbine  based  on  manufacturing  cost 
and  a  rating  upward  on  the  basis  of  additional  power  developed. 
Kegarding  the  manufacturers'  tests,  there  are  members  of  the 
Society  engaged  in  the  manufacturing  business  whose  study  of 
testing  methods  is  as  intense  and  of  as  high  an  order  as  any  who 
are  doing  testing.  Questions  are  being  raised  as  to  standard 
methods  of  testing  which  come  from  manufacturers'  engineers 
engaged  in  testing.  There  is  no  monopoly  of  engineering  honor 
in  one  particular  section  of  engineers.  Although  a  manufac- 
turer's engineer,  the  writer  stands  in  favor  of  accepting  all  engi- 
neers' tests  on  their  full  value,  for  it  is  a  mark  of  engineering 
honor  and  a  recognition  of  honor  in  others.  He  also  believes 
that  it  is  a  mistake  on  the  part  of  any  engineer  to  put  out  data 
that  are  tainted  in  any  way,  since  this  will  react  on  the  offender 
sooner  or  later. 

George  A.  Orrok  referred  to  Professor  Mover's  expressed 
doubt  of  the  figures  given  in  Table  2  of  the  paper  for  the  Erste 
Briinner  turbine.  The  results  had  seemed  to  hiui  to  be  extremely 
good,  and  he  had  investigated  them  by  writing  to  the  engineer 
who  made  the  tests.  Professor  K.  Koerner,  rector  of  the  German 
Technical  High  School  at  Prague,  who  vouched  for  the  data. 

Clarence  P.  Crissey.^  The  accejited  practice  is  to  divide  tur- 
bines into  two  fundauiental  types,  namely,  reacticm  turbines  and 
impulse  turbines.  While  these  names  may  not  be  free  from  criti- 
cism, they  are  well  understood  and  seem  preferable  to  the  names 
Parsons,  Curtis  and  Rateau.  While  the  latter  terms  give  credit 
for  inventions  or  variations  in  design,  they  are  not  based  upon 
fundamental  principles  and,  therefore,  seem  undesirable. 

'  General  Motors  Co.,  Detroit,  Mich. 
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ir  i(  is  desired  to  siilxlivi.ic  iinpulse  turbines  according  to  the 
manner  of  utilizing  the  steam,  the  following  classes  are  sug- 
gested : 

n  Impulse  turbines  with  only  one  velocity  stage  in  each 

pressure  stage 
h  Impulse  turbines  Avith  two  or  more  velocity  stages  in 

each  pressure  stage 
c  Impulse  turbines  in  which  all  pressure  stages  do  not 
have  an  equal  nmnber  of  velocity  stages 
Classification  of  impulse  turbines  might  be  carried  further  in 
order  to  illustrate  a  point  of  construction  often  overlooked :  that 
is,  the  uiethod  of  conducting  the  steam  leaving  the  last  buckets  to 
the  succeeding  nozzles.     Various  constructions  are: 

d  Impulse  turbines  in  which  the  steam  leaving  the  last 
moving  buckets  passes  directly  from  the  l)ucket  into 
the  succeeding  nozzles  without  great  loss  of  velocity 
e  Impulse  turbines  in  which  the  steam  leaving  the  last 
moving  buckets  passes  into  the  casing  and  after  losinjr 
pi-actically  all  of  its  velocity  enters  the  next  set  of 
nozzles 
/  Impulse  turbines  in  wdiich  the  steam  leaving  the  last 
moving  Inickets  is  utilized  in  some  pressure  stages  ac- 
cording to  the  method  described  in  e  and  in  other 
pressure  stages  according  to  th(^  method  outlined  in  d 
It  follows  from  this  classification  that  Eateau  turbines  fall  in 
class  a-e;  Zoelly  turbines  fall  in  class  a-e;  Curtis  turbines  of  the 
Ccneral  Electric  Com])any  fall  in  class  J>-f,;  Curtis  turbines  of 
A. E.G.  (large  size)  fall  in  class  c-f. 

1'he  Zoelly  turbine  is  similar  in  principle  to  the  Rateau  and  it 
seems  preferable  to  class  the  Zoelly  turbine  as  a  Rateau  type  just 
as  the  AUis-Chalmers  is  called  Parsons  and  not  Fullager. 

It  will  be  noted  that  in  the  paper  the  single-row  stages  of  the 
A. E.G.  turbines  are  said  to  be  of  the  Rateau  construction.  The 
Allgemeine  Elektricitats-( Jesellschaft.  however,  state  that  these 
stages  are  constructed  in  accordance  with  the  189G  patent  de- 
scription of  Curtis  which  represents  the  immediate  forerunner 
of  the  Rateau  and  Zoelly  constructions.  The  dirt'erence  between 
the  A.E.G.  single-row  stages  and  those  of  Rateau  lies  in  the 
manner  in  which  the  steam  leaving  the  moving  buckets  is  util- 
ized. This  difference  has  been  noted  in  the  classification  of  tur- 
bine types  given  above,  that  is,  the  A.E.G.  single  bucket  row 
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stages  are  of  type  d^  in  which  the  steam  leaving  the  moving 
buckets  passes  directl}'  into  the  succeeding  nozzles  without  great 
loss  in  velocit}^  while  the  Eateau  fall  under  type  e,  in  which  the 
steam  is  brought  to  rest  before  entering  the  next  set  of  nozzles. 
The  large  A. E.G.  turl^ines,  therefore,  appear  to  be  of  the  Curtis 
type  throughout,  although  not  altogether  of  the  type  popularly 
laiown  as  Curtis. 

The  moving  buckets  of  reaction  turbines  have  in  practice  been 
supported  upon  drums  and  those  of  impulse  turbines  usualh' 
upon  disks.  The  manner  of  construction  does  not,  however, 
change  the  fundamental  type  and,  therefore,  the  author's  desig- 
nation, in  Par.  24,  of  the  Belliss  &  ^lorcom  turljine  as  a  Curtis- 
Parsons  construction  is  confusing  because  this  turbine  operates 
entirely  upon  the  impulse  principle. 

In  reading.  Par.  oZ*,  the  impression  might  be  gained  that  high 
steam  velocities  are  inherent  with  impulse  turbines  having  two 
or  more  velocity  stages.  Such  is  not  necessarily  the  case.  If  low 
bucket  velocities  are  employed  the  spouting  velocity  of  the  steam 
is  also  low.    Impulse  marine  turbines  illustrate  this  point. 

It  might  be  inferred  from  the  last  part  of  Par.  12  that  con- 
structions such  as  the  A.E.G.  sacrificed  efficiency  to  first  cost. 
According  to  Table  2  the  A.E.G.  design  is  more  efficient  than 
the  Rateau. 

In  Par.  22  reference  is  made  to  Fig.  3  showing  a  turbine  with 
six  pre.s.sure  stages.  It  is  stated  that  the  A.E.G,  build  similar 
turl)ines  up  to  1000  kw,  capacity.  '\\Tiile  the  A.E.G.  machines 
below  1000  kw.  have  two  velocity  stages  in  a  pressure  stage  the 
writer  understands  that  they  have  only  two  pressure  stages. 

It  would  be  interesting  if  Professor  Christie  could  tell  whether 
Mr.  Zoelly  advances  any  reason  for  his  claim  of  greater  efficiency 
with  throttle  governing. 

In  connection  with  Par.  35  it  might  be  observed  that  theoreti- 
cally correct  action  of  the  steam  in  any  impulse  turbine  occurs 
only  at  one  set  of  conditions.  For  any  variation  in  conditions  or 
quantity  of  steam  fiowing,  a  variati<m  from  the  theoretically  cor- 
rect action  must  occur.  The  flat  economy  curves  of  impulse  tur- 
bines prove  that  this  is  not  important  from  the  standpoint  of 
efficiency,  and  practice  shows  that  the  end  thrust  is  not  appreci- 
ably increased  by  departure  from  the  theoretical  conditions. 

The  drum  construction  in  impulse  turbines  was  probably  first 
used  bv  the  A.E.G.  in  the  turbines  for  the  steamship  Kaiser, 
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which  was  tcstoil  in  1005.  This  firiirs  experiments  led  them  to 
state  that  the  (h-uni  construction  was  advantageous,  for  the  low 
bucket  speeds  existing  in  direct-connected  marine  turbines  when 
the  steam  had  expanded  to  50  times  its  initial  volume. 

Using  the  fundamental  classification  given  in  this  discussion 
there  is  onl}'  one  type  of  ''  modified  "  or  "  combined  "  turbine, 
that  is,  the  impulse-reaction  machine. 

It  is  interesting  to  examine  the  evidence  as  to  which  of  the 
fundamental  types  is  at  present  gaining  in  popularity.  There 
is  conclusive  evidence  that  a  large  number  of  manufacturers 
formerly  producing  reaction  turbines  have  adopted  impulse 
blading  in  the  high-pressure  sections  of  their  machines  but  there 
is  little  to  indicate  that  the  manufacturers  of  impulse  turbines 
generally  contemplate  introducing  reaction  blading. 

Par.  105  states  that  "  several  impulse  turbines  have  recently 
been  built  in  Europe  where  the  expansion  was  not  complete  in 
tlie  nozzles,  so  tliat  a  i)ortion  of  the  expansion  took  place  in  the 
first  moving  blades."  The  only  turbines  of  this  character  which 
the  writer  knows  of  were  abandoned  and  if  others  are  being 
built  they  probably  are  more  or  less  of  an  experiment. 

In  Par.  70  the  following  statement  is  made :  "  It  is  therefore 
apparent  that  the  efficiency  ratio  alone  will  express  in  the  best 
manner  the  degree  to  which  the  designer  has  approached  ideal 
results  in  his  turbine."  While  the  efficiency  ratio  comes  nearer 
than  any  other  single  figure  to  expressing  the  economic  results 
it  must  be  used  with  caution  because: 

a  The  steam  conditions  must  he  taken  into  account.  The 
sau^^e  steam  turbine  operating  with  an  equal  amount 
of  available  energy  will  not  have  the  same  efficiency 
ratio  if  the  energy  is  obtained  in  one  case  by  a  mod- 
erate vacuum  and  high  superheat,  and  in  another  case 
by  a  high  vacuum  and  low  superheat. 

A  non-condensing  turbine  may  have  the  same  or  a 
better  efficiency  ratio  than  a  condensing  machine,  but 
this  is  no  indication  that  the  non-condensing  turbine 
is  as  suitable  or  better  for  a  given  plant  than  the  con- 
densing unit. 
h  It  is  more  difficult  to  ohtain  a  high  efficiency  ratio  with 
a  large  amount  of  available  energy  than  with  a 
smaller  amount.  Referring  to  Table  2  it  is  seen  that 
the  600f)-kw.  machine.  Iniilt  by  Erste  Brunner  M.F.G., 
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has  an  efficiency  ratio  of  71.3  and  the  heat  available 
per  pound  of  steam  is  380.7  B.t.u.    The  A. E.G.  tur- 
bine of  about   the   same  rating  gives   an   efficiency 
ratio  of  68.7,  but  the  heat  units  available  per  pound 
of  steam  arc  434.2  B.t.u.  or  about  14  per  cent  grcalcr. 
If  the  latter  machine  were  operated  with  steam  hav- 
ing 380.7  B.t.u.  per  lb.,  thoi-o  is  little  d()ul)t  but  that 
the  efficiency  ratio  would  ecjual  or  approach  closely 
that  of  the  Erste  Briinner  turbine. 
c  The  efficiency  of  the  electriccd  generators  is  included  in 
the  efficiency/  ratios.     This  has  considerable  impor- 
tance if  the  ratios  are  used  to  compare  turbine  tj'^pes. 
It  is  stated  in  Par.  59  that  European  builders  gen- 
erally   guarantee    better    generator    efficiencies    than 
American  builders. 
d  The  results  may  be  affected  by  the  inclusion  or  exclusion 
of  the  power  necessary  for  field  excitation  and  auxili- 
aries, as  well  as  other  variations  in  testing  practice. 
From  a  technical  viewpoint  the  revolutions  per  minute  of  the 
turbines  cannot  be  neglected  in  making  comparisons  upon  which 
to  base  opinions  as  to  tj^pes.     Either  type  is  benefited  by  an  in- 
crease of  rotative  speed  and  it  is  almost  certain  that  in  the  future 
the  speed  of  all  types  will  not  differ  materially  for  machines  of 
a  given  rating  and  service. 

Too  much  reliance  must  not  be  placed  upon  efficiency  ratios, 
either  in  the  selection  of  a  turbine  at  the  present  day  or  as  a  basis 
of  judgment  regarding  ultimate  types  because  first  cost,  relia- 
bility, sustained  economy,  life  and  operating  expenses  are  such 
important  factors.  The  author  points  out,  and  it  is  well  to  em- 
phasize the  fact,  that  his  figures  for  efficiency  ratio  do  not  repre- 
sent operating  conditions  such  as  occur  with  varying  loads  or 
the  average  economy  of  any  type  of  turbine. 

E.  D.  DitKVFus  emphasized  the  necessity  of  establishing  some 
method  of  ratings  which  would  be  recognized  by  engineers  at 
large,  and  also  rules  for  conducting  tests  of  this  type  of  power 
generating  unit,  that  is,  including  the  turbine  and  generator  as 
a  whole.  As  the  paper  states  the  case  there  is  now  an  undesirable 
dissimilarity  in  practice  in  rating  this  class  of  machinery. 

The  Society  should  lay  down  some  guide  or  forniulate  some 
co(le  which  would  cieatc  more  uniformity  and  a  better  under- 
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staiuliiic:  in  this  connection.  Failure  to  do  this  will  leave  room 
for  criticism,  which  seems  already  to  have  shaped  itself  in  the 
minds  of  some.  It  is  well  to  note  how  this  situation  has  been 
vieAved  by  others,  and  the  writer  quotes  a  very  brief  abstract  from 
an  editorial  from  the  Electrical  Review  and  Western  Electrician  ^ 
under  the  heading  of  Ratings,  which  followed  a  paper  he  read 
one  year  ago  on  Turbines  in  which  this  vital  question  was  seri- 
ously referred  to : 

There  are  a  variety  of  bases  uitou  which  ratings  may  be  made.  The 
ultimate  cajiacity  of  the  machine  is  one  basis,  the  load  at  which  maximum 
efhcienoy  is  secured  i,s  another,  the  load  at  which  deterioration  is  less  is 
another,  the  load  which  is  fixed  by  some  limitation  of  o[)eration  is  another, 
aiid  so  on.  Most  elcvtrical  ai)i)aratus  is  limited  in  capacity  l>y  the  allow- 
able temperature  rise  and  the  rating  is  made  upon  this  basis.  The  Stand- 
ardization Rules  of  the  American  Institute  of  Electrical  Engineers  fix  the 
allowable  temperature,  and  performance  specifications  are  drawn  to  coincide 
with  these  rules,  or  else  specify  limiting  temperatures  considered  more  suit- 
able for  the  given  working  conditions.     *     *     * 

Turning  to  steam  engines  we  find  the  rating  to  be  based  upon  operation 
at  maximum  etticiency  and  normal  speed.  *  *  *  Practice  is  not  en- 
tirely uniform  here,  however,  and  there  is  a  certain  leeway  dependent  upon 
personal  opinion  or  the  characteristics  of  the  particular  engine.  In  any 
ease,  there  is  ample  margin  to  take  care  of  overload  and  a  fairly  definite 
general  understanding  as  to  what  the  rating  signifies.     *     *     * 

With  the  steam  turbine,  on  the  other  hand,  there  is  no  such  general  under- 
standing and  uniformity  of  practice,  and  it  is  not  safe  for  the  operating 
steam  engineer  to  assume  that  a  turbine  with  a  given  rating  is  capable  of 
carrying  the  same  overload  that  may  be  saddled  upon  the  reciprocating 
engine  of  the  same  rating.     *     *     * 

*  *  *  A  uniform  metliod  of  r.iling  should  b(>  adoptiMl  just  as  (piickly 
as  possible  and  nolK)dy  is  in  a  better  position  to  determine  what  that 
method  should  be  than  The  American  Societ.v  of  Mechanical  Engineers.  By 
adopting  such  rules  concerning  ste.-im  machinery  as  the  Institute  of  Elec- 
trical Engineers  has  done  for  electrical  machinery,  it  will  perform  a  real 
service  to  the  country.     *     *     * 

Carl  Geo.  de  Laval.  A  new  steam  turbine  has  lately  been  de- 
signed on  quite  radical  lines  by  Messrs.  Ljungstrom,  Stockholm, 
Sweden.  It  is  a  radial  flow  reaction  turbine  with  steam  entering 
between  two  disks  pa.ssing  from  center  to  circumference  between 
concentric  blading  rings.  These  two  disks  revolve  with  their 
shafts  at  the  same  rate  of  speed,  but  in  opposite  directions.  At 
the  end  of  each  .shaft  an  electric  generator  is  attached.  By  doing 
this  the  relative  speed  of  each  blade  becomes  double  the  amount 
of  the  ordinary  reaction  turbine  of  the  same  number  of  revolu- 

'  October  14,  191  J. 
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tion  and  diameter,  with  the  consequent  result  that  the  blade  rows 
become  only  one  quarter  as  great.  The  general  result  is  a  turbine 
of  small  dimensions  for  the  power  and  consequent  smaller  jfloor 
space  even  with  the  generators  included  than  the  present  designs 
now  on  the  market.  Several  turbines  have  been  built  and  are 
being  built. 

The  first  turbine  was  500  kw.  at  3000  revolutions,  which  gave 
an  efficiency  value  of  71.8  per  cent  and  steam  consumption  8.75  lb. 
per  b.h.p.  per  hr.,  with  steam  of  175  lb.  absolute  and  250  deg. 
fahr.  superheat  and  vacuum  28.5  in. 

Sizes  from  1000  to  7500  kw.  with  speed  of  3000  revolutions 
have  been  designed  on  this  double-rotating  principle.  Single 
rotating  turbines  of  the  same  design  have  also  been  brought  out, 
but  with  slightly  less  efficiency  and  increased  steam  consumption, 
the  latter  being  about  10  per  cent,  comparing  the  recorded  effi- 
ciency ratio  given  by  the  author.  Erste  Briinner  M.F.G.  on  a 
Curtis-Parsons  is  the  highest  recorded  at  71.8  per  cent,  steam 
156.2  lb.,  1500  revolutions,  lb.  of  steam  per  kw-hr.,  13.82.  The 
Ljungstrom  1000-lcw.  steam  turbine  gave  74.7  per  cent  efficiency 
ratio,  taking  steam  in  front  of  the  throttle  valve  and  76.9  per 
cent  behind  the  throttle  valve,  steam  162  lb.,  speed  3000  revolu- 
tions, lb.  of  steam  per  kw-hr.,  11.55  or  8  per  b.h.p.  It  is  stated 
that  the  critical  speed  of  this  turbine  is  0300  revolution,';,  pre- 
venting the  necessity  as  in  many  turbines  of  passing  through  the 
critical  speed. 

There  are  many  novel  details  carried  out  in  this  turbine.  The 
bottom  is  so  shaped  that  it  is  placed  directly  on  the  condenser 
Avithout  the  use  of  expansion  joints.  The  two  generators  are  sup- 
ported on  springs  or  slides  on  top  of  the  extending  ends  of  the 
condenser.  The  blades  are  of  the  Parsons  type,  milled  from  a 
solid  bar  of  nickel  steel,  and  having  notched  ends  with  blade 
roots  turned  over  into  the  rings.  In  starting,  the  two  sides  of 
the  turbine  may  not  run  at  the  same  speed,  but  the  exciting  cur- 
rents arc  strong  enough  so  that  at  a  certain  speed  the  generators 
will  synchronize  automatically  and  run  as  one  unit. 

W.  L.  R.  Emmet.  In  Table  2,  which  gives  a  comparison  of 
various  turbine  performances,  injustice  is  done  to  the  Curtis 
type,  and  other  incorrect  impressions  are  given.  This  table  is 
derived  from  various  chance  publications,  but  nothing  is  known 
concerning  the  authenticity  of  any  of  them.    Such  classification 


DISCUSSION    BY    W.    L.    R.    EMMET 


499 


Ity  merit  as  Professor  Christie  Ims  iniule  therefore  ought  not  to 
he  published  witli<Mit  qualifirntioii. 

The  first  machine  montioued  in  this  table  is  a  200()-kw.  Curtis- 
Parsons  operating  at  1500  r.p.m.  and  is  reported  to  give  an  effic- 
iency of  71.8  per  cent  with  a  moderate  degree  of  superheat. 
Ever3'body  familiar  Avith  the  design  of  either  Curtis  or  Parsons 
machines  knows  perfectly  well  that  no  such  result  has  ever  been 
produced  under  such  conditions. 

The  cfliciencies  assigned  to  the  five  General  Electric  Curtis 

TABLE  3     TESTS  OF  REPRESENTATIVE  CURTIS  TURBINES 


Customer 


Boston  Edison  Co 

Commonwealth  Edison  Co., 
Chicago 

Boston  Edison  Co 

Stock' ' 

Louisville  Ltg.  Co. . . : 

British   Thomson  -  Houston, 
Rugby  (maker) 
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7481 

720 

185.10 

129 

28.58 

13.866 

1907 

12000 

750 

200.00 

125 

28.00 

14.220 

1912 

12400 

720 

207.50 

191 

27.52 

13.630 

1911 

4000 

1800 

189.00 

0 

28.00 

10.050 

1911 

6500 

1800 

180.00 

100 

28.00 

14.780 

1912 

2000 

3000 

165.00 

150 

28.00 

14.400 

66.6 
06.0 


66.2 
68.2 
64.3 
06.10 

67.3 


machines  mentioned  range  from  63.6  per  cent  down  to  61  per 
cent.  The  first,  which  operates  at  3464  kw.,  is  a  representative 
result  of  the  machine  in  question  and  is  a  good  perforuumce 
when  the  very  high  vacuum  used  is  considered.  Of  the  other 
four,  only  one  cf  the  tests  is  repre.sentative  when  the  machine  is 
correctly  tested  and  in  good  condition,  and  in  that  case,  also,  the 
extremely  high  vacuum  is  the  cause  of  a  relatively  low  efficiency. 
In  discu.ssing  this  table,  the  author  states  in  Par.  70 :  "  It  is 
therefore  apparent  that  the  efficiency  ratio  alone  will  express  in 
the  best  manner  the  degree  to  which  the  designer  has  approached 
ideal  results  in  his  turbine."  To  this  statement  exception  should 
be  taken  for  the  reason  that  it  is  naturally  possible  to  produce 
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higher  efficiencies  in  turbine  construction  with  moderate  degrees 
of  vacuum  than  it  is  with  very  high  degrees  of  vacuum,  the  lim- 
itations to  the  elective  use  of  high  vacuum  being  many  and  their 
extent  being  affected  by  speed  and  capacity.  Therefore  the  de- 
signer who  produces  a  relatively  low  efficiency  with  a  very  high 
vacuum  may  have  accomplished  his  purpose  much  more  credit- 
ably than  another  who  has  produced  a  higher  efficiency  with  a 
low  vacuum. 

None  of  the  General  Electric  machines  referred  to  in  Profes- 
sor Christie's  tabulation,  except  the  first  mentioned,  was  designed 
later  than  1904,  while  many  of  the  other  makes  are  of  very  re- 
cent production.  Table  3  gives  tests  of  a  few  representative 
Curtis  machines.  The  first  two  tests  apply  to  machines  in  Bos- 
ton, very  carefully  and  repeatedly  tested  when  they  were  com- 
paratively new.  These  machines  are  of  the  same  date  and  type 
as  most  of  those  to  w^hich  the  figures  in  Professor  Christie's  tab- 
ulation purport  to  apply,  and  are  representative  of  the  original 
large  5-stage  vertical  units  when  correctly  tested  and  in  good 
condition.  These  tests  were  made  with  very  perfect  facilities  by 
the  Boston  Edison  Compan3'^'s  engineers. 

The  third  test  applies  to  an  8000-kw.  machine  in  Chicago  of 
the  same  date  and  type.  One  of  the  tests  in  Professor  Christie's 
paper  also  purports  to  refer  to  this  machine  under  different  con- 
ditions. 

The  next  three  items  refer  to  recent  six-stage  Curtis  machines, 
and  the  last  refers  to  a  three-stage  Curtis  machine  recently  pro- 
duced by  the  British  Thomson-Houston  Company.  This  latter 
machine  produces  a  very  remarkable  result  when  its  small  capac- 
ity and  extreme  simplicity  are  taken  into  consideration. 

The  accurate  testing  of  steam  units  is  a  matter  which  requires 
great  care  and  is  susceptible  of  many  kinds  of  error.  Manj^  fig- 
ures concerning  such  tests  which  are  entirely  incorrect  are  being 
constantly  circulated.  It  is  only  by  comparison  of  many  tests 
and  careful  observance  of  consistency  as  to  results  and  character- 
istics that  one  can  ever  be  sure  as  to  turbine  economies.  The  fig- 
ures given  in  Table  8  have  been  analyzed  and  compared  and  are 
unquestionably  correct.  It  will  be  observed  that  they  give  an 
impression  concerning  the  value  of  Curtis  turl)ines  which  is  very 
different  from  that  produced  by  Professor  Chi-istie's  tabulation. 
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E.  Heinrich*  called  attention  to  the  importance  of  interna- 
tional cociperafion  in  the  tlevelopinent  of  the  steam  turbine.  The 
Parsons  (urhiiic.  oii^niuilly  emanating  from  England,  has  been 
developed  and  iiiii)r()vtMl  in  America,  while  the  Curtis  principle, 
of  American  design,  has  been  taken  ii})  in  Europe  by  the  AU- 
gemeine  Elektricitiits  (iesellschaft,  and  developed  so  as  to  meet 
the  requirements  of  the  continental  market. 

Eegarding  the  economic  influence  of  steam  velocities,  it  has 
for  a  long  time  been  known  that  the  specific  losses  in  nozzles  and 
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blades  are  essentially  a  function  of  these  vekxnties,  in  such  a 
manner  that  as  the  steam  velocities  increase,  the  specific  losses 
decrease  and  the  speed  coefficient,  i.e.  the  ratio  of  the  actual  to 
the  theoretical  \  elocities,  increases.  In  practice  advantage  of  this 
fact  was  taken  by  admitting  higher  steam  velocities  and  thus 
reducing  the  number  of  stages,  as  is  done,  in  the  writer's  opinion, 
in  the  Allis-Chalmers  and  Westinghouse  designs  in  America  and 
the  new  Zoelly  design  of  1909  in  Europe. 

The  investigations  of  Professor  Josse  of  Charlottensburg  and 
others  have  revealed  a  relation  between  theoretical  steam  velocity 


'  Engrg.  Laboratories,  Royal  Technical  High  School,  Stuttgart,  Germany. 
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and  the  speed  coefficient  shown  in  Figs.  14  and  15,  Fig,  14  re- 
ferring to  nozzles  of  ditierent  divergencies,  and  Fig.  15  to  running 
bhides.  The  curves  show  that  for  every  form  of  nozzle  there  is 
a  most  economical  steam  velocity  which  increases  (as  does  the 
speed  coefficient)  with  the  increase  of  the  ratio  of  outlet  area  to 
throat  area  of  nozzle.  This  proves  that  a  divergent  nozzle,  if 
properly  designed,  may  have  a  better  efficiency  than  a  nozzle  with 
parallel  walls.  Further,  the  curve  aa  relating  to  a  nozzle  of  the 
latter  type,  shows  that,  contrary  to  former  views,  the  economical 
steam  velocity  in  nozzles  of  this  type  lies  beyond  the  velocity 
of  sound.  These  tests  have  also  shown  (Fig.  15)  that  the  almost 
economical  velocity  in  running  blades  nearly  equals  the  velocity 
of  sound.  From  this  it  w  ould  appear  that  the  most  advantage- 
ous lunnber  of  stages  in  impulse  turbines  of  the  Rateau  type 
is  six,  but  in  actual  practice  this  number  varies  from  8  to  20. 

One  of  the  nujst  important  conclusions  drawn  from  these  tests 
is  that  referring  to  the  efficiency  of  marine  turbines.  Being 
directly  connected  to  the  propeller  shaft,  their  blade  speed  and 
consequently  steam  velocity  are  limited  to  a  rather  low  range, 
with  the  result  that  they  will  always  be  inferior  in  economy  to 
high-speed  stationary  turbines.  Hence  the  increasing  importance 
of  reduction  gears  for  large  pow-er  transmissions,  such  as  the 
Westinghouse  reduction  gear  and  the  Foettinger  Hydraulic 
Transformer. 

As  regards  the  turbine  shaft.  Professor  Christie  says  that  it 
is  generally  designed  so  that  the  normal  speed  should  be  con- 
siderably below  the  critical  speed.  This  holds  true  for  the  drums 
of  reaction  turbines  which  are  rigid  on  account  of  their  con- 
struction, but  in  impulse  turbines  some  European  builders  have 
adopted  the  use  of  the  flexible  shaft  for  the  high-speed  (3000 
r.p.m.)  types  up  to  and  over  3000  kw.  From  the  commercial 
standpoint  the  application  of  flexible  shafts  has  the  following 
advantages:  {a)  the  shaft  and  all  parts  depending  on  it  are 
considerably-  smaller  in  diameter  than  when  a  rigid  shaft  is  used, 
and  therefore  the  first  cost  is  levss;  for  instance,  in  the  case  of  a 
Rateau  type  ^OOO-kw.  turbine,  with  3000  r.p.m.  and  9  stages,  a 
flexil)le  shaft  of  about  (»  in.  medium  diameter  is  required,  the 
critical  speed  being  alK)ut  2000  r.p.m.  If  a  rigid  shaft  is  used, 
its  diameter  has  to  be  about  10  in.,  and  the  critical  speed  up  to 
4000  r.p.m.  (the  critical  and  normal  speed  jnust  dill'er  widely  in 
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Older  to  prevent  their  coincidence)  ;  {h)  Avith  respect  to  the  steam 
econoni}',  the  flexible  shaft  is  of  advantage  because  the  diameters 
of  the  stiifling  boxes  at  the  gtiitle  disk  hubs  are  smaller  than 
when  a  rigid  shaft  is  used.  Hence  the  leakage  losses  between 
stationary-  and  rotary  parts  is  smaller  with  flexible  shafts  than 
with  rigid  shafts. 

The  Aftiior.  In  the  discussion  it  has  been  held  that  as  high 
an  efficiency  ratio  cannot  be  obtained  with  high  vacuum  and  low 
superheat  as  with  moderate  vacuum  and  high  superheat.  This  is 
probably  true  of  the  Curtis  turbine,  since  apparently  it  does  not 
utilize  high  vacuum  as  economically  as  other  types,  which  was 
pointed  out  in  the  paper  itself.  This  is  therefore  a  characteristic 
of  only  tills  tyjH'  of  turbine. 

If  a  turbine  is  designed  for  a  large  amount  of  available  energy 
there  is  no  reason  why  fully  as  high  an  efficiency  ratio  should  not 
be  obtained  as  with  a  small  amount  of  available  energy.  Suf- 
ficient data  are  not  at  hand  to  warrant  a  general  statement  for  all 
tvpes  that  such  conditions  as  above  referred  to  cannot  be  ful- 
filled. 

In  regard  to  the  increasing  use  of  the  efficiency  ratio  as  a  meas- 
ure of  steam  turbine  economy,  it  is  interesting  to  note  that  a  lead- 
ing European  firm  includes  a  statement  in  their  steam  turbine 
specifications  to  the  effect  that  should  the  steam  or  vacuum  con- 
ditions at  the  time  of  the  tests  vary  from  those  specified,  the 
efficiency  ratio  of  the  unit  shall  not  be  less  than  that  represented 
by  the  guarantee. 

The  author  recognizes  that  the  efficiency  ratio  alone  does  not 
provide  all  the  informaticm  desirable  for  a  given  turbine,  but 
when  used  in  conjunction  with  specified  steam  and  vacuum  con- 
ditions, it  provides  the  most  reliable  index  to  the  actual  per- 
formance of  the  steam  turbine. 

It  is  very  gratif3'ing  to  note  the  attention  given  to  the  present 
uncertain  state  of  steam  turbine  ratings.  It  is  to  be  hoped  that 
the  Committee  on  Power  Tests  of  the  Society  will  bring  in  an 
early  report  on  this  subject  and  fix  certain  standards  of  rating. 

Objections  have  been  rai.sed  to  the  Erste  Briinner  tests.  Be- 
fore including  these  in  Table  2,  inquiry  was  made  as  to  their 
reliability.  These  tests  were  conducted  by  Prof.  K.  Koerner,  one 
of  the  most  prominent  of  Austrian  engineers,  who  substantiated 
the  figures  quoted. 
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Mr.  H.  Zoelly  presented  a  paper^  at  the  1911  meeting  in  Zurich, 
Switzerland,  of  the  Institution  of  Mechanical  Engineers  in  which 
he  made  the  statement  quoted  in  Par.  51.  He  gave  his  reasons 
for  such  an  opinion  and  also  presented  results  to  verify  his  state- 
ments. An  abstract  of  this  paper  was  printed  in  Engineering, 
April  29,  1911,  and  can  be  referred  to  by  those  interested. 

Mr.  Crissey  presents  a  ver}'^  excellent  classification  of  steam 
turbines.  However,  for  the  purpose  of  this  paper,  the  author 
preferred  to  classify  turbines  not  so  much  as  pure  theoretical 
types,  but  under  a  classification  of  names  and  types  with  which 
engineers  in  general  are  familiar,  hoping  thereby  to  avoid  con- 
fusion. 

There  seems  to  be  a  diversity  of  opinion  regarding  blade 
erosion  in  Curtis  turbines.  Some  users  have  reported  serious 
erosion  in  much  less  time  than  Mr.  Moyer  quotes.  These  diffi- 
culties are  being  steadily  overcome  by  improvements  in  design. 

Regarding  Mr.  Hodgkinson's  statement  concerning  blade 
troubles,  the  author  fails  to  recall  in  his  own  experience,  under 
ordinary  conditions  of  operation,  a  case  of  blade  failure  due  to 
centrifugal  force  alone. 

The  value  of  test  results  supplied  by  manufacturers  has  been 
criticised.  There  have  been  cases  in  the  past  where  such  results 
have  been  questionable,  but  in  general  manufacturers  now  find 
it  advisable  to  publish  only  such  tests  as  represent  the  actual  and 
usual  performance  of  their  machines.  It  is  frequently  the  case 
that  steam  turbines  sold  subsequent  to  the  publication  of  such 
tests  must  operate  with  the  same  degree  of  economy  as  repre- 
sented by  the  test  results. 

The  corrections  for  Table  1  given  by  Mr.  Hodgkinson  are  very 
welcome,  bringing  the  data  presented  strictly  up  to  date.  The 
description  of  the  new  type  of  Westinghouse  blading  is  also  of 
considerable  interest  to  engineers. 

In  connection  with  Dr.  Stodola's  tests  of  a  Sulzer  turbine 
quoted  by  Mr.  Moyer,  it  was  the  auth<  I's  impression  when  visit- 
ing Sulzer's  works  that  wliile  their  Diesel  engines  probably  ex- 
celled all  other  makes,  tlieir  steam  turbines  were  not  representa- 
tive of  the  best  advanced  practice  in  Curtis-Parsons  construction, 
owing  to  characteristics  of  general  design  and  particularly  to 
their  Parsons  ])lading.  This  blading  was  much  heavier  in  sec- 
tion than  the  usual  form,  and  was  not  shrouded  or  otherwise  re- 

'  Steam-Turbines,  Proc.  I.  Me<.b.  Engrs.,  1911,  No.  3,  p.  G81. 
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inforced.  The  tests  quoted  amply  bear  out  this  impression,  and 
the  author  believes  that  such  results  should  not  be  considered  as 
typical  1}'^  representative  of  the  whole  class  of  Curtis-Parsons  tur- 
bines. 

The  test  results  presented  by  jNIr.  Emmet  for  Curtis  turbines 
show  decided  improvements  in  design  over  the  earlier  Curtis  tur- 
bines in  Table  2,  but  still  do  not  exceed  the  Curtis-Parsons  or 
Curtis-Rateau  results.  Table  4  presents  some  results  of  tests 
which  were  available  subsequent  to  the  preparation  of  Table  2, 
and  which  show  some  remarkable  performances  of  Zoelly  tur- 
bines. The  Bell  is  and  Morcom  tests  were  on  some  of  their  earlier 
machines,  and  it  is  reasonable  to  expect  considerable  improve- 
ment in  units  now  under  construction.  The  results  obtained  by 
the  Ljungstrom  turbines  are  remnrkable  for  high  efficiency. 
The  design  of  the  details  of  this  turbine  shows  a  high  degree  of 
originality  on  the  part  of  the  inventor.  The  turbine  is  said  to 
be  very  cheap  to  build,  but  before  putting  it  on  the  American 
market  many  parts  would  have  to  be  simplified  and  improved, 
particularly  the  bearings,  steam  packing  and  blade  holding  rings. 


No.  1356 

A  DISCUSSION  OF  CERTAIN  THERMAL 
PROPERTIES  OF  STEAM 

By  G.  a.  Goodexough,^  Urbana,  III. 
Non-Member 

The  recent  paper  ^  by  Dr.  H.  N.  Davis  on  the  thermal  properties 
of  steam  covers  the  ground  so  completely  that  any  further  contribu- 
tion may  seem  superfluous.  In  one  phase  of  the  investigation,  how- 
ever, he  acknowledges  some  lack  of  success  and  leaves  unsolved  a 
single  problem.  He  says  on  page  303,  "The  reconciliation  through 
Clausius'  thermodynamic  relation  of  the  accepted  volume  and 
specific  heat  measurements  in  the  superheated  region  is  impossible. 
It  is  probably  the  most  important  of  the  outstanding  problems  in 
the  field."  It  is  the  purpose  of  this  paper  to  present  an  attack  on 
the  problem  thus  suggested. 

2     The  Clausius  relation  referred  to  is  expressed  by  the  equation 


The  relation  is  readily  derived  from  the  general  equations  of  thermo- 
dynamics, and  is  applicable  to  all  substances.  The  derivative  in  the 
second  member  is  obtained  from  the  characteristic  equation  0  (p,  v,  t) 
=  0  of  the  substance  under  consideration.  If  an  expression  can 
be  found  for  this  derivative  from  a  sufficiently  accurate  character- 
istic equation,  the  rate  of  variation  of  specific  heat  Cp  with  the  pres- 
sure is  determined;  and  if  sufficient  experimental  data  are  available, 
it  should  be  possible  to  derive  an  explicit  expression  for  Cp  in  terms 
of  the  variables  p  and  T.    The  method  has  inherent  difficulties,  as 

'  Professor  of  Thermodynamics,  Univ.  of  111. 

=  Notes  on  Certain  Thermal  Properties  of  Steam,  H.  N.  Davis.     Proc.  Am. 
Acad,  of  Arts  and  Sciences,  vol.  45,  pp.  268-311. 


Presented  at  the  Spring  Meeting,  Cleveland,  1912,  of  The  American  Society 
OF  Mechanical  Engineers,  29  West  39th  Street,  New  York. 
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pointed  out  bj'  Dr.  Davis,  and  so  far  it  has  been  used  with  little 
success. 

3  In  the  following  sections  an  attempt  is  made  to  apply  the 
Clausius  relation  in  the  case  of  superheated  steam  and  to  reconcile 
the  volume  measurements  of  Knoblauch,  Linde,  and  Klebe  with  the 
specific  heat  measurements  of  Knoblauch  and  Jakob,  and  of  Knob- 
lauch and  MoUier.    The  discussion  is  divided  as  follows: 

a  The  characteristic  equation  for  superheated  steam  pro- 
posed by  Linde  is  modified  without  any  material  sacrifice 
in  accuracy. 

b  From  the  modified  equation  an  expression  for  the  specific 
heat  Cp  is  derived,  and  the  constants  are  so  chosen  that 
the  specific  heat  curves  represent  quite  accurately  the 
results  obtained  by  Knoblauch  and  Jakob,  and  Knob- 
lauch and  Mollier. 

c  From  the  equation  for  Cp  thus  developed,  explicit  equa- 
tions for  the  heat  content,  entropy  and  energy  of  super- 
heated steam  are  derived. 

d  The  values  of  volume,  heat  content  and  entropy  deduced 
from  these  equations  are  compared  with  the  values  given 
in  the  Marks  and  Davis  tables,  and  substantial  agree- 
ment is  shown, 

THE    CHARACTERISTIC    EQUATION 

4  The  experiments  of  Kno})lauch,  Linde  and  Klebe  furnish  reli- 
able data  for  a  characteristic  equation  connecting  the  pressure,  tem- 
perature and  volume  of  superheated  steam.  To  represent  these 
experiments,  Linde  •  proposed  in  the  first  instance  the  equation 

— -['f3H: '" 

but  for  the  sake  of  convenience  in  calculation  adopted  finally  the 
equation 

pv  =  BT-p(l+ap)\c(^'^\  -I)] [2] 

Linde  gives  for  the  constants  of  [2]  the  following  vnlues  (metric 
units) : 

5  =  47.10;  a  =  0.000002;  C  =  0.0.31;  /)  =  0.0052 

*  Mitteilungen  iiber  Forschungsarbeiten,  vol.  21,  1905. 
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It  appears,  however,  that  these  constants  can  be  changed  some- 
what without  affecting  materially  the  agreement  of  the  calculated 
and  experimental  results.  Linde  himself  calls  attention  to  an  ob- 
jection to  the  assumed  form  of  the  equation  which  lies  in  the  fact 
that  at  a  temperature  of  about  402  deg.  cent.,  the  "correction  term" 
of  the  second  member  changes  sign,  and  for  higher  temperatures 
the  fluid  becomes  a  "more  than  perfect"  (iibervollkommenes)  gas. 
He  suggests  in  this  connection  that  the  objection  may  be  obviated 


21,500 


17.500 

10,000  20,000  30.000  40,000  50,000  00.000  70,000   80,000  90.000  100.000  110.000 

p  in  kg.persq.  TO. 

Fig.   1     Comparison  of  Isothermal  Curves  deduced  from   [3]    with    the 
Points  representing  the  Experiments  of  Knoblauch,  Linde  and  Klebe 


by  increasing  the  exponent  of  T  from  3  to  3.5,  the  value  assumed  by 
Callendar.  The  integral  value  3  was  retained,  however,  for  the 
sake  of  convenience  in  computation, 

5  Close  inspection  of  Linde's  ecjuation  shows  that  its  form  is 
such  as  to  render  it  somewiiat  inconvenient  for  purposes  of  com- 
putation. The  essential  feature  of  the  formula  is  the  factor  (1+ap) 
which  gives  the  paraljolic  form  to  the  isothermals  when  drawn  on 
the  pv-p  plane.  If  this  be  retained,  considerable  liberty  may  be 
taken  with  the  remaining  constants  without  materially  affecting 
the  integrity  of  the  equation.     In  the  first  place,  if  the  exponent  n 
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be  raised  from  3  to  3.5,  the  constant  D  may  be  dropped  entirely. 
The  equation  is  then  free  from  Linde's  objection  that  the  correction 
term  changes  sign  at  high  temperatures,  and  with  constants  prop- 
erly chosen  gives  results  that  represent  satisfactorily  the  Munich 
experiments. 

6  In  the  investigation  of  other  properties  of  superheated  steam, 
heat  content,  entropy,  etc.,  considerations  appeared  that  rendered 
desirable  further  modification  of  Linde's  equation.  The  exponent  n 
was  raised  to  5  and  a  constant  was  added  to  the  volume  v.  The 
equation  therefore  took  the  form: 

p{v+c)  =  BT-p{l+ap)^ [3] 

7  The  following  are  the  constants  finally  chosen  for  this  equa- 
tion : 

Metric  Units  English  Units 

B  =  47.113  5  =  85.871,  p  in  lb.  per  sq.  ft. 

=  0..5963,  p  in  lb.  per  sq.  in. 

log  TO  =  11. 19839  log  m  =  13.679.38 

n=5  n=5 

c  =  0.0055  c  =  0.088 

a  =  0.00000085  a  =  0.0006,  p  in  lb.  per  sq.  in. 

8  With  these  constants  equation  [3]  represents  the  results  of  the 
Munich  experiments  with  substantially  the  same  accuracy  as  Linde's 
equation.  In  fact,  when  the  isothermal  curves  are  drawn  on  a  pv-p 
chart,  as  in  Fig.  13  of  Linde's  discussion,  the  agreement  between  the 
curves  and  experimental  points  is  in  some  respects  better  than  that 
given  by  Linde's  equation.  The  isothermals  thus  drawn  are  shown 
in  Fig.  1,  which  may  be  compared  with  Linde's  Fig.  13.  For  a 
further  test  of  equations  [2]  and  [3],  showing  that  the  latter  equa- 
tion may  be  accepted  with  confidence  at  the  saturation  limit,  see 
Appendix  No.  1. 

9  As  the  experiments  of  Knoblauch,  Linde  and  Klebe  extended 
to  only  185  deg.  cent.,  the  validity  of  [3]  for  higher  temperatures  is 
uncertain.  It  is  a  safe  assertion,  however,  that  [3]  is  more  suitable 
for  extrapolation  to  high  temperatures  than  is  the  original  Linde 
equation,  but  it  is  possible  that  equation  [3]  does  not  hold  at  very 
low  temperatures  (0  deg.  cent.-  40  dog.  cent.)  in  the  vicinity  of  the 
saturation  curve. 

FORMULA    FOR    SPECIFIC    HEAT 

10  The  application  of  the  Clausius  relation  to  equation  [3] 
readily  gives  the  following  equation  for  the  specific  heat  Cpi 
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c.-^iT)+^-^!^v(i+f) 141 

or 

Cp  =  0(r)+/(p,  T) [4a] 

if  the  term  —  -7>(  1  +  — I    is   replaced    for    convenience   by 


f(p,  T).  For  the  complete  derivation  of  this  equation  see  Ap- 
pendix No.  2. 

11  If  the  characteristic  equation  [3]  is  correct  in. form,  the  ex- 
pression for  the  specific  heat  Cp  must  have  the  form  given  by  [4]; 
and  if  the  arbitrary  function  (t>  {T)  can  be  determined,  we  shall  have 
an  explicit  expression  for  Cp  in  terms  of  the  variables  p  and  T.  Cal- 
lendar  and  Linde  have  both  used  this  analysis,  starting  from  their 
respective  characteristic  equations,  and  have  thus  obtained  equa- 
tions similar  to  [4]. 

12  The  determination  of  the  proper  form  of  the  function  <^  {T) 
is  the  critical  point  of  the  whole  investigation.  If  in  [4],  p  =  0,  the 
equation  reduces  to  Cp  =  0  (T).  Callendar  reasons  that  at  zero  pres- 
sure the  specific  heat  Cp  should  have  an  invariable  value  (cp)o  inde- 
pendent of  the  temperature;  hence  <i>{T)  is  assumed  to  be  con- 
stant. Linde  follows  Callendar  in  this  assumption.  Knoblauch  and 
Jakob,  however,  on  the  strength  of  their  direct  experiments  on  the 
values  of  Cp,  show  that  (Cp)o  cannot  be  a  constant.  It  seems  possi- 
ble to  establish  the  form  of  the  function  by  quite  another  line  of 
reasoning.  Inspection  of  [4]  shows  that  the  correction  term/  (p,  T), 
having  the  factor  r"+i  in  the  denominator,  grows  rapidly  smaller 
as  T  increases.  At  moderately  low  temperatures  (T'=100  to  600 
deg.  cent.)  this  term  has  an  appreciable  value,  but  at  temperatures 
above  say  1000  deg.  cent.,  the  exponent  n+1  being  6,  the  term  prac- 
tically disappears,  and  the  specific  heat  is  given  by  the  relation 

Cp  =  «^(T) [5] 

for  all  pressures.  The  determination  of  the  function  0(7")  is  re- 
duced therefore  to  the  discovery  of  the  relation  between  specific 
heat  and  temperature  at  high  temperatures.  The  experiments  of 
Mallard  and  Le  Chatelier  at  temperatures  above  3000  deg.  cent, 
and  the  experiments  of  Langen  at  about  1700  deg.  cent,  agree  in 
making  the  specific  heat  a  linear  function  of  the  temperature,  for 
the  temperature  range  within  which  the  experiments  were  made. 
While  this  linear  relation  may  not,  and  probably  does  not,  hold  for 
the  entire  region  of  superheat,  it  may  be  assumed  as  a  close  approxi- 
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The  function  </)(T) 


mation  for  a  moderate  range  of  temperature 
therefore  takes  the  simple  form 
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FlQ.   2      COMPARIKON   OF  SPKCIKIC   IIeAT  CuKVRS  WITH   KNOBLAUCH   AND  JaKOB 

Points.     Pressures,  2,  4,  6,  and  8  Kg.  per  Sq.  Cm. 
and  equation  [4]  becomes 

Am.n{ 

■9 


Cp  =  a+/3r+^ 
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13  The  constants  a,  ni,  and  /(  arc  those  licrotofore  given  in  con- 
nection with  the  characteristic  eciuation  [3],  while  in  the  determina- 
tion of  the  constants  a  and  /3  we  may  utilize  the  results  of  the  various 
experiments  of  Knoblauch  and  Jakob,  and  the  more  recent  experi- 
ments of  Knoblauch  and  IMoUier.  For  a  fuller  discussion  of  ihe 
values  of  these  constants  see  Appendix  No.  3. 

14  The  values  finally  chosen  were: 

a  =  0.367        /3  =  0.0001 8 
Hence 

0  (T)  =0.307+0.00018r [8l 

or  for  the  fahrenheit  scale 

<^(T)  =  0.367+0.0001  T(  u,, 

</)(r)=o.4i3+o.oooi<  j 

The  agreement  between  the  curves  that  represent  equation  [7], 
using  the  expression  for  0  (T)  given  by  [8],  and  the  Knoblauch  and 
Jakob  points  is  shown  in  Fig.  2.  The  agreement  is  quite  satisfactory 
except  for  points  in  the  region  of  350  deg.  The  empirical  curves 
adopted  by  Knoblauch  and  Jakob  (shown  in  dash  lines)  were  made 
to  pass  through  these  points  and  were  therefore  given  a  sharp  slope 
above  350  deg.  Furthermore,  at  the  higher  pressures  the  empirical 
curves  were  given  much  greater  slopes  at  the  intersections  with  the 
saturation  curve  than  were  shown  by  the  curves  calculated  from 
[7].  As  a  result  the  extrapolated  values  of  Cp  at  the  saturation  limit 
are  suspiciously^  high.  Marks  and  Davis,  on  the  strength  of  results 
of  Holborn  and  Henning,  lowered  the  Knoblauch  and  Jakob  curves 
in  the  region  of  high  superheat,  but  accepted  their  values  neat 
saturation. 

15  The  experiments  of  Knoblauch  and  Mollier  extend  the  tem- 
perature range  to  550  deg.  cent.  The  points  representing  these 
experiments  are  shown  in  Fig.  3,  and  the  curves  exhibited  in  the 
same  figure  represent  equation  [7]  with  the  values  of  a  and  /3  origin- 
ally chosen.  For  the  lower  pressures  the  agreement  between  points 
and  curves  is  satisfactory.  At  the  higher  pressures  the  agreement 
could  be  slightly  improved  by  raising  the  value  of  a  from  0.367  to 
0.369  or  0.370.  For  further  discussion  of  the  validity  of  equation 
[7]  and  values  chosen  for  the  constants  a  and  /3  see  Appendix  No.  6. 

HEAT  CONTENT,  ENERGY  AND  ENTROPY 

16  With  the  aid  of  an  explicit  formula  for  the  specific  heat,  the 
following  expressions  for  the  heat  content,  energy  and  entropy  of 
superheated  steam  are  readily  derived: 

For  heat  content : 


+  (n-l)f  +i. 
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T"        V       2/ 

For  intrinsic  energy  (in  B.t.u.): 

0.5G 
0.54 
0.52 
0.50 
0.48 

0  54 
0,52 

-  050 

-  0.18 

73 

0.52 
0.50 
0.48 

0.52 
0.50 
0.48 
0.46 
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Fia.  3    CoMPARiBON  OF  Specific  Heat  Curves  with  Knoblauch  and  Mollier 
Points.     Pressures,  2,  4,  0,  and  8  Kg.  per  Sq.  Cm. 


For  entropy: 

For  the  derivation  of  these  equations  see  Appendix  No.  4. 
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17  Formula  [10]  gives  the  heat  content  i  of  superheated  steam 
at  any  assumed  pressure  p  and  temperature  T.  Since  the  formula 
should  hold  good  at  the  saturation  limit,  it  also  gives  the  value  of  i 
for  saturated  steam  when  corresponding  saturation  values  of  p  and 
T  are  used.  A  comparison  of  the  saturation  values  of  i  .thus  ob- 
tained with  the  values  given  by  Marks  and  Davis  will  furnish  a 
test  of  the  accuracy  of  equation  [10],  and  incidentally  a  test  of  the 
entire  theory  built  up  from  equations  [3]  and  [7].  Taking  1150.4 
B.t.u.  as  the  value  of  i  for  saturated  steam  at  212  deg.  (the  value 
given  by  Marks  and  Davis),  the  constant  io  is  found  to  be  887.3; 
and  using  this  value  of  io,  the  values  of  i  shown  in  Table  1  are  ob- 
tained. For  a  further  discussion  of  the  agreement  between  the  two 
sets  of  values,  and  in  particular  for  a  proposed  modification  of  Dr. 
Davis'  formula  for  the  heat  content  see  Appendix  No.  5. 

TABLE  1  VALUES  OF  »  AT  SATURATION 


Temperature, 
Deg.  Fahr. 

Calculated  from  [lOl, 
.0  =  887.3 

Marks  and  Davis 

Difference, 
Per  Cent 

32 

1079.6 

1073.4 

0.58 

60 

1087.0 

1081 . 4 

0.52 

76 

1097.3 

1092.5 

0.44 

100 

1107.4 

1103.6 

0.34 

125 

1117.4 

1114.5 

0.26 

150 

1127.2 

1125.3 

0.17 

200 

1146.0 

1145.8 

0  02 

212 

1150.4 

1150.4 

0.00 

250 

1163.5 

1163.8 

-0.03 

300 

1179.5 

1179.1 

+0.04 

360 

1193.6 

1191.5 

0.18 

400 

1205.7 

1201.3 

0.35 

450 

1215.3 

1208.0 

0.61 

18  From  the  comparison  of  the  two  sets  of  values  in  Table  1, 
and  from  the  considerations  set  forth  in  Appendix  No.  5,  the  following 
conclusions  may  be  drawn: 

(a)  Equation  [10]  gives  with  fair  accuracy  the  saturation 
values  of  the  heat  content  from  120  deg.  to  450  deg.  fahr., 
that  is,  from  a  pressure  of  1.7  lb.  per  sq.  in.  to  420  lb. 
per  sq.  in. 
(h)  Equation  [10]  therefore  probably  gives  quite  accurately 
the  heat  content  of  superheated  steam  for  this  pressure 
range  and  for  the  degree  of  superheat  usually  employed 
in  technical  applications. 
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(c)  The  validity  of  equation  [10]  carries  with  it  the  vaHdity 

of  the  analysis,  and  justifies  the  choice  of  constants  in 
equations  [3]  and  [7]. 

(d)  For  extremely  low  pressures  the  exact  values  of  the 
various  properties  of  steam  are  still  in  doubt,  and  further 
investigation  is  required. 

RESUME    OF    FORMULAE 

19  The  formulae  for  the  important  properties  of  superheated 
steam,  with  the  numerical  values  of  the  constants  inserted,  are  here 
collected  for  convenience  of  reference.  In  all  cases  the  constants 
are  so  chosen  that  pressures  are  to  be  taken  in  pounds  per  square 
inch: 

(a)  For  the  specific  volume : 

y  =  0.5963- -(H-0.0006p)-  -0.088 

log  C=  13.67938 
(6)  For  the  specific  heat: 

Cp  =  0.367+0.000ir+p(l+0.0003p)^ 

log  C2=  14.42408 

(c)  For  the  heat  content: 

y  =  r(0.367+0.00005r)-?>(l +0.0003;)^— -0.0163p+887.3 

log  C3=  13.72511 

(d)  For  the  intrinsic  energy  in  B.t.u.: 

w  =  T(0.2566+0.00005T)-p(l+0.00024p)-^+887.3 

log  C<  =  13.64593 

(e)  For  the  entropy: 

s  =  0.84511og7'+0.0001T-0.25421og?)-p(l+0.0003p)-g-0.3960 

log  06  =  13.64593 

COMPARISON    OF   RESULTS 

20  From  the  formulae  in  Par.  19  the  properties  of  superheated 
steam  may  be  calculated  for  assumed  values  of  p  and  T.  It  may  be 
of  interest  to  compare  the  values  thus  obtained  with  the  values 
given  in  the  Marks  and  Davis  table.  Such  a  comparison  is  shown 
in  Tabh;  2.  Various  pressures  from  2  to  300  lb.  per  sq.  in.  are  as- 
sumed and  the  superheat  ranges  from  0  dcg.  to  400  deg.  fahr. 
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21  It  will  be  seen  that  there  is  substantial  agreement  between 
the  values  for  the  heat  content  i  and  also  between  the  values  for  the 
entropy  s.  The  maximum  difference  between  the  values  of  i  is 
slightly  over  0.6  of  one  per  cent  and  that  between  the  values  of  s  is 
about  0.4  of  one  per  cent.  The  discrepancy  between  the  values  of  v 
is  somewhat  larger  at  the  higher  superheats.  From  Linde's  own 
statement  of  the  defect  in  his  formula  when  applied  at  high  tem- 
peratures, it  appears  probable  that  the  values  obtained  from  formula 
[3]  are  more  accurate  than  those  calculated  from  Linde's  formula. 
It  is  remarkable  that  the  values  of  i  and  s  obtained  from  quite 
different  specific  heat  curves  should  agree  so  well.  And  it  is  grati- 
fying that  the  accuracy  of  the  Marks  and  Davis  tables  is  confirmed 
by  this  close  agreement. 

22  Acknowledgment  is  due  Mr.  A.  L.  Schaller  and  Mr.  John  A. 
D(mt  for  assistance  in  the  calculations  and  for  valuable  suggestions. 


APPENDIX  No.  1 

VALIDITY   OF   EQUATIONS    [2]    AND    [3]    AT  THE   SATURATION    LIMIT 


pv  =  BT-pil  + 


p{v+c)=BT-p(l+ap) 


-W)'-'] 


rpu 


23  Equations  [2]  and  [3]  may  also  be  tested  by  calculating  from  them  values 
of  V  at  the  saturation  limit  and  comparing  these  with  values  determined  experi- 
mentally or  with  values  calculated  from  the  properties  of  saturated  steam  by 
means  of  the  well  known  Clapeyron-Clausius  formula.  Table  3  gives  a  series 
of  values  thus  determined. 

TABLE  3    SPECIFIC  VOLUME  v  AT  SATURATION 


Temperature, 
Deg.  Cent. 

Experiments  of 
K.,  L.  and  K. 

Calculated  from 
[21 

Calculated  from 
[3] 

Calculated  by 
Henning 

100 
120 
140 
160 
180 

1.674 

0.8922 

0.5091 

0.3073 

0.1943 

1.674 

0.8915 

0.5083 

0.3070 

0.1943 

1.673 

0.8916 

0.5084 

0.3071 

0.1945 

1.673 

0.8912 

0.5078 

0.3071 

0.1947 

24     The  values  given  in  the  last  column  are  of  .'special  significance.    They  are 

those  calculated  by  Henning,  u.sing  as  a  basis  his  recently  determined  values  of  the 

dp 
latent  heat  and  Holborn  and  Henning's  accurate  values  of  — .  That  these  values 

at 

agree  so  closely  with  the  values  determined  by  the  direct  experiments  of  Knob- 
lauch, Linde  and  Klebe  is  convincing  evidence  of  the  accuracy  attained  in  both 
sets  of  experiments.  It  will  be  observed  that  the  values  of  t;,,t  given  by  [3]  agree 
substantially  with  l)oth  sets  of  values;  hence  it  appears  that  equation  [3]  may 
he  accepted  with  confidence  at  the  saturation  limit. 
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APPENDIX  No.  2 

DERIVATION    OP"   EQUATION    [4] 

Amn(n  +  1)   /      ap\ 

25     Writing  the  characteristic  equation  [3]  in  the  form 

BT  m 

.+c  =  — -d+ap)- 

thc  following  derivatives  are  readily  obtained: 

Z)v     B      run   ,  ^  ,,„, 

—  =  -  H 1  +ap) 13 

dT    p      T''+^ 

d^v        mn{n  +  l) 

—  =  — (l+ap) [14 

Substituting  the  second  derivative  in  the  Clausius  equation 

Ibp  J ,  57'' 

the  rrsuK  is  tlie  relalion 

[H     ='^"'"^'"^'\l+ai^ 115J 

Taking  T  as  a  constant  and  integrating  [15]  with  p  as  the  independent  variable, 
the  result  is 

Amn(n  +  1)      ,        ap. 
Cp  = p(l H )  +  constant  of  integration 

The  constant  of  integration  may  be  a  function  of  T,  since  T  was  held  constant 
during  the  integration;  hence 

Amn{:n-\-\)    ,,     ap^  ,,„, 

c.=t>m+   ^i,    Pi^+p [16] 
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APPENDIX  No.  3 

CONSTANTS    a    AND   /3    IN    EQUATIONS    (lil    AND    (7 


Anin{n-{-l) 


Cp  =  «+/3T+        ^^ 


"(-?) 


20  Tlic  limits  of  (ho  value  of  /3  are  furni.shed  l)y  the  linear  equations  deduced 
from  the  explosion  experiments  and  from  the  experiments  of  Ilolborn  and  Hen- 
ning.  Thus  the  results  of  the  experiments  of  Mallard  and  Le  Chatelier  at  a 
temperature  above  3000  deg.  are  represented  by  the  equation 

Cp  =  0.432+0.0003187 
Langen's  experiments  at  about  1700  deg.  cent,  arc  represented  by  the  equation 

Cp=  0.438+0. 000239  T 
and  the  experiment  of  Holborn  and  Henning  for  temperature  below  800  deg. 
cent,  by  the  equation 

Cp  =  0.446+0.00009567 
There  is  reason  to  believe  that  the  values  given  by  Holborn  and  Henning  are 
too  low.  It  appears  that  the  coefficient  of  T  is  not  constant  but  increases  with 
the  temperature;  and  the  value  chosen  for  /3  will  be  influenced  by  the  tempera- 
ture range  over  which  the  formula  for  Cp  is  assumed  to  extend.  Since  in  tech- 
nical applications  the  temperatures  encountered  are  relatively  low,  /3  should 
probably  be  smaller  than  Langen's  value  0.000239,  and  bearing  in  mind  the 
probable  error  in  the  results  of  Holborn  and  Henning,  /3  should  be  considerably 
higher  than  the  value  0.0000956. 

27  In  the  original  determination  of  the  constants  a  and  /3,  the  results  of  the 
experiments  of  Knoblauch  and  Jakob  were  used.  The  later  experiments  of 
Knoblauch  and  MoUier  had  not  been  published.  The  "correction  term"/  (p,  T) 
of  equation  [7]  was  calculated  for  assumed  temperatures  and  for  the  pressures 
2,  4,  6  and  8  kg.  per  sq.  cm.  employed  by  Knoblauch  and  Jakob.  Then  by  trial, 
values  of  a  and  /3  were  so  chosen  as  to  make  the  specific  heat  curves 

cp  =  a+^r+/(p,  T) 
fit  as  closely  as  possible  the  experimental  points. 
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APPENDIX  No.  4 

DERIVATION   OF  EQUATIONS   [10],    [11]   AND   [12] 

u=r(.+j|3r-AB)-^L+(n-i)^  +,-. 

28  With  the  aid  of  an  explicit  formula  for  the  specific  heat,  expressions  for 
the  heat  content,  energy,  and  entropy  of  superheated  steam  are  as  easily  derived. 
For  this  purpose  the  general  equation 

dq=c^T-AT^^]dp [17] 

is  most  convenient.    Since  the  heat  content  i  is  defined  by  the  relation 

i  =  A{u+pv) 
we  have 


i'^r-) 


di  =  CpdT-A[  T—^-v  ]d-p [18] 

From  the  characteristic  equation  [3]  the  derivative  —   is  found  to  be 

dt>      B      mn  , 

Substituting  this  and  also  the  expression  for  Cp  in  [18],  the  result  is 
di  =  {a-^&T)dT^Amn{n-\-\)v\\^''^^-^^ 

The  int^^al  of  this  exact  differential  is  readily  foimd  to  be 

„     1  ^     Am{n-\-\)  I      a\      ^ 
i^aT-\-^0T^ ^^pf  1  +  -P  1-^cp+io [19] 

29     The  equation  for  intrinsic  energy  is  derived  from  the  relation 

Au=i—A-pv 
Substituting  for  t  the  expression  given  by  [10],  we  obtain  for  the  energy  expressed 
in  B.t.u. 

u  =  tL^-^^»T-Ab\-~A  n  +  (n-l)^p    +to [20] 
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30  For  the  entropy  an  expression  is  readily  found  from  [17].    Thus 

,      dq        dT      ^dv  , 
<**  =  - =Cp-—  —A-—dp 

Introducing  in  this  equation  the  expressions  previously  derived  for  Cp  and   —  , 
the  result  is 

/a        \ /      a  \  dT  dp     Amn 

(      a\    m 

-Anq)\  \-\ — p  \- — T  - 

31  The  constants  of  integration  to  and  So  may  be  obtained  by  passing  to  the 
saturation  limit.    Thus  let  [10]  be  written 

i=i'-\-io 
where  i' stands  for  the  variable  part  of  the  second  member.  The  constants  a, 
/3,  m,  11,  and  a  being  known,  i'  can  be  found  for  any  assumed  pressure  and  tem- 
perature. Let  i'  be  calculated  for  a  given  temperature  Ti  and  the  corresponding 
saturation  pressure  p\ ;  from  the  properties  of  saturated  steam  i  is  known  for  this 
same  state,  and  io  is  at  once  determined  by  subtraction.  In  the  same  way  the 
constant  So  may  be  determined. 


The  integral  is 

s=a  \og,T+pT-AB  \og^p-Anv[  1+^P  |,;rx,+So [21] 


APPENDIX  No.  5 

THE     SATUKATION      VALUES     OF     i     FROM     FORMULA      [10]    COMPARED     WITH     THE 
VALUES   GIVEN   BY   MARKS   AND   DAVIS 

32  For  an  intermediate  range  of  temperature  200  deg.  to  300  deg.  (see  Table 
l)  the  agreement  between  the  two  sets  of  values  is  all  that  could  be  desired. 
Even  for  the  range  100  deg.  to  400  deg.  the  discrepancy  only  slightly  exceeds  ^  of 
one  per  cent.  Below  100  deg.  and  above  400  deg.,  however,  the  discrepancy  be- 
comes relatively  large.  It  is  possible  to  distribute  the  difference  between  the  ends 
and  the  middle  of  the  temperature  range;  thus  if  u  be  taken  as  884.2  formula  [19] 
gives  values  at  32  deg.  and  450  deg.,  about  0.35  per  cent  larger  and  at  212  deg. 
about  0.3  per  cent  smaller  than  the  corresponding  values  of  Marks  and  Davis.  If 
these  latter  values  are  accepted  as  final,  the  agreement  of  the  two  sets  of  values 
for  the  range  32  deg.  to  450  deg.  with  a  maximum  deviation  of  ^  of  one  per 
cent  might  be  taken  as  evidence  of  the  validity  of  equation  [10].  However, 
before  passing  final  judgment  it  will  be  instructive  to  examine  somewhat  in 
detail  the  experimental  data  relative  to  the  heat  content  of  superheated  steam. 

33  In  Fig.  4,  which  is  substantially  a  reproduction  of  part  of  Fig.  5  in  the 
paper  of  Dr.  Davis,  the  curve  represents  the  values  of  i  calculated  from  formula 
[10],  with  I'o  =  887.3.  For  convenience  the  C  scale  of  temperature  is  used,  and 
the  range  is  from  60  deg.  to  190  deg.  cent.  The  ordinates  are  the  values  of  i— t'loo 
calories  and  the  points  are  located  from  the  data  contained  in  Tables  1  and  2 
of  the  paper  in  question.  The  points  indicated  by  the  symbol  '  represent  the 
measurements  of  Henning;  the  other  points  are  those  deduced  by  Dr.  Davis 
from  the  throtthng  experiments  of  Grindley,  Griessmann  and  Peake.  In  Fig. 
5  the  curve  shows  values  of  i  in  B.t.u.  calculated  from  equation  [10]  and  the  points 
represent  values  of  i  deduced  from  experiments  on  the  latent  heat  r  by  Dieterici.. 
Griffiths,  Smith  and  Henning.     The  range  32  to  212  deg.  fahr.  is  covered. 

34  Directing  attention  to  Fig.  4,  it  is  seen  that  the  points  representing  Hen- 
ning's  experiments  accord  well  with  the  points  deduced  from  the  throttling  ex- 
periments with  the  exception  of  the  points  at  140  deg.  and  180  deg.  Dr.  Davis 
asserts  that  the  point  at  180  deg.  is  not  entitled  to  nearly  so  much  weight  as  the 
others  because  of  a  defect  in  the  experimental  apparatus.  Probably  this  asser- 
tion is  well  founded.  On  the  other  hand,  the  points  deduced  from  the  throttling 
experiments  in  the  region  of  180  deg.  are 'perhaps  slightly  low.  In  deriving  the 
values  from  which  these  points  are  located,  Dr.  Davis  used  the  specific  heat 
measurements  of  Knoblauch  and  Jakob.  Near  the  saturation  limit  the.se  values 
of  Cp  are  undoubtedly  too  liigli  at  tlie  higher  pressures.  The  result  of  u.sing  lower 
values  of  Cp  is  to  raise  the  points  in  question.  The  change,  however,  is  slight  and 
is  not  sufficient  to  bring  the  points  upon  the  curve. 
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di 
35     An  cxaniiiiation  of  the  derivative  —   along   the   saturation   curve   may 

afford  another  basis  of  comparison.     From  tlic  second  degree  equation  of  Dr. 
Davis,  namely, 

1  =  1 150.4 +0.3745(Z -212) +0.00055(f-212)« 
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Fig.  4    Curvk  representing  V.\lues  of  i-im  c.\lcul.\ted  from   [10).    The 
Points  give  Values  determined  from  the  Experiments  of  Henning, 
Grindley,  Griessmann  and  Peake 


we  have 


di 

-  =0.3745  -0.001 1(/  -212) 

dt 


This  hnear  relation  is  shown  by  the  straight  Une  A,  Fig.  6.     ^^'riting  [19]  in  the 
form  i  =  {p,  T),  we  obtain 

[dil      [dil     [dil  [dpi  roi]  dp 
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M. 


is   readily   found,    and   the 


From  [19]  an  expression  for  the  derivative 
final  result  is 

L*J..r'-.iL~^^'^'""^ '  ' 

The  values  of  this  derivative  for  different  temperatures  ranging  from  200  deg. 

to  425  deg.  fahr.  are  shown  by  curve  B,  Fig.  6.    The  horizontal  straight  line  C 

di 
represents  the  Regnault  value  -=0.305.     The  form  of  [23]  is  such  that  the 

di  ^^ 

relation  between   -  and  t  cannot  be  represented  by  a  straight  Une.     Repeated 
dt 

attempts  were  made  to  change  the  constants  a,  /9,  m,  n  and  a  in  such  a  way  as  to 
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Pia.  6      CUKVB  REPRESENTING    VaLXTES    OF  t  IN   B.T.U.   CALCULATED  FROM  [lOJ. 

The  Points  represent  the  Results  of  Various  Experiments 


straighten  curve  B  and  at  the  same  time  preserve  the  integrity  of  equations  [3] 
and  [7].  Such  attempts  were  futile.  The  result  of  changing  one  constant 
would  be  neutraUzed  by  the  necessary  change  in  another,  and  the  position  of 
curve  B  would  remain  substantially  unchanged.  It  follows  that  this  curve  must 
be  accepted  along  with  the  characteristic  equation  [3]  and  the  specific  heat 
equation  [7],  or  all  three  must  be  rejected.  Curve  B  between  the  temperature 
limits  shown  may  be  approximately  represented  by  a  second  degree  equation 
though  a  third  degree  equation  gives  a  closer  agreement.  Hence  an  approximate 
algebraic  equation  for  i  of  the  form  i  =f{t)  must  be  of  the  third  degree  at  least. 
36  The  formula  of  Dr.  Davis  has  been  so  universally  accepted  that  a  sug- 
gestion that  it  should  be  modified  may  seem  presumptuous.  The  three  points 
brought  out  in  Pars.  33  to  35,  however,  lead  to  these  conclusions:  (a)  The 
evidence  furnished  by  Henning's  point  at  180  deg.,  whatever  value  may 
be  attached  to  it,  indicates  that  the  Davis  curve  should  be  raised  near  180  deg. 
(6)  The  newer  and  probably  more  accurate  values  of  Cp  near  saturation  if  used 
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in  determining  the  points  deduced  from  the  throttling  experiments  would  raise 
these  points  near  180  dcg.  (c)  Any  equation  of  the  form  i  =/  (p,  T)  deduced 
from  a  characteristic  equation  and  an  equation  Cp  =  <t>{p,  T),  sa  [10]  was  deduced, 


rivative    t  I     ^ 

La<J,at 


cannot  have  a  derivative  |  —  |     which  is  a  linear  function  of  the  temperature. 
It  is  perhaps  too  much  to  assert  that  equation  [10]  is  more  accurate  than  the 
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A  from  the  Davis  Equation:  B  from  [19l;  C  from  Regnault'a  Equation 


Davis  formula  for  temperatures  above  212  deg.,  but  it  is  clear  that  the  dis- 
crepancy between  the  values  of  i  in  Table  1,  for  the  higher  temperature,  may  be 
due  in  part  to  errors  in  the  Marks  and  Davis  values  of  t;  it  therefore  furnishes 
no  adequate  basis  for  a  rejection  of  the  analysis  leading  to  equation  [10]. 

37  For  temperatures  below  212  deg.  it  is  seen  by  reference  to  Fig.  5  that  the 
curve  derived  from  [19]  fits  very  closely  Henning's  points  from  120  deg.  to  212 
deg.  Below  120  deg.  the  curve  lies  somewhat  above  the  points  determined  by 
Dieterici,  Griffiths,  and  Smith.  It  is  probable,  therefore,  that  for  temperatures 
below  120  deg.  equations  [7]  and  [10]  require  modification.  It  may  be  pointed 
out  that  throughout  the  entire  range,  equation  [10]  represents  the  experiments 
of  Henning  about  as  well  as  any  single  empirical  formula  that  could  be  produced. 

38  Equation  [21]  gives  the  entropy  of  superheated  steam  for  assumed  values 
of  p  and  T  and  may  therefore  be  used  to  obtain  the  entropy  of  saturated  steam. 
It  will  be  of  interest  to  compare  the  values  thus  determined  with  the  values 
obtained  in  the  usual  way  from  the  properties  of  saturated  steam.  This  com- 
parison is  shown  in  Table  4.  In  the  second  column  are  given  values  from  the 
Marks  and  Davis  table;  in  the  third  column  values  obtained  by  using  in  the  term 
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TABLE  4     ENTROPY   OF   SATURATED  STEAM 


Entropy  at  Saturation 

Temperature, 

Deg.  Fahr. 

Marks  and   Davis 

Marks  and  Davis 

with  Modified 
Values  of  r 

Calculated  from  [211 

100 

1 . 9800 

1 . 9869 

1.9856 

150 

1 . 8674 

1 . 8706 

1.8706 

200 

1.7761 

1.7765 

1.7766 

212 

1.7565 

1 . 7565 

1.7565 

250 

1.6996 

1.6992 

1.6990 

300 

1.6343 

1.6346 

1.6342 

350 

1.5780 

1 . 5800 

1.5793 

400 

1 . 5286 

1 . 5327 

1.5322 

450 

1 . 4850 

1.4911 

1  4911 

-,  values  of  r  derived  from  [10],  and  in  the  fourth  column  values  calculated 

directly  from  [21].  The  constant  So  is  found  to  be  —0.3960.  The  agreement 
between  the  corrcvsjjondinK  values  in  the  last  two  columns  scarcely  requires  com- 
ment. 


i 


APPENDIX  No.  6 

VALIDITY   OF  EQUATION   [7]  AND  VALUES  OF  CONSTANTS    a  AND    p;     ALSO    FURTHER 
TESTS  OF   THE    EQUATION    FOR    SPECIFIC   HEAT 

39  The  evidence  furnished  by  the  Knoblaufh  and  Mollier  experiments  is 
cleurly  in  favor  of  the  vaUdity  of  formula  [7J  and  justifies  the  values  chosen  for 
the  constants  a  and  0.  The  slope  of  the  Cp  curves  at  high  temperature  is  evi- 
dently much  smaller  than  was  assumed  in  the  original  empirical  curves  of  Knob- 
lauch and  Jakob  and,  for  the  temperature  range  under  consideration,  appears 
to  be  given  correctly  by  the  assumed  value  of  /3,  namely  /3  =  0.00018.  There  is 
still  to  be  accounted  for  a  considerable  discrepancy  between  the  slope  thus 
determined  and  the  slope  of  the  Holborn  and  Henning  ciu-ve.  Ilolborn  and 
Henning  really  determined,  not  the  specific  heat  of  steam  directly,  but  the  ratio 
of  this  specific  heat  to  the  specific  heat  of  aii-  under  the  same  conditions.  Com- 
paring the  results  of  Ilolborn  and  Henning  on  the  specific  heat  of  air  with  (he 
results  obtained  by  Joly  and  Swann,  Callcndar  '  makes  the  following  statement: 
"'i'he  value  found  for  the  mean  specific  heat  of  air  over  the  range  115  deg.  to  270 
(leg.  cent,  by  Ilolborn  and  Henning  was  0.2315,  which  is" about  5  per  cent  smaller 

than  the  probable  value  over  this  range If  the  method  gives  a  probable 

error  of  5  per  cent  over  the  range  '115  deg.  to  270  deg.,  it  does  not  seem  at  all 
impo.ssible  that  the  error  may  amount  to  10  per  cent  over  the  range  115  deg.  to 
1400  deg.  cent."  Callendar's  argument  seems  reasonable,  and  it  is  a  fair  con- 
clusion that  the  experiments  of  Ivnoblauch  and  Mollier  should  be  accepted  as 
more  worthy  of  confidence  than  the  experiments  of  Holborn  and  Henning. 

40  Formula  [7]  may  be  subjected  to  several  other  tests,  namely:  (a)  The 
saturation  values  of  Cp  may  be  checked  by  Planck's  thermodynamic  relation; 
(b)  the  .spacing  of  the  c,,  curves  for  different  pressures  may  be  tested  by  a  method 
which  connects  Cp  with  the  Joule-Thomson  coefficient  fi.  This  method  is  due  to 
Dr.  Davis.2  (c)  A  relation  between  Cp,  fi,  and  the  heat  content  i  of  saturated 
steam  affords  a  check  on  the  values  of  Cp  near  the  saturation  limit  at  very  low 
temperatures. 

41  The  values  of  Cp  at  saturation  are  given  by  Planck's  equation,  viz: 

W...=  ,;-,-,  +  AJ-fy^ 1241 


dl      T 


This  equation  was  u.sed  effectively  by  Dr.  Davis  in  showing  that  Knoblauch's 
values  are  preferable  to  those  given  by  Thomas.     It  will  be  ob-served  that  with 

'  Appendix  to  the  Report  of  the  Britisli  A.ssociation  Cniniiiittcu  on  the  Investigation  of  Gaseous 
RzplosiioDS,  Cierii's  Gas,  Petrol,  and  Oil  EnKines,  pp.  361-367 

jProc.[^Anier.^Acad..  vol.  45,  p.  290. 
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the  exception  of  the  derivative    r^  I  ,  which  may  be  obtained  from  [3],  the  terms 

in  [22]  are  obtained  from  the  properties  of  saturated  steam.    The  total  heat  H 
and  heat  content  z'sat  of  saturated  steam  are  connected  by  the  relation 

in  which  v'  denotes  the  specific  volume  of  water;    hence  the  derivative  —  is 
found  from  the  relation 


.[25] 


clH 
dT 
In  the  calculation  of  the  values  in  Table  5  two  courses  were  followed:  (a)  the 

rdi\ 
—  I      was  foimd  from  the  Davis  equation 

at 

i  =  1150.4+0.3745(7'-212)-0.00055(r-212)2 
0.90 


080 


«-['-:]. 


0.70 


0,00 


-_ y A 

1 — ^-^—^ y 

-— ^^ X 


O.-JO 

200  250  300  »J0  400 

Temperatui'Cdeg.fahr. 

Fia.  7    Curves  showinq  Variation  op  (cp),at  with  the  Temperature 


and  values  of  -    were  taken  directly  from  the  Marks  and  Davis  tables;    (6) 

the  derivative  was  found  from  [10]  (see  [23],  Appendix  No.  6)  and  values  of  the 
latent  heat  r  were  obtained  by  .subtracting  from  iaat  calculated  from  [10]  the  heat 
content  of  the  liquid  given  in  the  Marks  and  Davis  table.  Tabic  5  shows  the 
results  of  the  calculation. 

42  In  Fig.  7,  curve  A  represents  the  values  of  (Cp)sat  calculated  from  [7]  and 
curve  B  the  values  given  by  Knoblauch  and.  Jakob.  The  points  near  curve  A 
represent  the  values  in  column  3  of  Table  5  and  the  points  indicated  by  crosses 
represent  the  values  in  column  2.  The  agrocmont  between  curve  A  and  the  first 
set  of  points  is  sufficiently  close  to  afford  a  confirmation  of  equation  [7]  at  the 
saturation  limit.  For  temperatures  above  350  deg.  curve  B  is  clearly  inadmiss- 
ible. While  the  values  of  fcp),,!  obtained  from  Planck's  equation  [24]  are  in 
doubt,  depending  as  they  do  on  values  of  i  and  r  that  are  not  precisely  known 
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it  is  impossible  to  bring  the  points  calculated  from  [24]  in  harmony  with  curve  B. 
For  temperature  above  212  deg.,  at  least,  equation  [7]  satisfies  the  test  fur, 
nished  by  Planck's  relation. 

43  The  specific  heat  curves  derived  from  equation  [7]  may  be  tested  by 
a  method  developed  by  Dr.  Davis  in  the  paper  heretofore  cited.  It  is 
based  upon  the  following  relation  between  Cp  and  the  Joule-Thompson  coefficient 


Cp  —  \Cp)  t 


ro 


.[26] 


By  means  of  this  relation  the  ratio    — ^— may  be  calculated  for  assumed  values 

(Cp)o 
TABLE  0  VALUES  OF  cn  AT  SATURATION 


Calculated 

from  [22] 

Pressure, 

Calculated 

Lb.  per 

Knoblauch  and 

Sq.   Id. 

Using  Values  from 
Marks  and  Davis 

Using  Values  from 
119) 

from  (7l 

Jakob  Curves 

15 

0.4970 

0.4796 

0.4775 

0.472 

50 

0.5071 

0.5241 

0.5228 

0.508 

100 

0.5343 

0.5661 

0.5604 

0.665 

160 

0.5503 

0.5903 

0.5876 

0.630 

200 

0.5677 

0.6106 

0.6097 

0.705 

300 

0.5973 

0.6410 

0.6454 

0.898 

of  p  and  T  along  a  curve  of  constant  heat  content  i.  The  specific  heat  (cp)o 
is  taken  at  an  assumed  standard  pressure,  which  was  assumed  by  Dr.  Davis  as 
1  kg.  per  sq.  cm.  Evidently  the  method  gives  only  relative  results;  that  is,  it 
does  not  give  the  absolute  position  of  any  Cp  curve,  but  rather  the  spacing  of  the 
lamUyof  Cp  curves.      Using  the  data  given  by  Dr.  Davis  in  Table  5  of  his 

ji.iper,  the  various  ratios  — —  were  calculated  from  equation  [7]  and  the  results 

(Cp)o 

obtained  were  compared  with  the  results  derived  from  the  calculations  of 
Dr.  Davis.     Table  6  shows  the  two  sets  of  values. 

An  inspection  of  Table  6  shows  close  agreement  at  the  lower  pressures  and 
some  divergence  at  the  higher  pressures.  This  test,  while  of  value  in  a  general 
wsy,  must  be  taken  with  some  reservation.  In  the  first  place  the  value  of  the 
coefficient  ^i  is  not  known  with  absolute  accuracy.  Secondly  the  constant  i  curve 
that  must  be  laid  down  before  the  calculation  is  started  depends  upon  the  as- 
.sumed  saturation  values  of  i.  If  i,at  is  determined  from  [10]  instead  of  from  the 
Davis  formula,  the  constant  i  curves  will  lie  nearer  the  saturation  curve  and  as 

a  result  the  values  of  — ''-  calculated  from  equation  [7]  will  be  larger  at  the 
higher    iressures.  KCp)o 

44  A  test  that  appUes  at  low  temperatures  near  the  saturation  hmit  is  fur- 
nished by  Griessman's  equation 

di 
dT 


Cp  = 


1- 


dp 
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in  which  n  denotes  the  Joule-Thomson  coefficient.     This  relation  is  in  reality 
identical  with  that  given  by  equation  [22]  and  may  be  derived  from  [22]  with  the 


n  =  \  —  I  .    Since  m  and  Cp  are  intrinsically  positive, 
that  at 

&1. 

Dr.  Davis  concludes  from  this  condition  that  at  32  deg.  fahr.  (Cp)sat  must  be  as 
great  as  0.44.    From  [7]  the  values  of  (cp)9at  is  about  0.417.     A  consideration  of 

TABLE  6    COMPARISON  OF  Cp  RATIOS 


aid  of  the  defining  relation 

Griessman's  equation  imposes  the  condition  that  at  the  saturation  limit  Cp  must 

be  numerically  greater  than  the  derivative  |  ^,  |     •    On  page  290  of  his  paper 


Curve  1 

Curve  2 

Curve  3 

Curve  4 

Pressure, 

Cp 

Cp 

Cp 

Cp 

Kg.  per 

Temp- 

(Cp)o 

Temp- 

(Cp)o 

Temp- 

(Cp)o 

Temp- 

(Cp)o 

Sq.  Cm. 

erature, 
Deg. 

erature, 
Deg. 

erature, 
Deg. 

erature, 
Deg. 

Cent. 

From 

Cent. 

From 

Cent. 

From 

Cent. 

From 

Davis 

[7] 

Davis 

[7] 

Davis 

(71 

Davis 

[71 

0.1 

121.3 

0.946 

0.945 

149.0 

0.960 

0.962 

204.5 

0.984 

0.981 

287.8 

0.994 

0.993 

0.5 

121.3 

0  970  0.970 

150.5 

0.979 

0.979 

205.4 

0.991 

0.990 

1.0 

125.8 

1.000  1.000 

152.3 

1.000 

1.000 

206.4 

1.000 

1 .  000 

288.9 

1.000 

1.000 

2.0 

130.6 

1.060,1.053 

155.8 

1.041 

1.035 

208.5 

1.018 

1.020 

290.1 

1.007 

1.006 

3.0 

135.1 

1.120  1.10 

159.1 

1.082 

1.081 

210.5 

1.034 

1.039 

. 

3.5 

137.2 

1.150 

1.122 

6.0 

162.3 

1.122 

1.107 

212.5 

1.051 

1.057 

292.4 

1.020 

1.023 

6.0 

168.5 

1.200 

1.165 

216.5 

1.084| 1.091 

294.7 

1.032 

1.038 

8.0 

174.3 

1.264 

1.215 

220.2 

1.118  1.123 

297.0 

1.044 

1.062 

10.0 

179.7    1.344 

1.260 

223.9 

1.151  1.151 

299.2 

1.037 

1.066 

this  discrepancy  throws  light  on  the  question  heretofore  raised  relative  to  heat 
content  at  the  lower  temperatures.     The  minimum  value  0.44  assigned  by  Mr. 


L<"'J... 


Davis  is  evidently  derived  from  the  value  of  the  derivative  I  ~   I      nt    32    deg.; 

L         Jaat 

that  is,  it  is  the  slope  of  the  curve  giving  the  saturation  values  of  i  (see  Fig.  5) 
at  32  deg.  As  the  values  of  i  near  32  deg.  are  very  uncertain,  no  great  weight  can 
be  attached  to  this  particular  number  0.44.  From  the  connection  between  the 
equations  [7]  and  [10],  Griessman's  relation  is  automatically  satisfied  at  all 
temperatures  by  values  of  Cp  calculated  from  [7]  and  values  of  i  calculated  from 
[10];  hence  at  32  dog.  the  slope  of  the  curve  i,at=/(7'),  Fig.  5,  must  be  less  than 
0.417.  If,  however,  the  curve  were  lowered  to  agree  more  closely  with  the  ex- 
perimental points  the  slf)pe  at  32  deg.  would  be  increased,  an<l  as  a  result  Cp 
would  be  raised.  By  an  arbitrary  change  in  the  funcition  4>(T)  within  the  range 
of  32  deg.  to  212  deg.  the  curve  of  Fig.  5  may  be  wrenched  into  closer  agreement 
with   the  points  and    (Cp),at  at  32  deg.  may  be  correspondingly  raised.     In  [7] 
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^  (T)  was  taken  Jis  0.367+0.00017'.    Let  this  be  replaced  by  the  function  ^{T) 
=  0.501  -O.OOOIT;  then  in  [10]  the  first  two  terms  for  the  expression  for  i  become 


/v 


^(T)dr=0.501T-0.00005T2  H-C 

The  straight  lines  representing  4,{T)  and  iA(T)  (see  Fig.  8)  intersect  at  /  =210  deg. 
(7'  =  670);  hence  the  constant  C  is  determined  by  the  condition  that  the  value  of 
i  for  7  =  210  deg.  shall  be  the  same  when  calculated  by  the  modified  equation  us 
when  obtained  from  [10].  The  effect  of  this  modification  of  formula  [10]  is  shown 
by  the  dash  curve,  Fig.  5.  The  resulting  value  of  (cp)Bat  at  32  deg.  is  0.452, 
which  is  very  nearly  the  value  taken  by  Marks  and  Davis. 

45  The  proce.ss  just  described  is  wholly  artificial  and  cannot  be  justified  on 
any  rational  basis.  There  is  no  reason  to  suppose  that  the  function  <i>{T)  is 
properly  represented  by  a  broken  line,  as  shown  in  Fig.  8.  It  is  conceivable  that 
for  the  range  of  temperature  under  consideration  the  function  should  be  repre- 
sented by  a  curve  somewhat  of  the  form  shown  in  the  figure;  but  in  the  absence 
of  accurate  measurements  of  i  or  Cp  in  this  region,  it  is  not  worth  while  to  com- 
plicate the  equations  by  assuming  a  less  simple  form  for  the  function  <^(T).  The 
recent  work  of  Smith  '  points  to  the  conclusion  that  all  measurements  of  the 


1 — 

^  "^^ 

0  45 

>■< , 

'/•  (2 

■^-( 

1501 

ZS^GOoi  . 

.^ 

"^ 

0.44 

** 

-  — . 

.-- 

1 

ro5 

T? 

B^f— 

043 

^- 

-""JTrT 

r       1 

0.4^ 

'r 

0.41 

; 

1 

1 

0.40 

5 

L,,,,  . 
60 

1 

1 
00 

150 

^ 

1 

00 

1 
260 

3 

X) 

Fig.  8    Curves  representing  Possible  Forms  of  the  Function  i/-  (T)  near 

32  Deg.  Fahr. 


latent  heat  are  probably  somewhat  in  error  and  that  all  the  points  in  Fig.  5  are 
too  low;  hence  the  exact  value  of  i  near  32  deg.  are  uncertain.  No  accurate 
measurement  of  (Cp),at  near  32  deg.  is  available.  At  present,  therefore,  we  must 
be  satisfied  with  the  following  general  conclusions: 

a    The  value  of  (cp).at  at  32  deg.  probably  lies  between  0.42  and  0.45. 
6    The  curve  representing  <i>{T)  probably  lies  somewhat  above  the  line 

«^(T)=  0.367 +0.0001  r  (Fig.  8). 
c    The  curve  that  represents  the  relation  i^„t=f{T)  hes  very  close  to  the 
curve  of  Fig.  5.    If  Smith's  criticism  of  the  latent  heat  measurement 
is  just,  the  curve  as  a  whole  should  be  raised. 
46     The  most  important  conclusion  that  may  be  derived  from  this  discussion 
is  that  the  analysis  is  adequate  to  furnish  consistent  results  when  accurate  ex- 
perimental data  are  available.    With  accurate  meiisurements  of  i  near  32  deg., 
the  function  <^(T)  may  be  determined  and  from  this  accurate  value  of  Cp  may  be 
oljtained.     Conversely,  if  Cp  is  accurately  determined  ut  32  deg.  and  at  points 
in  that  vicinity,  so  that  the  function  <i>{T)  may  be  established,  then  the  course 
of  the  curve  for  i,at  will  be  determined. 
Physical  Review,  September  1911. 
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DISCUSSION 

H.  N.  Davis.^  Professor  Goodenough's  paper  is  of  great  value, 
and  the  characteristic  equation  which  he  proposes  is  by  far  the  best 
yet  suggested  for  steam.  Of  previous  characteristic  equations, 
several,  notably  Zeuner's  and  Tumlirz's,  have  been  of  such  a  form 
as  to  yield  simple  expressions  for  the  derivatives  and  a  beautiful 
thermodynamic  theory,  but  have  not  given  a  sufficiently  accurate 
representation  of  the  facts.  On  the  other  hand,  any  attempt 
to  follow  the  facts  more  closely  has  usually  led  to  a  much  less  con- 
venient form  of  equation.  Professor  Goodenough  has  been  able  to 
devise  an  equation  that  has  both  advantages.  It  represents  the 
experimental  volumes  quite  as  well  as  any  other,  and  it  is  par- 
ticularly well  adapted  to  thermodynamic  calculations. 

Professor  Goodenough  is  moreover  more  in  a  position  to  attack  a 
more  fundamental  problem  than  those  who  have  proposed  most 
previous  characteristic  equations,  for  they  had  only  one  sort  of 
experimental  data  to  work  from,  namely  specific  volumes.  Even 
in  Linde's  time  (1905)  the  true  values  of  the  total  heat  of  saturated 
steam  were  less  certain  than  at  present,  and  Knoblauch's  valuable 
measurements  of  Cp  had  not  been  published.  Professor  Goodenough 
has  formulated  not  merely  one  of  these  sorts  of  experimental  data, 
but  all  three. 

The  devising  of  such  a  system  of  equations  is  second  in  importance 
only  to  the  establishment  of  the  true  experimental  values  them- 
selves, for  not  only  are  closed  expressions  for  the  various  functions 
valuable  to  engineers,  but  by  far  the  easiest  way  to  compute  a  steam 
table  is  through  such  empirical  equations  whenever  they  are  avail- 
able. The  wTiter  has  therefore  been  interested  in  verifying  a  con- 
siderable number  of  Professor  Goodenough's  computations,  and  has 
been  much  impressed  by  their  thoroughness  and  accuracy  and  by 
the  fairness  of  his  discussion  of  the  results. 

It  should,  however,  be  remembered  that  no  empirical  equations 
can  ever  be  more  trustworthy  than  the  data  on  which  they  are  based. 
Professor  Goodenough  has  succeeded  remarkably  well  in  adjusting 
his  system  of  equations  to  all  the  three  kinds  of  known  data  over  a 
large  range  of  pressure  and  temperature.  But  nevertheless,  in  the 
regions  where  his  system  fails  to  represent  trustworthy  facts,  one 
should  not  be  misled  into  assigning  a  greater  validity  to  the  equations 
than  to  the  facts.     It  is  therefore  important  to  consider  with  some 

'  .\33istaat  Professor  of  Phyaics,  Harvard  University,  Cambridge,  Mass. 
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care  the  results  of  the  various  tests  to  which  he  has  subjected  his 
proposed  formulae. 

In  the  first  place,  there  is  no  question  but  that  his  characteristic 
equation  represents  the  volume  measurements  within  their  limit  of 
error.  This  is  not,  however,  an  assurance  that  the  equations  dedu- 
cible  thermodynamically  from  his  characteristic  equation  will  repre- 
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sent  adequately  the  specific  and  total  heats.  Linde's  equation  also 
represents  the  volume  measurements  within  their  limit  of  error,  and 
almost  certainly  gives  erroneous  values  for  Cp.  And  a  form  of  Tum- 
lirz's  equation,  proposed  by  Linde,  represents  the  volumes  almost 
as  well,  and  yet  demands  that  Cp  shall  not  vary  with  pressure  at  all, 
which  is  certainly  false.  Professor  Goodenough's  specific  and  total 
heat  formulae  must  therefore  be  considered  on  their  own  merits. 

As  to  specific  heats,  two  questions  are  involved :  (a)  Does  his  char- 
acteristic equation  predict  the  right  variation  of  Cp  with  pressure? 
(b)  Has  he  properly  evaluated  the  arbitrary  function  ^(T)  in  his 
equation  [6]  that  comes  in  as  a  constant  of  integration  and  represents 
the  variation  of  Cp  with  temperature  at  zero  pressure? 

The  easiest  way  to  answer  the  first  of  these  questions  is  to  reduce 
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all  the  known  measurements  of  Cp  to  zero  pressure  by  means  of  Pro- 
fessor Goodenough's  cliaracteristic  equation,  and  to  plot  the  results 
against  T.  This  has  been  done  in  Fig.  9.  All  the  points  should  lie 
on  a  single  smooth  curve.  It  appears  that  Holborn  and  Henning's 
points  are  probably  in  error  as  Professor  Goodenough  says.  Knob- 
lauch's points  do  fall  nearly  together,  much  more  so  than  would 
have  been  the  case  if  Linde's  equation  had  been  used  in  the  reduction, 
but  nevertheless  the  high  pressure  points  show  an  unmistakable 
tendency  to  run  high.  Therefore  Professor  Goodenough's  equation 
is  much  better  than  Linde's,  but  is  not  perfect.  It  is  undoubtedly 
sufl&ciently  accurate  for  most  computations  involved  in  engineering 
problems.  The  inaccuracies  are,  however,  such  as  may  be  expected 
to  lead  to  erroneous  values  for  the  total  heat  of  saturated  steam  at 
pressures  above  4  kg.  per  sq.  cm.  (57  lb.  per  sq.  in.)  and  temperatures 
above  143  deg.  cent. 

As  to  the  second  question,  the  points  in  the  figure  can  be  repre- 
sented by  a  straight  line  about  as  well  as  by  any  other  curve,  and  the 
line  proposed  by  Professor  Goodenough  is  as  good  as  any  other. 
But  it  should  be  remembered  that  all  the  points  in  the  figure  lie  be- 
tween 150  deg.  and  500  deg.  cent.  In  particular,  absolutely  nothing 
is  known  about  the  shape  of  the  curve  below  100  deg.  cent.,  and 
many  simple  functions  can  be  invented  whose  graphs  are  nearly 
straight  between  150  deg.  and  500  deg.  and  yet  show  considerable 
curvature  below  100  deg.  The  broken  line  in  Fig.  8  is  by  no  means 
a  fair  sample  of  what  could  be  done  in  this  region,  but  even  this 
broken  line  is  quite  as  reasonable  as  the  extrapolation  of  the  original 
straight  line  so  far  below  the  Umits  of  the  data  on  which  it  is  based. 
It  is  furthermore  certain  that  the  straight  line  can  not  be  extra- 
polated an  equal  distance  in  the  opposite  direction.  We  know  little 
enough  about  Cp  at  very  high  temperatures,  but  all  we  do  know 
shows  that  it  is  not  a  linear  function  of  the  temperature.  Therefore 
Professor  Goodenough's  straight  line  must  be  regarded  as  only  a 
first  approximation  to  the  truth.  In  the  region  of  importance  to 
engineers  it  is  good  enough,  but  at  low  and  at  high  temperatures  it 
is  probably  wrong. 

Finally,  as  to  total  heats,  at  temperatures  between  80  deg.  and 
160  deg.  cent,  the  agreement  of  Professor  Goodenough's  values  for 
tgat  with  the  facts  is  remarkably  good.  Above  170  deg.  cent,  they 
run  higher  than  the  values  which  the  writer  has  previously  sug- 
gested. This,  however,  is  exactly  the  region  where  the  proposed 
formulation    of   Cp  has  just  been  shown   to  be  somewhat  in  error 
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and  wliere  erroneous  values  for  isat  were  to  be  expected.  It  is  there- 
fore probable  that  Professor  Goodenough's  values  of  i^^t  are  less  reli- 
uh\c  than  those  previously  suss<'^+<'(l-  At  still  hifiher  temperatures  it 
is  certain  that  his  formula  for  the  total  heats  fails  to  represent  the  faets, 
for  at  the  critical  point  (To  =  1160  deg.  fahr.,  Pc  =  3188  lb.  per  sq. 
in.),  according  to  his  formula  /  is  about  11 70  B.t.u.  whereas  it  is  known 
to  be  about  900  B.t.u. ^  His  values  of  /s»t  must  therefore  run  increas- 
ingly too  high  at  very  high  temperatures,  and  it  is  by  no  means  un- 
reasonable that  some  error  of  this  sort  is  already  a])parent  at  190  deg. 
cent.  It  is  probable  that  this  imperfection  above  1()0  deg.  cent,  can- 
not be  removed  by  any  reasonable  alteration  in  the  function  \p(T), 
but  is  inherent  in  the  characteristic  equation  its(4f. 

Below  80  deg.  cent.,  also,  his  values  for  /«at  run  high,  until  at  0  deg. 
cent,  the  discrepancy  is  nearly  1  per  cent.  In  this  region  we  have  seen 
that  his  assumed  values  of  \p(T)  and  therefore  of  the  total  heat  at 
saturation  have  no  experimental  foundation  whatever.  Neither,  for 
that  matter,  has  the  characteristic  equation  itself  any  experimental 
foundation  below  110  deg.  cent.  There  can  be  no  question  but  that 
the  previously  accepted  values  of  the  total  heat  should  stand  un- 
changed. Even  the  objection  which  he  urges  on  page  491  that  all 
measurem(>nts  of  total  heats  are  uncertain  Ix'cause  of  priming,  is  less 
valid  at  low  temperatures  than  at  or  ab()V(>  100  deg.  cent,  because 
of  the  small  density  of  the  steam,  ami,  in  the  case  of  Smith's  measure- 
ments at  least,  because  of  the  experimental  methods  used.  There- 
fore the  argument  quoted  by  Professor  Goodenough  on  page  490 
is  still  valid,  and  (Cp)8at  at  0  deg.  cent,  should  probably  be  as 
high  as  0.44.  It  is  very  possible  that  this  imperfection  below  80  deg. 
cent,  could  be  removed  by  a  suitable  change  in  \I/{T),  as  he  suggests. 

Incidentally  Professor  Goodenough  is  quite  right  in  his  statement 

that  the  derivative  |  — )  is  not  a  linear  function  of  the  temperature 

\dT/ 
(curve  .4,  Fig.  6),  as  a  second  degree  fornmla  for  i^.^t  suggests, 
but  should  have  a  shape  somewhat  like  his  curve  B.  The 
WTiter's  straight  line  A  represents  the  data  on  which  it  was  based  just 
about  as  well  as  Professor  Goodenough's  straight  line  mentioned 
above  represents  the  value  of  Cp  at  zero  pressure,  and  no  better. 
That  is,  the  second  degree  equation  is  a  good  first  approximation 
for  i  itself  within  a  limited  range,  but  cannot  be  safely  differen- 
tiated, and  this  was  all  it  was  intended  to  do.     The  differentiation 

»  See  either  Davis,  Pror.  Am.  Acad.,  vol.  45,  1910,  p.  283,  fi^.  S,  or  Srhiilc. 
Z.  d.  V.  d.  I.,  1911,  p.  1512,  fig.  4. 
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of  an  empirical  formula  is  always  hazardous,  and  must  be  justified 
on  its  own  merits.  A  still  more  accurate  iormula,  expressed  in 
terms  of  the  latent  heat,  which  can  be  differentiated,  was  proposed 
in  the  paper  before  the  American  Academy  referred  to  above. 

To  sum  up,  Professor  Goodenough  is  the  first  who  has  ever  suc- 
ceeded in  reconciling  the  accepted  volume,  specific  heat,  and  total 
heat  measurements  through  a  thermodynamically  self-consistent  set 
of  equations  over  any  range  whatever.  He  has  done  this  over  a  very 
large  range.  Within  this  range  his  equations  can  be  used  with  con- 
fidence, and  are  very  valuable.  This  range  does  not,  however,  in  the 
writer's  opinion,  extend  much  above  the  pressure  corresponding  to 
a  saturation  temperature  of  160  deg.  cent.  (320  deg.  fahr.),  namely 
about  90  lb.  per  sq.  in.,  or  much  below  that  corresponding  to  80 
deg.  cent.  (l76  deg.  fahr.),  namely  about  7  lb.  per  sq.  in.  Even 
up  to  225  lb.  per  sq.  in.  (saturation  temperature  200  deg.  cent,  or 
392  deg.  fahr.),  the  errors  in  his  formulae  are  not  serious,  although 
for  theoretical  work,  especially  if  it  involves  differentiations,  the 
formulae  should  be  used  with  caution.  At  pressures  below  7  lb.  per 
sq.  in.  and  at  all  pressures  when  the  superheat  is  greater  than  400 
deg.  cent.  (720  deg.  fahr.)  the  formulae  should  be  regarded  only 
as  approximations  to  the  truth.  The  proposed  changes  in  the 
accepted  values  of  the  total  heat  of  saturated  steam  above  160 
deg.  cent.,  and  below  80  deg.  cent,  do  not  seem  to  be  justified. 

R.  C.  H.  Heck.  Having  worked  over  the  whole  ground  covered 
by  this  paper  to  the  extent  of  laying  out  a  complete  set  of  steam 
tables,^  the  writer  has  been  much  interested  in  making  a  critical 
examination  of  the  conclusions  here  presented  and  in  preparing 
graphical  comparisons  between  his  own  results,  the  tables  of  Marks 
and  Davis,  and  the  formulae  of  Professor  Goodenough. 

The  most  serious  fault  to  be  found  with  the  system  of  steam  pro])- 
erties  proposed  by  Goodenough  is  the  apparent  complete  lack  of  an 
effort  to  satisfy  Clapeyron's  equation  connecting  latent  heat  r  with 
saturation  volume,  namely 

-=AT'^^ [A] 

u  dt 

where  u  is  the  volume  increase  from  water  to  steam.  By  far  the  most 
precisely  determined  physical  relation  for  steam  is  that  between 
pressure  p  and  temperature  t  of  saturation;  and  the  p-t  formula 

'Published  in  The  Steam  Engine  and  Turbine,  1911. 
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established   by   Marks  ^   represents   the   recent   very   reUable   and 
accurate  data  with  such  precision  as  to  leave  nothing  better  to  be 

desired  in  the  way  of  an  exact  determination  of  — . 
The  disaccord  at  saturation  between  volume  and  heat  quantities 
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Fig.  10    Plot  of  pr  on  <  fob  1  lb.  of  steam,  with  p  in  lb.  per  sq.  in.  absolute,  »  m  cc. 

FT.,  t  IN  DEG.  FAHR.  LiNB  AD  REPRESENTS  THE  IDEAL  RELATION  pB  =BT,  CURVES  SS  ARE  8ATUR.*.- 
TION   LINES,    CD   IS   AN   ISOTHERMAL. 

Curves  CE  are  isothermals  in  a  plot  of  pv  on  p,  but  with  p  to  the  variant  scale  at 

THE  right,  which  SHOWS  THE  SATURATION  PRESSURE  CORRESPONDING  TO  TEMPERATURE  AS  SCALED 
UNIFORMLT  AT  THE  LEFT.  ThE  EXPERIMENTAL  POINTS  PLOTTED  ALONG  THESE  CURVES  SHOW 
ISOTHERMAL  OBSERVATIONS   OF  VOLUME,    BY   BaTTELLI  AT  448.5  DEG.   FAHR.    AND    BT    RaMSAY    AND 

Young  at  446  deg.  fahr. 


calculated  by  the  formulae  on  page  474  is  made  strikingly  apparent 
in  Fig.  12,  where  curve  2  represents  formula  [c]  and  curve  3  formula 
[a],  as  more  fully  described  beneath  the  diagram.  Over  the  range 
of  best  volumetric  experiment,  or  from  3G0  deg.  to  212  deg.  and 
lower,  there  is,  to  be  sure,  agreement  within  0.2  to  0.4  per  cent  of 

1  The  Journal,  May  1911,  p.  673. 


540 


CERTAIN   THERMAL    PROPERTIES   OF    STEAM 


latent  lioat  r.  Hut  tliis  agreement  seems  to  be  fortuitous,  because 
the  physical  data  arc  of  that  degree  of  concord,  rather  than  inten- 
tional. Above  3(30  dcg.  the  two  curves  diverge;  excessively,  with  the 
blame  about  equally  divisible  between  characteristic  equation  and 
formula  for  heat  content :  in  the  low  range  there  is  similar  ])ut  smaller 
difference  in  trend,  due  to  the  unwarranted  departure  of  the  tgat 
curve  from  the  result  of  experiment  as  laid  out  in  Fig.  13. 
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Fig.  11    The  portion  of  Fig.  10  bounded  by  dotted  onTLiNE,  with  incre.\sed  horizont.\i. 

BCALE  AND  WITH  LINES  OF  EQUAL  pV  INCLINED.      1'lOTTED  A'  I'OINTS  SHOW  EXPERIMENTS  OF  KNOB- 
LAUCH,   LiNDE   and    KlEBE    (as   in    FiO.    1-4    .VLSO),    with    only    a    short   range   NEAR   SATURATION 

given  in  .most  cases. 

In  Figs,  10   and    11,  one  horizontal  division  equals  from  .3.3  per  cent  (at  bottom)  to 
2.2  per  cent  of  the  saturation  value  of  pv. 


THE    CHARACTERISTIC    EQUATION 

The  general  idea  governing  the  development  of  a  pressure-volume- 
temperature  equation  for  .steam,  most  simply  written  in  the  form 

pv  =  BT-f{p,T) [B] 

is  to  give  the  constant  B  the  value  which  it  would  have  for  a  perfect 
gas,  according  to  the  molecular  weight  of  H2O,  and  then  make  the 
corrective  term  f(p,  T)  represent  and  measure  the  departure  of 
actual  from  ideal  substance.  The  rational  requirement  that  steam 
shall  approach  the  law  pv  =  BT  as  it  gets  farther  from  saturation  and 
as  density  becomes  less  calls  for  a  decrease  of  f{p,  T)  with  increase  of 
T  and  with  decrease  of  p. 
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The  Munich  volumetric  experiments,  ujion  which  are  based 
Lindc's  and  Goodenough's  characteristic  equations,  are  repres(>ntcd 
in  Fig.  14  l)y  a  direct  plot  of  pressure  and  temperature.  The  short- 
ness of  the  range  from  saturation,  out  into  the  region  of  superheat, 
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Fio.  12    Main  group  of  curves,  N'os.  1  to  4,  heat  content  at  saturation  (symbol  h  in- 
stead OF  i)   LAID  OUT  ON  TEMPERATURE  (: 

Curve  1,  by  writer,  in  close  accord  with  Marks  and  Davis. 

Curve  2,  from  Goodenough's  formula  [cl  for  heat  content,  evaluated  at  saturation. 

Curve  3,  from  volumes  as  given  by  Goodenough's  formula  [a],  by  means  of  Clapeyron's 

equation,  using  p  and — ^  from  Marks'  equation  in  the  Journal  for  may  1911. 
dl 

Curve  4,  the  old  straight-line  formula  of  Regnault. 

Second  group  of  curves,  amount  by  which  the  heat  of  liquid  q  exceeds  the  tempeka- 
ture-rise  (<— 32)  to  b.t.u.  scale  at  top: 

Curve  R,  Uegnault's  formula. 

Curve  P,  peabody,  based  on  Regnault's  data. 

Curve  //,   by  writer,  same  d.^ta  as  Marks  and  Davis,   essential  agreement  except 
ABOVE  440  deg. 


is  at  once  apparent.  The  most  that  these  con.stant-volumc  i)()int 
series  can  do  is  to  establish  the  initial  trend  of  curves  which  in  the 
distance'  shall  become  asj-mptotes  to  straight  lines  from  the  ideal 
equation  pv  =  BT.    Since  at  saturation  we  have' the  double  resurcee 
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of  direct  measurement  of  volume  and  of  indirect  determination 
through  Clapeyron's  relation,  the  idea  of  the  saturation  line  as  fur- 
nishing well  located  starting  points  for  any  superheat  curves  is  to 
be  strongly  emphasized. 

In  Linde's  equation,  the  term  /(p,  T)  is  separable  into  two  distinct 
factors  which  are  respectively  functions  of  p  and  T,  or  we  may  write 

f{v,T)=F^XF, [C] 

The  writer  has  retained  Linde's  value  of  the  pressure  factor 


Fp(7?+0.0014p2)  or  p(l  + 


\      700/ 


[D] 


then  after  adjustment  of  the  pfgat  curve  the  difference  {BT—pVant) 
was  divided  by  Fp  in  order  to  get  Ft.  This  scheme  was  followed  up 
to  nearly  550  deg.  fahr.,  with  the  results  shown  comparatively  in 
Fig.  15 :  extension  into  the  high  range  is  nothing  more  than  a  graph- 
ical extrapolation  of  Ff  Since  Goodenough's  corrective  term  would 
take  the  general  form 

Kv,T)^av^UU [E] 

it  cannot  be  included  in  the  comparison  made  in  Fig.  15. 

While  the  diagram  of  py  on  <  is  a  most  effective  instrument  for  the 
study  of  saturated  steam,  we  must  change  to  pv  on  p  in  order  to  get 
a  useful  representation  of  the  isothermal,  which  in  Fig.  10  at  first 
appears  as  line  CD.  The  obvious  thing  is  a  uniform  scale  of  p  with 
the  curve  in  true  form  and  showing  exactly  the  influence  of  p  in 
f{p,  T).  But  for  purposes  of  illustration  and  comparison  within  a 
moderate  space,  the  scheme  used  in  the  right-hand  part  of  Fig.  10 
and  more  extensively  in  Fig.  16  is  rather  more  convenient. 

In  Fig.  10,  curve  1  from  C  to  ^  is  essentially  Linde's  isothermal, 
determined  by  Fp  as  written  in  equation  [D] ;  curve  2  is  from  Good- 
enough's  equation,  with  the  smaller  curvature  resulting  from  the  use 
of  0,0006  instead  of  0.0014  as  coefficient  of  p^\  and  line  2a  would  be 
a  straight  line  if  p  were  measured  to  a  uniform  scale.  At  low  and 
moderate  pressures  the  curvature  of  the  isothermal  with  p  is  so  small 
that  it  can  vary  considerably  within  the  limit  of  observational  irregu- 
larity of  the  Munich  experiments  and  within  their  short  range.  But 
the  Ramsay  and  Young  results,  as  plotted  in  Fig.  16,  seem  to  confirm 
the  greater  curvature  of  Linde  rather  than  the  less  curvature  of 
Goodenough.  Certain  it  is,  as  the  writer  has  found  by  trying  out  a 
tentative  plot  of  pv  on  uniform  p  clear  up  to  the  critical  pressure, 
that  isothermals  from  550  to  700  deg.  will  have  to  be  curved  inward 
quite  markedly  from  Linde's  form,  at  high  pressures,  in  order  to 
make  them  touch  the  probable  saturation  curve  at  their  character- 
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istic  temperatures:  apparently,  a  pressure  factor  containing  higher 
powers  than  p^  is  indicated. 

On  the  whole,  the  conclusion  seems  justified  that  Goodenough's 
decrease  in  the  curvature  oi  the  pv-p  isothermals  is  a  step  in  the 
wrong  direction. 


400 


1220 


Fig.  13  Portion  of  Fio.  12  within  dotted  outline,  uobizontal  scale  enlabqeo  and 
LINES  of  equal  h  inclined.  Same  curves  as  in  Fig.  12,  except  that  No.  3  now  represents 
the  tables  of  Masks  and  Davis  instead  op  results  from  Goodenouqh  through  Clapbtbon. 
As  TO  the  expebimi^ntal  points,  the  foub  at  32  DEO.  show  different  interpretations  of 
Dieterici's  mean  result,  according  to  value  of  underlying  physical  unit  of  enerqt; 
AND  the  Henning  points  show  original  values,  not  increased  by  the  1.3  or  1.4  B.t.u.  sug- 
gested by  Smith. 

In  Figs.  12  and  13,  one  hobizontal  division  of  10  B.t.o.  equals  from  0.9  peb  cent,  at 
bottou,  to  1.5  per  cent  or  latent  heat  r. 


TOTAL   HEAT  AT   SATURATION 


There  is  no  doubt  in  the  writer's  mind  that  Davis'  formula  for 
total  heat  from  212  deg.  to  400  deg.  is  essentially  correct,  within  the 
limit  of  1  B.t.u.  which  he  claimed  for  it.  But  with  rigid  adherence 
to  that  second-degree  equation  it  is  not  possible  to  extend  a  smoothly 
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continuous  curve  l)eyoncl  the  limits  lumuHl.    As  a  means  of  adjust- 

.111 
ment  to  better  form,  the  rate  of  change  - —  was  therefore  made  to 

dt 

vary  according  to  a  smooth  curve.  It  may  be  appropriate  to  remark 
that  "total  heat"  is  here  being  used  with  exactly  the  same  meaning 
as  "heat  content"  in  the  paper.  As  to  symbol,  h  stands  for  total 
heat  in  general,  H  for  the  particular  value  at  saturation. 

Concerning  the  plot  of  experimental  points  in  Fig.  13,  a  few  notes 
may  be  added  to  those  beneath  tlie  diagram.  The  double  G  points 
show  lower  values  as  originally  reported  and  higher  values  as  cor- 
rected by  Smith.  The  Henning  values  are  original,  since  Henning 
in  his  second  ])a]ier  '  says  that  Smith's  proposed  correction  is  a  mis- 
take. The  Regnault  points  are  group  averages  as  arranged  by 
Smith.-  While  total  heat  H  is  laid  out  in  Figs.  12  and  13,  both  ex- 
periment (except  by  Regnault)  and  calculation  through  Clapeyron's 
equation  give  latent  heat  r,  to  which  must  be  added  the  liquid  heat 
q.  In  all  cases  this  q  was  taken  from  a  tabular  column  represented 
by  curve  H  in  Fig.  12. 

The  lack  of  agreement  between  curves  2  and  3  of  Fig.  12  has 
received  sufficient  comment.  The  difference  between  curves  1  and 
3  in  the  same  figure,  below  360  deg.,  is  due  chiefly  to  volume  differ- 
ences represented  by  the  py  curves  1  and  2  of  Figs.  10  and  11;  but 
below  212  deg.  a  little  of  it  comes  from  the  fact  that  the  writer's 

dx) 
values  of       ,  worked  out  before;  the  publication  of  Marks'  equa- 
dt 

tion,  are  not  quite  identical  with  results  from  that  equation. 

TOTAL   HEAT   OF    SUPERHEATED    STEAM 

The  best  calorim(^tric  experiments,  while  essentially  correct,  are 
not  precise  enough  to  make  possible  an  accurate  layout  of  a  system 
of  Cp  curves  in  a  purely  empirical  way:  this  is  clearly  evident 
from  a  glance  at  Fig.  13  and  is  the  reason  why  some  such 
scheme  as  that  proposed  by  (loodenough  must  be  resorted  to.  The 
writer  has  devised  another  and  simpler  method,  of  which  the  de- 
scription is  reserved  for  independent  presentation,  which  is  con- 
cerned primarily  with  total  heat  and  uses  Cp  rather  as  a  check. 
Developed  from  the  work  of  Davis  on  the  Joule-Kelvin  coefficient  n, 
this  device  determines  the  shape  and  location  of  isothermal  lines  in 

'  Annalen  dcr  Physik,  vol.  29,  p.  445. 

«  Monthly  Weather  Review,  October  1907. 


DISCUSSION    BY   R.    C.    H.    HECK 


545 


600 


Fia.  14  Pressdre-temperatdre  diagram  for  constant-volume  observations,  expert- 
MENT8  OF  Knoblauch,  Linde,  and  Klebe  at  Munich.  Base  (vertical)  temperature  Fahren- 
heit,   ORDINATE    (horizontal)    ABSOLUTE    PRESSURE   IN    POUNDS   PER   SQUARE   INCH   ABSOHTTE. 

Curve  SS,  saturation  line:  AB  and  G/I  show  the  p—l  relation  i-ou  1  lb.  of  jjiteam  in 

A  VOLUME  OF  3  CU.  FT.  AND  OF  24  CU.  FT.  ACCORDING  TO  LiNDE's  FORMULA:  EF  IS  THE  IDEAL  LINE 
FOR  3  CO.  FT.,  FROM  THE  EQUATION  pv  =BT.  ThIS  FE,  PRODUCED  DOWNWARD,  WOULD  INTERSECT 
THE  TF.MPERATDRE   AXIS   (OR   LEFT-EDOE   LINE   OF  ZERO    PRESSURE)    AT  ABSOLUTE   ZERO. 
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Fio.  15    Temperature  factor  Ft  in  Linde's  characteristic  equation  for  .steam.    Curve 

L.    from   the   OHIUINAL   FORMULA,   CURVE    //,    AS   MODIFIED   AND   EXTENDED   BY   THE   WRITER. 
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FiQ.  16     Plot  of  pv  on  p,  witu  p  to  vari\blb  scale  cobrbspondino  with  satuhation 

TBMPEHATDBE,    MADB    TO    TEST   FORM    OF    ps  — p    ISOTHEBMALS. 

COBVE  SS,  SATaB.VTION  LINE  AS  MODIFIED  DY  WRITES  FROM  LiNDE's  EQUATION;  THE  MdNICII 
aATOBATIO^f  VALUE:!,    MARKED  L,   ARE   PLOTTED  ALONG  THIS  CURVE   FROM  240  TO  360  DEO.   FAHU. 

FOLL-HNB  CURVES  TT,  ISOTHERMAL^  WITH  LlNDE  VALUE  OF  7'^,  AS  WRITTEN     IN   EQUATION  [D]. 

ClBOLB  POINTS  MARKED  R,  ISOTHERMAL  OBSBRVATION8  OF  RaMSAY  AND  YOUNQ,  WITH  DOTTED- 
LIND  CUBVBa  DBAWN  AS  POBSLT  BXPBBIUBNTAL  BBaULTS. 
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Fio.   16. — Continu«d 


Black-dotted  points  mabked  B,  isothermal  observations  by  Battblu,  bvidbntlt  of 

IVKERIOR   ACCraACY. 

One  dotted  curve  at  450  deq.,  marked  G,  Goodenouoh'b  isothermal,  the  same  ab  cubte 
Cia-2  IN  Fig.   10. 


1540 


1520 


300 


Fio.   17     Plot  op  total  heat  h  on  pressure  p,  for  superheated  steam.     Curves  SS, 

SATURATION  LINES;  CURVES  TT,  ISOTHERMALS  AT  THE  TEMPERATURES  MARKED.  DIAGRAM  18 
continuous  up  TO  600  DEG.,  then  scale  is  BROKEN  AND  ISOTHERMALS  AT  1000  DEG.  ARE  COM- 
PARED. 


a  plot  of  total  heat  on  pressure.  A  comparison  of  results  is  given  in 
Fig.  17,  whore  there  is  a  wonderfully  close  agreement  with  Good- 
enough's  formula  for  i,  up  to  GOO  dog.  fahr.  In  the  high  range, 
represente'd  by  one  set  of  isothcrmals  at  1000  dcg.,  a  big  discrepancy 
appears,  due  simply  to  the  use  by  the  writer  of  the  Holborn-Henning 
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determination  of  heat  added  in  superheating  under  atmospheric 
pressure.  That  this  must  he  superseded  by  the  higher  result  of 
KnoWauch  and  MoUier  is  ])rol)al)ly  true. 


400    Peg  500 


FahB.  500  600  700  800 


Fio.  18    Curves  of  shecific  he\t  Cp.    Each  PP  curve  is  drawn  for  the  pressure  corbe- 

8PONDINO  WITH  THE  SATURATION  TEMPERATURE  WHICH  DESIGNATES  THE  CURVE.  ThE  SMALL 
SEPARATE  SECTIONS  COMPLETE  THE  MAIN  DIAGRAM  AT  TOP,  RIGHT,  AND  LEFT.  ThE  SCALE  OF  C,,  IS 
VARIED  AB  CONVENIENT.  CuRVE  SS  IS  THE  SATURATION  LINE,  AT  WHICH  SUPERHEATING  BEGINS, 
AND    ITS  ORDINATE   IS  THE    INITI  M.   Ill'ill    VALUE   (Cplsnt. 


Xow  the  coiifonuil  y  of  tlie  i.sothermals  in  Fig.  17  exists  in  spite 
of  the  (juitc  marked  diltVrence  at  saturation  which  appears  in  that 
figure  and  more  extensively  in  Fig.  12.  'i'iic  writer's  i.sothermals 
reach  their  lower  saturation  line  Ij}^  curving  more  rapidly  as  they 
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approiK-h  it.  Tliis  involves  the  higlior  trend  of  the  Cp  curves  toward 
saturation  which  is  shown  in  Fig.  18.  The  line  of  (c,,)sat,  here  very 
ditferi'ut  from  curve  A  in  Fig.  7,  is  t'cjually  hased  on  Planck's  equa- 
tion 

(rp)eat  =  '^^-:+'(":)        [F] 


r     r/dv\ 

r   i\dtlv> 


dt     T 

The    comparative  numerical  example  presented    in    tabular   form, 
Table  7,  will  effectively  illustrate  several  important  points. 


-2.0745  G 
-2.073     H 

M 

^.088 
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G    2.557- 
H     2.555- 
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Fk;.  19  llvTK  OF  K..VP.\NSION  UNDER  CONST.\XT  PRESSURE,  AT  THE  PRESSURE  274  LB.  AUS.,  WHICH 
rORRF.rtPO.NDS  WITH  400  UKG.  S.\TUU.VTION  TEMPERATURE.  CuRVES  G,  OOOUKNOUOH'S  FORMULA  [o|, 
fMIRVK.H   //,    F/INDE'.-J    LAVOUT   AS   SI.HrHTI.Y    MODIKIKD    BV   THK   WHITER. 


In  this  example,  the  first  line  of  each  pair  (case  a)  gives  values 
computed  from  the  fornmlae  in  the  pa])er,  with  Marks'  i)ressure- 
temperature  equation,  the  second  line  (case  6)  gives  results  pre- 
viously calculated  b}'  the  writer.  Detailed  description  of  the  items 
will  be  found  in  the  subjoined  notes.  In  lines  2. and  3,  differences 
are  insignificant;  in  lines  5,  (3,  and  10  appear  discrepancies  due  to 
the  disagreements  shown  in  Figs.  10  and  12,  becoming  fairly  large  at 
the  upjx'r  limit  of  temi)erature  and  pressure,  or  in  the  last  two 
columns;  but  the  really  significant  differences  in  data  for  this  cal- 
culation are  found  in  lines  4  and  12,  or  in  the  rates  of  change  of 
volume  and  of  total  heat. 

The  general  scheme  of  the  calculation  is  to  evaluate  the  last  two 

terms  of  the  expression  in  equation  [F],  then  combine  them  in  line  11, 

dH 
thus  getting  a  number  to  be  added  to  — .    Note  that  up  to  212  deg. 

dt 
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this  "difference"  is  small  and  has  little  weight  in  comparison  with 
the  heat  derivative ;  but  in  the  high  range  relations  are  reversed,  and 

the  expansion  rate  —  assumes  major  influence. 

Considering  the  low  range  first,  in  line  136,  (Cp)Bat  is  seen  to  be  a 
little  greater  at  32  deg.  than  at  120  dcg.,  which  is  against  reasonable 
probability;  this  indicates  that  the  lower  end  of  the  writer's  curve 
of  total  heat  H  ought  to  be  swung  a  Uttle  way  toward  the  right,  per- 
haps by  as  much  as  0.5  B.t.u.  at  32  deg.  Goodenough's  layout  of 
H  and  Cp  appears  to  be  self -consistent,  but  as  already  noted  is  wholly 
out  of  accord  with  the  experiments  on  latent  heat.  The  fancied 
need  of  extending  Cp  into  the  range  of  low  temperature  as  a  rectilinear 
function  of  t  is  not  a  suflficient  reason  for  such  radical  departure  from 
the  trend  of  both  direct  and  indirect  determination  of  H.  In  Fig. 
18  the  lowest  value  of  Cp,  between  212  deg.  and  32  deg.,  is  0.453,  as 
against  0.432  in  a  curve  for  1  lb.  absolute  pressure  (102  deg.  at 
saturation)  from  formula  [&],  given  in  Fig.  72  of  Goodenough's 
"Principles  of  Thermodynamics." 

In  the  high  range,  the  whole  question  comes  back  to  the  character- 
istic equation,  already  considered  from  one  point  of  view  under  that 

dv 
heading.     Here  the  matter  of  interest  is  the  rate  of  expansion  -- 

at 

under  constant  pressure,  and  comparisons  are  made  in  Fig.   19. 

Curves  AB  and  CD  show  — ,  greatest  at  saturation  and  tending  to 

dt 

r> 

approach  the  ideal  value  -  (in  line  EF).    Curves  in  the  upper  group 

P 
give  the  difference  between  ideal  volume  v'  and  actual  volume  v, 
measured  in  the  diagram  from  top  line  down  to  curve:  values  of  v' 
are  marked  on  the  figure  for  the  limiting  temperatures  shown.  Line 
MN  represents  the  constant  0.088  in  formula  [a],  and  curve  KL 
tends  to  approach  this  as  superheat  increases :  curve  PQ  on  the  other 
hand,  tends  to  become  an  asymptote  to  the  top  or  zero  line.  As  to 
the  volumetric  behavior  of  steam  at  high  pressures  and  at  very  high 
temperatures  we  have  no  experimental  data,  and  accurate  experi- 
ments would  be  exceedingly  difficult  if  not  impossible.  But  the 
Linde  concept  seems  to  offer  a  better  working  hypothesis  than  the 
other. 

The  writer's  curves  of  Cp  in  Fig.  18  have  been  spaced  vertically  by 
using  a  relation  quite  other  than  that  expressed  by  the  derivative 


DISCUSSION   BY  R.    C.    H.   HECK 


561 


TABLE  7    COMP.\UVriVE  CALCULATIONS  OF  SPECIFIC  HEAT   AT   SATURATION. 
BY  PLANCK'S   EQUATION 


t 

1  r 

32 
491. C 

120 
579.6 

212 
671.0 

320 
779.6 

400 
859.6 

480 
939.0 

560 
1019.6 

2    p 

(a)  0.0886 
(6)  0.0886 

1.687 
1.689 

14.672 
14  097 

89.64 
89.60 

247.1 

240.9 

564.9 
504.6 

1130.5 
1133.9 

'f 

(a)  6.733 
(6)  6.723 

0.3535 
0.3527 

0.04064 
0.04052 

0.006652 
0.006647 

0.002413 
0.002412 

0.001056 
0.001055 

0.000527 
0.000622 

*(a 

(o)  6.750 
(6)  6.732 

0.3598 
0.3573 

0.04327 
0.04297 

0.007774 
0.00828 

0.003093 
0.00364 

0.001513 
0.00209 

0.000876 
0.001504 

5    r 

(a)  1079.7 
(6)  1072.8 

1027.6 
1024 . 5 

970.4 
969.7 

895.3 
894.3 

831.8 
827.9 

768.8 
749.5 

671.6 

647.6 

A    u 

(o)  3309 
(6)  3304 

204.1 
203.7 

26.84 
26.76 

4.904 
4.896 

1.851 
1.853 

0.796 
0.807 

0.355 
0.371 

r 
7    i 

(o)  0.3263 
(6)  0.3252 

5.036 
5.030 

36.16 
36.24 

182.55 
182.67 

449.4 
447.0 

952.8 
928.7 

1893 

1745 

SATf 

0.3246 

5.032 

36.23 

182.95 

447.3 

925.0 

1709 

rdv 
9   JU 

(a)  2.203 

(b)  2.189 

1.812 
1.797 

1.565 
1.557 

1.419 
1.514 

1.390 
1.616 

1.442 
1.940 

1.658 
2.626 

10    J. 

(a)  2.196 
(6)  2.182 

1.773 
1.768 

1.445 
1.444 

1.148 
1.147 

0.968 
0.963 

0.808 
0.798 

0.659 
0.635 

11    diff. 

(a)  0.007 
(6)  0.007 

0.039 

0.029 

0.120 
0.113 

0.271 
0.367 

0.422  ' 
0.653 

0.634 
1.142 

0.999 
1.991 

dH 
12     d< 

(o)  0.411 
(6)  0.464 

0.398 
0  432 

0.359 
0.371 

0.287 
0.265 

0.219 
0.166 

0.121 
0.02 

-0.053 
-0.43 

13  (Cp)3at 

(a)  0.418 
(6)  0.471 

0  437 
0.461 

0.479 
0.484 

0.558 
0.632 

0.641 
0.819 

0.755 
1.16 

0.946 
1.50 

Line  1.     Saturation  temperature,   at  about  equal  intervals  over  the  whole 
range  of  Figs.  10  and  12. 

Line  2.    Cat^e  (a),  Marks'  equation;  case  (b),  writer's  table. 

Line  3.    Writer  ut^cd  0.5956  for  B  instead  of  0.6963.    This  -  would  be  the  same 

P 

as  —  if  the  steam  were  a  perfect  gas,  following  pv  =  BT. 

Line  4.    Case  (a),  from  formula  [a],  differentiated  as  in  Appendix  No.  2.    In 

any  case,  it  is  —  plus  a  corrective  term.    From  the  writer's  table  the  latter  is 

found.    Compare  equation  [C]  as 


[G] 


552  CERTAIN  THERMAL  PROPERTIES  OF  STEAM 

Line  5.  Cases  (a)  and  (6)  correspond  with  curves  2  and  1  in  Fig.  12,  using 
q  as  by  curve  H,  Fig.  12. 

Line  6.    Values  correspond  with  curves  2  and  1  respectively,  in  Figs.  10  and  11. 

Line  7.  In  case  (a)  these  are  found  by  division  of  the  preceding  numbers, 
hence  do  not  conform  to  Clapeyron's  equation;  in  case  (b)  they  are  identical 
with  the  quantity  represented  by  the  heading  of  line  8. 

Line  8.    This  ratio  is  from  Marks'  jp  —  t  equation,  for  comparison  with  line  la 

especially.     Difference  from  76  at  480  and  560  deg.  measures  the  error  in  the 

writer's  older  -p  —  t  relation. 

r 
Line  9.    The  last  term  of  Planck's  equation:  -is  from  line  7. 

u 

Line  10.    Calculated  with  r  as  in  line  5. 

Line  11.    The  difference  ( „V  which  when  added  to—     will  give  (Cp)8at. 

\udt     Tj  dt 

dv 
Line  12.    Case  (a)  is  calculated  from  formula  [c],  using    -  from  Marks'  equa- 

dl 

tion. 

Line  13.    Add  line  11  to  line  12.    Case  (a)  is  represented  by  curve  {A),  Fig.  7 


of  the  rate  of  expansion;  in  fact  there  was  a  combination  of  several 
requirements  which,  with  the  data  now  existing,  do  not  agree  exactly 
in  result,  so  that  some  adjustment  and  compromise^  was  necessary. 
To  bring  the  curves  into  accord  mth  results  ol)tained  by  applying 
Cioodenough's  method  to  the  slightlj^  modified  Linde  layout  of  v  as 
related  to  j)  and  fxwould  call  for  some  further  adjustment.  However, 
the  difference  between  curves  CD  and  AB  in  Fig.  19,  notably  the 
greater  and  more  rapidly  changing  slope  of  CD,  is  all  in  the  direction 
of  a  confirmation  of  the  general  form  of  Fig.  18. 

CONCLUSIONS 

There  is  and  can  be  no  question  as  to  the  validity  of  the  principle 
expressed  by  the  introductory  and  fundamental  mathematical  rela- 
tion of  the  paper.  The  debatable  matter  is  the  quantitative  validity 
of  the  characteristic  or  p-v-t  equation.  Tested  by  conformity  to 
volumetric  experiment  and  as  to  derived  results  affecting  thermal 
relations,  Goodenough's  system  does  not  seem  so  good  as  Linde's. 
The  failure  of  equation  [10]  or  formula  [c]  to  agree  at  saturation  with 
either  experimental  or  derived  heat  values  is  a  decided  failure  to 
represent  all  th(!  data.  The  fact  that  curve  1  of  Fig.  11,  in  accord 
with  the  latent  lieat  experiments,  lies  within  curve  2  which  perhaps 
more  exactly  represents  volume  measurements,  is  srtme  confirmation 
of  the  contention  that  all  the  latent  heat  determinations  may  be  a 
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little  small:  but  there  is  no  justification  for  any  such  change  of  rela- 
tive valu(>s  as  that  from  curves  1  and  3  to  curve  2  in  Fig.  13.  On  the 
whole,  there  is  just  a  bit  of  ground  for  the  opinion  that  the  author  has 
set  up  a  mathematical  system  and  tried  to  make  the  physical  facts 
conform  to  it. 

FoHHKST  E.  Cahdullo.  The  tendency  on  the  part  of  certain 
writers  to  regard  thermodynamics  as  a  brnnch  of  applied  mathe- 
matics rather  than  a  brancli  of  physics  is  to  be  regretted.     Pro- 


Temperatuio 
Fir..  20   Relation'  hf.twken   Spkcific  Heat  and  Ahsolute  Tempeuaturr 

OK    tSUPEKHEATED    fcJXEAM. 

fessor  Goodenongh's  paper  is  an  extreme  case  in  point.  He  first 
devises  certain  general  equations  of  unknown  form  and  then  at- 
tempts to  discover  the  form  which  these  equations  should  have 
from  a  consideration  of  isolated  investigations  whose  physical 
interpretation  he  does  not  attempt  and  for  whose  relative  value 
he  makes  no  allowance.  It  seems  to  me  that  this  is  approaching 
the  problem  from  the  wrong  standpoint.  A  better  method  of 
procedure  would  be  to  frame  a  physical  hypothesis  which  will 
account  for  the  observed  facts  in  the  properties  of  superheated 
steam  and  then  frame  an  equation  which  represents  this  hypoth- 
e.sis.  The  hy])othesis  must  be  founded  up«m  our  knowledge  of 
the  physical  constitution  of  matter  and  the  fundamental  laws 
which  govern  it. 


554  CERTAIN   THERMAL   PROPERTIES   OF   STEAM 

To  illustrate,  let  us  seek  a  physical  interpretation  of  the  curves 
which  represent  the  specific  heat  of  superheated  steam  at  differ- 
ent pressures.  One  of  these  curves  for  steam  of  reasonably  high 
pressure  is  represented  by  line  AB  in  Fig.  20,  in  which  the  ordi- 
nates  are  specific  heats,  and  the  abscissa?  absolute  temperatures. 
From  this  figure  it  will  be  seen  that  the  specific  heat  diminishes 
as  the  temperature  increases,  that  it  leaches  a  mininmm  value, 
and  that  it  then  slowly  increases  and  apparently  becomes  asymp- 
totic to  the  line  EF.  An  appeal  to  the  kinetic  theory  of  heat  in 
its  application  to  imperfect  gases  will  serve  to  explain  the  pecu- 
liar form  of  this  curve. 

A  portion  of  the  heat  added  is  expended  in  increasing  the 
translational  energy  of  the  steam  molecules,  i.  e.,  in  increasing 
the  temperature.  The  quantity  of  heat  so  added  is  strictly  propor- 
tional to  the  change  in  temperature  and  the  effect  of  this  item  on 
the  specific  heat  is  constant.  A  second  portion  of  the  heat  energy 
added  is  expended  in  increasing  the  internal  energy  of  the  mole- 
cules. Clausius  has  shown  that  the  heat  so  added  is  proportional 
to  the  change  in  temperature  and  that  the  effect  of  this  item  on 
the  specific  heat  is  also  constant.  Were  steam  a  perfect  gas, 
these  two  items  would  be  the  only  ones  affecting  heat,  which 
would  be  constant,  and  represented  in  the  diagram  by  the  hori- 
zontal dotted  line  CD. 

Since  the  steam  molecules  attract  one  another,  it  is  necessary 
to  expend  a  certain  amount  of  energy  in  separating  them  as  the 
steam  expands  at  increasing  temperatures.  The  further  apart 
they  are  the  less  tlieir  attraction  for  one  another  and  the  less 
the  energy  required  to  separate  them  by  a  given  distance.  The 
amount  of  heat  added  for  this  purpose  rapidly  decreases  as  the 
temperature  increases  and  the  specific  heat  curve  due  to  the  com- 
bined effects  already  mentioned  would  follow  the  dotted  line 
^777,  which  is  asymptotic  to  the  line  CD. 

The  internal  energy  of  the  molecules  varies.  In  some  cases  it 
has  a  high  and  in  others  a  low  value.  When  the  internal  energy 
of  a  steam  molecule  is  so  great  as  to  overcome  the  mutual  attrac- 
tions of  the  atoms,  it  is  split  up  into  three  parts,  each  one  of 
which  becomes  a  new  monatomic  molecule.  The  amount  of  heat 
necessary  to  raise  the  temperature  a  given  amount  is  somewhat 
greater  in  the  case  of  three  monatomic  molecules  than  it  is  in  the 
case  of  one  triatomic  molecule.  Consequently  as  the  temperature 
of  the  steam  increases  the  specific  heat  increases,  since  a  larger 
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and  larger  proportion  of  the  molecules  is  disrupted.  Finally 
when  all  the  molecules  are  disrupted  the  specific  heat  becomes 
asymptotic  to  the  upper  dotted  line  EF.  The  true  curve  of 
specific  heat  therefore  lies  slightly  above  the  line  Gil  and  gets 
further  and  further  above  it  as  the  temperature  increases,  having 
the  form  shown  by  the  solid  line  and  becoming  asymptotic  to  KF. 

Now  it  is  an  easy  matter  to  compute  the  positions  of  CD  and 
EF,  to  trace  the  curve  AB,  and  finally  obtain  an  empirical  equa- 
tion which  will  satisfy  the  conditions  outlined. 

It  seems  preferable,  however,  to  compute  the  energy  required 
to  separate  the  molecules  by  methods  analogous  to  those  employed 
in  celestial  mechanics,  and  to  compute  the  i)roportion  of  mole- 
cules disrupted  at  different  temperatures  by  the  theory  of  prob- 
abilities, and  from  the  determinations  so  made  to  derive  a  ra- 
tional equation  for  the  heat  of  superheat  of  steam  of  any  given 
pressure  and  temperature.  It  is  then  possible  to  derive  the  other 
properties  of  steam  by  recognized  thermodynamic  methods. 

In  employing  this  method  the  Joule-Thompson  etl'ect  will  be 
of  great  value,  and  since  this  is  a  quantity  whose  accurate  meas- 
urement is  comparatively  easy,  it  seems  that  this  method  of  attack 
offers  the  best  solution  of  the  problem. 

Sanford  a.  Moss  (written).  I  have  made  a  comparison  be- 
tween lines  of  total  heat  as  obtained  from  experiment  and  as 
computed  according  to  Professor  Goodenough's  equations,  and 
find  fair  but  not  exact  agreement.    This  is  shown  in  Fig.  21. 

Peake\  (irindley^  and  Greissman^  have  published  results  of 
experiments  in  which  steam,  supposedly  dry  and  saturated,  at  a 
given  high  pressure  was  allowed  to  pass  through  an  orifice  to 
each  of  a  number  of  lower  pressures  without  doing  any  external 
work.  The  measurements  of  the  low  pressures  and  temperatures 
give  lines  of  throttled  expansion  or  lines  of  constant  total  heat.* 
These  experiments  have  often  been  discussed'^  and  it  is  agreed  that 
they  are  fairly  reputable.  It  seems  certain  that  in  each  case  the 
steam  was  originally  s<»iiiewhat  wet  so  that  the  initial  pressures 
and  temperatures  are  certainly  lines  on  the  saturation  curve  and 
do  not  give  the  point  of  beginning  of  the  linos  of  constant  total 

•Proc.  Koy.  Sof.,  100.^,  vol.  A  70.  P-  IS.""). 

Thil.  Trans.,  irMX)-10m,  vol.  194  A.  p.  1. 

'  Forsfhnngsarb..  1904,  vol.  13.  p.  1. 

♦Trans.  Ani.Soe.M.E.,  vol.  30,  pp.  736-739,  discusses  the  theory. 

'Proc.  Anier.  Acarl.  Arts  and  Sciences,  1910,  vol.  45,  p.  243. 
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lu-at.  Ill  I'lut,  ill  sDiiio  lubos  (hcc  Fig.  21)  several  of  the  early  sets 
of  roiuliiigs  of  the  coiidilioii  of  the  steam  beyond  the  orilice  also  lie 
t/u  the  saturation  curve,  iiulicali.iiy;  that  tlie  steam  had  not  been 
(juite  dried  out.  For  this  reason,  the  lines  of  constant  total  heat 
in  Fig.  21  are  not  continued  to  the  saturation  curve,  owing  to 
uncertainty  as  to  where  they  wonld  intersect.  This  intersection 
would  come  at  some  point  below  the  lowest  point  of  the  same 
experiment  on  the  saturation  curve,  but  just  how  much  below 
cannot  be  known.  However,  the  fact  that  in  the  original  condi- 
tion the  steam  was  not  exactly  dry  does  not  vitiate  the  results  in 
any  wa}^,  as  it  is  reasonable  to  assume  that  in  each  experiment 
the  amount  of  moisture  was  exactly  the  same  owing  to  the  care 
taken  in  production  of  steam.  The  experiments,  therefore,  con- 
sist in  throttling  wet  steam  to  each  of  a  number  of  lower  pres- 
sures. Since  the  initial  quality  is  exactly  the  same  in  each  case, 
all  of  the  low  points  lie  on  the  same  line  of  constant  total  heat. 
Probably  some  of  the  irregularities  of  the  points  as  plotted  are 
due  to  slight  diti'erences  in  the  amount  of  initial  moisture  and 
not  to  irregularities  of  observation  of  the  low  pressure  and 
temperature. 

These  experiments  were  originally  intended  to  give  \  alues  of 
specific  heat  of  superheated  steam  by  computation  from  Reg- 
nault's  values  of  total  heat.  This  failed  because  of  the  now  well- 
known  errors  of  Regnault's  total  heat.  These  are  the  experiments 
which  Dr.  Davis'  has  used  in  obtaining  his  values  of  total  heal 
of  saturated  steam  by  reversing  the  original  purpose. 

The  values  of  "total  heat"  or  "heat  content.""  /.  as  given  in 
Professor  Goodenough's  Table  2,  were  plotted  against  tempera- 
ture for  each  of  the  given  pressures  and  were  found  to  give  ex- 
ceedingly Hat  curves  so  that  temperatures  for  values  of  total  heat 
intermediate  between  those  given  by  Professor  (ioodenough  can 
lie  obtained  by  linear  interpolation.  By  this  interpolation  in 
'J'al)]es  1  and  2  successixe  Aaiues  of  pressure  and  temperature  were 
found  along  three  lines  of  constant  total  heat,  the  values  of  i 
being  respectively  1180,  1100  and  1200.  These  values  are  given  in 
Table  8.  From  these  values  the  dotted  lines  in  Fig.  21  were 
])lotted.  A  large  diagram  was  |dotted  containing  on  a  single  sheet 
all  of  the  values  of  Peake,  (Jreissman  and  Grindley  as  given  in  the 

Proc.  Anier.  Arts  &  Sciences.  1010,  vol.  4.^.  pp.  2n8-.311 ;  Trans.  Ani.Soc. 
M.E.,  1908.  vol.  .30.  p.  741. 
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tables  in  their  papers.  A  lino  from  eacli  of  the  three  experi- 
menters nearest  each  of  the  dotted  lines  was  selected  and  plotted 
in  the  accompanying  figure.  The  points  are  all  these  values  given 
in  the  original  tables  for  each  of  the  throttling  curves. 
The  full  lines  are  smooth  curves  drawn  through  each  set  of 
points,  taking  cognizance,  however,  of  neighboring  points  of  the 
other  observers.  These  lines  differ  slightly  from  the  smooth 
curves  given  by  the  observers  independently.  Greissman  repre- 
sented his  observations  by  lines  with  more  curvature  than  are 
here  given,  while  Peake  used  lines  which  were  almost  straight. 
The  lines  on  Fig.  21  will  be  seen  to  represent  the  given  points  very 


TABLE  8     COMPUTATION  OF  LINES  OF  CONSTANT   TOTAL  HEAT  FROM  GOOD- 
ENOUGH'S  EQUATIONS  BY  INTERPOLATION    IN  TABLES  1  AND  2 


Total  HEAT=t 

Pressure,  Lb.  per 

Sq.  In. 

Temperature,  Deg.  Fahr. 

r 

Saturation 

376.5 

I 

150 

365.8 

1200 

{ 

1 

100 
50 
15 

Saturation 

350.6 
332.6 
318.7 

337.2 

1190 

) 

100 
50 

332.2 

] 

313.0 

c 

15 

296.9 

r 

Saturation 

301.8 

1180 

\ 

50 

15 

293.5 

] 

275.4 

i. 

2 

267.5 

well.  The  coincidence  of  the  slope  and  general  shape  of  the 
lines  obtained  from  the  three  entirely  independent  sources  indi- 
cates that  the  slope  and  shapes  as  given  are  fairly  accurate.  It  is 
in  fact  very  remai-kable  that  the  three  sets  of  observations  should 
agree  so  well.  The  experiments  have  never  before  been  brought  to- 
gether in  the  exact  way  shown  in  Fig.  21.  However,  Dr.  Davis 
in  his  use  of  the  three  experiments  independently  in  his  total  heat 
work  has  noted  that  they  give  the  same  final  results. 

It  must  be  concluded,  therefore,  that  the  full  lines  in  the  ac- 
companying figure  very  closely  represent  the  true  shape  of  the 
total  heat  curves  for  superheated  steam  and  that  Professor  Good- 
enough's  equation  gives  total  heat  fairly  but  not  exactly. 
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The  Author.  The  constructive  criticisms  of  Dr.  Davis,  Professor 
Heck  and  Mr.  IMoss  are  exceedingly  valuable  and  suggestive.  The 
various  defects  in  the  theory  pointed  out  in  the  course  of  the  dis- 
cussion are  freely  conceded,  and  the  author  is  not  inclined  to  defend 
results  that  are  palpal)ly  not  in  accord  with  well-established  con- 
clusions. 

In  the  light  of  the  various  criticisms  offered,  the  whole  subject  has 
been  reviewed  since  th(>  publication  of  th(>  paper,  and  it  seems  pos- 
sible at  the  present  writing  that  the  theory  may  be  so  modified  as 
to  remove  in  large  measure  the  objections  urged  against  it.  Mr. 
S.  L.  Simmering,  a  graduate  student  in  the  University  of 
Illinois,  has  undertaken  a  revision  of  the  characteristic  equation 
and  he  has  succeeded  in  establishing  a  new  equation  that  meets 
all  requirements  more  nearly  than  either  the  Linde  equation  or 
the  equation  proposed  in  the  paper.  The  principal  change  is 
the  reduction  of  the  exponent  n.  With  the  new  equation  the 
criticism  of  Dr.  Davis  in  connection  with  Fig.  9  is  obviated;  the 
reduced  values  of  Cp  for  various  pressures  show  no  tendency  to 
separate.  An  arbitrary  change  has  been  made  in  the  function  xj/  (T). 
Originally  it  was  given  the  linear  form  a+^T;  the  new  form  is 

While  the  work  is  not  completed,  sufficient  data  are  available  to 
justify  the  following  statements: 

a  The  new  equation  will  give  saturation  values  of  the  volume 
V  almost  identical  ^vith  the  Marks  and  Davis  values 
throughout  the  range  32  to  400  deg.  fahr. 

h  The  values  of  Cp  will  agree  substantially  with  the  results 
of  the  Knoblauch  and  Mollier  experiments. 

c  The  saturation  values  of  the  total  heat  will  agree  with  the 
Marks  and  Davis  values  throughout  the  range  32  to  400 
deg.  fahr.  with  a  maximum  difference  of  about  1  B.t.u. 

d  The  calculated  values  of  latent  heat  and  volume  will  sub- 
stantially satisfy  the  Clapeyron  relation,  thus  removing 
the  serious  objection  urged  by  Professor  Heck. 

e  The  formula  for  total  heat  will  be  more  suitable  for  extra- 
polation to  temperatures  above  400  deg.  Thus  at  the 
critical  temperature,  it  gives  about  1000  B.t.u.  instead 
of  1170  B.t.u. 

f  It  is  probable  that  the  upper  limit  of  superheat,  namely. 
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400  deg.  cent.,  set  bj^  Dr.  Davis,  may  safely  be  raised  to 
700  or  800  dog.  cent. 

The  final  results  of  the  revision  will  Ijo  communicated  to  the 
Society  in  due  time. 

Professor  Cardullo's  discussion  hardly  demands  a  reply.  Of  the 
method  of  investigation  proposed  by  Professor  Cardullo,  Planck 
says  (preface  to  Treatise  on  Thermodynamics):  "Obstacles,  at 
present  unsurmountable,  however,  seem  to  stand  in  the  way  of  its 
further  progress.  These  are  due  not  only  to  the  highly  complicated 
mathematical  treatment,  but  principally  to  essential  difloiculties  in 
the  mechanical  interpretation  of  the  fundamental  principles  of 
Thermodynamics." 


No.  1357 

THE  REDUCTION  IN  TE:MPERATUKE  OF  CON- 
DENSING WATER  RESERVOIRS  DUE  TO 
COOLING  EFFECT  OF  AIR  AND 
EVAPORATION 

By  W.  B.  Ruggles,  Nkw  York 
Member  of  the  Society 

The  tests  described  in  this  paper  were  made  with  the  idea  of 
determining  if  possible,  a  fairly  reliable  factor  by  the  use  of  which 
the  necessarj^  size  of  a  cooling  reservoir  for  condenser  water  could 
be  predetermined  for  any  assumed  power  and  weather  conditions. 

2  In  1908,  while  designing  the  mill  for  the  Crescent  Portland 
Cement  Company  at  Wampum,  Pa.,  it  was  found  necessary  to  install 
a  cooling  device  for  the  condensing  water  from  the  engines.  The  mill 
stands  on  a  level  plateau  about  110  ft.  above  the  Beaver  River  and 
to  pump  water  from  the  river  for  condensers  meant  a  considerable 
expense  for  power.  On  the  side  of  the  plateau  furthest  from  the 
river  was  a  natural  depression  alongside  the  Erie  division  of  the 
Pennsylvania  Railroad  which  offered  a  desirable  location  for  a 
reservoir  (Fig.  l).  After  a  diligent  search,  no  data  were  found  as  to 
how  large  a  reservoir  had  to  be  to  give  the  necessarj^  cooling  effect  to 
the  water,  so  that  it  might  be  used  continuousl3^  A  dam,  however, 
was  built  275  ft.  long  and  18  ft.  high,  of  skeleton  reinforced  concrete 
construction  which  would  impound  about  6^  acres  of  water  (Fig.  2). 

3  Three  tests  were  made  during  the  year  1911,  each  of  one  week's 
duration  in  order  to  determine  the  heat  radiation  from  the  surface 
of  the  reservoir.  These  tests  were  made  in  May  when  the  tempera- 
ture was  moderate,  in  July  when  the  temperature  was  high  and  in 
November  when  the  temperature  was  low.  Readings  were  taken 
of  the  temperature  of  the  river  water,  the  intake  water  to  the  power 
house,  the  tail  water  from  the  condenser  and  of  the  air.    The  vacuum. 
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the  power,  the  amount  of  water  pumped  from  the  river  to  the  reser- 
voir, and  the  rainfall  were  also  recorded.  These  data  were  taken  by 
James  Toler,  chief  engineer  of  the  Crescent  plant  and  by  the  writer's 
assistant,  John  E.  Mason.^  Unfortunately  the  temperature  of  the 
rain  was  not  taken,  but  it  has  been  assumed  the  same  as  the  tem- 
perature of  the  air,  so  that  the  figures  for  that  are  only  approxi- 
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Showing  Reservoir 


mate,  but  a  difference  of  10  deg.  in  the  temperature  of  the  rain 
would  not  alter  the  result  by  more  than  tu  per  cent. 

4  The  engines  used  in  the  power  house  are  three  Ball  and  Wood 
compound  condensing  engines,  26  in.  by  52  in.  by  36  in.  The  air 
compressors  are  two  compound  Laidlaw-Dunn-Gordon  compressors, 
the  steam  cylinders  of  which  are  12  in.  and  21  in.  in  diameter  respect- 
ively, the  air  cylinders  lU  in.  and  24  in.  respectively,  the  stroke 
24  in.  The  steam  from  all  of  these  is  condensed  ua  an  Alberger 
}>arom('tric  condenser  equipped  with  a  dry  vacuum  pump  and  th(! 
circulating  water  supplied  by  a  direct-connected  centrifugal  pump 
driven  by  a  synchronous  motor;  an  engine-driven  circulating  pump 
and  a  second  dry  vacuum  pump  being  installed  as  reserve. 

5  The  water  from  the  condenser  flows  about  .50  ft.  through  a 
tile  pipe  into  the  east  side  of  the  reservoir  about  100  ft.  from  the 
north  end.  A  dike  was  built  south  of  this  inlet  to  the  reservoir 
extending  about  50  ft.  toward  the  center  of  the  reservoir  and  then 
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north  nearly  to  the  north  end.  This  compels  the  circulating  water 
to  flow  up  and  around  the  end  of  this  dike  and  down  toward  the  dam, 
a  distance  of  about  1100  ft.,  before  it  reaches  the  mtake  to  the  power 
house. 

6  Water  to  supply  the  reservoir  is  pumped  from  the  river  by  a 
centrifugal  pump  direct  connected  to  a  150-h.p.  motor.  The 
pump  delivers  an  average  of  2324.25  gal.  of  water  per  minute  and 
it  is  found  that  about  8  hours  pumping  per  week  is  sufficient  to  make 
up  for  the  evaporation  and  seepage  in  the  reservoir.  The  water 
from  the  river  pump  is  delivered  into  an  open  well  situated  on  top 
of  the  plateau  where  the  mill  is  located.    It  flows  by  gravity  from 
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this  well  through  a  24-in.  tile  pipe  into  another  concrete  well,  located 
in  the  reservoir  about  800  ft.  north  of  the  dam.  From  this  well  it 
flows  through  a  No.  24  tile  pipe  laid  on  the  bottom  of  the  reservoir  to 
within  6  ft.  of  the  dam.  The  intake  water  for  the  boiler  feed  and 
condenser  is  drawn  from  this  well  so  that  the  water  must  flow  up 
through  the  concrete  tile  pipe  from  the  bottom  of  the  reservoir  at 
its  deepest  point.  While  water  is  being  pumped  from  the  river,  there 
is  a  flow  south  through  this  tile  pipe  and  when  not  pumping,  the 
water  is  drawn  in  the  opposite  direction  through  it. 

7  The  average  horsepower  developed  in  the  engines  during  the 
21  days  of  these  tests  was  2446.  Incidentally,  it  may  be  stated  that 
there  was  an  average  of  3062  bbl.  of  cement  manufactured  per  day 
during  the  same  test,  or  1  bbl.  of  cement  for  0.8  h.p. 
•:  8  The  results  of  the  tests  during  these  throe  weeks  are  as  uniform 
as  could  be  expected;  the  heat  lost  per  square  foot  of  surface  being 
slightly  less  per  1  deg.  difference  of  temperature  in  cold  weather  than 
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in  warm  weather.     This  difference  is  undoubtedly  due  to  an    in- 
creased amount  of  evajioration  during  the  warmer  period. 

9  The  average  humidity  for  the  different  weeks  during  which 
the  tests  were  made  was  58.5  per  cent  in  Alay,  G2.3  per  cent  in  July 
and  71.2  per  cent  in  November. 

10  Table  1  gives  the  results  in  detail  of  the  tests  made. 

TABLE   1    TEST  OF  HEAT  RADIATION  FROM  SURFACE  OF  CONDENSER  WATER 
RESERVOIR  AT  PLANT  OF  CRESCENT  PORTLAND  CEMENT  CO.,  WAMPUM,  PA. 

Area  of  reservoir,  288,000  sq.  ft.;  average  depth  of  reservoir,  5.36  ft.;  capacity 
of  reservoir,  1,543,680  cu.  ft.  =96,480,000  lb. 

Week  end-  Week  end-   Week  end- 
Date  of  Tests iug  May      ing  July    "  ing  Nov . 

7,1911        12,  1911      27,    1911. 

Amount  of  water  pumped  from  river,  lb.      10,458,956       29,050,875        4,648,140 

Average   temperature   of  river   water, 

deg.fahr 57.5  77  36 

Average  temperature  of  intake  to  power 

house,  deg.  fahr 72.75  91.43  61.71 

Average  temperature  of  tail  water  from 

condenser,  deg.  fahr 101 .  36  129 .43  90 .  71 

Average  temperature  of  reservoir,  deg. 

fahr 87.05  110.00  76.71 

Average  temperature  of  air,  deg.  fahr .  51.00  78.43  33.30 

Average  difference  of  temperature  be- 
tween water  and  air,  deg.  fahr 36.05  31 .57  43.41 

Change  in  temperature  of  reservoir  dur- 
ing test,  deg.  fahr 0.25  7.00  2.00 

Three  26  in.  by  52  in.  by  36  in.  com- 
pound condensing  engines,  h.p-hr ....  .397,807  411,320  426,936 

Two  12  in.  by  21  in.,  lUin.  by  24  in. 
by  24  in.  air  compressors,  h.p-hr.  .  .  .  46,536  46,536  46,536 

Average  vacuum  at  30  in  b  arometer,  in .  26 . 4  22 . 2  26 . 6 

Average  water  consumed   by  engines, 

per  h.p.  per  hr.,  lb 14.46  15.64  14.41 

Average  water  consumed  by  compres- 
sors per  h.p.  per  hr.,  lb 18.85  20.12  18.83 

Steam  condensed  by    ngines,  lb 5,7.'52,289         6,433,045         6,145,148 

Steam  conden.sed  by    omprcs.sors,  lb. .  .  877,204  936,314  876,273 

Latent  heat  of  steamc  condensed,  B.t.u. 

per.  lb 1024.7  1007.1  1020.0 

Heat  delivered  to  reservoir  by  engines, 

B.t.u ' 5,894,370,000  6,478,720,000  6,304,922,000 

Heat  delivered  to  rcervoir  by  com- 
pressors, B.t.u 898,871,000    942,961,000     899,056,000 

Heat  to  raise  river  water  to  average 
temperature  of  reservoir,    B.t.u 309,062,000     958,679,000     189,226,000 
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I'ABIJi;    I— Continued 

Week  end-     Week  cud-      Week  end- 
Date  of  Tests iiiK  INIay  ing  July         ing  Nov. 

7,  1911  12,  1911         27,   1911 

Heat  given  up  or  retained  in  reservoir 

during  test,  B.t.u 24,120,000      675,360,000     192,960,000 

Heat  reduction  in  reservoir  due  to  rain, 

B.t.u 21,630.000      56,700 ,000        46,200,000 

Heat  absorbed  by  air  and  evaporation 

during  seven  days,  B.t.u 6,438,429,000  5,730,942,000  6,564,509,000 

Heat  absorbed  by  air  and  evaporation. 

persq.ft.of  surface  seven  days,  B.t.u.  22,356  19,899  23,495 

Heat  absorbed  by  air  and  evaporation 

per  sq.  ft.  per  hr.,  B.t.u 133.1  118.4  139.8 

Heat  absorbed  by  air  and  evaporation 

per  sq.  ft.  per  hr.,  per  1  dog.  difference. 

B.t.u 3.69  3.71  3.22 

11  It  api)c'ars  from  the  tests  that  under  ordinary  conditions,  in  the 
northern  part  of  the  United  States  with  engines  using  15  b.  of 
water  per  h.p-hr.  and  a  vacuum  of  2(5  in.,  a  reservoir  having  '  sur- 
face of  120  sq.  ft.  per  h.p.  would  1)6  ami)le  for  cooHng  the-  con- 
densing water. 

DISCUSSION 

FoHKEST  E.  Cardullo.  It  may  be  shown  from  the  kinetic  the- 
ory of  heat  that  the  rate  of  evaporation  from  a  water  surface  is 
approximately  proportional  to  the  difference  between  the  satura- 
tion pressure  of  water  vapor  at  the  temperature  of  the  water 
and  the  actual  pressure  of  the  water  vapor  in  the  air.  Experi- 
ment shows  that  the  rate  of  evaporation  in  still  air,  i.  e.,  air  in 
which  the  onl}'  currents  are  those  caused  by  the  temperature 
conditions  and  not  by  the  wind,  the  rate  of  evaporation  is  ap- 
proximately 0.3  lb.  of  water  per  sq.  ft.  of  surface  per  hour  for 
every  pound  difference  in  vapor  pressure.  When  there  is  an 
appreciable  amount  of  wind,  the  rate  of  evaporation  becomes 
higher,  and  in  case  the  wind  is  very  brisk  it  may  become  four 
<  r  five  times  as  great  as  the  value  given.  Furthermore,  the  rate 
of  evaporation  depends  on  the  size  and  form  of  the  pond,  being 
greater  in  the  case  of  a  small  and  narrow  pond  and  less  in  the 
case  of  a  large  or  circidar  pond,  since  the  air  which  sweeps 
across  the  large  pond  will  be  partially  .saturated  with  moisture 
before  it  ha.s  gone  very  far.^ 

'  For  the  developuient  of  tliis  tlieory  and  its  aitplicatioii  to  the  design  of 
cooling  ponds  see  Practical  Thermodynaiuics,  McOraw-TIil!  Book  Co..  pp. 
264-267. 
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There  is  a  reasonable  concordance  between  theory  and  the 
actual  results  which  Mr.  Ruggles  obtains.  For  the  week  ending 
May  7  the  amount  of  heat  carried  away  was  about  15  per  cent 
greater  than  theory  would  indicate.  For  the  week  ending  July 
12  it  was  a  few  per  cent  less,  but  for  the  week  ending  Novem- 
ber 27  it  was  nearly  twice  as  great. 

This  is  not  contrary  to  theory,  as  it  may  seem  lo  l)e,  since  one 
very  essential  element  has  been  omitted  in  the  data  of  Mr.  Bug- 
gies' paper,  namely  the  velocity  and  direction  of  the  wind,  and 
it  is  reasonable  to  assume  that  in  November  the  amount  of  wind 
would  be  considerably  greater  than  during  May  or  July.  The 
direction  of  the  wind  would  also  have  a  considerable  effect,  since 
a  wind  blowing  the  long  way  of  the  reservoir  would  produce  a 
lower  rate  of  evaporation  than  one  which  blew  crosswise. 

Mr.  Ruggles  gives  for  the  average  ten^peratiire  of  the  reser- 
voir the  mean  of  the  temperature  of  the  intake  and  the  condenser 
discharge.  As  a  matter  of  fact,  it  could  be  but  little  higher 
than  the  temperature  of  the  intake.  He  assumes  that  the  steam 
rejected  by  the  engines  was  of  100  per  cent  quality.  The  quality 
was  probably  not  far  from  85  per  cent  and  might  be  as  low  as 
80  per  cent.  His  figures  on  the  amount  of  heat  delivered  to  the 
reservoir  are  therefore  about  20  per  cent  too  high. 

An  inspection  of  Mr.  Ruggles'  paper  would  lead  one  to  expect 
that  a  cooling  pond  would  dispose  of  314  B.t.u.  per  sq.  ft.  per  hr. 
per  deg.  differenee  in  temperature  l)etween  the  water  in  the  pond 
and  the  air.  When,  however,  the  temperature  of  the  condenser 
intake  is  taken  for  the  temperature  of  the  pond,  and  a  quality  of 
84  per  cent  is  assumed  for  the  steam  discharged  to  the  con- 
densers, the  B.t.u.  per  sq.  ft,  per  hr.  per  deg.  difference  in  tem- 
perature ranges  from  4.13  to  7.60,  being  higher  in  hot  weather 
than  in  cold  weather.  This  is  as  it  should  be.  since  the  relative 
humidity  is  less  and  the  vapor  pressure  difference  and  rate  of 
evaporation  are  greater  in  hot  weather. 

The  aA^erage  rate  of  evaporation  for  the  week  is  not  the  rate 
of  evaporation  which  would  be  produced  by  the  average  condi- 
tions of  temperature  and  humidity  for  the  week.  On  this  ac- 
count, and  because  the  weather  cannot  be  ])redicted  in  advance, 
and  on  account  of  the  great  variations  of  weather  conditions  to 
be  expected,  it  is  foolish  to  attempt  any  degree  of  refinement  in 
the  design  of  cooling  ponds.  It  is  not  desired  to  design  a  cool- 
ing pond  which  will  give  an  intake  temperature  of  90  deg.  at 
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2  p.m.  on  July  4,  but  to  design  one  which  will,  when  used  in 
connection  with  the  other  apparatus  of  the  station,  give  the 
required  power  output  at  a  miniuiuin  total  cost.  Either  the  data 
given  by  Mr.  Ruggles  or  the  method  mentioned  in  this  discussioi) 
will  enal)le  one  to  do  this. 

Wm.  T.  Dom nelly  said  he  had  discussed  the  elements  of  the 
subject  with  the  author  before  the  design  of  the  reservoir  and 
afterwards  had  discussed  the  results.  It  seemed  to  him  that  more 
depended  upon  the  humidity  of  the  air  than  upon  any  other 
single  factor.  The  atmosphere  must  be  considered  as  a  condenser 
and  the  rate  of  ilow  of  vapor  into  the  atmosphere  is  affected  very 
much  by  the  condensation. 

In  the  winter  the  greater  evaporation  is  due  to  the  relatively 
lower  huiuidity  of  the  air,  and  the  passing  off  of  the  vapor  from 
the  warm  surface  is  more  rapid  on  that  account.  The  author  is  to 
be  commended  for  giving  information  along  new  lines  dealing 
with  manufacturing  conditions  as  met  wdth  all  over  the  country, 
and  it  is  not  necessary  to  have  it  to  the  third  or  fourth  decimal 
place  to  make  it  useful. 

Willis  H.  Cahkiek.  As  Professor  Cardullo  suggested,  it 
would  seem  that  the  rate  of  heat  transfer  would  be  in  direct  pro- 
portion to  the  total  heat  difference  in  the  air  at  the  air  tempera- 
ture, and  at  a  saturated  air  temperature,  corresponding  to  the 
water  temperature  of  the  air  in  the  pond.  In  other  words,  there 
is  a  certain  amount  of  heat  in  the  natural  air  to  start  with,  which 
being  in  iui mediate  contact  with  the  pond  is  raised  to  and  satu- 
rated at  the  temperature  of  the  pond,  so  that  the  amount  of  heat 
taken  away  from  the  pond  under  the  same  conditions  of  wind 
would  be  in  direct  proportion  to  this  total  heat  difference.  This 
would  naturally  lead  to  the  conclusion  that  there  would  be  a 
much  higher  rate  per  degree  difference  at  the  high  temperatures 
as  the  total  heat  of  saturated  air  increases  very  rapidly  at  the 
higher  temperatures.  But  this  is  not  so,  and  Professor  Cardullo 
has  offered  an  explanation  as  to  the  reason.  From  an  engineering 
standpoint  it  is  very  interesting  to  know  that  the  rate  of  heat 
transfer  is  much  greater  in  the  months  when  the  air  is  cooler 
and  the  temperature  of  the  pond  is  lower,  so  that,  as  Professor 
Cardullo  says,  calculations  may  be  made  upon  the  summer  con- 
ditions with  very  little  wind. 
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There  is  also  another  point  to  be  taken  into  account  where 
there  is  no  forced  circuhition,  that  is,  that  when  the  tempera 
tiire  increases,  the  rate  of  transmission  would  also  be  increased 

TABLE    2     EFFECT   OF   WET   AND   DRY   BULB   TEMPERATURES    UPON    THE 
CAPACITY  OF  AIR  TO  COOL  WATER 


TEST  NO.    1,    J^-IN.   SPRAYS 

Ain 

Te.mper.^tcre 

Water  Temper.vtdre 

Ai-A 

Wx-Wi 

Ai     Ai 

Entering 

Wet-Bulb 

A 

Entering 
Dry-Bulb 

Leaving 
Ai 

Entering 
Wi 

Leaving 

Wt  -  Wi 

75 

80 

95.7 

20.7 

110 

93.6 

16.5 

1.26 

75 

78 

96.8 

21.8 

110 

94.0 

16.1 

1.35 

75 

85 

96.0 

21.0 

110 

93.6 

16.5 

1.28 

75 

90 

95.7 

20.7 

110 

93.2 

16.9 

1.23 

75 

95 

94.7 

19.7 

110 

92.1 

18.0 

1.09 

75 

100 

96.4 

21.4 

110 

93.1 

17.0 

1.26 

75 

105 

95.7 

20.7 

110 

93.6 

16  5 

1.26 

75 

100 

95.8 

20.8 

110 

92.6 

17.5 

1.19 

TEST   NO. 

2,    ^-IN.    SPRAYS.      CONDITIONS 

AS   IN  TEST   NO.    1 

75 

77 

91.5 

16.5 

110 

88.9 

21.2 

0.78 

75 

80 

92.0 

17.0 

110 

89.4 

20.7 

0.82 

75 

80 

91.5 

16.5 

110 

88.4 

21.7 

0.76 

75 

90 

91.5 

16.5 

no 

88.5 

21.6 

0.76 

75 

95 

91.3 

16.3 

no 

88.4 

21.7 

0.75 

75 

100 

91.3 

16  3 

no 

88.4 

21.7 

0.75 

75 

105 

91.5 

16.6 

no 

88.4 

21.7 

0.76 

TEST   NO.   3,    H-IN.   SPRAYS.      CONDITIONS  REVERSED.      WATER   USED   TO   COOL   AIR 


80 

81 

61.1 

-18.9 

58.8 

64.4 

-5.6 

3.38 

80 

84 

60.8 

-19  2 

58.8 

64.4 

-5  6 

3.43 

80 

87 

61.1 

-18.9 

58.8 

64.3 

-5.5 

3.44 

80 

84 

60.9 

-19.1 

58.8 

P4.3 

-5  5 

3.47 

80 

90.5 

60.9 

-19.1 

.58.9 

64.1 

-5.2 

3.68 

80 

93.5 

60.8 

-19.2 

58.8 

64.1 

-5.3 

3.62 

80 

96.0 

60.7 

-19.3 

58.8 

63.9 

-5.1 

3.79 

80 

98.0 

60.8 

-19.2 

58.9 

64.0 

-5.1 

3.77 

80 

104  5 

60.7 

-19.3 

58.9 

63.9 

-5.0 

3.86 

80 

107.0 

61.2 

-18.8 

58.9 

64.0 

-5.1 

3.69 

l>y  the  fact  that  the  natural  air  currents  produced  by  this  tem- 
perature are  increa.«ed,  producing  an  induced  circulation.  Just 
what  the  elFect  of  tliis  is  and  what  the  laws  governing  it  are  is 
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very  difficult  to  determine,  but  probably  they  are  very  similar 
to  those  of  direct  radiation,  which  would  give  a  greater  rate  of 
transfer  at  a  greater  temperature  ditl'erence.  This,  liowexiT. 
does  not  seem  to  be  of  much  interest  from  a  practical  stand- 
point. So  many  variables  enter  into  the  conditions  that  the  ap- 
proximate constants  as  shown  by  the  results  of  these  tests  may 
be  accepted  as  the  average  conditions. 

Mr.  Carrier  referred  to  the  statement  by  Mr.  Donnelly  with 
reference  to  the  efl'ect  of  humidity  upon  the  rate  of  heat  trans- 
ferred. The  question  is  rather  one  of  wet  bulb  temperature  which 
is  the. measure  of  the  total  heat  in  the  air  and  is  the  temperature 
at  which  water  will  arrive  if  subjected  to  the  air  for  a  sufficient 
time. 

He  had  recently  made  an  extensive  series  of  experiments  which 
bear  directly  on  the  point  raised.  They  show  that  the  effect  of  air 
in  cooling  water  in  towers  or  ponds,  other  conditions  remaining 
constant,  depends  entirely  on  the  wet-bulb  temperature  of  the  air, 
and  that  the  variation  in  dry-bulb  temperature  and  in  relative  or 
absolute  humidity  has  in  itself  no  effect,  except  in  so  far  as  it 
iiHidilics  tlic  wet-ltull)  temperature,  or  teiuperature  of  evaporation 
as  it  may  more  properly  be  railed.  The  theoretical  reason  for  this 
was  shown  in  the  writer's  papers  on  Air  Conditioning',  I^ut  these 
tests  prove  this  theory  indisputably.  While  this  fact  is  of  prime 
importance  in  the  design  of  cooling  towers  and  ponds  it  has 
ap|)arently  been  overlooked  both  by  American  and  Eurojjean  en- 
gineers. 

These  tests  were  made  with  a  spray  type  of  cooling  tower, 
using  different  sizes  of  spray  nozzles.  In  the  first  two  air  was 
used  to  cool  the  water,  while  in  the  third  the  process  was  re- 
versed, the  water  being  used  to  cool  and  dehumidify  the  air. 
The  test  conditions  and  results  attained  are  shown  in  Table  2. 
In  all  cases  the  wet-bulb  temperature  was  maintained  constant 
during  the  test,  while  the  dry-l>ulb  temperature  and  moisture 
e(mtents  was  varied  through  quite  a  wide  range.  The  water 
'  temperature  entering  as  well  as  the  water  quantity  and  air  veloc- 
ity were  maintained  constant.  As  a  result  it  will  be  seen  in 
each  case  that  the  leaving  air  and  water  temperature  remain 
constant  to  a  remarkable  degree. 

'Trans.  Am.   Soc.  M.   10..   vol.  ."..'',.     Katinnnl   Psyclirometric   Formulae,   p. 
100").  and  Air  Conrlitioiiing,  p.  K)r».^». 
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The  Author.  There  is  no  doubt,  as  Professor  Cardullo  states, 
that  the  direction  and  force  of  the  wind  have  considerable  influ- 
ence on  the  amount  of  evaporation,  but  as  these  tests  were  made 
in  order  to  obtain  some  practical  and  reasonable  basis  for  esti- 
mating the  size  of  a  reservoir  required  for  any  particular  plant 
and  not  for  a  mere  academic  discussion  of  theories,  the  amount  of 
wind  was  purposely  omitted  as  introducing  an  uncertain  factor 
which  would  be  of  no  future  use.  Moreover  the  author  considered 
that  the  average  of  three  different  widel}'  separated  weeks  would 
give  a  fair  average  of  yearly  condition^!. 

Professor  Cardullo  is  mistaken  regarding  the  average  tempera- 
ture of  the  pond  being  nearly  the  temperature  of  the  intake,  and 
the  author  cannot  imderstand  where  he  could  get  such  informa- 
tion. Actual  readings  100  ft.  apart  show  the  mean  temperature, 
as  he  stated,  to  be  the  average  between  the  tail  water  temperature 
and  that  of  the  intake  water. 

Presumably  Professor  Cardullo  in  referring  to  the  quality  of 
the  steam  being  only  about  80  per  cent  or  85  per  cent  meant  the 
percentage  of  dryness  and  probably  had  in  mind  the  steam  as 
it  left  the  low-pressure  cylinders  or  as  it  entered  the  condenser. 
But  as  the  amount  of  steam  figured  was  that  which  entered  the 
engine  and  was  corrected  by  calorimeter  test  for  moisture,  and  as 
all  the  heat,  except  that  utilized  for  power,  went  into  the  con- 
denser and  reservoir  and  a  very  small  percentage  was  due  to 
radiation  from  the  engine  cylinders,  his  criticism  of  the  tests  in 
this  respect  is  futile. 

Tn  making  these  tests  the  author  had  no  idea  that  the  results 
obtained  would  be  absolute,  but  thought  that  they  would  throw 
light  on  a  subject  which  as  far  as  he  was  able  to  learn  had  not 
been  treated  before. 
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RESULTS  OF  TESTS  ON  THE   DISCHARGE 

CAPACITY  OF  SAFETY  VALVES 
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Member  of  the  Society 

The  tests  quoted  in  this  article  (Tables  1  and  2)  were  made  during 
the  spring  and  summer  of  1910  for  the  information  of  the  Crosby 
Steam  Gage  &  Valve  Company,  by  whom  permission  has  been 
given  to  present  the  contents  of  the  report  to  the  Society,  be- 
lieving that  the  results  will  be  of  some  value  to  its  members. 

2  In  all  the  tests  the  valves  were  without  springs  and  were  set  a 
definite  distance  from  their  seats  and  held  rigidly  during  the  tests. 
They  are  shown  in  Figs.  1,  2  and  3  as  modified  for  these  tests.  As  a 
result  of  the  tests  the  locomotive  valve  is  now  made  as  shown  in 
Fig.  4.  In  order  to  avoid  unequal  expansion,  the  metal  of  the  valve 
body  and  the  metal  of  the  spindle  were  made  the  same  in  the  case  of 
the  locomotive  valves;  difference  of  expansion  was  similarly  obviated 
as  far  as  possible  in  the  inspector  valves.  The  spring  was  replaced 
by  a  spindle  attached  to  the  valve.  This  spindle  extended  through 
the  top  of  the  valve  and  carried  at  its  free  end  a  pointer  which  trav- 
eled over  a  graduated  cylinder.  The  lower  part  of  the  spindle  was 
threaded  with  a  20  thread.  The  graduated  cylinder  at  the  top  was 
divided  into  five  parts,  each  representing  0.01  in.  A  motion  of  the 
pointer  of  approximately  1  in.  corresponded  to  a  0.01  in.  lift  of  the 
valve  from  its  seat.  Tests  on  the  3-in.  valves  were  run  with  lifts  set 
at  0.10,0.08,  0.05  and  0.02.  Tests  on  the  3^-in.  valves  were  run  with 
the  same  lifts  at  100  and  150  lb.  pressure,  but  the  capacity  of  the 
condenser  prevented  running  the  S^-in.  valves  with  0.10  in.  lifts  at 
200  lb.  pressure. 

3  The  valves  were  connected  with  the  boilers  through  a  line  of 
5-in.  pipe,  into  which  two  Babcock  &  Wilcox  boilers  of  500  boiler  h.p. 
discharged.    The  5-in.  pipe  connected  with  a  10  ft.  length  of  10-in. 


Presented  at  the  Boston  Meeting,  March  1912,'  and  at  the  Spring  Meeting, 
Cleveland  1912,  of  The  American  Society  of  Mechanical  Engineers,  29 
West  39th  Street,  New  York. 
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pipe  OH  the  end  of  which  was  a  blank  flange  2  in.  thick.  To  this 
flange  the  safety  valve  under  test  was  bolted  (see  Fig.  5).  This 
flange  was  bored  on  the  bottom  with  a  hole  considerably  larger  than 
the  inlet  to  the  valve.  The  entrance  edge  of  this  hole  was  rounded 
with  a  curve  of  1  in.  radius.  On  the  other  side  of  this  blank  flange 
and  enclosing  the  safety  valve  was  a  10-in.  flanged  tee.    The  outlet 


jI^^^^^^^^ee:^^ 


\mj^ 


y 


<Mj^ 


Fig.   1  CiiosBY  Muffi-kd  Locomotive  Pop  Safety  Valve 


of  this  tee  led  to  the  condenser.  The  end  of  the  tee  on  the  straight 
run  was  covered  with  a  blank  flange.  Between  tests  this  blank 
flange  on  the  end  of  the  tee  was  removed  and  the  setting  of  the  valve 
changed.  After  each  test  the  valve  was  examined  to  see  if  it  had 
moved  from  its  previous  setting.  The  steam  passing  through  the 
valve  was  condensed  in  a  surface  condenser  vented  to  the  air  through 
a  25-in.  pipe.  The  condenser  was  tested  immediately  before  and  after 
each  test  and  was  found  to  be  absolutely  tight.  The  condensed  steam 
was  pumped  to  two  weighing  tanks,  each  of  about  1500  lb.  capacity. 
4    The  steam  was  led  from  the  boiler  through  a  small  separator 
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in  the  boiler  room,  then  through  a  second  separator  located  about 
20  ft.  from  the  safety  valve.  A  calorimeter  was  attached  to  the  10- 
in.  pipe  near  the  safety  valve  and  the  quality  of  the  steam  deter- 
mined.   In  all  of  the  tests  the  steam  was  practically  dry. 

5  To  see  whether  or  not  there  was  any  pressure  in  the  mufHer  or 
in  the  outer  valve  casing,  a  copper  pipe  was  connected  and  led 
through  a  stuffing  box  outside  of  the  10-in.  tee  and  a  low-pressure 


HUNDREDTHS  OF  AN  INCH  LIFT 
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Appi'ox.-j4  iu.  on  3  iu.  Valve 
Ai>prox.  IJ^i  iu-  on  SJj  in.  Vulvo 


Fig    2  Crosby  Flat  Seat  Inspector  Pop  Safety  Valve 


gage  attached.  The  boiler  gage  used  was  a  Crosby  standard  test 
gage  attached  to  the  10-in.  pipe.  In  nearly  all  of  the  tests  this  gage 
was  read  at  1-minute  intervals.  In  recording  the  pressures  averages 
were  taken  from  five  readings  in  each  case. 

6  The  pressure  coming  on  the  valve  tends  to  make  the  opening 
through  the  valve  greater  than  the  "lift  as  set,"  due  to  the  yielding 
of  the  metal.  To  determine  this  yielding,  the  valves  were  placed  in 
a  small  Riehlc  testing  machine  and  a  load  equal  to  the  steam  pressure 
on  the  liottom  of  the  valve  applied  to  the  valve.  The  additional 
opening  due  to  this  yielding  was  determined  by  micrometer  measure- 
ments. 
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7  All  tests  with  low  lifts  were  made  at  least  60  minutes  loDg  to 
minimize  any  error  due  to  a  difference  of  level  in  the  hot-well  under 
the  condenser.  '" 

8  The  condensed  steam  is  pumped  out  of  the  hot-well  by  a  pump 
operated  through  a  float  and  valve.  A  diflFerence  of  about  1  in.  is 
required  ordinarily  to  make  this  float  operate.  One  inch  difference 
in  level  in  the  hot-well  means  an  error  of  9  lb.  of  water. 
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Approx.  ]V  ill.  ou  3  in.  Valve 
Appiox.  l}ii  in.  on  U}^  In.  Valve 


Fig.  3    Crosby  Bevel  Seat  Inspector  Pop  Safety  Valve 


9  The  different  results  are  given  both  in  tabular  form  (Tables  1 
and  2)  and  in  the  shape  of  plots  (Figs.  6  and  7).  The  different  tests 
on  one  valve  have  been  reduced  to  a  common  pressure  by  assuming 
the  discharge  through  a  given  orifice  to  be  proportional  to  the  abso- 
lute boiler  pressures.  For  such  small  variations  in  pressure  as  there 
were  in  these  tests  this  assumption  can  introduce  no  error.  Tables 
1  and  2  give  summaries  only  of  results  ohtainccl  in  the  tests. 
Tables  were  prepared,  however,  giving  the  results  in  detail,  an 
example  of  which  is  shown  in  Table  3  which  gives  a  part  of  the 
detailed  records'  summarized  in  Tables  1  and  2. 

'    Other  records  may  be  consulted  in  the  rooniB  of  the  Society. 
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10     In  the  locomotive  valves  the  muflfler  casing  was  screwed  down 
to  its  lowest  position.    In  the  inspector  valve  flat  seat  the  ring  was 


Fig.  4    Sectional  View  of  Crosby  MurriiED  Locomotive  Pop  Safety 
Valve  as  now  Made 
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Fig.  5    Arrangement  op  Piping  for  Safety-Valve  Tests 


screwed  down  so  as  to  leave  the  holes  half  open.    There  was  no  ring 
on  the  bevel-seated  valves. 
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Totsil  Lift  of  Valve,  In. 
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ACCURACY    OF   THE   VARIOUS    READINGS 

11     The  lift  of  the  valves  could  be  set  with  an  accuracy  as  great 
as  that  of  the  20-thread  screw.    As  the  total  motion  was  only  yg  in. 

TABLE  1     SUMMARY  OF  RESULTS  ON  CROSBY  MUFFLED  LOCOMOTIVE  POP 

SAFETY   VALVES 


3-Iif.  Flat  Seat,  Squahe  Edge,  Valve  marked  "J" 


Lift  of  valve  as  set 0.02 

Total  lift  includiDg  yield  of  metal 0.0247 

Lb.  discharged  per  br 2845 

Boiler  pressure  gage 20S  .0 

Lb.  discharged  per  hr.  reduced  to  200  lb.  gage. . . '       2743  * 

Lb.  discharged  per  min.  reduced  to  200  ib.  gage. .  |  45.7 


0.05 

0.0547 

6313 
201.0 

6284 
104.7 


0.08 

0.0847 

9342 
199.8 

9351 
155.8 


0.10 

0.1047 

11222 

201.0 
11170 

186.2 


3-In.  Flat  Seat,  Rodnded  Edge,  Valve  marked  "O" 


Lift  of  valve  as  set 

Total  lift  including  yield  of  metal 

Lb.  discharged  per  hr 

Boiler  pressure  gage 

Lb.  discharged  per  hr.  reduced  to  200  lb.  gage. . . 
Lb.  discharged  per  min.  reduced  to  200  lb.  gage. . 


0.08 
0.0847 
10414 
201.3 

10352 
172.5 


0.10 

0.1047 
12442 

198.3 
12542 

209.0 


3J^-lN.  Flat  Seat,  Square  Edge,  Valve  marked  "A" 


Lift  of  valve  as  set 

Total  lift  including  yield  of  metal 

Lb.  disarged  per  hr 

Boiler  prchessure  gage 

Lb.  discharged  per  hr.  reduced  to  200  lb.  gage. . 
Lb.  discharged  per  min.  reduced  to  200  Ib.  gage. 


0.02 
0.0251 
3688 
212.5 
3485 
58.1 


0.05 

0.0551 

7688 

204.2 
7541 

125.7 


0.08 
0.0851 
11319 
205.0 
11062 
184.4 


0.10 
0.1051 


3>^-lN.  Flat  Seat,  Rounded  Edge,  Valve  marked  "B" 


Lift  of  valve  as  set 

Total  lift  including  yield  of  metal 

Lb.  discharged  per  hr 

Boiler  pressure  gage 

Lb.  discharged  per  br.  reduced  to  200  lb.  gage. . . 
Lb.  discharged  per  min.  reduced  to  200  Ib.  gage . . 


0.02 
0.0251 
3989 
209.2 
3825 
63.7 


0.05 

0.0551 

8482 

202.7 
8377 

139.6 


0.08 
0.0851 
12172 
199.5 
12201 
203.4 


it  is  probable  that  the  error  from  this  source  is  not  over  half 
a  thousandth  of  an  inch.  The  difference  in  expansion  due  to  tem- 
perature between  the  body  of  the  valve  and  the  valve  and  its  spindle 
was  obviated  in  the  case  of  the  locomotive  valves  by  making  these 
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TABLE  2     SUMMARY  OF  RESULTS  ON  CROSBY  INSPECTOR  POP  SAFETY    VALVE 


3-1 N.  Fi-AT  Seat 


Lift  of  valve  as  set 

Lift  including  ylcldinK  of  metal 

Steam  di.'^charKod  per  hr.,  lb 

Boiler  pressure  gage 

■Steam  discharged  per  hr.  reduced  t<}  100  lb.  gage. 
Steam  discharged  por  min.  reduced  to  100  lb.  gage. 


Lift  of  valve  as  set 

Lift  including  yielding  of  metal 

Steam  discharged  per  hr.,  lb 

Boiler  pressure  gage 

Steam  discharged  per  hr.  reduced  to  1.50  II).  gage. 
Steam  discharged  per  min.  reduced  to  150  lb.  gage. 


0.02 
0.0221 
1504 
111.8 
13(34 
22.7 


0.02 
0.0244 
1984 
159.6 
1875 


0.05 
0.0524 
3473 
109.8 

3200 
53.3 


0.05 
0 . 0544 

4629 

157.9 
4415 


0.08 
0 . 0824 
4952 
106  3 

4094 
78.2 


31.2 


73  6 


0.08 

0.0844 

6854 
155.9 

6617 
110.3 


0  10 
0  1024 
5998 
105.9 

5705 
95.1 


0.10 

0.1044 

8438 
156.1 

8137 
135.6 


3-In.  REauLAB  Bevel  Seat 


Lift  of  valve  as  set 0 .  02 

Lift  of  valve  including  yielding  of  metal 0.0207 

Steam  discharged  per  hr.,  lb !  879 

Boiler  pressure  gage 110.4 

Steam  discharged  per  hr.  reduced  to  100  lb.  gage. '  806 

Steam  discharged  per  min.  reduced  to  100  lb.  gage.  13 . 4 


0.05 
0.0507 
2219 
109.2 
2054 
34.2 


0.08 

0.10 

0.0807 

0.1007 

3500 

4412 

108.3 

109.8 

3264 

4065 

54.4 

67.8 

Lift  of  valve  as  set 

Jjift  including  yielding  of  metal 

Steam  discharged  per  hr.,  lb 

Boiler  pressure  gage 

Steam  discharged  per  hr.  reduced  to  150  lb.  gage. 
Steam  discharged  per  min.  reduced  to  150  lb.  gage. 


0.02 
0.0210 
1313 
161.9 

1225 
20.4 


3i4-lN.  Flat  Seat 


Lift  of  valve  as  set '       0 .  02 

Lift  of  valve  including  yielding  of  metal !        0 .  0222 

Stoam  discharged  per  hr.,  lb I        1479 

Boiler  pressure  gage 105.2 

Steam  discharged  per  hr.  reduced  to  100  lb.  gage.  1415 

Steam  discharged  per  min.  reduced  to  100  lb.  gage.  23.6 


Lift  of  valve  as  set 

Lift  including  yielding  of  metal 

Steam  discharged  per  hr.,  lb 

Boiler  pressure  gage 

Steam  discharged  per  hr.  reduced  to  150  lb.  gage. 
Steam  discharged  per  min.  reduced  to  150  lb.  gage. 


0.02 

0.0232 
2070 
153.3 

2029 
33.8 


0.05 
0.0510 
3049 
154.9 
2961 
49.4 


0.05 

0.0522 

3636 
99.2 

3661 
61.0 


0.05 
0.0532 
5236 
152.8 

5148 
85.8 


0.08 

0.0810 

4670 
152.2 

4608 
76.8 


0.10 
0.1010 
5788 
151.3 

5743 
95  7 


0.08 

0.0822 

5408 
98.1 

5497 
91.6 


0.08 

0.0832 

7772 
150  8 

7734 
128.9 


0.10 

0.1022 

6760 
102.1 

6638 
110.6 


0.10 

0.1032 

9286 
147.1 

9452 
157.5 
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Table  2 — Continued 


3J^-In.  Regular  Bevel  Seat 


Lift  of  valve  aa  set 

Lift  including  yielding!  of  metal 

Steam  dischar^ud  per  lir.,  lb 

Boiler  pressure  gage 

Steam  discharged  per  hr.  reduced  to  100  lb.  gage. 
Steam  discharged  per  min.  reduced  to  100  lb.  gage. 


0.02 
0.0215 
1058 
110.2 
972 
16.2 


0.05 
0.0515 
2488 
105.0 
2384 
39.7 


0.08 
0.0815 
3878 
102.0 

3810 
63.4 


0.10 
0.1015 
4788 
102.4 

4690 
78.2 


Lift  of  valve  as  set 0 .  02 

Lift  including  yielding  of  metal 0.0222 

Steam  discharged  per  hr.,  lb 1504 

Boiler  pressure  gage ,  152 . 2 

Steam  discharged  per  hr.  reduced  to  150  lb.  gage,  i       1484 
Steam  discharged  per  min.  reduced  to  150  lb.  gage.      24 . 7 


0.05 
0 . 0522 
351S 
151.1 
3495 
58.2 


0.08 
0.0822 
5010 
154.9 

5454 
90.9 


0.10 

0.1022 

6746 
147.4 

6854 
114.2 


metals  the  same.  In  the  case  of  the  flat-seated  inspector  valves  the 
body  and  spindle  were  of  cast  iron;  in  the  case  of  the  bevel-seated 
inspector  valves  the  spindle  was  of  composition,  but  the  valve  lift 
was  adjusted  by*the  disc-guide  threaded  below  the  seat.  It  will  be 
seen  by  referring  to  the  drawings  that  these  combinations  caused  this 
difference  of  expansion  to  be  reduced  to  a  minimum. 

TABLE  3     3-IN.  MUFFLED  LOCOMOTIVE  POP  SAFETY    VALVE 
Flat  Seat  with  Rounded  Edoe,  Valve  Marked  O.  0.08  In.  Lr.'T  as  Set,    Iune  16,   1910 


Time 

Tank,  Weight 

Weight  of 

Condensed 

Steam 

Average 

Boiler  Pressure 

(Gage) 

Pressure  in 
MufHcr 
(Gage) 

10:24            

232 
1120 

275 
1133 

261 
1131 

200 
1155 

204 
1105 

265 
1126 

888 

858 

870 

889 

841 
861 

204 

198 

204 

200 

197 
199 

10:29 S 

0 

1034 \ 

0 

10:39 \ 

0 

1044       \ 

0 

10:49 S 

0 

10:54 

0 

Total  time,  30  min.;  total  steam,  5207  lb.;  steam  per  hour,  10,414  lb.;  average  boiler  gage 
201.3  lb.:  quality  of  steam  (dry  steam   -1)  ■"0.996. 
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12  In  testing  the  valves  the  adjustments  and  settings  were  always 
made  while  the  valve  was  hot,  practically  at  the  temperature  of  the 
valve  during  a  test. 

13  The  additional  lift  due  to  the  yielding  of  the  metal  because  of 
the  presence  of  steam  pressure  on  the  under  side  of  the  valve  was  de- 
termined in  the  case  of  each  valve.  The  valve  was  supported  by  its 
flange  in  a  testing  machine  and  a  load  corresponding  to  100,  150,  or 
200  lb.  per  sq.  in.  applied  to  the  valve.  The  movement  of  the  valve 
with  reference  to  its  seat  was  measured  by  a  micrometer  caliper. 
Different  sets  of  readings  on  any  one  valve  varied  0.0005  in.  and  the 
results  are  liable  to  be  in  error  by  this  amount.  It  is  probable  that 
considering  all  of  the  errors  in  determining  the  total  lift  of  the  valve 
the  result  is  good  to  about  0.001  in. 

14  The  steam  was  condensed  in  an  Alberger  bottom  inflow  sur- 
face condenser  with  a  hot-well  at  the  bottom.  This  condenser  is  used 
in  connection  with  a  500-kw.  Parsons  turbine  in  the  engineering 
laboratories  at  the  Massachusetts  Institute  of  Technology.  Besides 
the  regular  drain  to  the  hot-well  there  were  additional  drains  of  4-in. 
pipe,  one  from  each  end  of  the  condenser  to  the  hot-well.  The  level 
in  the  hot-well  varied  about  1  in.,  which  corresponds  to  about  9  lb.  of 
steam. 

15  Each  weighing  of  a  tank,  empty  or  full,  is  good  to  |  lb.  In  the 
runs  with  0.08  and  0.10  in.  lifts,  if  all  errors  in  weighing  are  assumed  to 
be  cumulative  and  an  error  of  1  in.  in  the  level  in  the  hot-well  be  also 
considered,  the  maximum  error  is  15  lb.  The  probable  error  is  less 
but  even  this  is  a  small  percentage  of  the  total. 

16  In  the  case  of  the  0.02  in.  lift,  the  maximum  possible  error  due 
to  all  sources  would  be  10  lb.  and  for  the  very  worst  case  this  is  sVir 
or  less  than  2  per  cent.  The  results  of  the  calorimeter  tests  are  good 
within  2  in  the  third  decimal  place. 

17  The  pressure  readings  by  the  boiler  gage  were  taken  at  1- 
minute  intervals  during  most  of  the  time,  but  occasionally  more  fre- 
quently when  the  pressure  was  varying.  The  gage  was  tested  before 
and  after  each  series  of  tests  and  was  found  correct. 
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18  This  series  of  tests  of  safety  valves  is  notable  in  that  the 
measurements  of  discharge  are  quantitative  instead  of  merely  com- 
parative and  that  the  steam  is  measured  by  the  condensation  of  the 
discharge,  with  determination  by  calorimeter  of  the  moisture  of  the 
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steam  entering  the  valves.  Some  idea  of  the  large  condenser  and 
boiler  equipment  required  may  be  gained  when  the  total  discharge 
figures  are  compared  with  average  conditions  in  ordinary  work.  And 
this  tremendous  rate  of  steam  discharge  was  not  for  a  few  minutes 
only,  but  was  maintained  through  1-hour  and  2-hour  periods  of  uni- 
form flow. 


^^ 


Fig.  8     Bkvel-Seated  Valve 


Fig.  9    Annular  Valve 


19  Every  precaution  was  observed  to  avoid  errors  and  all  the 
readings  were  made  by  Professor  Miller  personally.  The  work  was 
carried  on  at  the  Massachusetts  Institute  of  Technology,  because 
no  commercial  plant  was  found  where  the  large  steam  supply  could 
be  uniformly  maintained  under  absolute  control.  A  part  of  the 
laboratory  equipment  there  was  utilized,  but  it  was  found  necessary 
to  erect  a  considerable  amount  of  special  apparatus  and  piping,  and 
this  preparation  for  the  tests  extended  over  nearly  a  year. 

20  As  the  valves  were  adapted  from  ordinary  commercial  ar- 
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tides,  altered  in  a  few  details  to  meet  the  requirements  of  convenient 
orifice  regulation  as  planned  b}^  Professor  Miller,  it  may  be  of  im- 
portance to  note  what  these  peculiariticis  of  construction  were,  and 
to  supply  some  of  the  essential  measurements  that  will  be  of  interest 
to  those  who  would  like  to  make  their  own  calculations  of  the  areas 
of  the  valve  passages  and  orifices. 

21  Two  of  the  iron-body  valves  were  of  the  bevel-seated  type, 
the  contacting  seat  and  disc  faces  forming  a  single  steam-tight  joint 
at  an  angle  of  45  deg.  to  the  vertical.  The  other  two  iron-body 
valves  were  of  the  annular  type  with  two  concentric  seats  in  the 
horizontal  plane,  hence  called  flat-seated  annular  valves.  The  four 
locomotive  valves  were  all  of  the  flat-seated  annular  type,  but  in  two 
of  them  the  inner  edge  of  the  larger  seat  face  was  made  slightly 
rounded,  differing  in  this  detail  from  the  otiier  two  similar  locomo- 
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tive  valves  with  which  they  were  to  be  compared.  The  effect  of  this 
slight  change  of  orifice  form  and  proportion  in  the  locomotive  valve 
seats  in  increasing  greatly  the  steam  discharge  is  clearly  demon- 
strated. 

22  Pop  safety  valves  were  invented  about  00  years  ago,  and 
were  perfected  in  this  country  about  30  years  later  and  went  into 
general  use.  Broadly  speaking,  the  invention  consists  of  an  addition 
to  the  disc  of  the  safety  valve,  so  designed  that  when  the  valve  is 
closed  such  addition  is  excluded  from  the  action  (jf  the  steam,  but  when 
the  valve  opens  the  outflowing  steam  acts  upon  it  and  with  the  initial 
force  causes  the  valve  disc  suddenly  to  rise  higher  and  the  spring  to 
be  more  compressed  than  it  would  be  with  a  force  due  to  the  steam 
pressure  upon  the  original  area  only;  thus  there  is  afforded  a  prompt, 
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full-open  passage  at  the  seat  through  which  the  maximum  quantity 
of  steam  will  flow  at  once  and  give  relief  to  the  boiler. 

23  The  bevel-seated  valves  (Fig.  8)  generally  have  this  additional 
area  at  the  periphery  of  the  disc,  outside  of  the  seat,  where  it  forms 
a  chamber  with  more  or  less  contracted  outlet  at  the  extreme  lip  of 
the  valve,  through  which  all  the  steam  must  pass  after  escaping  over 
the  seat  before  it  reaches  the  open  air.  As  the  seat  is  formed  at  an 
angle  of  45  deg.  to  the  vertical,  the  passage  between  the  scat  and 
disc  faces  when  the  valve  opens  is  diagonally  upward,  and  what  is 
called  the  lip  of  the  valve  is  so  related  to  this  seat  that  the  steam  is 
forced  to  impinge  directly  upon  it  before  being  deflected  downward 
toward  the  bottom  of  the  chamber  where  it  reacts,  the  effect  of  the 
impact  upon  the  lip  of  the  valve  being  increased  by  the  expansive 
force  of  the  steam  acting  in  the  lip  chamber  on  account  of  the  partial 
and  momentary  confinement  before  it  passes  into  the  open  air.  This 
force  is  regulated  in  various  ways.  Sometimes  openings  are  made 
through  the  lip  or  in  the  floor  of  the  chamber,  through  which  the 
steam  escapes  and  so  reduces  the  pressure  within  the  lip  chamber 
that  the  valve  disc  will  not  lift  too  high.  Most  valves  of  this  kind 
have  a  threaded  ring  surrounding  the  chamber,  providing  a  microm- 
eter adjustment  by  means  of  which  the  opening  at  the  lip  may  be 
made  wider  or  narrower  at  will.  The  ring  sometimes  slightly  over- 
laps the  disc  at  its  periphery  until  the  valve  has  lifted  an  appreciable 
amount. 

24  Annular  valves  (Fig.  9)  have  the  additional  area  located  at 
the  center  of  the  disc  and  within  the  outer  seat.  This  area  is  ex- 
cluded from  the  action  of  the  steam  when  the  valve  is  closed,  by 
means  of  an  inner  seat,  but  acted  upon  directly  by  the  steam  when 
the  valve  opens.  The  disc  is  simply  a  flat  cover  for  the  valve  base 
and  has  two  concentric  seats  in  the  same  horizontal  plane.  The 
central  area  of  the  disc,  which  is  not  exposed  to  the  steam  when  the 
valve  is  closed,  covers  a  well  which  communicates  to  the  outer  air 
through  four  hollow  arms  radiating  from  it  out  through  the  sides 
of  the  valve  l)ody.  When  the  valve  opens,  the  steam  is  discharged 
directly  across  the  outer  flat  seat,  and  there  is  also  a  separate  addi- 
tional flow  over  the  inner  seat  into  the  central  well  and  out  through 
the  four  liollow  arms.  The  openings  through  these  arms  are  con- 
trolled by  a  sleeve,  threaded  on  the  valve  body,  so  that  it  may  be 
turned  upward  or  downward  as  desired.  If  it  should  close  the  open 
ends  of  the  hollow  arms,  preventing  the  escape  of  the  steam  through 
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the  central  well,  the  reactionary  effect  upon  the  disc  to  lift  it  against 
the  spring  would  be  greater  than  if  the  openings  from  the  well  were 
unobstructed;  and  by  locating  the  sleeve  at  intermediate  points  the 
lift  of  the  valve  can  be  varied. 

25  While  both  styles  of  valves  are  efficient,  it  will  be  noted  that 
in  the  bevel-seated  type  all  of  the  steam  passes  over  the  single  seat 
and  through  the  additional  regulating  chamber  at  the  lip  of  the  valve, 
and  in  some  cases  through  a  constricted  passage  at  the  periphery  of 
the  lip;  while  in  the  annular  valve  the  steam  for  the  relief  of  the 
boiler  pressure  passes  directly  through  the  outer  seats  without  any 
obstruction  whatever,  unaffected  by  any  regulation  of  the  by- 
passed steam  through  the  center  that  may  be  necessary.  Also, 
for  a  given  lift  of  valve,  the  area  of  opening  through  a  flat-seated 
valve  is  nearly  1|  times  that  through  a  valve  with  bevel  seats. 

26  In  bevel-seated  valves  the  disc  is  ordinarily  guided  vertically 
so  that  it  will  return  properly  to  its  seat  when  the  valve  closes,  by 
means  of  four  or  more  radiating  wings  or  vanes  depending  from  the 
face  of  the  disc  in  the  steam  space  and  bearing  against  the  sides  of 
the  inlet  or  throat  of  the  valve  (Fig.  8).  In  the  bevel-seated  valves 
tested  by  Professor  Miller,  the  disc  was  mushroom-shaped,  the  guide 
being  small  in  diameter  and  acting  in  an  open  hub  supported  in  the 
steam  space  by  arms  extending  from  the  sides  (Fig.  10).  But  in  the 
annular  valve  there  are  no  guides  or  wings  attached  to  the  disc, 
which  is  simply  a  flat  member  having  the  truncated  form  of  the  cen- 
tral zone  of  a  sphere.  This  is  placed  in  a  cylindrical  chamber  outside 
and  above  the  steam  space,  and  there  it  lifts  or  moves  freely  as  acted 
upon  by  the  steam  against  its  lower  face  and  by  the  opposed  spring 
which  presses  upon  it  at  its  center.  The  contact  between  the 
chamber  and  the  spherical  part  of  the  disc  is  the  least  possible, 
which  permits  universal  movement  of  the  disc  without  possibility  of 
cocking  or  sticking,  and  yet  insures  that  the  disc  will  return  accu- 
rately upon  its  seats  when  the  valve  closes. 

27  In  the  two  of  the  iron-body  valves  that  were  fitted  with  these 
annular  seats,  and  in  two  of  the  locomotive  valves,  the  escaping 
steam  was  compelled  to  make  a  sharp  right-angled  turn  in  passing 
out  over  the  inner  edge  of  the  main  discharge  seat  (Fig.  11).  This 
had  been  the  construction  for  many  years,  as  the  concession  to  more 
simple  manufacturing  operations.  It  was  proposed  by  Professor 
Miller  to  round  this  corner  slightly,  as  indicated  at  A'  in  Fig.  12,  at 
the  junction  of  the  side  wall  of  the  inlet  or  throat  of  the  valve  with 
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the  main  outer  seat,  for  he  believed  that  this  would  permit  a  larger 
flow  of  steam.  Therefore,  two  other  locomotive  valves  were  sub- 
mitted to  test,  exactly  like  the  first  in  all  respects  except  that  this 
edge  was  rounded,  but  only  to  the  small  extent  that  the  castings 
would  permit  without  change  in  patterns.  The  valves  with  the 
angular  corner  are  referred  to  in  the  tests  as  having  the  "square 
edge,"  while  the  valves  with  the  rounded  corner  are  designated  as 
having  the  "rounded  edge."  Fig.  4  shows  the  later  form  of  these 
valves  with  shape  of  inlet  passage  modified. 
28    The  locomotive  valves  were  cast  with  flanged  bases,  similar 


Fig.  11    Sectional  View  op  Annular  Valve 


Fig.  12    Annulak  Valve  suowing  Rounded  Corner  of  Valve  Seat 


in  size  to  the  iron-body  valves,  to  suit  the  pipe  connections  to  which 
they  were  attached  during  the  tests.  The  designating  letters,  J,  0, 
A,  and  B,  were  stamped  upon  the  locomotive  valves  before  the  tests, 
simply  as  a  convenient  means  of  identification. 

29  In  both  bevel-seated  valves,  the  total  width  of  the  seat-face 
CBE  (Figs.  13  and  14)  was  0.088  in.,  and  the  vertical  distance  m 
between  the  planes  of  the  lower  edge  of  the  seat  face  at  C  and 
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the  outer  edge  of  the  seat  face  at  E  measured  0.062  in., 
in  both  the  3-in.  and  3-2-in.  valves;  therefore  when  the 
valve  disc  was  lifted  0.02  in.  and  0.05  in.,  in  the  tests,  the  condition 
was  that  represented  by  Fig.  13,  and  when  the  disc  was  lifted  0.08 
and  0.10  in.,  the  lower  face  of  the  disc  at  A  was  above  the  plane 
of  the  outer  edge  of  the  seat  face  at  E,  as  shown  by  Fig.  14. 
It  will  be  seen  of  course  that  the  entrance  to  the  diagonal  passage 
through  the  seat  when  the  valve  is  open  is  measured  on  the  per- 
pendicular line  let  fall  from  A  to  the  seat  face  at  B,  and  this  has  the 

mean  diameter  d,  which  is  greater  by  the  distance than  the  dia- 

meter  D,  which  measures  the  area  of  the  disc  that  is  under  pressure 
when  the  valve  is  closed. 

30  It  is  apparent  that  calculating  the  area  of  the  discharge  pas- 
sage upon  the  greater  diameter  d  instead  of  the  distance  D  gives  some 
theoretical  advantage  in  this  style  of  valve,  yet  the  total  quantity  of 
steam  discharged  is  nevertheless  not  as  great  as  in  the  case  of  the 
flat-seated  valves,  in  which  the  free,  open  passage  through  the  outer 
seat  is  measured  by  the  normal  circumference  of  the  inner  edge  of 
the  seat  having  the  diameter  D,  multiplied  by  the  actual  vertical 
lift  of  the  disc. 

31  In  the  annular  valves,  the  area  of  the  opening  into  the  central 
well  over  the  inner  seat  is  considerably  greater  than  the  outlet  area 
from  the  well  through  the  four  hollow  regulating  arms,  even  when 
these  passages  are  left  full-open ;  for  the  smaller  edge  of  the  inner  seat 
face  leading  to  the  central  well  is  1  1/16  in.  in  diameter  in  the  3-in. 
valve,  giving  a  circumference  of  3.33  in.,  and  in  the  3|-in.  valve  the 
smaller  edge  of  this  inner  seat  over  which  the  steam  passes  to  the 
central  well  is  \\  in.  in  diameter,  giving  a  circumference  of  3.92  in.; 
so  that,  at  0.08  in.  lift  for  example,  the  area  of  the  entrance  to  the 
well  is  0.26  sq.  in.  in  the  3-in.  valve  and  0.31  sq.  in.  in  the  3^-in. 
valve.  Compared  with  this,  the  hollow  arms,  leading  from  the  cen- 
tral well,  are  \  in.  in  diameter  in  the  3-in.  valve  and  9/32  in.  in  the 
3|-in.  valve,  the  four  arms  giving  an  additional  possible  total  area  of 
0.196  sq.  in.  to  be  added  to  the  main  discharge  in  the  3-in.  valve,  and 
"0.248  sq.  in.  additional  in  the  2>\-\n.  valve. 

32  Measurements  of  the  pressure  in  the  central  well  chamber, 
however,  made  by  connecting  a  pressure  gage  to  it  by  means  of  a 
separate  pipe,  show  that  the  pressure  existing  there  when  the  valve 
is  blowing  is  appreciably  less  than  the  indicated  boiler  pressure.    The 
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total  effective  discharge  area  to  be  credited  to  these  auxiliary  outlets 
through  the  central  well  may  therefore  be  taken  as  from  4/10  to  8/10 
of  their  nominal  measured  area  just  given. 

33  In  calculating  the  total  effective  discharge  area  of  these  an- 
nular valves,  first  multiply  the  smaller  circumference  of  the  outer 
seat  by  the  full  vertical  lift  of  the  disc  and  add  to  this  a  reduced 
percentage  of  the  area  of  the  four  arms  or  of  the  portion  of  their  exit 
ends  not  covered  by  the  regulating  gate.  The  effective  pressure  in 
these  restricted  passages  is  of  course  considerably  reduced,  and  de- 
pends more  or  less  upon  the  amount  of  the  opening  at  the  seat  lead- 
ing into  this  central  chamber  and;the  freedom  of  flow  into  it,  for 


Figs.  13  and  14 


Diagrams  showing  Discharge  Area  of  Bevel-Seated 
Valves 


when  the  disc  is  lifted  from  its  seat  only  0.02  in.,  there  must  be  an 
appreciable  restriction  or  wire-drawing  of  the  steam  flowing  into  the 
central  well,  and  therefore  it  seems  fair  to  take  the  value  of  the  dis- 
charge area  of  the  hollow  arms  under  these  conditions  as  only  40 
per  cent  of  their  measured  area,  increasing  to  70  per  cent  when  the 
lift  is  0.05  in.  and  80  per  cent  for  the  normal  lifts  of  0.08  and  0.10  in. 
But  these  approximations  are  not  important  and  do  not  greatly 
affect  the  results,  for  the  function  of  this  small  by-passed  flow  of 
steam  is  principally  to  regulate  the  lift  of  the  disc,  and  the  quantity 
of  discharged  steam  through  the  central  passages  is  only  incidental 
and  additional,  and  for  all  practical  purposes  these  estimated  values 
may  be  taken  as  fairly  conservative. 
34    The  width  of  the  seat  face  on  the  casting  of  the  base  of  the 
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annular  valve  is  approximately  3/16  in.  for  the  outer  seat  and  5  in. 
for  the  inner  seat,  and  tlie  faces  on  the  disc  fairly  coincide  with  these 
when  the  valve  is  closed,  though  the  actual  width  of  the  contacting 
faces  may  be  better  assumed  as  about  |  in.  for  the  outer  seat  and  3/32 
in.  for  the  inner  scat  leading  to  the  central  well.  Th(^  formula  for  cal- 
culating the  effective  discharge  area  of  the  annular  valve  is: 
Discharge  area  =  (circumference  of  outer  seat  X  lift) 

+  4X  (net  effective  area  through  each  arm) 

=  tZ)/  +  0.8  X  7r(diameter  of  arm)^ 
35  In  the  bevel-seated  valves  tested  bj'^  Professor  Miller,  the 
area  of  the  discharge  passage  over  the  valve  seat  may  be  calculated 
by  the  well-known  formula,  which  is  made  clear  by  reference  to 
Figs.  13  and  14  illustrating  the  two  cases  involved,  one  where  the 
disc  at  A  does  not  lift  higher  than  the  vertical  distance  m  between 
the  inner  and  outer  edges  C  and  E  of  the  seat  face,  and  the  other 
where  the  lower  face  of  the  disc  at  A  rises  above  the  horizontal  plane 
of  the  outer  edge  E  of  the  seat  face: 

^B  =  Z  sin  45  deg.  =  0.707/ 

/  CL\  I 

d  =  D+{2X-)  =  D^- 
Seat  circumference     =  ttD 
Orifice  circumference  =  t(D-\--J 

Discharge  area  =    (AB)Tr(D-\--j 


=  (0.707/)7r(/;  +  |^) 
=  0.707TrDl-\-^ 


I 

2' 
0.7077r/2 

2 

=  2.22DZ+l.in2 
This  form  of  the  equation  gives  results  about  \\  per  cent  larger 
than  the  usual  approximation 

Discharge  area  =  0.707irDl 
36  In  both  types  of  valves  concerned  in  these  tests,  the  lower  end 
of  the  inlet  connection  measures  appreciably  larger  than  the  actual 
diameter  at  the  valve  seat,  and  the  net  area  of  the  unobstructed  pas- 
sage leading  up  to  the  edge  of  the  valve  seat  where  the  steam  escapes 
is  several  times  greater  than  the  largest  possible  area  through  the 
seat  for  steam  discharge  that  is  intended  to  be  opened  in  the  ordinary 
operation  of  the  valves.    In  the  case  of  the  annular  valves  the  area 
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of  the  inlet  passagesj^is  approximatelyjjour^times^that  of  the  dis- 
charge passages  and  in  the  case  of  the  bevel-seated  valves  it  is  seven 
or  eight  times,  assuming  in  each  case  that  the  valve  lift  is  0.1  in. 

37  The  accompanying  chart,  Fig.  15,  shows  the  relative  areas  in 
square  inches  of  the  narrowest  parts  of  the  passages  and  chambers 
through  which  the  steam  discharged,  in  the  locomotive  valves,  after 
passing  the  valve  seat;  and  the  progressive  increase  explains  why  the 
valves  were  satisfactorily  muffled  without  any  retarding  effect  upon 
the  escaping  steam,  and  why,  as  noted  by  Professor  Miller,  no  back 
pressure  could  be  detected. 
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Fig.  15    Diagram.s  showing  1'assagk   Akea  at  Dikikuent  Points  in  the 
Locomotive   Valves 


38  When  any  safety  valve  is  closed  steam-tight,  the  actual  line 
of  contact  between  the  disc  face  and  seat  face  is  a  sinuous  line  with- 
out appreciable  width,  which  at  points  approaches  the  inner  or  outer 
edge  of  the  seat  face  as  happens.  Therefore  the  exposed  area  of  the 
valve  disc,  under  pressure  when  the  valve  is  closed,  is  never  exactly 
the  same  as  the  theoretical  area  calculated  by  the  rated  diameter  of 
the  valve  seat.  But  for  all  practical  purposes  it  is  nearly  so  and  the 
diameter  of  the  inner  edge  of  the  scat  is  generally  taken  as  the  meas- 
ure of  the  disc  area. 

39  This  method  of  measurement  shows  a  total  of  7.07  sq.  in. 
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area  of  the  disc  under  pressure  in  the  3-in,  bevel-seated  valve,  when 
the  valve  is  closed,  and  9.62  sq.  in.  in  the  3^-in.  valve.  In  the  flat- 
seated  annular  valve  the  net  area  of  the  annular  face  under  pressure 
is  5.79  sq.  in.  for  the  3-in.  valve  and  7.85  sq.  in.  for  the  3|-in.  valve. 
To  obtain  these  values  the  areas  enclosed  within  the  central  scats 
were  deducted.  In  the  3-in.  valve  the  diameter  of  the  central  seat 
is  1  9/32  in.  in  diameter  and  in  the  3|-in.  valve  1^  in. 

40  Multiplying  any  of  these  effective  areas  by  the  boiler  pressure 
will  give  the  load  upon  the  disc  at  the  moment  before  the  valve 
opens,  which  load  must  be  sustained  by  the  valve  spring.  This  is 
calculated  to  be  of  the  proper  proportions  to  hold  the  valve  to  its 
seat  until  the  opening  pressure  is  reached  and  after  permitting  a  full 
opening  of  the  valve  by  the  lifting  of  the  disc  against  the  spring  pres- 
sure must  return  the  disc  again  to  its  seat  and  close  the  valve  when 
the  predetermined  amount  of  decrease  in  boiler  pressure  has  been 
attained.  If  the  total  area  of  the  disc  be  taken  into  account,  after 
the  valve  opens,  it  is  easy  to  determine  the  mean  pressure  of  the 
discharging  flow  effective  to  raise  the  disc,  until  the  reaction  of  the 
spring  is  sufiicient  to  close  the  valve  against  the  reduced  pressure 
upon  the  whole  face  of  the  valve  disc. 

41  Assuming,  for  example,  a  compression  of  the  spring  of  0.50 
in.  from  its  free  length  to  exert  a  load  upon  the  disc  equal  to  the 
steam  pressure  of  100  lb.  per  sq.  in.,  then  a  lift  of  the  disc  of  0.10  in. 
further  would  increase  the  tension  of  the  spring  and  increase  the 
reactionary  load  1/5  more  than  when  the  valve  is  closed.  Therefore 
the  discharging  steam  acting  by  impact  and  expansion  against  the 
whole  area  of  the  disc  face  when  the  valve  is  blowing  would  have  to 
sustain  momentarily  a  maxinmm  load  20  per  cent  greater  than  was 
exerted  by  the  steam  at  100  lb.  per  sq.  in.  upon  the  initial  area  of  the 
disc  when  the  valve  was  closed,  although  after  the  steam  has  passed 
out  over  the  valve  seat  into  the  lip  chamber  or  into  the  central  well 
it  is  of  course  at  a  much  lower  pressure  and  has  increased  considerably 
in  volume. 

42  The  extreme  diameter  of  the  outer  edge  of  the  lip  of  the  disc 
in  the  3-in.  bevel-seated  valve  may  be  taken  as  4|  in.  when  the  valve 
is  open,  and  4f  in.  in  the  3|-in,  valve.  The  face  of  the  outer  seat  of 
the  disc  in  the  annular  valve  has  an  appreciable  width,  making  the 
extreme  diameter  of  the  disc  acted  upon  by  the  steam  when  the 
valve  is  open  3  3/16  in.  in  the  3-in.  valves  and  3^  in.  in  the  3^-in. 
valves. 
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43  Although  the  discharge  passage  over  the  outer  flat  seat  of  the 
annular  valve  is  nearly  1|  times  as  large  as  is  possible  in  any  bevel- 
seated  valve  of  the  same  diameter-size  and  lift,  the  area  of  the  valve 
disc  exposed  to  the  steam  when  the  valve  is  closed  is,  however,  only 
about  four-fifths  of  the  total  area  of  the  disc,  by  reason  of  the  central 
portion  within  the  inner  seat  circle  being  shut  off  from  the  boiler 
pressure  until  the  valve  opens.  This  causes  less  load  upon  the  disc, 
much  less  strain  and  pounding  of  the  valve  in  seating  and  less  neces- 
sary size  and  spring  trouble,  than  in  a  bevel-seated  valve  of  the  same 
rated  size  or  seat  diameter.  When  the  valve  is  closed,  as  the  steam 
pressure  of  the  boiler  acts  only  upon  the  annulus,  or  the  area  be- 
tween the  outer  and  inner  seats,  the  spring  is  required  only  to  meet 
this  steam  pressure.  Therefore  the  spring  has  to  exert  less  absolute 
force  than  if  it  held  the  disc  to  its  seat  against  the  steam  acting  upon 
the  whole  area  of  the  disc.  The  universal  action  of  the  disc  due  to 
its  spherical  edge  within  the  cylinder  provides  against  any  binding 
effect  from  undue  eccentricity  of  the  spring,  for  all  springs  in  com- 
pression necessarily  shorten  with  a  torsional  movement  and  side- 
thrust  transmitted  to  the  disc-guides. 

44  There  is  a  decided  advantage,  therefore,  in  reducing  the  neces- 
sary movement  of  the  spring  in  its  compression  and  distortion  when 
the  valve  opens  to  the  minimum  amount  possible,  while  yet  attaining 
the  required  volume  of  steam  discharge. 


DISCUSSION 

Chas.  H.  Chase.  The  records  of  these  tests  give  an  opportunity 
for  the  calculation  of  an  average  constant  for  comparison  with  the 
constant  of  Napier's  equation  and  with  the  constant  determined 
by  a  series  of  experiments  which  were  described  in  a  paper  ^  present- 
ed before  the  Society  in  1909. 

That  series  of  tests  was  made  on  3-in.,  3§-in.,  and  4-in.  valves 
of  the  stationary  type,  and  on  1^-in.,  3-in.  and  S^-in.  locomotive 
type  valves.  The  valve  springs  were  removed  and  the  lift  of  the  valve 
disc  was  controlled  in  each  test  by  a  solid  threaded  spindle  carried 
by  the  valve  case.  The  discharge  was  found  by  weighing  the  feed- 
water,  the  water  level  being  kept  constant.  The  steam  had  an 
average  superheat  of  37.2  deg.  fahr.  All  of  the  valves  had  45-deg. 
bevel  seats,  and  the  discharge  areas  were  found  by  the  equation 

'  Safety  Valve  Capacity,  P.  G.  Darling,  Trans.  Am.  Soc.  M.  E.,  vol.  31,  p.  109. 
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a  =  2.22X/)Xi+l.llXZ* 

except  in  two  of  the  24  tests  where  the  valve  hft  was  greater  than 
the  depth  of  seat  and  then  the  equation  used  was 

a  =  2.22Xi)Xd+l.llXrf''+Z)X(/-d) 
in  which  Z)  =  diameter  of  valve,  /  =  valve  hft,  d  =  depth  of  valve  seat. 
The  average  constant  for  the  tests  was  47.5,  to  compare  with 

TABLE  4  VALUES  OF  CONSTANTS  WITH  LIFTS  AND  AREAS  OF 

DISCHARGE 


3-In.  Regular 

Bevel  Seat 

Pressure  100  Lb. 

Gage 

Lift 

E 

= 

Constant 

X 

a 

X 

p 

0.0207 

806 

= 

50.8 

X 

0.1383 

X 

114.7 

0.0507 

2054 

= 

52.6 

X 

0.3405 

X 

114.7 

0.0807 

3264 

= 

52.1 

X 

0.5447 

X 

114.7 

0.1007 

4065 

= 

52.0 

X 

0.6819 

X 

114.7 

3-1  n.  Regular 

Bevel  Seat 

Pressure  150  Lb 

.  Gage 

Lift 

E 

= 

Constant 

X 

a 

X 

P 

0.021 

1225 

= 

53.0 

X 

0.1403 

X 

164.7 

0.051 

2961 

= 

52.5 

X 

0.3425 

X 

164.7 

0.081 

460S 

= 

51.2 

X 

0.5467 

X 

164.7 

0.1010 

5743 

= 

51.0 

X 

0.6840 

X 

164.7 

3H-In.  Bevel  Scat 
Pressure  100  Lb.  Gage 


Lift 

E 

= 

Constant 

X 

a 

X 

P 

0.0215 

972 

= 

50.6 

X 

0.1676 

X 

114.7 

0.0515 

2384 

= 

51.5 

X 

0.4031 

X 

114.7 

0.0815 

3810 

= 

51.9 

X 

0.6406 

X 

114.7 

0.1015 

4690 

= 

51.2 

X 

0.8001 

X 

114.7 

3H-In.  Bevel  Seat 

Pressure  150  Lb 

.  Gage 

Lift 

E 

= 

Constant 

X 

a 

X 

P 

0.0222 

1484 

= 

52.1 

X 

0.1730 

X 

164.7 

0. 0.^22 

3495 

= 

51.9 

X 

0.4086 

X 

164.7 

0.0822 

5454 

= 

51.2 

X 

0.6462 

X 

164.7 

0.1022 

6854 

= 

51.6 

X 

0.8057 

X 

164.7 

the  value  51.4  in  Napier's  equation 

.&  =  constant  XaXP 
for  discharge  in  pounds  per  hour. 

In  the  tests  of  3-in.  and  3^-in.  valves  with  bevel  seats  now  under 
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discussion,  the  lift  was  greater  than  the  depth  of  valve  seat  at  0.08 
and  0.10  in.  However,  as  a  perpendicular  from  the  lower  angle 
of  the  valve  disc  does  not  clear  the  seat  in  either  case,  there  remains 
a  discharge  orifice  bounded  by  two  parallel  conical  surfaces  as  on 
the  lower  lifts,  and  the  same  method  of  calculation  for  discharge 
area  may  be  used. 

Table  4  gives  the  values  of  the  constants  together  with  the  lifts 
and  areas  of  discharge.  Here  the  average  value  of  the  constant 
is  51.7. 

If  the  calculation  of  discharge  areas  for  lifts  greater  than  the 
depth  of  valve  seat  is  made  in  the  same  way  as  in  the  tests  quoted, 
the  average  value  of  all  the  constants  becomes  49.0.  That  method 
is,  however,  inadmissible  for  the  reason  given  in  Par.  4  of  this  dis- 
cussion and  we  fire  brought  to  the  conclusion  from  these  tests  that 
for    lifts  up  to  0.10  in.  the  discharge  of  dry  steam  for  valves  with 
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Fig.   16    Showing  Varying  Pressures  Affecting  \ayv  of  Valve 

bevel  seats  may  be  found  very  accurately  b}-  the  direct  application 
of  Napier's  equation. 


W.  Trinks.  It  occurs  to  me  that  the  most  important  part  of 
Professor  Miller's  paper  has  been  omitted.  We  can  predict  with 
some  degree  of  accuracy  how  much  steam  a  valve  is  going  to  dis- 
charge for  a  given  lift,  but  it  takes  a  very  wise  man  to  predict  the 
lift,  for  this  reason:  The  region  around  the  valve  seat  is  a  nozzle 
so  that  at  line  1,  Fig.  16,  the  pressure  will  be  less  than  at  line  2 
and  that  again  less  than  at  line  3,  etc.;  but  the  pressure  over  the 
whole  plate,  plus  the  lip  for  popping,  keeps  the  valve  open  against 
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the  compressed  spring.  For  heavy  flow  there  must  be  equilibrium 
between  sj^ring  force  and  static  and  dynamic  steam  forces.  To  pre- 
dict the  lift  of  the  valve  one  needs  the  distribution  of  the  pressure 
lines  1,  2,  3,  4,  etc.,  over  the  valve  face.  While  the  tests  in  ques- 
tion were  made  the  distribution  of  pressure  might  have  been  tested. 
It  is  desired  to  know  whether  such  tests  were  ever  made  and  if  so, 
when  they  have  been  published. 

A.  B.  Cabhart.  The  tests  were  part  of  the  experimental  work 
incidental  to  proposed  improvements  in  safety  valve  design,  and  the 
measurements  obtained  were  intended  to  be  kept  as  private  informa- 
tion. The  purpose  was  not  to  determine  the  maximum  amount 
of  steam  which  could  be  discharged  under  any  extreme  conditions 
of  valve  adjustment.  The  tests  give  simply  the  desired  positive 
and  quantitative  measure  of  the  effect  of  certain  definite  modifica- 
tions of  the  contour  of  the  orifice  at  the  valve  seat,  in  forms  adapted 
to  ordinary  commercial  uses. 

Special  care  was  taken  to  insure  dry  steam,  and  this  was  shown 
to  be  at  all  times  between  0.995  and  0.999  dry,  measured  close  to 
the  safety  valve  inlet.  Obviously  the  weight  of  steam  apparently 
passed  would  have  been  considerably  greater  if  it  had  been  wet. 
The  steam  was  measured  by  cond causation  of  the  discharge,  for 
weighing  the  feedwater  would  have  given  only  approximations  that 
would  not  be  tolerated  in  boiler  tests  or  other  steam  measurements. 

The  form  of  the  curves,  which  closely  approximate  straight  lines 
passing  through  the  origin  at  zero,  indicates  well  designed  propor- 
tions of  the  orifices  at  the  various  lifts,  and  tends  to  the  conclusion 
that  the  curves  may  reasonably  be  projected  further  to  indicate 
the  discharges  for  the  slightly  higher  lifts  sometimes  desired  and 
attained  in  these  valves  under  actual  working  conditions. 

As  the  basis  of  comparison  with  the  results  that  may  be 
predicted  by  applying  Napier's  formula  to  the  calcidation  of 
safety  valve  discharges,  the  constant  derived  from  l*rofessor 
Miller's  tests  might  perhaps  be  more  conveniently  taken  with 
reference  to  70,  as  used  in  the  ordinary  form  of  Napier's 
equation,  rather  than  with  the  tran.sposed  value  of  51.4  re- 
ferred to  in  the  form  used  by  Professor  Chase.  The  discharges 
measured  by  Professor  Miller  show  a  value  of  the  constant  of 
G9.68  as  the  average  of  all  his  measurements  of  the  bevel-seated 
valves,  or  a  value  of  69.93  as  the  average  of  the  eight  tests  at 
the  noi-mal  lifts  of  0.08  and  0.10  in.,  showing  a  very  close  approx- 
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imation  to  the  value  of  70  of  Napier's  formula.  This  seems  to 
establish  the  reasonableness  of  applying  Napier's  equation  to 
the  calculation  of  the  discharge  of  safety  valves  of  the  type 
tested  by  Professor  Miller,  but  the  writer  thinks  these  results 
will  hardly  justify  the  general  conclusion  stated  by  Professor 
Chase  that  "  the  discharge  of  dry  steam  for  valves  with  bevel 
seats  may  be  found  very  closely  by  the  direct  application  of 
Napier's  equation,"  for  obviously  the  equation  can  hardly  be 
directly  applied  to  all  valves,  since  in  the  earlier  tests  referred 
to  by  Professor  Chase,  with  which  he  makes  comparison,  the  dis- 
charges were  apparently  only  about  921/2  per  cent  of  the  values 
gi^^en  by  Napier's  formula,  as  Professor  Chase  shows. 

In  comparing  the  present  bevel-.seated  valves  with  other  valves, 
Professor  Chase  disregards  the  fact  that  although  both  are  called 
"  bevel-seated  "  (having  the  contacting  faces  at  an  angle  of  45 
deg.  to  the  vertical),  yet  the  form  of  the  approach  to  the  seat 
orifice,  and  the  passages  and  chambers  at  the  lip  of  the  valve 
were  entirely  different  in  design,  the  extreme  lip  of  the  disc  of 
the  valves  in  the  earlier  tests  turning  upward,  instead  of  down- 
ward as  in  the  valves  tested  by  Professor  Miller,  and  in  other 
ways  differing  so  that  they  can  hardly  be  directly  compared. 
Moreover,  in  the  earlier  tests,  no  account  was  taken  of  the  dif- 
ference in  the  expansion  of  the  spindle  and  the  valve  body,  or  of 
the  additional  lift  due  to  the  pressure  of  the  steam  against  the 
disc.  Professor  Miller  shows  that  these  may  be  considerable  in 
amount.  The  bevel-seated  valves  tested  by  Professor  Miller 
were  held  rigidly  in  place  by  screw  threads  directly  below  the 
seat,  ending  practically  on  the  level  with  the  steam-tight  joint, 
vet  even  in  this  case  the  additional  strain  beyond  the  set  opening 
"in  the  various  cases  was  0.0007,  0.0010,  0.0015  and  0.0022  in.,  re- 
spectively, which  gave  an  additional  area  of  opening,  beyond  the 
amount  due  to  the  nominal  measured  lift,  averaging  2.9  per  cent 
and  in  the  maximum  case  amounting  to  7.5  per  cent  increase. 
In  the  case  of  the  flat-seated  valves,  where  the  control  was  about 
2  in.  above  the  valve  seat  (P'ig.  2)  the  additional  strain  due  to 
the  steam  pressure  beyond  the  measured  lift  was  in  the  various 
cases  0.0024,  0.0044,  0.0022  and  0.0032  in.  This  is  several  times 
greater  than  in  the  case  of  the  bevel-seated  valves,  which  were 
controlled  much  nearer  the  valve  seat;  and  this  greater  per- 
centage of  increase  in  discharge  area  was  found,  although  the 
area  of  the  disc  upon  which  the  additional  pressure  was  exerted 
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is  much  smaller  than  in  other  valves.  If  the  screw-thread  con- 
trol of  the  spindle  carrying  the  disc  was  still  further  from  the 
seat,  at  a  distance  of  perhaps  8  or  10  in.,  the  amount  of  actual 
opening  of  the  valve  beyond  the  measured  opening  as  set  must 
inevitably  be  considerably  greater  than  the  amounts  determined 
by  Professor  Miller,  and  would  thus  modify  the  calculation  ol 
the  percentage  of  discharge  and  the  relative  value  of  the  con- 
stant to  be  compared  with  Napier's  constant  in  such  cases,  so  as  to 
have  reduced  appreciably  the  apparent  indicated  percentage  effi- 
ciency of  discharge.  In  Professor  Chase's  illustration  of  the 
effect  of  using  an  erroneous  formula,  which  he  says  is  inadmissi- 
ble, he  applies  it  to  12  cases  out  of  24  in  Professor  Miller's  report; 
whereas  in  the  earlier  tests  he  refers  to,  it  was  used  in  only  two 
cases  out  of  24.  Therefore  the  value  of  the  constant  as  then  de- 
termined could  not  have  been  greatly  affected. 

If  it  were  to  be  assumed,  in  the  case  of  the  flat-seated  locomo- 
tive valves  tested  by  Professor  Miller,  that  all  of  the  steam  dis- 
charged had  passed  over  the  outer  seat  alone,  the  percentage  of 
the  discharge  would  have  averaged  108.5  per  cent  for  the  valves 
having  the  square  edge  seat  and  121.2  per  cent  for  the  valves 
with  the  seat  having  the  rounded  edge,  as  compared  with  the 
discharge  to  be  predicted  for  the  same  areas  of  discharge  orifice, 
calculated  according  to  Napier's  formula,  taken  as  100  per 
cent.  This  simply  establishes  what  has  been  so  often  asserted, 
that  approximately  15  to  18  per  cent  of  the  total  discharge  of 
these  valves  is  through  the  openings  through  the  hollow  arms 
leading  from  the  central  well,  by  which  the  amount  of  the  valve 
lift  and  the  closing  pressure  are  regulated,  affording  therefore 
this  additional  by-passed  flow  of  steam  through  the  central  pas- 
sages, independent  of  and  in  addition  to  the  main  discharge 
over  the  outer  flat  seat.  And  there  is  the  other  interesting  com- 
parison, that  by  reason  of  these  seats  being  flat,  instead  of  bev- 
eled at  an  angle  of  45  deg.,  the  calculated  discharge  orifice,  for 
the  same  lift,  is  nearly  V^  times  as  great  as  in  the  valves  of  the 
same  seat  diameter  with  the  45  deg.  angle. 

The  original  and  only  purpose  of  Professor  Miller's  tests  of 
the  locomotive  valves  was  to  determine  the  actual  increase  in  the 
rate  of  steam  discharge  due  to  rounding  the  edge  of  the  valve 
seat.  In  order  to  measure  exactly  the  effect  due  entirely  to  this 
change  in  design,  it  was  necessary  to  remove  the  springs  and  to 
secure  the  valve  discs  at  the  predetermined  lifts.     When  such 
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valves  are  operating  in  ordinary  service  with  the  usual  springs 
the  amount  of  lift  is  undoubtedly  not  always  the  same  and  is  not 
imiformly  niiiintained  throughout  the  j)ei'io(l  of  blowing;  never- 
theless these  tests  do  establish  the  fact  that  if  these  valves  are 


TABLE  5    BEVEL-SEATED,  IRON-BODY  VALVES  AT  100  LB.  AND  150  LB.  WORKING 
PRESSURE.     AS  TESTED  BY  PROFESSOR  MILLER 
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Average  of  16  teats,  percentage  efficiency 100.517 

Average  of  8  tests,  at  normal  lifts  of  0.08  and  0.10  only 100.191 

Average  of  16  tests,  equivalent  value  of  constant 69.68 

Average  of  8  tests,  at  normal  lifts  of  0.08  and  0.10  only 69.93 

Orifice  areas  calculated  by  full  formula,  A  =2.22  Dl +  1.11  I*. 
Data  taken  from  Professor  Miller's  test  of  1910. 

Showing  rates  of  discharge  slightly  exceeding  rate  predicted    by   Napier's  formula,   but 
(airly  confirming  its  accuracy,  as  applied  to  these  values. 

Napier's  formula,  W  (jjer  second)  =AreaX '- ' 

70 

1-egulated  under  the  operation  of  the  spring  so  as  to  lift  (X05, 
0.08  or  0.10  in.,  as  may  be  desired,  then  the  steam  discharge  must 
inevitably  be  at  the  rates  given  in  this  report.  He  showed  for 
example  that  the  valves  with  the  rounded  seat  edge  discharged 
an  average  of  11.5  per  cent  more  steam  than  the  valves  with  the 
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square  edge  seat,  the  increase  being  12.3  i:)er  cent  in  the  case  of 
the  3-in.  locomotive  valve  at  0.05  and  0.10  in.  lift. 

As  it  was  not  Professor  Miller's  purpose  in  measuring  the  dis- 
charges of  the  bevel-seated  and  flat-seated  irqn-body  valves,  to 
make  an}'  direct  comparisons  with  the  results  of  the  tests  of 
any  other  valves  or  with  any  other  experiments  made  at  different 
times  for  oilier  purposes,  the  writer  has  not  attempted  to  present 
any  such  calculations.  But  the  actual  measurements  showed  an 
average  discharge  by  the  flat-seated  iron-body  valves  46.5  per 
cent  greater  than  in  the  bevel-seated  valves  at  the  same  fixed 
lifts:  the  increase,  for  example,  averaged  52.2  per  cent  in  the 
case  of  the  3-in.  valves  at  100  lb.  pressure.  The  discharge  of  all 
the  3-in.  flat-seated  valves  was  49.5  per  cent  greater  than  of  all 
the  3-in.  bevel-seated  valves,  and  the  average  increase  was  49.2 
per  cent  in  the  case  of  all  flat-seated  valves  of  both  sizes  at 
100  lb.  pressure. 

Tal)le  5,  showing  the  comparison  of  Professor  Miller's  results 
with  the  discharges  to  be  predicted  by  applying  Napier's 
formula  to  the  nominal  discharge  ai-eas  through  the  seats  of  the 
bevel -seated  valves,  may  be  of  interest. 


E.  F.  Miller  did  not  desire  to  present  a  closure. — Editor. 
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MEETINGS    OCTOBER-DECEMBER 

LOCAL    MEETINGS 

I'lIIl.AIiKI.l'IIIA.  OCTOBEU  .". 

The  Tiilenintioiiiil  Smoko  Ahatetront  Exhibition:  Paper  by 
George  11.  Perkins.  Publislied  in  The  Journal  for  October  lOlii. 
An  account  of  the  meeting  appeared  in  the  issue  of  November 
1012. 

NKW  YOUK.  OCTOBER  8 

Meeting  en  Smoke  Abatement,  using  Mr.  Perkins'  paper.    An 

account  appears  in  The  Journal  for  November  1912. 

BOSTON,   OCTOBER   16 

Water  Power  Development  of  the  Mississipi^i  Ki\er  Power 
Company  at  Keokuk,  Iowa:  Pa]>er  by  Hugh  L.  Cooper,  chief 
engineer  of  tiie  company.  Ccmtributed  by  the  Boston  Society 
of  Civil  Engineers. 

NEW  YORK.   NOVEMBER   12 

Measuring  Elliciency  in  Manufacturing:  Paper  by  Edward  B. 
Pa.ssano,  advocating  the  theory  that  all  profit  should  be  treated 
as  an  item  of  expense.    Availal)le  in  the  form  of  reprints. 

NEW  HAVEN,  NOVEMBER   13 

Afternoon  Session  on  Tran.sportation  of  Materials  in  Manufac- 
turing Plants:  Papers  by  Herbert  L.  Seward  and  by  F.  C.  Ben- 
nett of  the  Stanley  AVorks,  Ncav  Britain.  Evening  Session,  In- 
dustrial Education:  Pai>ers  by  L.  P.  Breckenridge  and  F.  J. 
Trinder,  principal  of  the  New  Plaven  State  Education  Shop. 

A  UKirc  complete  account  of  the  meeting  appeai-s  in  The  Jour- 
nal for  December  1912,  and  an  ab.stract  of  Professor  Trinder's 
j)aper  in  the  issue  of  May,  1913. 

BOSTON,  NOVEMBER   l.S 

Dry  Rot  in  Timber  u.sed  in  Slow-Burning  Construction:  Paper 
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by  Frerlerick  J.  Hoxie.    An  abstract  of  the  paper  and  discussion 
appears  in  The  Joni-nal  for  March  lOKJ. 

CHICAGO,    NOVEMHEK    21 

Business  meeting  for  election  of  new  coniiiiittee,  with  addresses 
by  engineering  societies  represented. 

ST.    LOUIS,    DECEMBER   14 

pjlection  of  h)cal  coniinittee,  foUowed  by  general  discussion  on 
engineering  subjects  of  present-day  interest. 

CHICAGO,    DECEMBER    10 

Engineering  in  Panama  and  South  America:  Addresses  by 
Col.  Henry  A.  Allen  and  F.  C.  Enright,  South  American  repre- 
sentative of  the  Association  of  Commerce. 

BOSTON,  DECEMBER  20 

The  Testing  Laboratory  and  the  Constructing  Engineer: 
Paper  by  H.  W.  llayward,  associate  professor  of  applied  me- 
chanics of  the  Massachusetts  Institute  of  Technology.  An  ab- 
stract of  the  paper  and  discus,sion  appears  in  The  Journal  for 
March  1913. 

THE   ANNUAL   MEETING 

The  thirty-third  Annual  Meeting  of  the  Society,  held  in  New 
York,  December  ;5-(),  1912,  was  attended  by  ."iCU  members  and  850 
guests.  The  meeting  was  noteworthy  because  of  the  unusually 
vai-ied  jirofessional  ju-ogram  which  for  the  first  time  was  largely 
under  the  directicm  of  the  sub-committees  of  the  Committee  on 
Meetings.  There  Avoi'e  nine  professional  sessions  and  the  last,  on 
Fi-i<lay,  was  an  all-day  session  devoted  to  the  discnssion  of  indus- 
trial management.  The  attendance  at  tliis  s<^ssion  was  large, 
indicating  a  sustained  interest  in  tiic  pi'ocecdings  up  to  the  end 
of  the  convention. 

The  various  details  (d'  the  convention  which  showed  nuich  fore- 
th()Ught  and  caiv  in  theii-  woi-king  out.  were  in  chai'ge  of  either 
standing  or  s|)ecially  organi/cd  connnittees  of  the  Society.  The 
professional  sessions  were  an-anged  by  the  Connn'ittee  on  Meet- 
ings, Dr.  ('harles  E.  Lucke,  C/hairuian.  and  by  the  various  sub- 
couimittees  of  this  committee,  covering  \aiMous  phases  of  me- 
chanical engiiieei-ing.  'J'he  Committee  on  Meetings  in  New 
"^'ork,  F.  II.  Colvin.  Chairman,  c(M")perated  with  the  House 
Committee,  Francis  Bh)ssom,  Chairman,  in  caring  for  the  enter- 
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tiiinnient  features  of  Ihe  iiu'cdiiiis,  and  iii('inl)ors  of  Ihesc  com-* 
luittees  acted  as  chainuen  of  (he  siil)-coiHinit(ees,  Francis  Blos- 
som serving  at  the  head  of  tlie  Committee  on  President's  Re- 
ception, H.  R.  Cohleigh  of  the  Excursion  Committee,  and  Roy 
V.  Wright  of  the  Aciiuaintanceship  C^»mmittee. 

A  bureau  of  information  was  maintained  in  the  foyer  of  the 
building  during  the  convention  which  materially  aided  in  the 
arrangements  for  excursions  and  other  details  of  the  meetings. 

PROGRAM 

Tuesday  E  ccninf/y  Decemher  3 

Presidents  Address:  The  Prksent  OrroRTUNiTiES  and  Conse- 
quent Responsibilities  of  the  Engineer,  Alex.  C.  Humphreys. 

Reports  of  tellers  of  election  of  oflicei's  and  inli-oduction  of 
the  President-Elect. 

President's  Reception  in  the  ]"ooms  of  the  Society. 

Wednesday  Morning^  Decemher  If. 
Business  meeling.     Reports  of  the  Council,  tellers  of  election 
of  membershij),  standing  committees.     Amendment  to  Constitu- 
tion under  C  57,  relating  to  election  of  members  and  memljership 
grades.    New  business. 

SIMULTANEOUS    SESSIONS    FOLLOWING    BUSINESS    MEETINO 

I'owKR  I'r.ANT  Session 
Dimensions  of  Boiler  Cjii:MNEys  for  Critdk  Oil,  C.  R.,  Wey- 
mouth. 

Discussed  by  Willi;iin  Kent,  E.  If.  Poabody,  D.  S.  ,Ta(nI)us. 
Tests  of  a  1000- ii.p.  24-Tubes  High  B.  &  W.  P»oh,er,  B.  N. 
Bump. 

Discussed  by  W.  D.  Eiiiiis.  WilliiUii  Kent,  .T.  H.  Browne.  D.  S.  .Tacobus. 
C.  D.  Young. 

Air  IX  Surface  Condensation,  George  A.  Orrok. 

Discussed  by  G.  ,1.  Foran.  A.  G.  Cliristie,  II.  A.  Everett,  William  Weir, 
J.  J.  Brown. 

Properties  of  Saturated  and  Superheated  Ammoxta,  Wm. 
Ya\v\  Mosher. 

Physical  Proper iifs  f)F  .\n hydrous  Ammonia,  L.  S.  Marks 
and  F.  W.  Loomis.  (Presented  through  the  courtesy  of  The 
American  Society  of  Refrigerating  Engineers.) 

Tills  paper  and  Mr.  Moslier's  discussed  by  A.  J.  Wood. 
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Experiments  with  North  Dakota  Lignite  in  a  Steam  Power 
Plant  and  a  Gas  Producer,  Calvin  H.  Crouch. 
Discussion  by  A.  M.  Leviu. 
The  Baltimore  Sewerage  Pump  Valve,  A.  F.  Nagle. 
No  discussion. 

Textile  Session 

The  Principles  of  Valuing  Property,  Plenry  K.  Rowel  1. 

Discussed  by  Charles  II.  Fish,  C.  J.  H.  Woodbury,  C.  T.  Plunkett. 
The  Power  Plants  of  Textile  Mills,  John  A.  Stevens. 

Discussed  by  C.  T.  Main,  C.  T.  Plunkett,  C.  B.  P>urleigh. 

Gas  Powee  Section 

Chairman's  Address:  Recent  Development  of  Gas  Power  in 
Europe,  H.  J,  Frejm. 

Disr-uss<>(l   by   Wni.   T.   Magruder,  D.  G.   Baker,  W.  R.  Haynie,  E.   Y. 
Sayer. 

Heavy  Oil  for  Use  in  Internal-Combustion  Engines,  Irving 
C.  Allen. 

Wednesday  Afternoon 

Reports  of  special  committees,  including  Power  Tests,  Hoist- 
ing and  Conveying,  Standard  Cross-Section  Symbols,  Standard- 
ization of  Catalogues,  Flanges,  Pipe  Threads. 
,  Reception  _     . 

Reception  to  nienibers  and  guests  of  the  Society,  given  by  the 
Ladies'  Committee  in  the  rooms  of  the  Society. 

Wednesday  Evening 

Reception  and  subscription  dinner  tendered  to  Prof.  John  E. 
Sweet,  Honorary  Member  and  Past-President,  in  celebration  of 
his  eight ictli  l)irthday  and  in  recognition  of  his  services  to  the 
engineering  prof&ssion. 

Thifrsday  Morning.  Dccemher  5 

.Joint  Session  in  Chauor  of  Sub-Committees  on  Machine  Shop  Piiactice 

AND  Iron   and  Steel 
(Papers    conti'ihiilcd     by     Siib-Coinmittce     on     Machine     Shop 

Practice) 
Report  of   Sub-Committee:   The   Drvklopment  of  Machine 
Shop  Practice  during  the  Last  Decade. 
No  discussion. 
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TiiK  \'ai  (  LAIN  DiMi.i..  A.  C.  \';iiichiiii  ;iii(l  lU'iii-v  \'.  W'ilU'. 

Discussed  bj'  J.  S.  r.aiicntlt.  II.  V.  Faiiliold.  E.  O.  Potk. 
Efkkient  Puoduction  of  Cylindhtcal  Wokk,  C.  H.  Norton. 

Discussed  by  R.  II.  Rice,  H.  P.  Fairfield,  G.  I.  Aldeu,  Win.  Kent. 
Increase  of  Boue  of  ITioh-Speeo  Wheels  by  Centrifugal 
Stress,  Sanfonl   A.  Moss.      (Contrihiited   tlu-oiin;h  the  courtesy 
of  the  Boston  Local  Connnittoe.) 

Discussed  liy  i;.  II.  Kicc.  Win.  Kent.  W.  II.  Kenerson,  E.  A.  Sporry. 
lNM!:STI(iATIOX   OF  EFFICIENCY   OF  WOUM   GeARING  FOU  AuTOMO- 

lULE  Transmission.  Win.  H.  Kenerson. 

Discussed  by  Elmer  A.  Siierry.  Win.  Kent.  W.  C.  Marshall,  L.  B.  Taylor. 
The  Strength  of  Gear  Teeth,  Gnido  H.  INIarx. 

Discussed  by  L.  D.  Rurlin,i.'aine,  R.  E.  Flanders,  W.  S.  IIusou.  W.  II. 
Diefendorf.  .T.  S.  P.aiuroft.  Wni.  Kent,  C.  11.  Norton,  W.  C.  Marshall,  T.  M. 
Phetteplace.  E.  P.  I^'sley. 

(Paper  contributed  by  Sub-Cominittec  on  Iron  ami  Steel) 

Case  Carbonizing,  Marcus  T.  Lothrop. 
Discussed  by  B.  E.  Bosler.  R.  R.  Abbott,  Albert    Sauvcur.  .1.'  A.   Mat- 
thews. 

Railkoad  Session 

(Papers  contributed  by  Sub-Committee  on  Kailroads) 
Train  Lighting,  H.  A.  Currie  and  Benjamin  F.  Wood. 
Discussed  by  R.  M.  Dixon,  W.  F.  Bliss,  Geo.  T.  Rockwood,  C.  D.  Young. 
J.  R.  Sloan.  C.  R.  Gihnan. 

Factors  in  the  Selection  of  Locomotives  in   Relation  to 
THE  Economics  of  Ivailway  Opekations.  O.  S.  Beyer,  Jr. 

Discussetl  by  II.  H.  Vauglian,  Simon  Hoffman.  C.  C.  Trump.  A.  W. 
Gibbs,  C.  D.  Younfr.  G.  R.  Henderson,  F.  F.  Gaines.  W.  F.  Keisel.  .Tr. 

Cement  Session 
( Pa pei-s  contributed  by  Sub-Conmiittee  on  Cement  Manufacture) 
Some  Bemakks  on  the  Depheciation  Factor  in  the  Cost  of 
PnoDcciNG  Portland  Cement,  Frederick  IL  Lewis. 

Depreciation  and  Obsolescence  in  Portland  Cement  Plants, 
IL  Struckmann. 

Papers  discus.sed  together  by  G.  S.  Brown,  R.  K.  Meade,  R.  C.  Car- 
penter, P.  H.  Wilson,  .Joseph  Brobston,  F.  W.  Kelley,  B.  Y.  Sayer. 

The  Preveniton  of  Mis.sed  Fir?:s  in  Blasting,  W.  H.  Mason. 
The   Deterioration   and   Spontaneous   Combustion    of  Gas 
Coal,  Perry  Barker. 

Papers  discussed  together  by  E.  Y.  Sayer. 
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Thursday  Afternoon 
StbSioN  ON  Fluid  Flow 

Mkasukiomknt  of  a  IK  IN  Fan  AVokk.  Chas.  H.  Treat. 

Discussed  by  W.  H.  Carrier,  S.  A.  Moss,  J.  H.  Browne,  C.  G.  deLaval. 
The    V-Notcii    AVeih   Method  of   MEAsirnEMENT,   D.   Rohert 
Varnall.     (C()ntril)iilc'(l  through  the  coiii-tcsy  <>f  the  Philadelphia 
L(M-al  Coininittee.) 

Disfussc'd  by  W.  S.  (Jiolo.  J.  II.  IJrowno,  F.  N.  C'oiinet. 

The  Centrifugal  Ijloweu  for  IIioh  Pressures,  Henry  F. 
Schmidt. 

Discussed  by  R.  II.  liico,  C.  V,.  doLaval,  C.  I".  Crissey,  S.  A.  Moss,  A.  E. 
Guy,  W.  H.  Carrier,  C.  J.  II.  Woodbury. 

Measurement  of  Xati  i;al  (tas,  Thos.  R.  Weymouth. 
Discussed  by  E.  A.  Uitchcoclc,  C.  J.  Bacon,  C.  C.  Tiiomas. 

Reception 

Reception  to  members  and  guests  of  the  Society,  given  l)y  the 
Ladies'  Committee  in  the  rooms  of  the  Society. 

Thursday  Evening 

The  John  Fritz  Me<lal  for  1912  Avas  conferred  upon  Robert 
Woolston  Hunt,  Past-President  of  the  Society,  "  for  his  contribu- 
tions t^  the  early  developutent  of  the  Bessemer  process."  Follow- 
ing the  ceremonial  there  was  a  joint  reception  to  Mr.  Hunt  and 
to  the  members  and  ladies  of  the  four  American  engineering 
societies. 

Friday  Morning^  December  6 
Administkation  Session 

Report  of  Sub-Couiuiittee  on  .Vdministration :  The  Present 
State  uv  the  Art  of  Industrial  Mana(;e.mi;nt. 

Discussed  by  C.  B.  (kjin^,  II.  P.  Gillette.  A.  H.  ("hiirdi,  V.  15.  'riidiiipson. 
H.  L.  Gantt.  .1.  G.  Aldrich,  R.  T.  Kent,  II.  .M.  AN'ilco.x,  F.  A.  Waldroii.  F.  W. 
Taylor.  F.  G.  Cobuni,  David  Van  Alstyiie,  IIu;ro  Dieiuer,  C.  G.  r.artli.  A.  ('. 
H>iiiiplireys,  H.  P.  Kendall,  Tracy  Lyon,  D.  S.  Kimball,  II.  II.  VauRban, 
Wni.  Kent,  R.  R,  Kcely,  T,  R.  Wooiey,  II.  K.  Ilatbaway,  S.  E.  Thompson. 

.Vxfo.MS  Concerning  Manufacittring  Costs,  Henry  R.  Towne. 
Discussed  by  A.  C.  Jackson,  Augustus  Smith,  Wm.  Kent. 

Me:asuring  P'ffkiency  in  Manufacturing,  Edward  B. 
Passano. 

No  discussion. 


No.  1360 
THE    PRESENT   OPPORTUNITIES   AND  CONSE- 
QUENT RESPONSIBILITIES  OF  THE 
ENGINEER 

By  Alexander  C.  Humphreys,  New  York 

President  of  the  Society 

In  compliance  with  a  custom  now  time-honored  in  The  Ameri- 
can Society  of  Mechanical  Engineers,  it  falls  to  my  lot,  by  reason 
of  the  honor  you  conferred  upon  me  a  year  ago,  to  open  this  33d 
Annual  Meeting  with  the  President's  address. 

I  have  selected  as  my  text :  "  The  Present  Opportunities  and 
Consequent  Responsibilities  of  the  Engineer." 

While  speaking  from  my  own  experience  as  an  engineer,  in- 
dustrial manager,  and  president  of  a  college  of  engineering,  sup- 
plemented by  my  experiences  for  some  years  past  as  an  officer  of 
this  Society,  I  shall  call  to  my  aid  the  past-presidents  of  the 
Society.  I  shall  touch  on  a  number  of  important  moot  questions, 
necessarily  briefly,  and,  although  I  shall  do  my  utmost  to  avoid 
misunderstanding  and  misinterpretation,  I  know  in  advance  that 
in  this  I  cannot  be  entirely  successful.  We  all  have  had  oppor- 
tunities to  observe  the  generally  inconclusive  results  from  the 
discussions  of  papers  read  before  our  engineering  and  other 
societies  due  to  this  failure  to  secure  an  agreement  of  minds. 
The  chances  for  misunderstanding  will  be  increased  because  I 
shall  not  attempt  to  impose  u[)()n  your  good  nature  by  reading 
my  paper  at  length. 

Doubtless  we  are  all  prepared  to  agree  that  special  qualifica- 
tions, natural  and  acquired,  must  necessarily  involve  a  commen- 
surate responsibility  to  employ  those  qualifications  in  effective 
service.  For  many  years  past  I  have  been  deeply  impressed  with 
the  particular  responsibility  of  the  engineer  to  the  community. 
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by  reason  of  his  special  qualifications.  If,  through  his  special 
qualifications,  he  is  competent  to  render  service  to  the  community 
at  large,  that  service  should  not  be  limited  to  his  particular  field 
of  vs^ork. 

My  proposition  then  is  that  to-day,  by  reason  of  the  present 
complex  conditions  surrounding  the  industries,  there  are  offered 
to  us  as  engineers  opportunities  for  public  service  which  are 
exceptional;  and  our  responsibilities  are  the  greater  because 
these  conditions  were  in  part  created  by  members  of  our  pro- 
fession. These  opportunities  are  offered  to  us;  if  we  refuse  to 
accept  them,  we  assume  a  grave  responsibility.  The  fact  that 
others  are  more  than  willing  to  take  the  lead  in  the  effort  to 
solve  the  problems  which  are  threatening  our  well-being  as  a 
nation  does  not  relieve  us  of  responsibility,  but  rather  to  the 
contrary.  If  we  leave  it  to  the  lawyers,  theoretical  economists, 
and  others,  to  shape  the  measures  of  reform,  then,  just  so  far 
as  w^e  could  have  bettered  the  result,  the  reproach  must  rest  upon 
us.  As  far  as  possible,  the  work  of  reform  should  be  the  result 
of  sincere  cooperation  on  the  part  of  all  conscientious  and  com- 
petent members  of  the  body  politic. 

If  we  consider  their  addresses  collectively,  I  find  that  there  is 
little  or  nothing  to  be  said  as  to  the  opportunities  and  responsi- 
bilities of  the  engineer  which  has  not  already  been  said  by  our 
past-presidents. 

The  education  of  the  engineer  is  necessarily  involved  in  the 
question  of  his  responsibility.  Some  of  the  authors  of  these 
addresses  have  given  expression  to  decided  opinions  on  this  sub- 
ject of  engineering  education,  and  I  have  no  doubt  that  the 
authors  were  not  all  in  entire  agreement;  and  yet,  as  I  read 
their  papers,  I  find  that  it  is  not  difficult  to  harmonize  the  seeming 
differences. 

Let  me  recall  to  your  minds  these  addresses  and  let  me  quote 
briefly  from  them  such  parts  as  are  more  particularly  applicabU 
to  my  present  purpose: 

February  16,  1880.  "  The  Field  of  Mechanical  Engineering  " 
by  Alexander  L.  Holley,  Chairman  of  Preliminary  Meeting. 
Five  pages  only  of  print,  but  projjhcfic  as  to  the  future  of 
our  Society.  He  anticipates  the  late  movement  to  broaden  our 
field  of  usefulness  by  the  appointment  of  sub-committees  of  the 
Committee  on  Meetings  in  the  interest  of  certain  "  departments  of 
industry."    Holley  says: 
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Mechauical  Engiueeriug  underlies  all  Eugiueeriug.  ...  In  these 
lending  departments  of  industry  which,  at  first  thought,  the  public  would 
deem  quite  outside  of  mechanical  engineering,  how  completely  is  this  art 
incorporated  with  their  every  detail.  .  .  .  The  genius  that  reaches  the 
harmony  of  perfect  construction  and  perfect  beauty  (which  are  inter- 
changeable terms)  in  Nature's  inert  materials  may  not  be  loftier  than  that 
which  as  perfectly  utilizes  and  governs  her  wild  and  capricious  forces. 

Holley  advises  the  inclusion  of  several  classes  of  membership 
and  speaks  of  "  the  advantages  of  the  association  of  business 
men  with  engineers  in  these  societies."  He  also  recommends  the 
liolding  of  meetings  in  different  parts  of  the  country. 

Organization  meeting,  April  7,  1880,  "  On  the  Character  of 
tlie  Association,  the  Nature  of  its  Work  and  the  Methods  by 
which  that  Work  is  to  be  done."  Inaugural  Address  by  Robert 
n.  Thurston,  first  President. 

We  have  often,  and  sometimes  long,  suffered  from  the  effects  of  legal 
enactments  made  by  ignorant  legislators,  influenced  by  personal  motives 
and  the  selfish  advice  of  scheming  lobbyists.  This  will  be  corrected  when 
business  men  have  learned  to  organize  and  to  act  coucertedly  whenever  the 
business  of  the  country  is  liable  to  be  affected  by  legislation.  It  is  their 
right  to  be  heard  fully  and  patiently,  and  it  is  their  duty  to  take  such  ac- 
tion as  will  secure  for  them  full  consideration.     .     .     . 

Ours  is  the  duty  to  discover  facts  and  to  deduce  laws  bearing  upon  every 
application  of  mechanical  science  and  art  in  field,  workshop,  school  or 
household. 

Annual  Meeting,  1881.  "  Our  Progress  in  Mechanical  En- 
gineering," by  Robert  H.  Thurston,  President. 

We  are  everywhere  giving  up  the  use  of  that  expensive  and  perishable 
material  wood,  and  the  weak  and  brittle  minerals,  and  are  substituting  for 
them  iron  and  steel.  .  .  .  Machinery  speeded  up,  product  increased, 
labor  diminished,  cost  lessened  and  machinery  given  greater  automatism 
and  higher  efficiency  both  in  making  ordinary  goods  and  in  adaptation  to 
finer  grades.  The  compressed  air  engine,  the  petroleum  engine  and  the  gas 
engine  are  all  just  coming  forward.  .  .  .  The  solar  motor  proposed  by 
Ericsson,  the  inevitably  coming  motor  of  some  far-di.stant  epoch  has,  as 
yet,  made  no  progress  beyond  the  plans  and  experiments  of  the  inventor. 

Double  hulls  and  transverse  bulkheads  will  make  these  great  vessels  safe 
even  against  the  shock  of  collision  with  an  iceberg.     .     .     . 

The  navigation  of  the  air  is  very  possibly  on  the  point  of  re.il  advance- 
ment. .  .  .  Thus  we  are  apparently  approaching,  though  still,  perhaps, 
far  from  this  goal,  and  we  may  barely  venture  to  hope  that  the  engineer 
who  is  to  combine  the  elements  of  success,  all  of  which  are  becoming  deter- 
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mined,  will  in  our  own  day  win  the  fame  that  awaits  the  first  successful 
builder  of  a  flying-machine. 

But  the  individual  must  be  taught,  not  simply  permitted  to  learn  as  best 
he  can.  Education,  directed  effectively  with  the  object  of  giving,  in  least 
time  and  at  least  cost,  a  preparation  for  all  the  duties  coming  to  the 
learner,  whether  in  daily  toil  or  social  life,  is  called  for. 

Annual  Meeting,  1882.  "  The  Mechanical  Engineer,  His  Work 
and  His  Policy,"  by  Kobert  H.  Thurston,  President. 

Nature  rarely  turns  a  sharp  corner  in  any  of  her  great  movements.  .  .  . 
It  is  from  us,  if  from  any  body  of  men,  that  the  world  should  expect  a 
complete  and  thoroughly  satisfactory  practical  solution  of  the  so-called 
labor  problem.  .  .  .  The  elements  of  social  economy  are  yet  to  become 
known  to  our  people ;  the  most  obvious  principles  of  statesmanship  are  yet 
to  be  learned  by  our  legislators,  and  we  have  still  to  look  forward  to  a 
time  when  our  men  of  business  and  our  working  people  shall  be  fairly  and 
respectfully  considered  by  those  who  direct  public  policy.     .     .    . 

Such  bodies  as  this  must  aid  our  legislative  assemblies  in  developing  a 
Scheme  of  Industrial  Organization  that  shall  exhibit  highest  possible  effi- 
ciency— one  that  will  prepare  the  children  and  youth  of  the  country  to 
enter  upon  lives  of  maxinmm  usefulness,  and  to  do  the  work  that  may  be 
given  them  to  do  with  ease  and  comfort  while,  at  the  same  time,  aiding 
them  to  attain  health,  happiness  and  content,  even  if  not  independence  and 
wealth. 

The  author  speaks  for  a  "  common  school  system  of  general 
education,  which  shall  give  all  young  children  tuition  in  the 
three  studies  which  are  the  foundation  of  all  education,  and  which 
shall  be  administered  under  compulsory  law." 

Annual  Meeting,  1883.  President  E.  D.  Leavitt  did  not  deliver 
an  address. 

Annual  Meeting,  1884.  An  address  without  title,  by  John  E. 
Sweet,  President.  Contrasts  and  compares  Mechanics  with 
Science  and  Literature. 

The  educated  portion  of  the  world  look  upon  a  book  not  merely  as  so 
much  paper,  and  printing  and  binding,  but  as  the  thoughtful  work  of  the 
author,  while  the  same  class  almost  universally  look  upon  a  machine  as 
so  much  wood  and  iron,  ruiming  their  minds  forward  to  what  it  does,  and 
how  much  it  will  save,  and  what  the  patent  it  wurth,  rather  than  back- 
ward to  the  brain  work  of  its  author.    .     .     . 

Gauging  the  value  of  the  thing  on  the  democratic  principle  of  the  great- 
est good  to  the  greatest  number,  the  inventors  of  agricultural  machinery 
will  have  few  rivals.  .  .  .  "May  the  time  come  when  we  shall  have 
a  museum  in  which  there  shall  be  gathered  the  finest  specimens  of  work- 
manship with  the  masterpieces  of  our  great  engineers.  .  .  .  Let  us 
hope  that  If  the  high  tide  of  human  progress  is  sweeping  on  toward  a  more 
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useful  educntlon,  that  the  day  may  not  be  far  away  when  he  who  knows 
what  to  do  and  how  to  do  it  will  bo  regarded  as  the  equal  of  hiuj  who  only 
knows  what  has  been  done  and  who  did  it. 

Annual  Meeting,  1885.  "  The  Mechanical  lOngineer,  His  Posi- 
tion and  Mission,"  by  J.  F.  llolloway,  President. 

While  it  is  true  that  scientific  and  technical  training  is,  and  must  ever 
be,  of  great  advantage  to  the  mechanical  engineer,  there  is  yet  another 
source  from  which,  after  all,  he  will  derive  by  far  the  most  benefit,  and 
that  is — experience.  Not  necessarily  his  own  experience,  but  the  experi- 
ence of  others,  and  <»f  all  ages  as  well.  And  1  know  of  no  other  way  In 
which  he  can  be  so  benefited  and  aided  all  through  his  life. 

While  none  will  (piestion  the  value  of  the  engineer  in  aiding  the  prog- 
ress of  the  past,  all  will,  I  think,  agree  that  at  no  time  in  the  history  of 
the  world  was  he  so  important  a  factor  as  he  is  to-day.  Need  I  ask  whose 
triumph  has  contributed  most  to  the  welfare  of  all  the  world. — the  generals 
who  went  over  the  Alps,  or  the  Engineers  who  went  through  them?  Mont 
Cenis  and  St.  Gothard  answer. 

Annual  Meeting,  1886.  An  address  without  title  by  Coleman 
Sellers,  President. 

I  invite  your  consideration  of  a  variety  of  topics  which  appear  to  me 
gei'mane  to  our  organization.     .     .     . 

The  engineer  who  counts  cost  as  nothing  as  compared  to  the  result,  who 
holds  himself  above  the  consideration  of  dollars  and  cents,  has  missed  his 
vocation.  ...  I  am  safe  in  saying  that  no  profession  requires  a 
broader  education  than  that  of  the  mechanical  engineer.  He  must  be  a 
physicist,  a  merchant,  a  lawyer,  a  chemist,  and  he  should  know  how  to  ex- 
press himself  in  his  mother  tongue  and  be  master  of  the  modern  languages 
far  enough  to  have  access  to  the  scientific  publications  of  other  countries. 
.  .  .  The  engineer  must  of  necessity  be  a  hard  student;  his  school  days 
never  end.  .  .  .  What  will  fit  him  to  enter  the  workshop  in  better 
condition  than  now.  will  fit  him  better  also  for  any  other  walk  in  life.  .  .  . 
Education  which  spoils  a  man  for  his  work  by  placing  him  above  manual 
labor  through  false  pride  will  continue  to  do  him  harm. 

The  author  expresses  hiiiKself  as  dissatisfied  with  the  primary 
schools  of  the  country;  they  should  better  prepare  for  the  study 
to  follow. 

In  our  schools  we  arc  cramming  brains  with  what  taxes  the  memory  to 
the  utmost,  but  which  sends  into  our  workshoi)s  boys  who  are  themselves 
startled  to  find  how  little  they  know  as  comjiared  to  those  who,  almost 
ignorant  of  book-learning,  are  wise  in  the  knowledge  of  things  about  them 
and  skillful  in  the  use  of  their  hands. 

The  author  approves  of  college  sports  which  train  eye  and 
hand  and  strengthen  muscles  and  develop  manhood. 
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Hooks,  bowevor,  are  not  all  repositories  of  truth.  .  .  .  We  must 
teach  the  money  value  of  knowledge  and  how  to  determine  it. 

He  concludes: 

The  American  Society  of  Mechanical  Engineers  can  do  no  better  work 
than  in  devising  a  good  system  of  education  and  compelling  its  introduc- 
tion into  our  public  schools.  Then  will  those  who  come  after  us  take  com- 
mand and  lead  in  the  industries  of  the  world,  and  the  products  of  their 
skill  and  knowledge  find  ready  sale  in  all  the  markets  of  the  world. 

This  is  the  man  who  more  than  any  other  influenced  the  appro- 
priation of  the  E.  A.  Stevens  endowment  to  establish  the  first 
college  to  be  devoted  specifically  to  the  teaching  of  the  science 
of  mechanical  engineering. 

Annual  Meeting,  1887.  "The  Engineer;  His  Commission  and 
His  Achievement,"  by  George  H.  Babcock,  President. 

Quoting  from  Alex.  L.  Holley's  address: 

The  profession  of  the  mechanical  engineer  underlies  all  forms  of  engi- 
neering as  well  as  architecture,  manufactures  and  commerce.  .  .  .  His 
commission  is  to  "  subdue  the  earth."  .  .  .  Discovery  has  followed  dis- 
covery In  a  geometrically  progressing  ratio.  .  .  .  There  is  no  good  rea- 
son to  doubt  that  he  will  become  master  of  the  air,  as  he  is  now  master 
of  the  water,  and  he  will  fly  from  place  to  place  with  all  the  certainty  and 
safety  of  a  bird. 

Annual  Meeting,  1888.  President  Horace  See,  by  reason  of  ill- 
ness, was  unable  to  deliver  his  address,  but  it  was  published  in 
the  Transactions  of  1889.    Opens  with  this  verse  from  Cowper: 

"  Knowledge  and  wisdom,  far  from  being  one, 

Have  oft-times  no  connection.     Knowledge   dwells 

In  heads  replete  with  thoughts  of  other  men ; 

Wisdom,  in  minds  attentive  to  their  own. 

Knowledge  is  proud  that  he  has  learned  so  much. 
Wisdom  is  humble  that  he  knows  no  more." 

Some  contend  that  the  American  youth  should  occupy  a  higher  position 
than  that  of  a  workman ;  but  what  is  more  humiliating  than  the  spectacle 
of  thousands  of  our  countrymen  who  have  no  trade,  who  daily  are  com- 
pelled to  beg  for  work  as  common  laborers.  ...  It  seems  to  me  that 
they  (the  people)  would  be  better  off  In  this  world's  goods,  much  better 
citizens,  and  the  nation  far  stronger,  if  a  greater  number  were  reared  as 
skilled  and  intelligent  workmen.  ...  It  would  be  a  great  advantage  to 
our  youths  If  the  common  school  education  were  modified  so  as  to  call  on 
all  of  the  faculties  of  the  mind,  and  not  rely  so  much  on  cramming  the 
memory. 

Annual  Meeting,  1889.  Address  without  title,  by  Henry  R. 
Towne,  President.    Three  topics: 
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a    The  joint  excursion  of  American  engineers  to  Europe 

the  previous  summer; 
6     The  contemplated  International  Exhibition  in  1892; 
c.     Brief  resume  of  att'airs  of  Society. 

We  are  outgrowing  our  industrial  childhood  and  are  rapidly  approach- 
ing a  point  where  protection,  which  has  done  so  nuich  to  foster  our  indus- 
tries, is  no  longer  needed  to  the  same  extent  as  in  the  past,  a  reco.^nltlon 
of  which  fact  will,  in  the  near  future,  enahle  us  to  enter  in  competition 
for  the  markets  of  the  world  on  hctter  terms  than  we  have  ever  done 
hefore. 

Quotes  extensively  from  HoUey's  address  in  1880,  and  then 

says: 

Holley's  prediction  (as  to  the  growth  of  the  Society)  has  been  fulfilled, 
but  it  devolves  upon  us  to  carry  on  the  work  and  if  we  can,  to  do  even 
better  in  the  future  than  in  the  past. 

He  strongly  recommends  the  holding  of  the  Society's  meetings 
''  in  all  parts  of  the  country." 

Annual  meeting,  1890,  "  The  Engineer  as  a  Scholar  and  Gen- 
tleman," by  Oberlin  Smith,  President. 

As  a  matter  of  fact,  the  modern  Engineer,  if  he  be  worthy  of  the  name, 
must  be  a  scholar  as  regards  many  important  branches  of  knowledge.  To 
have  become  this,  he  must  possess  a  trained  intellect  and  must  have  been 
through  a  course,  whether  in  college  or  office  or  shop,  in  which  he  has  ful- 
filled the  most  important  condition  of  all  scholarship,  \>y  learning  Jiow  to 
learn.  .  .  .  True  scholarship,  which  consists  of  a  general  knowledge 
of  the  world  at  large,  combined  with  such  particular  knowledge  of,  and 
experience  in,  their  chosen  vocation,  as  to  iuake  it  a  success. 

This  social  aspect  of  professional  work,  and  its  great  importance  in  fur- 
thering his  success  in  life,  not  only  in  the  way  of  pleasure  but  of  profit 
and  reputation,  is  loo  often  ignored  by  big-brained  young  men  who  are  full 
of  scientific  zeal,  but  who  have  not  learned  sufficient  practical  respect  for 
the  ways  of  the  world. 

Recommends  strongly  the  study  of  commercial  economics, 
paticularly  accountancy.  Also,  systematic  physical  culture  for 
strength  and  grace  of  body. 

Annual  Meeting,  1891.  "The  Evolution  of  American  Rolling 
Mills,"  by  Robert  W.  Hunt,  President.  An  address  of  the  high- 
est value,  historically  and  technically. 

But,  as  has  so  often  and  so  fortunately  happened,  the  difficulties  and 
seeming  hopelessness  of  the  situation  forced  a  solution  of  the  particular 
case,  and  more  than  that,  led  to  an  invention  which  was  destined  to  revo- 
lutionize the  rail  industry  of  the  country. 
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He  referred  to  the  work  of  our  revered  past-president,  John 
Fritz,  then  chief  engineer  of  the  Cambria  Iron  Works. 

if  tbeie  were  no  dittereuces  of  opiniou  and  professional  and  commercial 
rivalries,  we  would  be  without  progi'ess. 

Annual  Meeting,  1892.  "  The  Steam  Engine  in  Modern  Civi- 
lization," by  Charles  H.  Loring,  President.  Another  paper  of 
great  value,  historically  and  technically. 

Tbe  Steam  Engine  may  be  truly  called  the  material  saviour  of  man. 
.  .  .  Tbe  steam  engine  is  a  machine  which  has  been  the  prolific  parent 
of  other  machines.     .    .     . 

Contemporaneous  historians  have  but  scantily  drawn  attention  to  the 
Immense  intluonce  exerted  upon  modern  history  by  the  steam  engine.  .  .  . 
Tbe  deveIo])ment  of  the  steam  engine  could  not  progress  much,  if  any. 
faster  than  the  art  of  boiler-making. 

x\nnual  Meeting,  1893.  "  The  Use  of  Small  Sizes  of  Anthracite 
Coal  For  Generating  Steam,"  by  Eckley  B.  Coxe,  President. 
A  study  in  considerable  detail.  Admirable  for  its  practical  con- 
sideration of  the  questions  involved  in  the  testing  and  valuing 
of  coals. 

What  the  man  who  pays  for  the  coal  wants  to  know — and  he  is  the  one 
for  whom  tbe  profession  generally  works — is  how  nuuh  water  can  be  evap- 
orated for  $1.  with  different  coals.  ...  I  am  strongly  of  the  opinion 
that  tlie  time  has  come  when  it  is  better  for  those  engaged  in  professional 
investigations  to  give  to  the  public  the  result  of  their  investigations  before 
they  have  reached  a  final  conclusion,  as  it  tends  to  bring  out  suggestions 
from  others,  and  to  gather  facts  which  will  bg  of  great  value  in  the  work 
in  hand. 

Annual  Meeting,  1894.  No  President's  address,  owing  to  the 
death  of  President  E.  F.  C.  Davis. 

Annual  Meeting,  1895.  "  The  Modern  Drop  Press,"  by  C.  E. 
Billings,  President.  Briefly  historical  and  then  strictly  technical. 
Referring  to  "  the  manufacture  of  the  then  [1854-1855]  cele- 
brated Enfield  rifle  for  the  English  GovernmoTit.  on  the  inter- 
changeable .sj'stem,"  the  author  says: 

To  America  is  thus  due  the  credit  of  introducing  the  interchangeable 
system  in  the  manufacture  of  firearms,  sewing  machines,  watches,  etc. 

Annual  Meeting,  1890.  "  The  Progress  in  the  Manufacture 
of  Iron  and  Steel  in  America,  and  the  Relation  of  the  Engineer 
to  it,"  by  John  Fritz,  President. 

As  a  beginning  I  will  make  a  brief  allusion  to  the  Mechanical  Engineer, 
showing  his  origin  and  gi'owth,  and  what  he  has  accomplished  In  the  great 
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field  of  nietJillurgy.  mid  especially  in  the  Bessemer  and  other  important 
steel-maUlng  processes. 

The  millwright  is  shown  as  the  progenitor  of  the  mechanical 
and  metallurgical  engineer,  deferring  to  the  engineers  of  the 
iron  mills  at  the  time  the  Bessemer  process  was  introduced,  he 
says : 

This  was  the  jxraduatini,'  period  for  them,  and  no  set  of  men  ever  worked 
more  faithfully  or  earned  their  diplomas  more  honestly  than  these  men 
did.  Their  diplomas  were  not  made  of  parchment,  but  of  bright  ideas, 
hard  work  and  energy,  coupled  with  a  determination  which  made  failure 
impossible. 

Annual  Meeting,  1897.  "  The  Telescope  Considered  Historical- 
ly and  Practically,"  by  Worcester  R.  Warner,  President.  (Fol- 
lowed by  an  extended  discussion  by  John  A.  Brashear.)  '  An 
address  of  great  interest  along  the  lines  shown  by  the  title.  May 
well  be  recommended  for  reading  and  re-reading  from  time  to 
time  to  those  who  propose  that  the  mathematics  and  sciences  of 
the  past  ages  should  be  "  scrapped." 

Coming  to  comparatively  modern  times,  the  author  reminds 
us  of  "  that  most  eminent  physicist,  Joseph  Fraunhofer  of 
Munich.  He  died  in  1826  but  is  today  quoted  by  the  physicists 
and  astronomers  of  the  whole  world." 

Annual  Meeting,  1898.  Address  without  title  (but  it  might 
well  be  called  "The  Engineer"),  by  Charles  Wallace  Hunt, 
President. 

Each  one  of  us  .  .  .  as  it  were,  looks  through  a  colored  glass  which 
gives  a  personal  tint  to  the  scene,  colored  by  the  effects  of  our  environ- 
ment, as  well  as  by  our  personal  temperament.     .     .     . 

In  order  that  we  may  proceed  in  harmony  of  thought,  we  must  use  words 
in  the  same  sense.     .     .    . 

The  new  discoveries  of  materials,  of  forces,  and  of  laws  which  now  suc- 
-^eed  each  other  so  rapidly,  make  a  corresponding  increase  in  the  range  of 
:he  work  and  the  responsibility  of  the  engineer  of  this  present  day.     .     . 

The  engineer  of  the  user  and  the  engineer  of  the  maker  have  widely  dif- 
ferent duties.    .     .     . 

These  societies  thus  become,  so  to  say,  the  saving  banks  of  our  civiliza- 
tion, the  repositories  and  guardians  of  the  results  of  investigations,  experi- 
ments and  experience  that  othei'wise  would  have  been  lost  to  the  world. 

It  is  this  great  fund  of  information,  principally  accumulated  during  the 
last  century,  that  we  draw  upon  for  material  for  our  text  books,  our  gen- 
eral treaties,  and  our  engineering  handbooks. 

Man  builds  to  master,  to  resist  or  to  guide  the  forces  of  Nature.     If  he 
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has  rightly  judged  the  conditions,  his  work  stands  as  a  permanent  monu- 
ment of  the  fact;  but  if  otherwise,  the  irresistible  laws  of  Nature  will  de- 
velop the  defect  and  discover  the  ignorance,  incompetence  or  error  to  every 
observer. 

Annual  Meeting,  1899.  "  Engineering  in  the  United  States 
Navy.  Its  Personnel  and  Materiel,"  by  George  W.  Melville, 
President.    Largely  historical. 

Referring  to  Benjamin  F.  Isherwood  and  his  vpork  on  the 
vessels  employed  in  our  Civil  War : 

He  was  accused  of  building  engines  which  were  inordinately  heavy, 
which  accusation  he  has  never  denied.  To  the  mere  office  engineer  this 
was  true,  but  he  realized  what  they  did  not,  that  these  engines  had  to  go 
into  the  hands  of  men  who  were  largely  untrained  and  unfamiliar  with 
machinery.  ...  To  my  mind  this  was  the  highest  proof  of  his  talent 
as  a  sound  designer.  He  had  the  courage  to  invite  criticism  from  the  book- 
engineer  in  order  that  he  might  ensure  success  for  the  country. 

The  officers  of  the  Navy  designated  as  "  Fighting  Engineers." 
Annual  Meeting,  1900.    "  Some  Landmarks  in  the  History  of 
the  Rolling  Mill,"  by  Charles  H.  Morgan,  President. 

I  have  often  found  it  to  be  true  that  the  axioms  of  my  neighbors'  trade 
were  the  problems  of  my  own,  the  things  by  daily  contact  trite  to  him,  of 
interest  to  me.  .  .  .  Watt's  engine  is  the  Hercules,  but  the  rolling  mill 
is  his  cluh.  .  .  .  Those  were  curious  days  in  the  light  of  to-day ;  when 
the  appraised  value  of  the  West  was  expressed  at  Washington  in  such  fig- 
urative terms  as  "  interminable  desert,"  "  arid  plain,"  "  impassable  moun- 
tains," "  not  worth  a  pinch  of  snuff,"  "  region  of  savages  and  wild  beasts," 
"  deserts  of  shifting  sands,  dust,  cactus,  and  prairie  dogs."  And  so  it  was, 
and  so  it  would  be  now,  but  for  the  products  of  the  rolling  mill. 

Annual  Meeting,  1901.  "  The  Early  History  of  Open  Hearth 
Steel  Manufacture  in  the  United  States,"  by  Samuel  T.  Wellman, 
President. 

The  starting  of  the  works  was  attended  with  the  usual  mishaps  which 
always  attend  the  launching  of  a  new  enterprise,  especially  in  the  iron 
business. 

This  whole  paper  shows  how  success  is  won  through  costly 
experiii:enting  and  temporary  failures.  A  valuable  lesson  for 
the  young  engineer;  and  particularly  valuable  today  in  connec- 
tion with  the  appraisal  of  properties,  which  many  incorrectly 
think  should  be  appraised  on  the  basis  of  original  or  reproductive 
cost,  less  depreciation  as  derived  from  some  life  table  in  connec- 
tion with  statement  of  age. 

Annual  Meeting,  1902.  No  address  made  by  President  Edwin 
Reynolds. 
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Annual  Meeting,  1903.  -The  Money  Value  of  Technical 
Training,"  by  James  M.  Dodge,  President. 

This  paper  caused  much  pain  to  some  of  our  friends  ot  the 
schools  and  colleges  who  regard  tlie  use  of  the  term  '^  money 
value  "  in  connection  with  education  as  indicating  a  sordid  ten- 
dency on  the  part  of  those  of  us  who  agree  with  the  author  that 
"  money  value  "  is  one  test  of  efficiency. 

Up  to  a  very  receut  date,  the  Appreutice  System  and  that  of  ludepcudeut 
Delving  represented  the  sole  methods  of  acquiring  training.  .  .  .  'Hie 
blendin-  of  these  two  methods  developed  the  earlier  mechanical  engineers 
and  will  even  in  the  future,  enable  those  sufficiently  gifted  by  Nature  and 
h-ibit  to  acquire  eminence.  The  progress  of  the  world,  however,  calls  for 
a  better  and  more  speedy  means  of  producing  trained  men  than  could  ever 
be  developed  by  the  methods  of  self -instruction.     ,     .    . 

We  are  all  prone  to  take  extreme  cases  of  success  or  failure  as  the  basis 
of  our  opinions,  and  lose  sight  of  the  fact  that  it  is  the  average  man  whose 
career  shows  the  true  force  and  direction  of  the  current. 

Annual  Meeting,  1904.  "  Some  Kefinements  of  Mechanii-al 
Science,"  by  Ambrose  Swasey,  President.  Closing  paragraph: 
We  have  recounted  some  steps  of  the  progress  that  has  been  made  in 
the  measurement  of  time,  of  angles  and  of  length,  together  with  some  ot 
the  refinements  in  these  measurements,  but  we  are  confronted  with  the 
fact  that  notwithstanding  all  that  had  been  accomplished  from  centuries 
past  down  to  the  present  time,  there  are,  as  never  before,  many  imperfec- 
tions requiring  new  problems  in  mechanical  science  to  be  worked  out  tor 
the  further  enlightenment  and  welfare  of  mankind. 

Annual  Meeting,  1905.  "  On  the  Safe-Cluarding  of  Life  in 
Theatres:  A  Study  from  the  Standpoint  of  the  Engineer,'  by 
John  11.  Freeman,  President.  A  document  based  upon  patient, 
competent  study.  A  statement  of  actual  conditions  found  and 
of  proposed  remedies. 

In  the  cour.so  of  my  own  studies  of  the  theatre  and  auditorium  problem, 
1  have  seen  almost  everywhere  conditions  affec-ting  the  safety  of  life  that 
would  not  be  tolerated  by  the  managers  of  our  best  industrial  works,  and 
all  from  simple  failure  to  know  or  to  give  attention. 

Annual  Meeting,  1906.  "  On  the  Art  of  Cutting  Metals,"  by 
Frederick  W.  Taylor,  President.  An  illustrated  l)ook  of  248 
pages,  or  319  pages  including  the  discussion,  covering  the  result 
of  25  years  of  work,  concurrent  work  of  educated  engineers  and 
workingmen,  and  continuous  cooperation  of  ten  great  industrial 
establishments,  at  an  expense  of  $200,000.  A  rare  example  of 
persistent  investigation  for  the  development  of  truth. 
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Answering  parts  of  the  discussion,  Mr.  Taylor  says : 
Our  interest  iu  the  scientific,  or  what  one  might  call  the  intellectual  ele- 
ment of  the  art  of  cutting  metals  has  been,  of  course,  very  great ;  but  after 
all  the  true  measure  of  the  value  of  this  work  should  be  the  actual  every 
day  help  which  will  be  given  by  these  laws  to  the  superintendents,  fore- 
aieu  and  mechanics  iu  our  machine  shops. 

Annual  Meeting,  1907.  "  The  Mechanical  Engineer  and  the 
Function  of  the  Engineering  Society,"  by  F.  E.  Hutton, 
President.  An  exhaustive  presentation  of  the  two  subjects 
covered  in  the  title. 

Tredgold's  definition  of  engineering  "  is  silent  upon  that  group 
of  engineers  concerned  with  the  liberation,  the  generation  and 
transmission  of  forces  which  are  potential  and  are  not  realized 
in  nature  until  in  accordance  with  the  natural  laws  some  en- 
gineer has  caused  them  to  appear." 

The  author  points  out  that  while  Tredgold  did  not  include 
them  in  the  "  powers  of  nature,"  today  there  must  be  included 
"  the  forces  which  are  economic  or  social  or  psychological  in 
their  application  "  when  *'  human  beings  become  the  organs  and 
implements  of  the  factory  as  a  tool  of  production. 

The  Engineer  has  therefore  become  an  economic  factor  as  he  was  not 
conceived  to  be  in  that  earlier  day. 

Any  policy  or  step  which  gives  occasion  rightly  to  charge  a  tendency  for 
a  national  body  to  localize,  is  an  invasion  of  opportunity  and  value. 

The  author  considers  at  length  and  favorably  the  reasons  for 
encouraging  local  meetings  of  sections  of  the  Society.  Such 
sections  may  be  either  territorially  grouped,  or  by  topics  and 
common  interests." 

Is  the  privilege  of  service  and  of  function  all  on  one  side  or  has  the  So- 
ciety the  right  to  ask  from  its  members  a  reciprocal  duty  to  itself?  The 
latter,  no  doubt. 

Annual  Meeting,  1908.  "  The  Conservation  Idea  as  applied  to 
The  American  Society  of  Mechanical  Engineers,"  by  M.  L.  Hol- 
111  an.  President. 

The  author  uses  as  his  text  the  Conservation  Congress  held 
in  1908  at  the  "Wliite  House,  presided  over  by  the  President  of 
the  United  States  and  attended  by  the  Governors  of  States  and 
representatives  of  engineering  and  other  organizations.  An 
admirable  example  of  the  engineer  as  a  citizen  employing  his 
special  know^ledge  for  the  instruction  of  the  community. 
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During  the  discussions  it  became  appureut  tliat  some  effort  would  be  re 
(julred  to  Iceep  tlio  confereuce  from  political  bias.     .     .     . 

The  President  jiarticularly  desired  the  cooperation  in  the  movement  of 
the  engineers  of  the  Inited  States  and  subsequently  ascribed  to  the  action 
of  the  Engineering  Societies  the  crcnlit  of  inaugurating  llie  conservation 
campaign  on  uou-political  lines.     .     .     . 

As  new  parties  are  developed  the  chances  of  government  by  the  minority 
become  greater,  and  with  a  sufficient  number  of  political  parties  in  the  field, 
revolutions  will  be  the  order  of  the  day.     .     .     . 

One  city  for  years  discharged  its  sewage  into  the  maigin  of  a  lake  and 
took  its  water  supply  from  the  same  place.     ... 

With  us,  however,  civil  and  religious  liberty  seems  to  include  unnecessary 
exposure  to  disease.  At  the  conference  in  Washington,  the  preventable  dis- 
ease problem  was  practically  overlooked,  perhaps  from  the  fact  that  no 
trust  seems  to  be  operating  in  that  field.     .     .     . 

I  venture  to  suggest  that  we  might  make  progress  by  ascertaining  the 
secret  of  German  frugality  and  prosperity  rather  than  by  compiling  masses 
of  figures  to  prove  what  is  well  known,  viz. :  that  we  are  wasting  the  re- 
sources of  Nature  like  a  true  prodigal  son.    .     .     . 

AA'hich  one  of  you.  as  householder  or  engineer,  will  put  up  with  a  poor 
run  of  coal  in  order  that  posterity  may  have  a  good  coal?  The  depart- 
ments of  our  government  demand  the  best  grade  and  are  not  willing  to 
take  the  "  run  of  the  mine." 

There  is,  at  present,  a  strong  tendency  towards  bureaucratic  development 
that  is  inimical  to  the  successful  continuity  of  our  form  of  government. 

Concludes:  The  Engineering  Societies  nmst  fall  in  with  the  conservation 
idea  and  see  to  it  that  the  returns  from  the  Societies  are  commensurate 
with  the  efforts  expended  in  operating  them. 

Annual  Meeting.  1909.  "  The  Profession  of  Engineering,"  by 
Jesse  M.  Smith,  President.  First  historical  and  then  largely  a 
consideration  of  Society  activities  and  the  interrelationship  of 
the  several  engineering  societies. 

The  Engineer  <'apable  of  being  at  the  head  of  the  larger  engineering 
works  must  know  something  of  many  things,  several  things  well  and  one 
thing  profoundly. 

Concludes:  Tlie  American  Society  of  Mechanical  Engineers  has  before  it 
a  future  of  usefulness  to  its  members  and  influence  in  the  profession,  whicli 
is  unlimited.  It  only  requires  that  we  stand  by  our  tradition  of  increasing 
the  membership  with  men  of  high  quality  as  Engineers ;  that  the  members 
maintain  enthusiastic  devotion  to  good  professional  work  :  that  they  co- 
operate with  each  other  in  the  broadest  and  most  friendly  spirit  to  produce 
that  .solidarity  of  membership  and  devotion  to  high  ideals,  which  will  com- 
pel the  world  to  class  the  profession  of  I':ngiiiperiiig  with  the  other  Icnnied 
professions. 

Annual  Meeting,  1910.  Address  without  title,  by  George  West- 
inghouse,  President. 
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After  a  brief  reference  to  the  affairs  of  the  Society,  and  par- 
liciihiriy  to  the  Joint  Meeting  at  Birmingham,  Enghind,  with  the 
Institution  of  Mechanical  Engineers,  and  a  brief  discussion  of 
"'  the  standardization  of  mechanical  devices,"  in  compliance  with 
suggestions  made  to  him,  the  author  devotes  the  remainder  of 
his  address  to  an  "  authoritative  statement  for  the  records  of 
the  Society "  of  "  my  work  in  developing  the  airbrake."  A 
valuable  record  of  a  great  work. 

Annual  Meeting,  1911.  "  The  Engineer  and  the  Future,"  by 
E.  D.  Meier,  President, 

A  century  ago  the  distinction  between  the  civil  and  military  engineer 
sufficed,  but  a  few  decades  ago  it  became  necessary  to  differentiate  in  turn 
the  mechanical  and  electrical  engineer,  while  quite  recently  upwards  of  a 
hundred  specialties  were  enumerated  in  the  attempt  to  define  the  activities 
of  the  profession,  each  of  which  has  its  recognized  experts.     .     .     . 

Speaking  of  men  of  science :  It  is  the  duty,  the  glorious  privilege  of  the 
Engineer  to  receive  their  discoveries  with  reverent  hands,  and  apply  them 
to  the  solution  of  the  practical  problems  of  life.    .    .    . 

The  Engineer  then  is  a  devout  believer  in  natural  laws.  He  knows  that 
they  are  immutable  and  permit  no  exceptions.  He  needs  no  Supreme  Court 
to  define  them  as  reasonable.     .     .     . 

The  Engineer  is  responsible  for  the  vast  increase  in  appliances  to  meet 
every  demand  of  that  most  voracious  of  living  beings,  man.  The  mass  of 
mankind  needs  to  be  educated  to  understand  and  use  them  properly.  Ho 
is  in  honor  bound  to  supply  this  education. 

As  we  read  these  papers  continuously,  we  must  be  impressed 
with  the  wide  scope  of  our  professional  responsibility,  and  we, 
more  particularly  as  mechanical  engineers,  must  be  impressed 
with  the  point  so  strongly  made  in  the  address  of  Holley,  and 
referred  to  by  many  of  his  successors,  that  mechanical  engineer- 
ing underlies  all  engineering.  But  here  it  is  well  for  us  to  keep 
in  mind  that  all  engineering,  while  differentiating  in  great  variety 
as  to  details,  necessarily  must  be  considered  comprehensively  in 
the  planning  of  nearly  all  important  undertakings. 

The  words  of  our  past-presidents  serve  continually  to  remind 
us  that  the  responsible  engineer  must  be  a  completely  qualified 
expert  in  some  one  branch  of  engineering  while  possessing  a 
broad  grasp  on  engineering  activities  as  a  whole,  including  the 
ethical  and  sociological   elements  of  industrial   administration. 

E.specially  for  the  benefit  of  students  in  engineering,  I  sug- 
gest that  these  addresses  be  gathered  together  in  a  separate 
volume.    A  thoughtful  reading  of  these  papers  should  serve  to 
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teach  these  students  that  the  profession  they  are  preparing  to 
enter  is  committed  to  public  service  along  broad  lines  of  useful- 
ness. I  further  suggest,  in  future  lists  of  past-presidents  that 
Alexander  L.  HoUey's  name  be  included  as  the  Chairman  of 
the  preliminary  meeting  for  organization.  We  may  readily  be- 
lieve that  he  would  have  been  elected  to  the  office  of  l^resident 
if  he  had  not  been  on  the  first  nominating  committee,  and  if  it 
had  not  been  for  his  untimely  death  less  than  two  years  after 
the  Society  was  organized. 

As  we  look  over  the  actual  record  of  progress  since  the  writing 
of  the  earlier  of  these  papers,  we  find  that  the  growth  and  im- 
provement in  material  things  in  many  cases  has  surpassed  the 
prophecies  of  the  writers;  but  in  educational  and  sociological 
questions,  and  particularly  as  to  the  relations  between  capital 
and  labor,  so-called,  I  fear  the  hopes  ex})ressed  have  not  bct-n 
realized.  Here  then  are  the  opportunities  for  the  men  who,  il' 
they  will,  can  speak  with  authority. 

In  one  other  particular  we  must  be  strcmgly  impressed  by  the 
reading  of  these  papers — the  great  educational  value  of  the  study 
of  the  history  of  engineering.  To  the  engineer-student  and 
the  young  engineer  especially,  this  study  is  of  great  \alue  both 
specifically  and  culturally.  It  is  a  branch  of  our  educaticmal 
work  more  or  less  neglected  in  many  of  our  colleges  of  eni!:ineer- 
ing.  Those  of  us  who  came  more  directly  in  contact  with  Mr. 
Conrad  Matchoss,  the  representative  of  the  Munich  Mu.seum, 
during  his  recent  visit  to  the  United  States,  must  have  reali/.eil 
that  here  we  have  opportunities  for  progress.  And  intimately 
connected  with  this  teaching  of  the  history  of  engineering  is 
the  need  for  the  establishment  of  at  least  one  comprehensive 
museum,  illustrative  of  industrial  progress,  organized  somewhat 
along  the  lines  of  the  Munich  Museum.  Let  us  hope  that  there 
may  be  found,  and  soon  found,  those  willing  and  able  to  fathei- 
such  a  scheme.  It  is  a  hopeful  sign  that  several  of  the  national 
engineering  societies  and  other  interests  are  preparing  to  cooper- 
ate for  the  solving  of  this  problem. 

The  question  of  the  responsil)ility  of  the  engineer  must  carry 
back  to  those  who  are  responsible  for  his  education  and  specific 
training;  including  not  only  the  colleges  of  engineering,  but  also 
the  graded  schools  and  the  employers  and  others  in  control  of 
those  employed. 
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With  regard  to  the  schools  in  which  our  boys  are  prepared 
for  the  engineering  college  or  for  a  direct  entry  into  business 
or  industrial  life,  may  we  not  charge  that  these  schools  are  not 
as  a  rule  conducted  for  the  benefit  of  the  masses?  May  we  not 
claim  that  the  public  schools,  supported  by  taxation,  should  be 
administered  primarily  for  the  preparing  of  the  masses  for 
self-support?  The  keynote  in  our  scheme  of  public  education 
should  be  thoroughness,  and  particularly  with  regard  to  the 
three  Rs  and  the  elementary  studies  in  general.  The  course  of 
instruction  in  our  public  schools  should  be  shaped  for  the  benefit 
of  those  who  are  not  to  enter  college;  that  is,  for  those  who;  by 
one  cause  or  another,  are  forced  to  become  wage-earners  at 
eighteen  years  of  age  or  less.  In  the  scheme,  adequate  provision 
should  l)e  made  for  those  who  do  not  and  cannot  remain  in  school 
beyond  the  grammar  school  period.  This  change  would  not  work 
an  injustice  to  those  who  find  themselves  in  a  position  to  con- 
tinue their  book-  and  laboratory-study  in  the  colleges.  The 
present  scheme  tends  strongly  towards  superficiality,  which  must 
be  harmful  to  all. 

In  the  case  of  those  who  are  preparing  to  enter  the  college 
of  engineering,  I  hold  that  they  should  not  be  subjected  to  a 
specialized  preparatory  training.  I  hold  that  these  boys  par- 
ticulai'ly  should  receive  a  sound  general  training,  for  they  are 
the  ones  who  will  obtain  later  the  advantages  of  the  specialized 
training.  The  high-school  pupils  who  are  not  to  enter  the 
follege  of  engineering  are  the  ones  more  in  need  of  instruction 
in  mechanical  drawing,  manual  training,  and  the  like.  If  in  the 
allotted  time,  the  boys  preparing  for  the  college  of  engineering 
coidd  get  a  sound  preparation  in  the  general  studies  and  also  ^^i 
tlie  preliminary  practical  training,  so  much  the  better.  But  the 
crowded  curriculum  of  the  present  day  tends  to  prevent  this. 
To  semre  thoroiir/hvcss  our  pnhlir-  schools  must  reduce  their  re- 
quirewents  or  increase  their  efficiency,  or  hoth.  And  in  this  con- 
nection it  must  be  realized  that  all  culture  is  not  obtained  from 
so-called  cultural  studies. 

Of  late  years  we  hear  much  to  the  effect  that,  by  reason  of 
the  rapid  strides  made  and  being  made  in  engineering  science, 
the  courses  in  our  colleges  of  engineering  should  be  extended 
from  four  years  to  five,  six,  and  even  seven  years.  Included  in 
this  scheme  of  extension  is  the  purpose  to  devote  a  considerable 
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portion  of  the  college  course  to  the  general  or  non-technical 
studies.  If  this  is  wise,  then  why  not  use  the  years  of  prepara- 
tion most  advantageously  on  the  general  studies?  In  the  case 
of  the  boy  preparing  for  the  college  of  engineering,  why  begin 
to  specialize  before  he  enters  college?  The  case  of  the  boy  who 
is  to  go  out  from  the  grammar  school  or  high  school  to  become 
a  wage-earner  is  quite  ditferent.  We  might,  if  it  is  practicable, 
specialize  in  his  case.  And  here  the  c(;6perative  system,  the 
alternating  of  school  and  shop,  or  school  and  business,  demands 
our  thoughtful  and  sympathetic  consideration.  This  same  system, 
carried  on  a  higher  plane,  is  particularly  worthy  of  our  profes- 
sional attention,  especially  as  now  being  tried  so  intelligently 
under  Dean  Schneider,  of  the  College  of  Engineering  of  the 
University  of  Cincinnati.  In  any  case,  in  the  four  years  en- 
gineering course,  the  general  studies  should  not  be  slighted  and 
the  technical  studies  should  be  so  presented  and  taught  as  to 
give  them  the  greatest  possible  cultural  value. 

For  the  great  majority  of  students,  I  cannot  believe  that  it 
is  the  part  of  wisdom  to  extend  the  college  engineering  course 
beyond  the  four  years  which  is  now  the  general  rule.  For  these 
men  the  age  of  graduation,  on  the  average,  is  about  twenty- 
two  years.  At  that  age  a  young  man  intended  for  our  profession 
certainly  should  be  prepared  to  earn  a  living:  continuing,  how- 
ever, to  be  a  student,  as  he  must  continue  to  be  to  his  last  active 
day  in  his  profession,  if  he  aims  to  fill  a  position  of  authority. 

If  the  college  course  is  to  be  extended  by  reason  of  the  many 
more  things  now  to  be  learned,  will  five,  six,  seven,  ten,  or  even 
twenty  years  be  sufficient?  My  answer  is  in  the  negative,  and  for 
two  reasons.  No  matter  how  many  years  the  student  remained 
in  college  there  would  be  more  to  learn  of  engineering  science; 
and  much  that  the  engineer  needs  to  know,  the  college  or  univer- 
sity cannot  teach.  But  in  four  years  the  college  of  engineer- 
ing should  be  able  to  teach  its  students,  if  they  have  the  natural 
qualificaticms  and  have  been  soundly  prepared,  how  to  learn  by 
themselves,  and  so  how  to  profit  effectively  by  the  teachings 
of  experience.  Is  there  not  some  measure  of  disadvantage  in 
keeping  an  engineering  student  engaged  exclusively  on  the  study 
of  theory,  even  if  the  theory  is  presented  in  as  practical  form  as 
is  possible  in  the  class-room  and  laboratory?  Is  it  not  true 
that  those  who  employ  young  engineers  who  have  had  onlv  four 
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years  of  college  enviionnieiit  complain  that  too  iiiuiiy  of  them 
are  at  first  more  or  less  disqualified  for  practical  work  by  having 
too  high  an  appreciation  of,  and  too  great  a  reliance  upon,  their 
college  training^  The  longer  they  stay  in  college,  the  more 
apparent  will  be  this  partial  disqualification. 

I  know  that  I  shall  here  be  misunderstood  to  the  effect  that 
I  am  arguing  against  college  training  for  the  engineer.  Noth- 
ing could  be  farther  from  the  truth.  I  am  arguing  in  favor 
of  a  proper  balance  between  the  teaching  of  the  college  and  the 
teaching  of  the  school  of  experience;  that  is,  a  proper  balance 
between  theory  and  practice. 

Also,  I  am  not  arguing  against  post-graduate  courses  for  the 
few  who  may  be  specially  qualified  for  advanced  study  ir^  theory 
and  research.  Though  here  I  believe  that  many  engage  in  college 
post-graduate  study  who  would  do  better  out  in  the  field  of 
practice.  A  man  is  not  temperamentally  qualified  for  research 
simply  because  he  thinks  he  is.  The  best  graduate  school  for  the 
great  majority  of  engineer  graduates  is  the  school  of  experience. 
In  many  cases  even  research  can  be  more  advantageously  pursued 
outside  the  en\'ironment  of  the  college,  in  direct  contact  with 
the  conditions  governing  practice.  This  is  shown  in  the  many 
instances  of  the  fruits  of  outside  research  carried  back  into 
the  college  and  there  taught  to  the  undergraduates,  giving  them 
the  data  so  disclosed  and  helping  to  impress  upon  them  the 
value  of  and  necessity  for  experience  teaching.  Why  is  it,  in  the 
face  of  these  facts  continually  prevSented  to  ihe  (•(illegc  instructors, 
that  certain  of  them  are  so  ready  to  claim  a  monopoly  of  all 
educational  agencies? 

It  can  be  claimed  that  the  store  of  experience  teaching  thus 
carried  back  to  the  college  can  there  best  be  classified  and 
standardized.  To  a  large  extent  this  is  true.  But  here,  as  in 
every  other  such  question,  there  are  two  sides  to  be  considered. 
Not  always  is  the  schoolman  qualified  to  interpret  correctly  and 
comprehensively  the  data  thus  placed  in  his  hands.  Here  is 
where  our  engineering  societies  are  doing  an  important  work 
outside  of  the  colleges,  as  well  as  in  cooperation  with  them  and 
their  professors  as  individuals.  In  the  cause  of  increased 
efficiency  this  all  speaks  for  cooperation,  and  particularly  for 
an  adequate  appieciation  of  the  value  of  cooperation  between 
schoolmen  and  practising  engineers.    To  this  end  the  professors 


ALEXANDER  C  HUMPHREYS  025 

of  engineering  should  be  encouraged  to  engage  in  practice  for 
their  own  henelit  and  for  the  benefit  of  their  students.  This 
cooperation  can  be  further  developed  by  direct  interchange  of 
ideas  and  data  between  professors  and  their  former  students^  as 
practised  in  some  measure  in  this  country,  and  to  a  much  greater 
extent,  I  understand,  in  some  of  the  German  universities. 

Are  not  many  of  our  troubles  with  respect  to  education  oc- 
casioned by  the  belief  on  the  part  of  many  educators  that  all 
education  is  to  be  obtained  only  within  the  school  and  college 
walls?  If  they  do  not  believe  this,  do  not  many  of  them  mini- 
mize the  educational  value  of  experience  in  the  business  world 
in  contact  and  competition  with  one's  fellows?  Having  in  mind 
some  of  the  men  with  whom  we  are  constantly  associating,  it 
seems  absurd  to  have  to  remind  ourselves  that  the  school  of  ex- 
perience teaches  many  things  which  the  school  and  college  cannot 
teach,  and  that  this  school  of  experience  also  may  exert  a  strong 
cultural  influence. 

Even  if  some  of  the  schoolmen  are  inclined  to  underestimate 
the  educational  value  of  experience  teaching,  we  as  engineers 
must  not  forget,  before  the  first  college  of  engineering  was  or- 
ganized, that  the  engineer  was  busy  at  his  many  tasks,  and  the 
mechanical  engineer  had  produced  the  steam  engine, — that  most 
potent  progress-maker  of  the  ages. 

While  referring  to  experience  teaching  and  the  insufficiency  of 
the  unsupported  college  training  for  the  engineer,  permit  me 
to  give  a  word  of  advice  to  the  juniors  of  our  profession.  Too 
frequently  young  engineer  graduates  assume  the  responsibility 
of  acting  as  consulting  engineers  before  they  have  had  adequate 
practical  experience.  A  few  make  the  more  serious  mistake  of 
assuming  this  great  responsibility  immediately  after  graduation, 
before  they  have  had  any  practice.  The  engineer  graduate  is 
not  an  engineer  until  he  is  qualified  to  deal  with  the  practical 
conditions  of  his  selected  specialty.  lie  nuist  be  a  commercial 
engineer  in  the  sense  that  he  should  regard  the  money,  for  the 
investment  of  which  he  is  more  or  less  responsible,  as  a  sacred 
trust.  It  is  not  for  him  to  risk  his  employer's  money  in  experi- 
ments for  which  he  is  not  qualified  by  specific  experience. 

Still  more  unfortunately  some  of  these  young  men  set  up  as 
general  consulting  engineers.  The  saving  clause  is  that  they  are 
probably  as  competent  in  one  engineering  specialty  as  another. 
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No  man  should  attempt  the  role  of  consulting  engineer  until  he 
has  had  a  comprehensive  and  practical  experience  in  his  specialty. 
By  doing  so  the  offender  brings  discredit  not  only  upon  himself 
but  upon  our  profession  as  a  whole. 

Having  said  this  to  the  young  graduate,  permit  me  to  say  a 
word  as  to  the  responsibility  of  his  employer.  The  young  gradu- 
ate should  not  be  left  without  guidance  in  the  school  of  experi- 
ence. If  the  employer  is  an  engineer  or  is  competent  to  direct  in 
the  practical  things  of  his  specialty,  he  should  see  to  it  that  the 
employee  gets  every  possible  opportunity  to  learn  the  practical 
side  of  the  business  and  to  harmonize  the  theoretical  with  the 
practical.  Too  often  the  cadet  engineer  will  be  diflScult  to  teach 
and  direct  because  of  his  unreadiness  to  believe  that  he  needs  this 
practical  experience.  Too  often  he  is  unwilling  to  get  down  to 
the  long  hours,  dirt,  and  drudgery  which  may  be  required  to  win 
this  practical  experience.  It  is  the  duty  of  the  employer  to  pro- 
vide the  means  for  this,  and,  failing  in  success  after  a  fair,  patient, 
and  intelligent  trial,  to  assist  the  youngster  to  a  better  under- 
standing of  what  is  required  of  the  engineer  by  giving  him  his 
discharge.  I  know  of  a  number  of  good  men  who  have  been  saved 
by  this  seemingly  severe  treatment. 

In  the  treatment  of  the  cadet  engineer  there  rests  upon  the 
employer  a  grave  responsibilty.  Many  a  yoimg  fellow  has  been 
unfairly  treated  because  through  ignorance,  indifference,  or  stu- 
pidity the  one  in  authority  has  expected  more  than  could  in 
reason  be  demanded.  Some  employers,  not  technical  graduates 
them.selves,  exaggerate  the  immediate  results  to  be  obtained  from 
a  college  training.  Others,  college  graduates  themselves,  forget 
how  little  they  knew  of  practical  things  when  they  graduated, 
and  they  think  they  are  comparing  the  ignorance  of  the  cadet 
with  what  they  Imew  when  they  graduated;  whereas,  really  they 
are  comparing  with  what  they  Imow  now  after  ten,  twenty,  or 
thirty  years  of  practical  experience. 

Other  cadets  have  the  misfortune  to  fall  imder  the  control  of 
so-called  "  practical  men  "  who  despise  "  book-learning  "  and  are 
glad  of  an  opportunity  to  expose  the  ignorance  of  the  "  college 
boy."  It  is  the  duty  of  the  emploj^er,  especially  if  he  is  an 
engineer,  to  see  that  the  young  graduates  taken  into  his  employ 
are,  as  far  as  pos.sible,  saved  from  these  harmful  influences, 
including  the  conceit  of  the  graduate  himself,  which  work  injury 
to  both  employer  and  employed. 
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Fiuin  all  that  I  have  said  as  to  the  opportunities  for  iniprove- 
nient,  let  it  not  be  understood  that  I  am  condemning  the  combina- 
tion of  educational  agencies  which  has  produced  the  men  who 
\xave  done  so  much  for  this  country  through  its  industries.  We 
must  realize  that  the  passage  of  time  has  wrought  of  late  great 
changes,  not  only  as  to  the  science  of  engineering,  but  in  a  marked 
degree  as  to  the  sociologic  and  economic  conditions  within  which 
we  must  practice,  if  we  are  to  meet  our  responsibilities  to  both 
capital  and  labor.  A  system  which  permits  men  of  more  than 
average  ability  or  determination  to  qualify  for  our  profession 
should  be  so  improved  through  experience  teaching  as  to  enable 
us  to  turn  out  from  our  educational  mills  a  larger  percentage  of 
first-class  product  and  to  reduce  the  percentage  of  rejections. 
Many  a  young  man  who  might  have  given  a  good  account  of 
himself,  if  he  had  been  better  handled  at  some  turning  point  in 
his  career  in  college  or  practice,  has  failed  because  he  had  not 
yet  developed  the  stamina  to  resist  the  forces,  negative  and  posi- 
tive, which  were  opposing  his  progress.  It  is  a  source  of  gratifica- 
tion to  me  that  I  have  saved  some  from  breaking  under  the 
strain  of  injustice  in  the  college  and  in  the  school  of  experience ; 
and  it  is  a  source  of  regret  and  humiliation  to  me  that  in  certain 
cases,  as  I  can  now  realize,  I  failed  in  my  duty  in  this  respect. 

In  arguing  for  saner  and  better  balanced  educational  methods 
to  meet  the  conditions  referred  to,  conditions  of  the  past  as  well 
as  of  the  present,  I  have  no  sympathy  with  those  who  condemn 
all  our  educational  theories  and  methods  as  obsolete  and  therefore 
to  he  consigned  to  the  scrap  heap.  Some  English  engineer,  whose 
name  I  have  forgotten,  said  that  where  the  United  States  en- 
gineers and  industrial  managers  had  a  distinct  advantage  over 
his  countrymen  was  in  their  readiness  to  scrap  obsolete  appara- 
tus. This  "  scrapping  "  process  can  be,  like  everything  else,  car- 
ried to  extremes.  We  should  first  determine  whether  by  new 
combinations  the  apparently  obsolete  apparatus  or  machinery 
caimot  again  be  made  commercially  efficient.  The  inefficient  ele- 
ments only  should  be  replaced.  And  when  it  comes  to  the  ques- 
tion of  scrapping  plant,  we  must  determine  whether  the  interest 
on  both  the  old  and  the  new  does  not  absorb  the  anticipated 
savings.  I  do  not  hesitate  to  affirm  that  in  this  country,  in  oiii- 
enthusiasm  for  improvement,  we  have  frequently  been  guilty  of 
wasteful  practice  in  this  regard.    This,  in  a  marked  degree,  ap- 
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plies  to  much  that  has  been  proposed  in  connection   with   the 
scrapping  of  oui-  educational  agencies. 

In  connection  with  discussions  of  industrial  questions  and  the 
education  of  the  engineer,  we  hear  much  of  the  opportunities  for 
increased  efiiciency.  There  are  such  opportunities  and  there  al- 
wa3'S  will  be.  But  we  also  hear  much  of  conservation,  frequently 
from  the  same  sources.  Efficiency  of  methods  should  include  true 
conservation ;  the  elimination  of  the  false  and  defective,  but  cer- 
tainly the  retention  of  all  that  has  been  proved  through  experi- 
ence to  be  true  and  useful.  With  Patrick  Henry  I  say,  "  I 
know  of  no  way  of  judging  of  the  future  but  by  the  past."  Many 
of  our  modern  reformers  would  change  this  to  read,  "  I  know 
of  no  way  of  planning  for  the  future  but  by  disregarding  the 
past." 

With  the  conserving  of  the  good  and  useful  there  should  be 
the  constant  effort  to  render  these  still  more  useful.  The  older 
a  method  or  practice,  provided  it  has  stood  successfully  the  test 
of  years,  the  more  it  is  to  be  prized.  Yet  we  are  told  by  some 
reformers,  because  a  thing  is  old,  and  for  that  reason  alone,  that 
it  should  be  scrapped.  We  are  told,  because  of  the  marvelous  pro- 
gress made  in  engineering  science  in  late  years,  that  all  the  teach- 
ings of  our  schools  of  engineering  should  be  scrapped.  We  are 
told  that  practically  all  that  was  taught  in  these  schools  twenty- 
five  years  ago  is  now^  obsolete.  Have  all  the  teaching  of 
languages,  logic,  history,  mathematics,  phj^sics,  and  chemisti-y  of 
the  past  been  rendered  valueless  because  we  have  advanced  in  our 
Imowledge  of  Nature's  law^s?  Apart  from  more  direct  arguments, 
we  may  say  that  one  of  the  most  valuable  lines  of  instruction  for 
the  study  of  engineering  is  the  history  of  the  development  of 
engineering  science.  If  it  is  true  that  all  this  of  the  past  is 
valueless,  how  was  it  that  the  men  of  tlie  past,  taught  in  the 
schools  and  outside  of  the  schools,  were  able  to  produce  these 
wonderful  advances? 

What  is  the  specific  function  of  the  college  of  engineering? 
Is  it  to  store  the  brain  with  facts,  or  what  the  teachers  believe 
at  the  time  to  be  facts,  or  is  it  to  train  and  discipline  the  brains 
of  the  students  to  think  with  facility  and  accuracy  along  the 
lines  of  their  future  vocations?  Many  of  us  who,  for  the  tiuie. 
have  forgotten  much  of  this  store  of  facts  without  being  seriously 
embarras.sed  l:)y  the  loss,  have  our  answer  to  this  question.    Again 
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let  nie  any  that  the  school  and  the  college  cannot  complete  the 
training  of  tlie  engineer;  and  that  these  agencies  can  only  pre- 
pare the  student  to  learn  his  profession  in  tlie  field  of  practice, 
(liven  the  personality,  it  remains  for  him  to  develop  in  the  field 
of  practice  the  initiative  for  which  the  formal  teaching  and  drill 
of  the  school  and  college  should  have  prepared  him  elfectively. 
Included  in  this  preparation  should  be  some  teaching  of  the 
business  side  of  engineering  practice,  including  the  principles 
of  such  subjects  as  accountancy,  depreciation,  commercial  law, 
patent  law,  specifications,  contracts,  and  analysis  of  data. 

Whatever  may  be  said  as  to  the  room  for  iuiprovements  in  the 
agencies,  processes,  and  methods  employed  in  the  education  of 
the  engineer,  it  should  need  no  argument  to  demonstrate  that 
the  leaders  in  the  profession  are  as  a  class  those  best  qualified 
to  advise  authoritatively  in  connection  with  the  ell'orts  to  solve 
many  of  the  most  serious  problenis  of  the  day,  involved  as 
these  are  with  questions  of  transportation,  public  utilities,  and  the 
industries  in  general.  And  for  the  well-being  of  our  country 
these  problems  must  be  solved  wisely. 

This  is  an  age  of  reform,  and  of  late  years  reforms  have  been 
so  hastily  and  incompetently  put  forward  as  to  bring  the  term 
reform  into  reproach.  In  fact,  a  significant  feature  of  many  of 
our  reform  movements  is  the  readiness  of  the  leaders  to  act  on 
impulse  and  without  anything  approaching  adequate  investiga- 
tion. As  has  been  well  said,  it  seems  to  be  a  characteristic  of 
this  class  of  reformers  to  go  too  far  and  too  fast. 

It  is  with  deep  regret  that  I  express  the  belief  that  college 
professors,  especially  professors  of  economics,  and  even  ministers 
of  the  gospel  have  frequently  been  offenders  in  this  regard.  I  be- 
lieve that  certain  professors  are  being  retained  in  their  chairs 
who  should  be  displaced.  Especially  in  the  case  of  universities 
this  may  be  due  to  a  tendency  on  the  part  of  president  and 
trustees  to  exaggerate  the  right  of  free  speech.  Certainly  a  pro- 
fessor in  a  State  university,  to  say  nothing  of  the  endowed  uni- 
versities, should  not  be  permitted  to  teach  doctrines  subversive 
of  law  and  order  and  the  rights  of  the  individual  and  property 
under  the  Constitution.  If  these  men  cannot  be  controlled  by 
those  to  whom  they  are  immediately  responsible,  they  should 
be  controlled  by  those  who  control  the  universities. 

It  is  to  be  borne  in  mind  constantly  that  good  intentions  do 
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not  qualify  one  to  do  expert  work,  "whether  that  work  be  in  con- 
nection with  some  reform  measure  or  in  some  other  line  of  public 
activity.  Here  is  to  be  found  a  grave  error  of  which  many  an 
honest  enthusiast  is  guilty.  The  more  astute  and  sordid  of  the 
politicians  welcome  the  assistance  which  they  can  secure  by  guid- 
]fig  the  enthusiastic  and  hysterical  reformers  into  lines  of  activity 
which  Avill  offer  opportunities  for  trading  in  immunity,  obtain- 
ing fees  for  lobbying,  or  securing  remunerative  employment  as 
the  agents  of  these  enthusiasts. 

Righteous  indignation  is  to  be  welcomed,  and  we  had  better 
start  out  in  our  reforms  with  the  conviction  that  as  long  m  the 
world  exists  there  will  be  full  opportunity  for  righteous  indigna- 
tion. But  righteous  indignation  does  not  of  itself  provide  a 
remedy  for  the  evils  at  which  we  rebel;  it  only  supplies  the  desire, 
and  possibly  the  purpose,  to  produce  a  remedy.  Righteous  indig- 
nation and  misdirected  zeal  may  produce  conditions  practically 
as  bad  as  those  which  it  was  purposed  to  correct  or  eliminate. 
Reform  should  not  depend  upon  hysterical  suggestion  and  fitful 
support,  but  should  be  actuated  and  maintained  by  all  the  forces 
suggested  by  experience;  it  should  be  constantly  and  tenaciously, 
but  not  vindictively,  pursued,  acting  along  the  best  lines  sug- 
gested by  competent,  sane,  impartial  investigation. 

As  one  of  the  forces  to  be  reckoned  with,  and  particularly 
in  the  industries  in  which  our  profession  is  so  vitally  interested 
and  for  which  we  must  carry  such  a  burden  of  responsibility, 
is  the  tremendous  force  of  ignorance  and  prejudice  constantly 
being  swept  in  upon  us  by  the  tide  of  immigration.  If  we  hold 
that  our  country  is  to  be  a  haven  for  the  ignorant  and  oppressed, 
it  is  then  our  duty  to  provide  for  the  control  of  the  elements 
of  danger  we  so  accept.  If  we  offer  a  haven  to  these  people  so 
ignorant  of  our  fundamental  laws  for  the  protection  of  life  and 
property,  certainly  we  have  the  right  and  it  is  our  duty  to  de- 
mand that  at  least  they  shall  be  subject  to  those  laws.  The  laws 
as  they  stand  must  bind  them  as  they  bind  us  until  amended 
according  to  law. 

The  record  of  recent  happenings  shows  us  that  there  are  \ery 
real  dangers  to  be  apprehended  from  this  source.  We  need  only 
to  read  the  reports  of  the  trial  at  Indianapolis  of  the  men  of 
influence  under  indictment  for  dynamite  outrages,  the  record 
of  the  Los  Angeles  dynamite  outrage  so  closely  linked   with 
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this  Iiidiuiiapulis  trial,  tlie  trial  recently  ended  at  Lawrence  of 
men  of  like  intluence  indicted  for  murder  through  suggestion, 
the  trial  of  the  man  who  attempted  recently  to  kill  an  ex-president 
of  the  United  States,  the  trials  of  members  of  the  police  force 
and  gangsters  of  this  city,  and  many  other  like  events  indicating 
a  confidently  bold  disregard  for  the  rights  and  the  very  lives  of 
those  opposed  to  these  enemies  of  law  and  order,  to  convince 
us  that  popular  government  is  under  trial  as  it  never  has  been 
before  in  our  history  as  a  people. 

As  I  have  before  suggested,  the  danger  does  not  lie  alone 
with  the  ignorant  and  the  designing;  if  that  were  true,  the 
danger  might  be  met  with  greater  confidence.  But  we  have  to 
see  that  the  enthusiasm  of  honest  but  misguided  reformers  has 
to  be  reckoned  with;  and  these  people  are  to  be  found  in  our 
schools,  colleges,  universities,  industrial  establishments,  and 
counting  houses. 

Let  me  quote  the  words  of  Schrank  wlio  tried  recently  to 
assassinate  Ex-President  RooseA'elt: 

The  shot  iu  Milwaukee,  wbich  created  an  echo  iu  all  parts  of  the  worl'i 
was  not  a  shot  at  an  Ex-President,  not  a  shot  at  the  candidate  of  a  so. 
called  Progressive  party,  not  a  shot  to  influence  the  pending  election,  not 
a  shot  to  gain  for  me  notoriety ;  no,  it  was  simply  to  once  and  forever  estab- 
lish the  fact  that  any  man  who  hei-eafter  aspires  to  a  third  presidential 
term  will  do  so  at  the  risk  of  his  life.  If  I  cannot  defend  tradition,  if  I 
cannot  defend  the  country  iu  case  of  war,  you  may  as  well  send  every 
patriot  to  prison. 

This  is  high-sounding  and  has  a  truly  familiar  ring.  Two 
of  the  men  on  trial  at  Lawrence  made  statements  which  also  in- 
dicated that  they  considered  themselves  champions  of  the  de- 
fenceless and  apostles  of  liberty  rather  than  of  anarchy.  These 
appeals  to  unreason  have  a  strong  influence  upon  those  who  are  at 
once  ignorant  and  highly  emotional.  Unfortunately,  those  who 
cannot  be  charged  with  ignorance  in  the  ordinary  sense  are  led 
astray  by  these  hysterical  appeals  to  unreason  because  they  appear 
to  reflect  a  worthy  motive. 

And  yet  this  man  Schrank,  who  considers  himself  a  hero  and 
martyr,  and  who  is  able  to  put  his  dangerous  views  thus  plainly 
and  strikingly  before  us,  by  the  unanimous  verdict  of  a  number 
of  competent  physicians,  has  been  declared  to  be  a  homicidal 
maniac. 

With  the  conditions  at  present  surrounding  us,  which  I  have 
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barely  suggested,  is  it  not  of  the  first  importance  tliat  our  public 
school  system  should  be  kept  free  from  teachings  which  are 
dangerous  to  our  connnonwealth?  Should  not  the  system  go 
farther  and  exercise  a  positive  influence  for  sane  thinking  upon 
the  children  under  its  influence  during  the  most  impressionable 
period  of  their  lives?  Not  only  should  these  pupils  be  taughl 
directly  respect  for  the  rights  of  others  and  respect  for  constitu- 
tional go^'ernment,  but,  above  all,  the  aims  and  methods  should 
be  so  amended  that  the  thought  constantly  kept  in  the  minds  of 
teachers  and  pupils  shall  be  that  the  pupils  are  being  trained 
to  become  self-supporting  and  so  self-respecting  units  of  the  body 
politic.  This  implies  that  these  boys  and  girls  shall  be  taught, 
shall  have  pressed  home  upon  them  constantly,  directly  and  in- 
directly, that  labor  of  the  hands  as  well  as  of  the  brain,  if  con- 
scientiously performed,  is  honorable.  Undoubtedly,  there  are 
many  schools  in  the  land  where  high-minded,  sane  teachers  are 
doing  their  best  so  to  influence  their  pupils.  Of  this  my  talks 
with  many  of  them  convince  me;  but  I  have  been  at  the  same 
time  convinced  that  most  of  these  faithful  servants  of  the  people 
feel  that  they  are  working  under  the  disadvantages  of  a  system 
which  too  generally  fails  to  dignify  the  labor  required  for  self- 
support  and  to  cultivate  pride  in  all  work  well  performed. 

A  respect  for  law  and  order  should  be  inculcated  in  our  public 
schools  by  the  maintenance  of  a  more  intelligent  and  more  exact- 
ing discipline.  The  State  has  a  right  to  demand  and  should 
demand,  if  a  free  education  is  provided  for  the  youth  of  the 
country,  that  those  so  benefited  shall  render  prompt  and  exact 
obedience  to  those  in  authority.  In  many  cases  politics  comes 
in  to  fetter  those  who  are  in  immediate  authority,  and  this  to  the 
great  injury  of  the  pupil,  the  teacher,  and  the  community.  Many 
men  and  women,  now  parasites  upon  society  or  criminals,  would 
be  self-respecting  members  of  the  community  if  they  had  been 
trained  to  respect  honest  labor  and  at  least  directed  to,  and  given 
a  fundamental  preparation  for,  some  vocation. 

Let  the  public  schools  be  conducted  for  the  benefit  of  the  masses 
and  not  for  the  benefit  of  the  very  few.  The  many  can  be  pro- 
vided for  readily  and  effectively  without  sacrificing  or  even 
hindering  those  who  are  qualified  by  natural  endowment  to  enter 
college.  If  some  who  now  go  to  college  were  discouraged  from 
so  doing,  it  would  be  no  loss  to  them  or  to  the  comnmnity. 
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Upon  US  as  lueinbers  of  the  profession  of  engineering,  individu- 
ally and  collectively,  rests  the  responsibility  for  doing  our  utmost 
to  check  and  correct  the  evils  which  I  have  thus  inade<iuate  y 
brought  back  to  vour  attention.  Collectively,  and  particularly 
as  members  of  this  Society,  we  are  responsible  because  some 
members  of  our  profession  have  been  at  fault  as  the  advo- 
cates of  hastv  and  ill-considered  measures  of  so-called  retorm. 
Reforms,  especially  in  connection  with  industrial  administration 
and  the  relations  between  capital  and  labor,  which  might  be 
inaugurated  by  our  Society  or  its  members  after  full  and  candid 
discussion,  should  be  of  decided  benefit  to  the  community  as 
well  as  to  our  profession. 

Certainly  in  the  matters  connected  with  public  education  our 
profession  should  be  able  to  advise  and  direct,  for  the  meinbers 
of  the  profession  have  unsurpassed  opportunities  to  judge  of  the 
effectiveness  of  the  work  of  the  schools  by  the  results  as  evi- 
denced in  the  product.  I  am  quite  aware  that  some  professional 
educators  will  not  be  slow  to  charge  that  the  engineer  is  not 
an  expert  in  the  field  of  education,  but  to  this  we  may  reply  that 
this  is  not  solely  an  academic  question  and  the  results  are  show- 
ing every  day  that  the  educat(  rs  need  the  cooperation  of  all 
who  are  qualified  to  assist.  And  may  we  not  claim  that  the  mem- 
bers of  our  profession  as  a  class  are  brought  as  close  to  the  hearts 
of  the  people  as  are  the  workers  in  any  other  one  vocation? 

Here  is  another  opportunity  for  unselfish,  open-minded 
cooperation,  which  is  so  much  needed  in  our  country  today. 

Now  let  us  for  a  moment  review  the  work  of  our  Society  during 
the  year  just  closing.  The  record  will  be  placed  before  you  in 
detail,  but  I  wish  to  meet  the  question.  Are  we  progressing?  Are 
we,  in  some  fair  measure,  meeting  our  responsibilities?  ^ 

In  membership  we  have  made  a  n.^t  increase  from  4007  to  b'^oO. 
not  counting  the  affiliates  of  the  Gas  Power  Section,  which  show 
a  net  decrease  of  8,  and  the  student  affiliates,  which  show  an 
increase  of  from  635  to  722.  It  is  of  interest  here  to  note  that 
since  Past-President  Jesse  M.  Smith  made  his  presidential  ad- 
dress in  1909,  the  membership  of  the  four  national  societies 
generallv  considered  together,  civil,  mining,  mechanical  and  elec- 
trical, has  increased  from  19,000  to  22,800.  The  many  other 
engineering  societies,  specialized  and  local,  no  doubt  would  bring 
the  combined  membership  up  to  nol  less  than  50,000. 
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Our  Society  may  look  for  a  much  larger  increase  in  mem- 
bership during  the  coming  year,  as  a  result  of  the  earnest 
and  intelligent  work  of  the  Committee  on  Increase  of  Member- 
ship under  the  able  and  enthusiastic  direction  of  Past-Manager 
1.  E.  Moultrop.  If  the  proposed  amendments  are  approved,  the 
additional  grade  of  Associate-Member  should  serve  to  bring  into 
our  Society  a  considerable  number  of  men  capable  of  broadening 
our  sphere  of  usefulness.  Not  only  should  we  do  our  utmost  to 
interest  as  large  a  proportion  of  the  membership  in  our  activities, 
but  we  should  do  all  that  is  proper  to  bring  into  our  Society 
those  who  are  eligible  under  any  of  the  several  classes  of  member- 
ship and  who  are  willing  to  aid  in  our  work,  remembering  that 
meiii})ership  in  such  a  society  as  this  means  giving  as  well  as 
receiving.  This  broadening  of  scope  of  membership  is,  as  I  have 
already  shown,  in  accord  with  the  suggestion  made  by  Alex. 
L.  Holley  at  the  preliminary  meeting  in  1880. 

Chiefly  to  the  Avork  of  the  Conmiittee  on  Increase  of  Member- 
ship and  the  Gas  Power  Section  may  be  credited  the  $10,000  re- 
ceived this  year  from  initiation  fees  and  $20,000  added  to  our 
annual  income.  This  activity  has  materially  helped  us  financially, 
so  that  after  meeting  our  pledge  to  pay  off  our  land  bonds,  at  the 
rate  of  $0000  a  year,  we  have  added  $4000  to  our  surplus. 

Under  the  able  direction  of  our  Publication  Committee  and 
the  staff,  not  only  has  The  Journal  reflected  great  credit  upon 
all  concerned,  but  it  has  contributed  a  net  surplus  of  $2000  to 
our  treasury.  This  can  be  compared  with  an  annual  deficit  of 
about  $10,000  earlier  in  our  history. 

The  excellent  showing  with  regard  to  our  finances  in  general 
is  in  large  measure  due  to  the  supervision  of  the  Finance  Com- 
mittee under  the  untiring  and  devoted  direction  of  the  Chair- 
man, R.  M.  Dixon. 

Mention  is  due  for  the  most  efficient  management  of  the  United 
Engineering  Library  under  the  committee,  librarian  and  staff. 
This  library  is  performing  a  service  to  the  engineering  profes- 
sion v/hich  is  not  equalled  in  our  country  and  of  which  the  three 
responsible  societies  may  well  be  proud. 

A  Society  such  as  ours,  if  it  is  to  grow  in  usefulness  and 
inflnence,  must  not  depend  upon  the  activities  of  the  officers  and 
committees,  no  matter  how  devoted  and  self-sacrificing.  The 
policy  of  the  Society  should  be  to  engage  the  membership  at  large 
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in  its  activities  to  the  greatest  degree  possible.  With  this  reliec- 
tioii  in  mind  it  is  most  gratifying  to  note  that  we  have  made 
decided  progress  during  the  year  in  organizing  additional  geo- 
graphical groups,  and  in  making  some  progress  towards  the  de- 
xelopment  oi'  a  simple  scheme  of  achninistration  therefor  which 
sliall  provide  as  large  a  measure  ol'  home  rule  as  is  consistent 
with  our  constitutitmal  requirements. 

Also,  during  the  year  most  satisfactoi-y  [)rogiess  has  been  made 
in  organizing  sub-committees  of  the  Committee  (m  Meetings 
under  the  chairmanship  of  Dr.  C.  E.  Lucke.  There  have  been 
suggest etl  forty  sub-committees  to  cover  as  many  phases  of 
mechanical  engineering  as  are  found  in  the  industries  of  the  coun- 
try. Believing  it  is  wiser  to  make  haste  slowly,  the  full  numl)ei'  of 
these  committees  has  not  3'et  been  appointed.  The  following 
have  been  appointed  and  have  organized:  Textiles,  Adminis- 
tration, Cement  Manufacture,  Iron  and  Steel,  Air  Machinery, 
Kailroads,  Hoisting  and  Conveying,  Industrial  Building,  Fire 
Protection,  Machine  Shop  Practice. 

The  w'ork  of  these  sub-committees  may  be  expected  to  extend 
materially  the  usefulness  and  influence  of  our  Society.  The  other 
sub-committees  as  suggested  should  be  organized  just  as  soon 
as  a  sufficient  number  of  specialists  can  be  interested  and  the 
money  can  be  found. 

Primarily,  I  believe,  due  to  the  initiative  of  our  Secretar}'', 
Calvin  W.  Rice,  the  engineers  of  America  and  Great  Britain 
have  cooperated  to  erect  a  memorial  wind<»w  in  Westminstei" 
Abbey  to  Lord  Kelvin.  Members  of  our  Society  participated 
liberally  in  this  tribute  to  a  great  man  and  a  great  scientist. 

Your  Council  has  accepted  an  invitation  to  participate  in  a 
meeting  of  the  Society  of  German  Engineers  to  be  held  in  Leip- 
zig next  summer.  It  is  to  be  hoped  that  our  members  will  evi- 
dence their  appreciation  of  the  attractive  program,  which  our 
hosts  have  prepared,  by  attending  in  large  numbers. 

It  is  proposed  that  in  connection  with  the  San  Francisco 
Exposition  in  1015  there  shall  be  an  International  Congress  of 
Engineering.  In  concert  with  the  Society  of  Civil  Engineers, 
the  Institute  of  Mining  Engineers,  the  Institute  of  Electrical 
Engineers,  the  Marine  Engineers  and  Naval  Architects,  your 
Council  has  already  taken  preliminary  action  favorable  to  this 
undertaking. 
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A  number  of  most  important  connnittee  reports,  covering  tecli- 
nical  subjects  of  vital  interest,  will  be  presented  during  our  meet- 
ing. Special  reference  may  be  made  to  a  notable  report  pre- 
pared by  Mr.  Geo.  A.  Barrus  as  a  member  of  the  Committee  on 
Power  Tests. 

To  provide  for  the  whole  of  the  rich  program  prepared  by 
the  Committee  on  Meetings,  our  professional  sessions  will  have 
to  be  divided  into  a  nuuiber  of  sections. 

Even  this  brief  and  fragmentary  reference  to  the  work  of  the 
year  serves  to  show  that  the  Society,  acting  through  its  officers, 
standing  committees,  special  conunittees,  and  the  staff,  has  been 
maintaining  its  reputation  for  effective  service  and  has  been 
reaching  out  into  other  fields  of  usefulness.  It  is  for  the  mem- 
bers at  large  to  appreciate  the  service  thus  rendered  and  to  be 
prompt  to  do  their  share  by  accepting  the  opportunities  for 
service  offered  by  membership  on  the  committees,  present  and 
prospective. 

Thus  at  considerable  length,  and  yet  inadequately,  I  have  dis- 
cussed the  opportunities  and  consequent  responsibilities  of  the 
engineer  of  today.  If  we  claim,  as  we  should,  to  be  members  of 
a  profession,  we  must  accept  the  responsibilities  involved.  We 
cannot  claim  that  our  profession  is  one  of  the  three  learned  pro- 
fessions, because  the  ignorance  of  the  past  created  a  limitation 
in  favor  of  religion,  law,  and  medicine.  But  we  can  claim  that 
though  much  of  that  which  the  engineer  must  have  at  his  com- 
mand is  not  to  be  learned  from  books,  it  by  no  means  follows 
that  his  education  is  therefore  less  "  liberal  "  than  that  of  the 
minister,  lawyer,  or  physician. 

There  appears  to  have  been  a  tendency,  not  so  apparent  at 
present,  to  deny  to  the  mechanical  engineer  the  professional  posi- 
tion more  readily  conceded  to  the  civil  or  mining  engineer.  This 
seems  unreasonable  and  indefensible  when  we  study  the  (]uesti<)u 
and  are  forced  to  endorse  Holley's  claim  that  mechanical  engi- 
neering underlies  all  engineering.  The  reason  for  this  rather 
intangible  discrimination  is  in  part  due,  I  believe,  to  the  fact 
that  so  many  of  the  rank  and  file  of  our  branch  of  engineer- 
ing are  engaged  in  working  out  the  details,  more  or  less  im- 
portant, of  undertakings  which  are  under  <he  general  direction 
of  civil  or  mining  engineers  or  others  not  members  of  our  pro- 
fession.    Many  mechanical  engineers  thus  become  absorbed  in 
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the  invention  and  development  of  mechanical  devices,  possibly 
of  vital  importance  in  the  general  scheme,  and  so  fail  to  obtain  a 
grasp  on  the  undertaking  as  a  whole. 

The  question  of  precedence  need  not  be  raised;  there  is  credit 
enough  for  all.  As  engineers  we  are  committed  to  the  doctrine 
of  efficiency.  Efficiency  must  come  from  cooperation,  not  from 
discussions  as  to  precedence  and  relative  dignity. 

Watt's  steam  engine  made  Cort's  rolling  mill  possible.  Cort's 
rolling  mill  opened  up  to  Watt's  engine  a  new  sphere  of  useful- 
ness. 

The  Panama  Canal,  under  the  direction  of  thoroughly  capable 
engineers,  was  a  failure  until  the  bacteriologist,  the  physician, 
and  the  sanitarian  made  it  possible  for  white  men  to  live  in 
the  fever  stricken  zone.  Now,  while  under  the  general  direc- 
tion and  control  of  military  and  civil  engineers,  the  success  of 
the  undertaking  largely  depends  upon  the  mechanical  and  elec- 
trical engineers. 

Then,  while  confidently  asserting  our  claim  to  membership 
among  the  liberal  professions,  and  accepting  to  the  full  the 
responsibilities  which  are  thereby  involved,  let  us  be  prompt 
to  recognize  that  the  progress  of  the  world,  material  and  ethical, 
depends  upon  the  unselfish,  intelligent,  and  devoted  cooperation 
in  service  of  all  professions  and  vocations  under  the  leadership 
of  men  of  vision,  intellect,  power,  and  humanity. 


No.  1361 

DIMENSIONS   OF   BOILER   CHIMNEYS   FOR 
CRUDE  OIL 

AT   SEA   LEVEL  AND   AT   VARIOUS  ALTITUDES.   WITH    CORRECT- 
ING FACTORS  FOR  FUEL  ECONOMIZERS 

By  C.  R.  Weymouth,  San  Francisco.  Cal. 

Member  of  the  Society 

The  necessary  heights  for  chimneys  for  fuel  oil  plants  are  much 
le.'^s  than  ordinarily  supposed  when  the  boilers  are  operating  at 
rating  and  considerably  greater  than  usually  siippo.sed  when 
there  are  heavy  overloads.  A  chimney  of  undue  hei"g:ht  causes 
an  excessive  quantity  of  air  for  couibustion  and  permits  an  ex- 
cessive load  on  the  boilers,  both  resulting  in  a  large  waste  of 
fuel. 

2  When  the  chimney  height  is  limited  to  that  necessary  for 
economical  air  supply  at  the  desired  rate  of  load,  it  will 
be  impossible  for  the  most  careless  fireman  to  cause  a  material 
loss  of  economy,  either  by  overload  or  excess  air  supply,  or  abuse 
of  boilers  due  to  overload.  In  this  sense  the  chimney  may  be- 
come an  important  and  inexpensive  means  for  boiler  plant  regu- 
lation and  in  many  ways  a  safeguard  against  careless  firing. 
Such  usage  is,  of  course,  of  greatest  effect  in  plants  operating  at 
uniform  load. 

3  Although  the  writer  had  previously  intended  investigating 
this  subject,  it  was  not  until  the  San  Francisco  earthquake  of 
April  18,  1906,  had  considerably  reduced  the  height  of  most 
masonry  chimneys,  that  he  was  led  to  an  active  collection  of  chim- 
ney data.  Many  of  the  results  were  apparently  contradictory. 
Certain  chimneys  reduced  to  a  height  of  30  ft.  gave  the  usual 
boiler  capacity,  and  others,  reduced  to  a  height  of  75  ft.,  showed 
under  certain  conditions  of  service  a  decrease  in  boiler  capacity. 

4  If  the  total  or  potential  draft  of  a  chimney  were  available 
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for  the  flow  of  gases  through  the  chimney  and  equal  to  the  fric- 
tional  resistance  within  the  chimne}',  the  capacity  of  the  chimney 
would  then  be  a  maximum.  On  the  other  hand,  if  a  large  per- 
centage of  the  draft  of  a  chimney  were  maintained  at  the  base, 
it  is  self-evident  that  but  little  draft  would  be  available 
to  induce  a  flow  of  gases;  and  the  greater  the  draft  power  at 
the  base  of  chinmey,  the  less  the  capacity  of  chimney  in  weight 
of  gases  discharged  per  unit  of  time. 

5  In  this  respect  a  chimney  of  given  diameter  and  height 
may  be  likened  to  a  centrifugal  fan  of  given  diameter  operating 
at  a  fixed  rate  of  revolutions.  When  operating  on  free  air  dis- 
charge, the  capacity  of  the  fan  is  very  large,  but  when  operating 
against  an  increasing  pressure,  the  rate  of  discharge  rapidly  de- 
creases. No  one  would  think  of  computing  a  table  showing  fan 
capacities  without  specifying  the  size  of  fan  and  the  working 
pressure. 

6  In  the  same  sense  a  table  of  chimney  capacities  is  incom- 
plete which  does  not  designate  the  working  draft  at  the  base  of 
chimney.  This  is  particularly  true  for  oil  fuel,  because  of  the 
rapid  increase  in  draft  resistance,  as  boilers  are  overloaded.  For 
an  assumed  set  of  conditions,  a  chimney,  as  with  a  fan,  has  a  defi- 
nite capacity,  but  no  overload  capacity. 

7  Chimneys  should  therefore  be  selected,  not  with  respect  to 
the  rated  horsepower  of  the  connected  boilers,  but  after  consid- 
eration of  the  maximum  boiler  overload  and  the  draft  resistance 
of  boilers  at  overload. 

8  While  most  chinmey  tables  are  reduced,  for  convenience,  to 
a  boiler  horsepower  basis,  the  correct  designation  of  capacity 
is  the  weight  of  gases  discharged  per  unit  of  time.  It  follows 
that  in  determining  the  weight  of  gases  from  the  boiler  horse- 
power, two  important  factors  enter :  the  ratio  of  air  for  combus- 
tion to  that  chemically  required,  and  the  efficiency  of  boilers  at 
the  maximum  load. 

9  Kjiowing  the  weight  of  gases  to  be  handled,  it  is  compara- 
tively an  easy  matter  to  determine  from  existing  formulae  the 
frictional  loss  due  to  a  given  chimney  and  flue.  There  are,  how- 
ever, but  few  published  data  indicating  the  draft  resistance  of 
various  types  of  oil-fired  boilers  under  various  rates  of  firing. 

10  Practical  experience  has  shown  that  altitude  is  an  impor- 
tant factor  afl'ecting  the  capacity  of  boiler  chimueys.  Certain 
rules  of  thumb  are  now  employed,  and  certain  fornmlae  have  been 
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incorrectly  derived.     The  writer's  treatment  of  this  question  is 
also  given  in  this  paper. 

WEIGHT  OF   CHIMNEY   GASES 

11  The  total  weight  of  gases  per  hour  to  be  handled  by  chim- 
ney in  a  given  plant  is  dependent  upon  the  rated  capacity  of  the 
boilers,  their  nuiximum  momentary  overload  capacity,  the  neces- 
sary percentage  of  excess  air  for  a  given  type  of  boiler  and  fur- 
nace, and  the  boiler  efficiency  for  the  conditions  assumed. 

12  Tests  have  indicated  the  efficiencies  of  Itoilers,  the  tem- 
peratures of  waste  gases,  and  the  minimum  air  required  for  com- 
bustion. In  every-day  practice  the  negligence  and  ignorance  of 
firemen,  the  disarrangement  of  furnace  brickwork,  the  carboniza- 
tion of  burners  and  the  improper  adjustment  of  damjiers  make  it 
necessary  to  provide  for  a  quantity  of  air  in  excess  of  the  mini- 
mum air  supply  obtainable  in  tests,  depending  on  the  type  of 
boiler,  the  character  of  service,  skill  of  firemen,  etc. 

13  For  the  best  types  of  water-tube  boilers  fitted  with  Pea- 
body  furnace  and  operating  at  rating  or  at  overloads,  the  writer 
has  assumed  as  ample  margin  for  good  practice  50  per  cent  ex- 
cess over  the  air  chemically  required,  uieasured  at  chimney  inlet. 
In  determining  draft  resistance  of  boilers,  50  per  cent  excess  air 
through  the  setting  has  been  assumed  for  boilers  at  rating,  and 
slightly  less  at  50  per  cent  overload,  as  explained  below. 

14  For  poorly  designed  and  operated  furnaces,  50  per  cent 
excess  air  is  an  insufficient  allowance  and  the  chimney  propor- 
tions given  in  the  tables  must  be  modified  by  the  designer  to  meet 
actual  conditions. 

15  When  new,  a  boiler  plant  will  require  a  minimum  of  air 
for  combustion,  and  usually  the  weight  of  gases  passing  up  the 
chimney  will  be  but  a  slight  amount  greater  than  that  entering 
the  furnaces.  Allowance  must  be  made  for  leaky  boiler  settings, 
long  masonry  flues,  etc. ;  but  with  steel  flues  air  infiltration 
should  be  negligible.  The  writer  recalls  a  test  of  an  old  plant 
having  long  brick  flues,  where  the  rate  of  flow  of  gases  up  the 
chimney  was  about  double  that  into  the  connected  boiler  fur- 
naces; and,  as  a  result  of  this  leakage  of  cold  air,  the  chimney 
temperature  was  very  much  lower  than  that  of  the  gases  leaving 
the  boilers. 

16  With  expert  firing  it  is  possible  to  reduce  the  air  supply 
nearly  to  the  theoretical  minimum,  both  at  rated  load  and  at  over- 
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loads.  At  rating,  tlie  relatively  large  furnace  volume  makes  it 
possible  for  considerable  amounts  of  air  to  pass  through  the  fur- 
nace without  entering  the  zone  of  combustion ;  but  as  the  load  is 
increased  the  Hame  more  completely  fills  the  furnace  and,  except 
with  a  deliberate  wastage,  a  larger  portion  of  the  air  admitted 
commingles  with  the  Hames  and  aids  combustion. 

17  In  the  computations  which  follow  the  writer  assmnes  14 
lb.  of  air  chemically  required  per  lb.  of  oil  and,  based  on  50  per 
cent  excess,  there  would  be  admitted  a  total  of  21  lb.  of  air  per  lb. 
of  oil.  To  this  the  products  of  combustion  and  steam  for  atomi- 
zation  add  slightly  in  excess  of  one  pound,  so  that  hereafter  22 
lb.  of  chimney  gases  per  lb.  of  oil  will  be  assumed. 

18  To  assist  in  the  computation  of  the  weight  of  chimney 
gases  Table  1  is  presented,  giving  calculated  boiler  efficiencies 
based  on  assumed  conditions,  as  explained  in  the  foot  notes  of 
the  table. 

19  The  temperature  of  the  waste  gases  and  the  gas  analysis 
are  determined  more  easily  than  the  boiler  efficiency  and,  based 
on  these  factors,  the  table  assists  in  approximating  the  actual 
boiler  efficiency  and  correspondingly  tlie  rate  of  oil  consumption. 
Due  allowance  should  be  made  for  reduction  of  boiler  efficiency 
due  to  any  accumulation  of  boiler  scale,  sooty  tubes,  etc.,  after  a 
period  of  use. 

DKAFT    RESISTANCE    OF    BOILERS 

20  The  draft  resistance  of  a  boiler  depends  on  type,  size, 
arrangement  of  heating  surface,  type  and  arrangement  of  super- 
heater, if  any,  extent  of  baffling  of  gases,  type  of  oil  furnace, 
arrangement  and  area  of  air  admission  to  boiler  and  to  furnace, 
the  excess  air  for  combustion  over  chemical  requirements  and  the 
rate  at  which  the  boiler  is  operated.  The  draft  resistances  of 
water  tube  boilers  are  ordinai-ily  recorded  in  the  rear  of  boiler, 
inside  the  setting,  and  close  to  the  outlet  damper.  These  drafts, 
therefore,  do  not  include  the  resistance  of  damper  and  flue. 

21  If  a  boiler  be  fired  with  wide  open  ash  doors,  the  regula- 
tion of  air  being  from  the  damper  at  boiler  outlet,  the  draft 
resistance  of  the  boiler  will  be  a  minimum.  In  boilers  having  a 
series  of  up  and  down  passes,  the  draft  within  the  boiler  setting 
at  the  top  of  the  first  pass  may  entirely  disappear  and  a  positive 
pressure  may  result.  This  condition  is  due  to  the  injector  action 
of  the  burner  pumping  air  into  the  furnace,  and  to  the  smaller 
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weight  of  the  heated  coliimn  of  gases  inside  the  boiler,  as  com- 
pared with  external  cohiinn  of  air  of  equivalent  height. 


TABLE  1     MAXIMUM  THEORETICAL  EFFICIENCY    FOR  A  GIVEN  PER  CENT 
EXCESS  AIR  SUPPLY  AND  FLUE  GAS   TEMPERATURE 

Based  on  Stated  Assumptions ' 


Assumed 

Per 

Cent 

Excess 

Air 
Supply 


0 
10 
50 
100 
150 
200 
250 
300 


Assumed  Temperature  of  Flub  Gases,  Dec.  Fahr. 


375        400        425        450        475        500        550        600        700        800 


Calculated  Boiler  Efficiency,  Per  Cent 


81.35 

80.78 

80.20 

79.61 

79.03 

78.44 

77.28 

76.11 

73.77 

S0.62 

80.04 

79.41 

78.78 

78.15 

77.52 

76.25 

74.99 

72.47 

77.90 

77.08 

76.25 

75.44 

74.62 

73.80 

72.16 

70.52 

67.24 

74.42 

73.37 

72.32 

71.26 

70.21 

69.16 

67.04 

64.95 

00.72 

65.79 

64.51 
59.86 

61.93 
50.81 
51.69 
46.58 

59.35 
53.77 
48.18 
42.60 

54.20 
47.67 
41.15 
34.63 

71.43 
69.94 
63.97 
.56.51 
49.04 
41.58 
34.11 
26.65 


Assumed 

Per 

Cent 

Excess 

Air 
Supply 


0 
10 
60 
100 
150 
200 
250 
300 


Approximate  Relation  between  Per  Cent  Coi  and  Excess  Am  Suppi.t  as  per  Assumptions 

HE  LOW 


Per  rent  Cot 

Per  cent  Excess  Air . 


4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

283 

205 

155 

120 

93.0 

72.2 

55.5 

41.9 

30.6 

21.0 

12.7 

5.6 

15.9 
0 


'  Values  are  conditioned  on  the  following  assumptions: 

Average  temperature  of  air  for  combustion  entering  the  boiler  80  deg.;  humidity  80%;  air  per 
lb.  of  oil  chemically  required  for  complete  combustion,  14  lb.;  B.t.u.  per  lb.  of  oil  as  fired,  18,500; 
chemical  composition  of  the  oil  a.s  follows:  carbon,  86%;  hydrogen,  11%;  sulphur,  0.8%;  nitrogen, 
0.27o;  oxygen.  1.0%;  water.  1.0%. 

Per  cent  of  excess  air  stated  is  measured  at  boiler  outlet  and  consequently  includes  leakage 
through  boiler  setting. 

The  loss  by  radiation  has  been  taken  as  3%.  This  loss  varies  with  the  size  of  boiler,  insulation, 
etc.,  being  less  than  indicated  for  larger  sizes  of  boilers  and  greater  for  smaller  sizes. 

.\n  allowance  of  2%  for  undetermined  losses  has  been  made.  This  quantity  is  subject  to  con- 
siderable variation  and  may,  in  exceptionally  favorable  instances,  be  as  low  as  0.5%. 

The  following  constants  are  taken  from  Marks  anfl  Davis'  Steam  TabUs:  Absolute  tempera- 
ture =459.6  (leg.  -f  t  deg.  Heat  of  vaporization  at  atmospheric  pressure  =970.4  B.t.u.  Specific 
heat  of  superheated  steam  at  atmospheric  pressure,  for  the  range  of  temperature  from  212  deg. 
to  700  deg.  fahr.  =0.47. 

This  table  shows  con.sorvalive  efficiencies  primarily  for  use  in  stack  calculations. 


22  In  boilers  with  brick  settings  there  may  be  an  escape  of 
hot  gase.s  fi'om  the  top  of  boiler  at  times,  giving  rise  to  a  pos- 
sible loss  of  economy  and  also  to  annoyance  of  firemen  from 
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escaping  gases.  Under  ceitain  conditions  it  is  therefore  neces- 
sary to  close  the  air  admission  doors  partially  to  insure  a  draft 
at  all  points  within  the  boiler  setting,  tending  to  increase  the 
total  draft  resistance  otherwise  necessary.  This  etiect  is  more 
noticeable  at  loads  approximating  rating,  or  slightly  below,  than 
at  overloads,  where  the  friction  of  flow  of  air  for  combustion  into 
the  boiler  and  furnace  tends  to  prevent  greater  pressure  within 
the  setting  than  without. 

23  The  analysis  of  over  75  tests  under  various  conditions,  on 
several  sizes  of  boilers  of  the  same  general  type,  fails  to  reveal 
a  very  close  relationship  between  the  total  draft  resistance  and 
the  rate  of  load  on  boiler.  Other  conditions  being  equal,  it  is 
evident  that  the  draft  resistance  increases  slightly  with  an 
increase  in  size  of  boiler  for  all  rates  of  firing.  A  14-tube  high 
Babcock  and  Wilcox  boiler  has  a  draft  resistance  greater  than  a 
boiler  9  tubes  high.  There  is  a  A^ariation  of  the  injector  action 
of  the  burner  with  different  types,  arrangement  of  burners,  ar- 
rangement of  checkerwork  forming  the  floor  of  furnace,  position 
of  the  burner  relative  to  checkerwork,  and  the  form  of  flanie 
relative  to  checkerwork. 

24  Engineers  and  operators  vary  the  size  and  arrangement  of 
air  si)aces  for  admission  to  the  furnace,  and  the  length  and  area 
of  air  ducts  leading  from  the  air  doors  to  the  furnace. 

25  The  area  of  air  admission  doors  has  a  general  relationship 
to  boiler  horsepower,  but  changes  in  area  of  these  doors  are  irreg- 
ular between  certain  sizes  of  boilers.  In  a  Babcock  and  Wilcox 
boiler  of  GOO  h.p.  with  a  certain  furnace  arrangement,  draft  re- 
sistances at  rating  have  been  noted  as  low  as  0.08  in.  and  as  high 
as  0.2  in.,  this  variation  being  due  mainly  to  increasing  quantities 
of  air  supplied  for  combustion.  A  change  in  furnace  arrange- 
ment for  economical  firing  gave  for  this  same  boiler  a  draft  aver- 
aging slightly  over  0.10  in.  in  one  case  and  less  than  0.05  in.  in 
another  case,  at  about  the  same  rating  and  efficiency. 

26  The  writer's  data  are  compiled  from  a  series  of  tests  made 
especially  for  the  determination  of  boiler  efficiencies  and  not  witl; 
a  view  to  determination  of  stack  capacities.  A  series  of  curves 
was  plotted  and  an  attempt  made  to  correct  any  inequalities  due 
to  the  position  of  air  admission  doors,  the  ratio  of  air  in  excess 
of  chemical  requirements,  etc.  Even  with  these  corrections,  for 
rea.sons  outlined  above,  the  plotted  points  did  not  fall  on  smooth 
curves. 
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27  Fig.  1  shows  curves  of  average  draft  resistances  on  Bab- 
'•ock  and  Wilcox  boilers  of  several  sizes,  at  various  rates  of  firing, 
given  for  minimum  observed  air  supply.  The  apparent  incon- 
sistency is  due  to  the  fact  that  the  tests  were  made  by  different 
persons. 

28  P^ig.  2  shows  curves  of  corrected  drafts  conforming  as 
nearly  as  may  be  to  a  rate  of  air  supply  50  per  cent  in  excess  of 
chemical  requirements,  the  curves  being  rationalized  with  respect 
to  each  other  for  similar  furnace  settings,  differences  being  due 
to  variation  in  si/.e  of  boiler,  etc. 
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Fig.  1  Draft  Resistance  of  Babcock  and  Wilcox  Boilers  with  Peabody 
Furnaces  burning  California  Crude  Oil.  Curves  plotted  through 
Points  of  Minimum  Draft  Corresponding  to  Minimum  Air  Supply,  Test 
Conditions,  Draft  measured  in  Third  Pass, 

Curve  A— 21  wide,  14  high,  18  ft.  long,  604  h.p.i 
Curve  B—2\  wide,  12  high,  18  ft.  long,  524  h.p. 
Curve  C— 14  wide,     9  high,  18  ft.  long,  260  h.p. 

29  All  drafts  in  Figs.  1  and  2  are  measured  inside  of  the 
boiler  between  the  end  of  the  third  pa.ss  and  boiler  outlet. 

30  Jt  should  be  noted  that  the  draft  at  the  rear  of  boiler  will 
be  somewhat  dependent  on  the  height  abo^e  the  floor  line  at  the 
point  of  measurement.  This  height  varies  from  about  6  to 
20  ft.,  depending  on  the  type  of  boiler,  and  introduces  a  consid- 
erable correction  for  the  chimney  height  otherwise  determined. 
Tt  is  evident  that  the  calculated  height  of  chimney  must  be  meas- 
ured above  the  point  of  observed  or  calculated  draft  for  the 
boiler  in  question,  and  not  from  the  boiler  room  floor  line. 

31  The  draft  resistance  between  the  third  pa.ss  and  the  flue 
will  depend  upon  the  size,  type  and  arrangement  of  boiler,  area 
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and   position   of   damper   opening,   arrangement   of   circulating 
tubes,  etc, 

32  Allowing  ordinary  coefficients  for  friction,  the  calculated 
draft  resistance  through  the  damper  bpx,  on  the  basis  of  veloc- 
ity head,  does  not  give  a  result  so  great  as  the  average  results 
obtained  by  experiment.  Draft  readings  are  subject  to  error, 
owing  to  the  position  of  draft  tube  as  affected  by  velocity  of 
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Fig.  2    Draft  Resistance  of  Babcock  and  Welcox  Boilers  with  Peabod-v 

Furnaces  burning  California  Crude  Oil  with  Draft  measured  in  Third 

Pass  and  Air  Supply  50  Per  Cent  in  Excess  of  Chemical  Requirements. 

Curve  A— 21  wide,  14  high,  18  ft.  long,  G04  h.p.' 

Curve  Zf— 21  wide,  12  high,  18  ft.  long,  524  h.p. 

Curve  C— 14  wide,     9  high,  18  ft.  long,  260  h.p. 

gases,  etc.  In  one  instance,  with  a  Babcock  and  Wilcox  boiler 
oj^erating  al  100  per  cent  o\erload,  the  draft  ohservations  were 
the  .same  on  l)oth  sides  of  the  boiler  damper,  a  result  manifestly 
in  error.  In  a  200-h.p.  Babcock  and  Wilcox  boiler  working  at 
67  per  cent  overload,  with  economical  air  supply,  the  draft  loss 
between  the  third  pa.ss  and  Ihe  flue  side  of  damper  with  damper 
vide  open  was  0.04  in. 

33  A  520-h.p.  Bal)cock  and  Wilcox  boiler,  under  good  firing 
conditions,  at  slightly  over  rating,  gave  0.03  in.  loss  between  flue 
and  third  pass,  the  damper  being  wide  open.     Another  test  on 
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boilers  of  the  same  size  gave  0.02  in,  draft  loss,  at  a  slight  over- 
load, economical  air  supply. 

34  A  680-h.p.  Babcock  and  Wilcox  boiler,  having  overhead 
flue,  outlet  between  drums,  gave  the  same  draft  in  flue  on  boiler 
side  of  damper  as  in  the  third  pass,  a  result  no  doubt  atl'ected  by 
draft  ditferences,  due  to  ditierence  of  height  of  points  of 
measurement. 

35  A  series  of  tests  on  a  GOO-h.p.  Babcock  and  Wilcox  boiler 
at  the  Redondo  plant  14  tubes  high  and  with  a  double  loop  super- 
theater,  corrected  for  50  per  cent  excess  air  supply,  gave  an  aver- 
age curve  from  \\hich  the  following  values  were  taken: 

Draft  Resistauce, 
Percentage  of  Damper  ouly, 

Boiler  Rating  In.  Water 

100   ". 0.08 

125   0.11 

150   0.14 

175  0.10 

FRICTIONAL   RESISTANCE   OF   STEEL  FLUES,   ETC. 

36  It  is  not  the  purpose  of  this  paper  to  present  new  data  for 
frictional  resistances,  etc..  but  rather  to  assume  tlie  correctness 
of  established  formula^. 

37  The  resistance  of  flues  will  depend  upon  the  construction, 
whether  of  steel,  brick,  cement,  etc.,  and  will  also  vai-v  Avith  the 
character  of  sooty  coating,  etc.  For  circular  unlined  steel  flues 
after  a  period  of  u.se,  the  writer  has  assumed  tlie  fonnula 

d'     ^^ 

in  which 

D  =  draft  loss,  in.  of  water. 

TT  =  weight  of  gases  flowing  per  second,  lb.  . 

T  =  absolute  temperature  of  gases,  dog.  fain-. 

L  =  length  of  flue.  ft. 

d    =  diameter  of  flue.  in. 

38  The  coefficient  3  is  merely  approximate  and  although 
based  on  information  furni.shed  by  a  prominent  fan  manufac- 
turer, has  been  slightly  increa.sed  to  allow  for  sooty  surfaces. 
The  same  source  indicates  that  the  frictional  loss  of  brick  or 
cement  flues  Avould  be  nearly  doulile  that  for  clean  slieet  iron,  but 
the  writer  believes  that  the  loss  will  not  increase  in  this  ratio, 
owing  t(»  the  fact  that  both  surfaces  will  eventually  have  a  coat- 
ing of  soot. 
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39  Comparetl  with  ciiviilar  flues,  the  resistance  of  those  of 
rectangular  section  is  greater  at  the  same  velocity  by  reason  of 
the  increased  wetted  area,  being  approximatelj'  12  per  cent 
greater  for  flues  of  square  section  and  15  per  cent  greater  for 
flues  of  1  by  IJ/o  rectangular  section  than  for  flues  of  circular 
section. 

40  The  resistance  of  a  right  angle  turn  is  taken  by  most 
authorities  as  equivalent  to  the  velocity  head.  Reduced  to  the 
basis  of  the  above  nomenclature,  we  have 

^^^6TPr   ^2]' 

in  which 

D  =z  draft  loss  due  to  velocity  head  or  right  angle  turn 

41  The  formulae  for  flue  resistance  are  modified  for  chimneys, 
as  indicated  below,  the  difference  in  formulae  being,  on  first 
thought,  not  entirely  consistent. 

42  For  resistance  of  bends  of  angles  greater  or  less  than  90 
deg.,  for  diverging  or  contracting  shapes,  the  designer  will  be 
compelled  to  modify  the  formulae  on  the  basis  of  standard  form- 
ulae, the  factor  of  judgment  entering  largely  and  the  final  re- 
.sults  being  approximate  onl3\ 

43  The  resistance  due  to  a  right  angle  turn  in  the  breeching 
or  at  chimney  has  an  important  etfect  on  the  height  of  chimney, 
and  to  minin)ize  the  loss  in  straight  runs  as  well  as  in  turns,  con- 
ventional practice  requires  an  area  of  breecliing  about  20  per  cent 
in  excess  of  that  of  chimney. 

DRAFT  POWER  OF  CHIMNEY,   FRICTION  LOSS,   ETC. 

44  The  exact  predetei-minatiijn  of  the  potential  draft  of  a 
chimney  is  most  difFicult,  as  it  is  impossible  to  disassociate  the 
frictional  loss  within  a  chimney  from  the  draft  loss  due  to  cool- 
ing, air  leakage,  etc. 

45  It  has  been  pointed  out  in  Professor  Gale's  paper^  that 
there  is  a  decrease  in  the  potential  draft  of  a  chimney,  due  to 
fiiction  and  cooling  of  gases  within  the  chimne5^  to  infiltration 
of  cold  air,  etc.,  and  to  atmospheric  currents  of  air  in  the  region 
of  the  top  of  chimney.  It  has  also  been  shown  in  Mr.  Babcock's 
discussion  of  the  pai)er-  that  with  a  quiet  atmosphere  there  is  an 

'  H.  B.  G;il<',  Tlicory  niid  Dosijiii  of  (MiiiiiiK'vs.   Trans.   Am.    Soc.  M.   E., 
vol.  11,  p.  4.^.1. 
» Trans.  Am.  Soc.  M.  E.,  vol.  11,  p.  482. 
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Increment  of  draft  due  to  tlie  column  of  lieated  gases  directly 
above  the  chimney ;  and,  further,  that  the  form  of  the  top  of  the 
cliimney  has  a  direct  bearing  on  the  chimney  draft  whenever 
the  wind  vek)city  is  appreciable. 

40  The  wiiter  would  add  that  the  deceleration  of  gases  within 
the  chimney,  due  to  any  cooling  in  the  passage  up  the  chimney, 
will  result  in  a  slight  decrease  of  chimney  friction  on  account  ol* 
lessening  of  the  volume  and  velocity  of  gases;  and  the  conversion 
of  the  velocity  head  into  a  pressure  head  will  also  tend  to  over- 
come the  downward  atmospheric  pressure  at  the  top  of  chimney. 
It  has  been  suggested  to  the  writer  that  there  are  nodal  points 
within  the  chimney,  owing  to  vibration  of  the  chimney  column, 
and  that  this  phenomenon  may  interfere  with  the  results  calcu- 
lated from  an  elementary  hypothesis. 

47  The  effective  draft  of  a  chimney  will  be  reduced  if  ample 
area-ways  are  not  provided  for  the  inflow  of  air  to  the  boiler 
room. 

48  From  the  report  of  the  Liquid  Fuel  Board,  United  States 
Navy,  Bureau  of  Steam  Engineering,  during  1902  and  1903,  the 
writer  noted  that  in  one  particular  test  under  forced  draft  con- 
ditions, where  the  weight  of  gases  passing  through  the  chimney 
was  several  times  that  corresponding  to  the  natural  draft  condi- 
tions, giving  rise  to  a  discharge  velocity  of  nearly  60  ft.  per  sec- 
ond, the  calculated  chimney  friction  was  greater  than  0.5  in. 
water  pressure.  The  potential  draft,  due  to  the  weight  of  chim- 
ney gases,  was  somewhat  greater  than  0.5  in.,  so  that,  neglecting 
the  external  influences,  the  draft  at  the  base  of  chimney  should 
have  been  practicalh^  negligible.  On  the  other  hand,  the  observed 
draft  was  almost  as  great  as  the  potential  draft,  indicating  a 
draft  increment  due  to  causes  other  than  the  difference  in  weight 
of  the  column  of  air  inside  and  outside  of  chinmey.  On  other 
tests  the  observed  draft  was  considerably  reduced,  owing  in  part 
probably  to  the  brushing  aside  by  the  wind  of  the  hot  column  of 
gases  immediately  over  the  chimney. 

49  An  examination  of  the  results  of  very  elaborate  tests  made 
on  a  chimney  at  the  Massachusetts  Institute  of  Technology,  giv- 
ing draft  observations  at  various  portions,  does  not  indicate  a 
consistent  relationship  between  the  observed  and  calculated  draft 
loss  within  the  chimney  for  various  points  along  the  chimney 
shaft. 

50  Sufficient  tests  have  not  been  made  to  determine  with  accu- 
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rac}-  the  results  from  all  oi  the  iiiliuences  noted,  nor  is  it  neces- 
sary' that  such  t€sts  be  made.  Chimneys  must  be  designed  with 
respect  to  the  unfavorable  surrounding  conditions  and  with  this 
idea  in  view  it  will  be  safe  to  ignore  any  increment  in  draft  due 
to  the  extraordinary  influences  above  cited. 

51  Since  the  existing  data  in  regard  to  the  density  of  chim- 
ney gases  refer  particularly  to  coal-burning  practice,  it  is  neces- 
sary to  consider  possible  variation  with  oil  fuel,  which  is  found 
to  give  a  density  of  chimney  gases  somewhat  greater  than  that 
with  coal  firing,  varying  with  the  excess  air  for  combustion,  the 
ultimate  analysis  of  the  crude  oil,  humidity  of  air  for  combus- 
tion, etc. 

52  The  specific  volume  of  chimney  gases  is  usually  defined  by 

T 

JS  =  ~ [3] 

K 

in  which 

S  =  cu.  ft.  of  gases  per  lb. 

T  =r  absolute  temperature  which,  according  to  Marks  and 
Davis  =  459.64  -f-  temperature,  fahrenheit  scale 

^  =  a  constant 
For  dry  air,  standard  barometer,  K  =  39.78. 

53  For  chimney  gases  at  a  temperature  of  500  deg.  fahr.,  50 
per  cent  excess  of  dry  air  being  supplied  for  combustion,  K  = 
39.73.  In  this  instance  the  value  of  K  is  0.13  of  1  per  cent  greater 
for  dry  air  than  for  chimney  gases,  indicating  a  relative  lessening 
in  the  weight  of  chimney  column  to  this  extent. 

54  For  500  deg.  fahr.  temperature  of  chimney  gases,  100  per 
cent  excess  of  dry  air  supplied  for  combustion,  K  becomes  39.74, 
or  but  slightly  heavier  than  for  chimney  gases  with  50  per  cent 
excess  air. 

55  For  air  at  80  per  cent  huDiidity,  K  becomes  39.29,  a  de- 
crease in  density  as  compared  with  dry  air  of  1.2  per  cent. 

56  For  chimney  gases  at  a  temperature  of  500  deg.  fahr.,  50 
per  cent  excess  air  for  combustion  at  80  per  cent  humidity,  K 
becomes  39.38. 

57  It  is  thus  evident  that  the  relative  density  of  chimney  gases 
is  slightly  greater  than  that  of  air,  considering  the  specified  50 
per  cent  humidity,  as  against  the  relative  decrease  in  density 
when  considering  dry  air  only.  It  follows  that  with  50  per  cent 
excess  air,  500  deg.  temperature  of  chimney  gases,  there  is  a  de- 


C.    R.    WEYMOUTH  651 

gree  of  saturation  of  the  atmosphere  less  than  80  per  cent  humid- 
ity, at  whicli  the  rehitive  density  of  chimney  gases  is  the  same 
as  for  air. 

58  For  500  deg.  fahr.  temperature  of  chimney  gases,  100  per 
cent  excess  air  at  80  per  cent  humidity,  the  value  of  K  becomes 
30.34,  approaching  still  more  nearly  than  for  50  per  cent  excess 
air  the  relative  density  of  the  atmospheric  column. 

59  In  these  instances  the  greatest  relative  difference  in  tlie 
relative  densities  of  chimney  column  and  air  is  less  than 
14  of  1  per  cent,  which  for  ordinary  conditions  would  af- 
fect the  calculated  drftft  power  of  the  chimney  by  less  than 
1^.  of  1  per  cent.  Since  these  differences  are  small  compared 
with  the  uncertain  value  of  the  correcting  factor  /,  as  will  be  ex- 
plained, and  uncertain  chimney  calculations  in  general,  it  may  bo 
considered  safe  in  calculations  for  chimney  draft  to  ignore  the 
difference  in  relative  density  at  chininey  column  and  air, 
assuming  throughout  the  same  relative  density  for  both  and 
as  equivalent  to  the  atmospheric  column  based  on  dry  air.  A 
humid  atmosphere  will  affect  the  performance  of  a  boiler  plant, 
tending  slightly  towards  a  sluggish  combustion,  and  by  reason  of 
a  slightly  increased  vohnue  and  velocity  of  gases,  there  is  very 
small  increase  in  the  frictional  resistances;  these  effects,  how- 
ever, may  be  considered  of  secondary  importance. 

60  The  calculation  of  the  potential  draft  of  chimney  is  in  ac- 
cordance with 

D  =  fKH [4] 

in  which 

/==  empirical  coefficient  depending  largely  on  the  rate  of 
cooling  gases  within  the  chimney 

A' =  theoretical  diaft  per  ft.  of  chimney  due  to  dilFerence 
in  weight  of  air  and  chimney  gases,  assuming  the 
same  relative  density  for  both  as  for  (by  air  at  stand- 
ard barometer,  the  chimney  column  being  assumed 
thrDUghout  at  the  temperature  of  the  entering  gases 

//  =  height  in  ft.  of  chimney  above  point  of  draft  meas- 
urement 

For  altitudes  other  than  sea  level,  the  draft  varies  directly  as 
the  normal  barometer. 

ni  Based  on  the  results  from  actual  practice  from  a  number 
of  unlined  steel  chimneys,  the  writer  has  assumed  the  value  /  = 


652  DIMENSIONS    OF   BOILER   CHIMNEYS   FOR    CRUDE   OIL 

0.9.5.  This  factor  is  subject  to  considerable  variation.  In  chim- 
neys having  relatively  large  radiating  surface  and  low  velocity 
of  gases,  the  factor  /  may  be  0.85  or  lower.  If  the  chimney  be 
properly  designed  for  a  certain  maximum  load,  and  all  boilers 
be  in  operation,  the  velcK-ity  within  the  chimney  will  be  normal, 
and  the  value  of  /  should  not  vary  greatly. 

6'2  A  (lerman  engineer  makes  the  factor  /  dependent  on  the 
diti'erence  between  the  mean  temperature  inside  the  chimney  and 
the  mean  temperature  of  external  air,  but  this  formula  is  still  at 
fault  in  neglecting  the  chimney  velocity  and  cooling  area  of 
chinmey  surface.  It  does  not  appear  possible  to  define  the  factor 
/  b}''  any  simple  rational  formula. 

63  The  value  of  K  is  determined  on  the  conventional  basis. 
It  is  important,  hoAve^er,  to  note  that  in  determining  /i,  when 
used  in  connection  with  the  factor  /,  the  temperature  should  be 
that  of  the  gases  entering  the  chimney  and  not  the  mean  tem- 
perature of  gases  within  chimney. 

64  Table  2  gives  the  calculated  potential  draft  of  a  chimney 
100  ft.  in  height  for  various  temperatures  of  gases  entering  the 
chimney  and  for  various  temperatures  of  external  air.  Column  A 
shows  the  theoretical  draft  without  loss  due  to  cooling  or  fric- 
tion ;  column  B  the  theoretical  draft  corrected  for  a  temperature 
drop  in  stack  and  density  of  flue  gases,  based  on  the  value  /  ■=■ 
0.95 ;  column  C  the  net  draft  based  on  the  stated  friction  ratio,  as 
referred  to  below.  It  is  important  to  note  that  the  drafts  are 
seldom  measured  at  the  floor  line,  and  in  computing  chimney 
heights,  allowan.ee  should  be  made  for  the  height  above  floor  line, 
of  the  point  of  draft  measurement. 

65  In  order  to  obtain  the  draft  within  chimney  at  the  point 
of  entering  gases,  it  is  necessary  to  deduct  from  the  values  given 
in  Table  1,  Column  B.  the  frictional  loss  within  the  chimney, 
which  mav  be  calculated 

/)^^'"7^ [51 

d' 

in  which  the  nomenclature  for  Z>,  T',  TF  and  H  will  apply  as 
above.  C  will  be  represented  by  a  coefficient  from  practice.  For 
steel  chimneys,  the  writer  assumes  C  =  2.3.  A  German  authority 
gives  a  frictional  coefficient  for  brick  chimneys  which  reduced  to 
the  same  form  would  give  G  =  2.5. 

66  The  writer  has  not  assumed  differing  values  for  steel, 
brick,  and  concrete  chimneys.    While  a  ditlerence  will  manifestly 
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exist,  it  is  believed  that  the  increased  friction  loss  due  to  masonry 
will  be  somewhat  oUset  by  the  greater  rate  of  cooling  of  an  un- 
lined  steel  chimney,  and  with  the  ordinary  heights  required  for 
burning  oil  fuel,  tliese  dill'erences  w'ill  largely  disappear. 

67  The  "  Stirling  "  book  recommends  that,  for  brick  chim- 
neys, the  diameter  be  made  6  per  cent  greater  than  for  steel.  A 
German  engineering  association  recommended  for  steel  chimneys 
as  a  result  of  its  investigations  that  the  diameter  be  nearly  one- 
third  larger  than  for  brick  chimneys. 

68  The  attendant  difficulties  in  the  exact  determination  of 
draft  loss  are  so  complicated  by  external  influences,  as  already 
pointed  out,  that  it  is  probable  that  exact  information  will  be 
long  delayed. 

69  Based  on  equation  [2]  for  the  resistance  of  a  right  angle 
turn  and  equation  [1]  for  the  resistance  of  a  flue,  a  simple  calcu- 
lation will  show  that  the  loss  due  to  velocity  head  or  the  loss 
due  to  a  right  angle  turn  at  flue  velocity  is  equivalent  to  the 
resistance  of  a  length  of  steel  flue  equal  to  10.4  diameters. 

70  Based  on  equation  [5]  the  loss  due  to  velocity  head  or  a 
right  angle  turn  at  chimney  velocity  will  be  equivalent  to  the 
lesistance  of  a  height  of  steel  chimney  equal  to  13.6  diameters. 

TEMPERATURE  OF  GASES 

71  As  is  well  known,  the  temperature  of  gases  will  depend 
upon  the  type  of  boiler,  rate  of  firing  boiler,  rate  of  excess  air 
supply,  and  general  condition  of  boilers  as  affecting  thorough 
circulation  of  gases  and  absorption  of  heat. 

72  In  economical  types  of  boilers  under  test  conditions,  escap- 
ing temperatures  are  at  rating  about  425  deg.  fahr.,  or  slightly 
under,  and  at  50  per  cent  overload,  500  deg.  fahr.  or  slightly 
under.  With  economical  boilers  under  good  firing,  with  tube 
surfaces  in  good  condition,  the  boiler  temperature  should  be  about 
450  deg.  fahr.  or  under,  at  rating,  and  about  525  deg.  fahr.  or 
under,  at  50  per  cent  overload. 

73  It  is  necessary  to  allow  for  a  drop  in  temperature  between 
the  boiler  outlet  and  the  chimney  inlet,  depending  upon  the 
length  and  character  of  the  breeching,  air  infiltration,  etc.;  also 
upon  the  number  of  idle  boilers  connected  to  the  same  breeching, 
which  may  be  passing  cold  air  through  dampers  and  which  ordi- 
narily are  not  close  fitting. 

74  In    Table    5     for    central    chimneys,    the    writer    has 
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asjiunied  initial  (emperatiire  of  chiiniiey  g:ises  425  deg.  fahr.  for 
boilers  operating  at  rating,  and  500  deg.  fahr.  for  boilers  operat- 
ing at  50  per  cent  overload.  For  chimneys  mounted  directly  over 
b'lilers  and  with  short  breeching  the  relative  temperature  enter- 
ing tlie  chinmey  will  be  greater  than  indicated.  Under  unfavor- 
able firing  conditions  and  with  less  economical  types  of  boilers 
the  temperatures  are  materially  greater  than  indicated. 

ATMOSPHEKIC  TEMPERATURE 

75  As  is  well  known,  but  frequently  overlooked,  the  temper- 
ature of  the  atmospheric  column  influences  materially  the  poten- 
tial draft  of  a  chimney.  By  referring  to  Tal)les  2  and  3  the  vari- 
ation in  draft,  and  correspondingly  the  variations  necessary  in 
chimney  height  due  to  range  of  atmospheric  temperature,  are  ap- 
preciable. During  cokl  weather  record  capacities  of  chimney  are 
obtained  which  will  not  hold  for  extreme  summer  heat;  the  at- 
mospheric temperature  may  exceed  100  deg.  fahr.,  and  in  certain 
locations,  120  deg.  fahr.  The  location  of  the  Ixtiler  plant  will  of 
necessity  decide  the  consideration  given  to  this  factor, 

GENERAL,  FORMUUE 

76  Consideration  will  here  be  given  to  three  types  of  chim- 
neys, dirt'ering  in  respect  to  the  amount  of  draft  lost  between  the 
boiler  and  chimney,  as  follows: 

77  Cafie  I :  Indejyendent  cJumney  for  each  holler^  mounted  di- 
rectly on  boiler^  top  outlet  smoke  connection.  In  considering  this 
case,  the  writer  has  in  mind  the  use  of  Stirling  boilers  where  an 
A-shaped  breeching  is  usually  employed  to  connect  from  the  top 
fine  outlet  converging  to  the  chimney  diameter  along  lines  which 
involve  little  frictional  resistance  within  the  breeching.  In  such 
cases  the  breeching  may  ordinarily  be  considered  as  the  equiva- 
lent of  the  same  height  of  chimney,  and  a  separate  loss  due  to 
l)reeching  entirely  ignored.  Where  a  battery  of  boilers  is  con- 
nected to  one  chimney  with  an  A-shaped  overhead  breeching,  the 
case  is  but  slightly  ditl'erent. 

78  Case  II :  Independent  chimneys  direct- connected  to  a  single 
hoiler,  or  a  battery  of  two  boilers,  the  chimney  being  located  in 
the  rear  of  boiler  or  boilers,  a  short  horizontal  flue  being  used. 
In  this  instance  the  resistance  of  the  breeching  itself  is  almost 
negligible,  but  there  is  added,  as  compared  with  Case  I,  a  greater 
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TABLE  2     CHIMNEY  DRAFT— OIL  FUEL,  SHOWING  THEORETICAL  AND   AVAIL- 
ABLE DRAFT  IN  CHIMNEY  100  FT.  IN  HEIGHT  ABOVE  THE  POINT  OF  DRAFT 
MEASUREMENT  FOR  VARIOUS  TEMPERATURES  AT  SEA  LEVEL 


Cbimnbt  D 

[{.VFT,  In.  or  \V.\tkr 

Temperature 
of  Gaacs  enter- 
ing Chimney, 

Temperature  of  Outside 
Air  =60  Deg.  Fahr. 

Temperature  of  Outside 
Air  =80  Deg.  Fahr. 

Temperature  of  Outeide 
Air  =100  Deg.  Fahr. 

Deg.  Fahr. 

A 

B 

C 

A 

R 

C 

A 

B 

C 

280 

0.436 

0.414 

0.345 

0.382 

0.363 

0.303 

0.332 

0  315 

0.263 

300 

0.464 

0.441 

0.367 

0.410 

0  390 

0.325 

0.359 

0.341 

0.284 

320 

0.490 

0.466 

0.388 

0.435 

0,413 

0.344 

0.385 

0.366 

0.305 

340 

0.514 

0.488 

0.407 

0.460 

0.437 

0.364 

0.409 

0.389 

0.324 

360 

0.537 

0.511 

0.425 

0.483 

0.459 

0.383 

0.432 

0.411 

0.342 

380 

0.560 

0.532 

0.444 

0.505 

0.480 

0.400 

0.455 

0.432 

0.360 

400 

0.581 

0.550 

0.460 

0.527 

0.501 

0.417 

0.476 

0.452 

0.377 

425 

0.606 

0.576 

0.480 

0.552 

0.524 

0.437 

0.501 

0.476 

0.397 

450 

0.630 

0.598 

0.499 

0.576 

0.547 

0.456 

0.525 

0.498 

0.416 

475 

0.652 

0.619 

0.516 

0.598 

0.568 

0.475 

0.547 

0.520 

0.433 

600 

0.674 

0.640 

0.534 

0.619 

0.588 

0.490 

0.569 

0.541 

0.451 

525 

0.694 

0.659 

0.550 

0.639 

0.607 

0.506 

0.589 

0.560 

0.466 

550 

0.713 

0.678 

0.565 

0.659 

0.627 

0.522 

0.608 

0.576 

0.482 

575 

0.731 

0.694 

0.579 

0.677 

0.643 

0.536 

0.626 

0.595 

0.496 

600 

0.749 

0.712 

0.593 

0.694 

0.657 

0.550 

0.644 

0.612 

0.610 

625 

0.765 

0.727 

0.606 

0.711 

0.675 

0.563 

0.660 

0.627 

0.523 

650 

0.781 

0.742 

0.619 

0.727 

0.691 

0.576 

0.676 

0  642 

0.535 

675 

0.796 

0.756 

0.630 

0.742 

0.705 

0.588 

0.691 

0.656 

0.547 

700 

0.811 

0.768 

0.642 

0.756 

0.718 

0.599 

0.706 

0.671 

0.559 

725 

0  825 

0.783 

0.653 

0.770 

0.731 

0.610 

0.720 

0.684 

0.570 

750 

0.838 

0.797 

0.064 

0.783 

0.744 

0.620 

0.733 

0.697 

0.581 

Column  A  shows  the  theoretical  draft  due  to  a  height  of  chimney  of  100  ft.  and  =KH  where 

H  =height  in  feet  of  chimnej''  above  point  of  draft  measurement  =  100. 

K  =theoreticaI  draft  per  foot  of  chimney  due  to  difference  in  weight  of  air  and  chimney 
gases  at  stated  temperatures,  assuming  same  relative  density  for  both  as  for  dry  air  =one  one-liun- 
drcdth  of  value  given  in  column  A. 

Column  B  shows  draft  in  A  corrected  for  temperature  drop  in  stack  and  density  of  flue  gases, 
B  =/  A  =f  KH.  f  ia  variable,  but  assumed  above  as  0.95. 

Column  C  shows  net  draft,  being  draft  in  column  B  corrected  for  friction,  assumed  as  ;;  of  draft 
in  column  B. 

Chimney  friction  should  be  J  total  draft  for  minimum  first  cost  of  chimney  when  mounted 
directly  over  boiler  or  battery  of  two  boilers.  This  does  not  apply  to  hori.tontal  breeching  or  to 
central  chimneys  combining  several  losses. 

For  altitudes,  draft  varies  directly  as  normal  barometer. 
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draft  loss  in  the  damper  outlet  and  turn  into  flue,  also  the  loss 
due  to  a  right  angle  turn  of  the  gases  on  entering  chimney. 

79  Case  III :  A  central  chimney  connected  to  a  Lattery  of  two 
or  more  hollers  hy  means  of  a  common  flue  of  appreciable  length. 
In  the  computation  for  this  case,  the  writer  will  assume 
the  prevailing  practice  in  Babcock  and  Wilcox  installations, 
there  being  damper  and  flue  outlet  directly  in  the  rear  and  a 
straight  run  of  flue  to  chimney.  In  this  instance  there  is  in- 
volved not  only  the  loss  through  the  damper  outlet,  but  the  loss 
due  to  the  turn  from  the  damper  outlet  into  the  breeching,  loss 
due  to  friction  of  the  breeching,  and  also  that  due  to  the  right 
angle  turn  from  tlie  breeching  into  the  chimney.  A  modification 
of  this  arrangement  would  include  installations  where  there  is  :i 
resistance  due  to  turns  of  the  breeching,  in  which  instances  losses 
may  be  minimized  by  avoiding  sharp  bends. 

80  The  fundamental  formula,  ignoring  economizers  for  the 
present,  is  written  l)y  equating  the  potential  draft  of  chimney 
and  the  sum  of  various  resistances 

fKH  =  D,  +  D,  +  D,-\^  D,-\-D,  +  D,-\-D, [6] 

in  which 

/,  A',  II  are  as  heretofore  stated 

Z>j  =  draft  resistance  of  boiler  measured  on  boiler  side  of 
damper 

/>2  ^  draft  r&sistance  due  to  damper  box 

Z>3  =  draft  resistance  due  to  right  angle  turn  into  breech- 
ing 

Z>4  =  draft  resistance  due  to  straight  length  of  breeching 

Z>5  =  draft  resistance  due  to  turns  in  breeching 

Dq  = —  draft  resistance  due  to  turn  from  breeching  into 
chimney 

D^  =  draft  resistance  of  chimney  calculated  in  accordance 
with  [5] 

81  />!  and  D2  usually  depend  on  the  boiler  in  question,  and 
required  load  or  overload.  Since  the  flue  area  is  usually  fixed 
by  the  chimney  area,  the  values  of  D^,  D^,  D^,  D^  and  D^  are 
interrelated  as  more  fully  explained  below. 

82  When  investigating  an  existing  plant  under  assumed  load 
conditions,  it  is  mereh'  necessary  to  calculate  the  various  load 
resistances,  cornpnring  their  total  with  that  which  the  chimney 
is  capable  of  producing. 
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83     For  Case  I,  I\,  I\,  1>^  ami  />„  disappear,  ami  the  eiiuatioii 
Ijecomes 

/A-//  =  D.+A+M'»2^r_ [7] 

from  Avhich 


B.h.p  ^^^l^d^   IfKH-jD^+D,) [8] 

G  ^         2.3  HT 

in  which 

G  ~~  lb.  of  cliimney  gasos  jx-r  b.h.p.  per  hour 

84  Table  3  gives  ohininey  capacities  for  Case  I  based  on  selec- 
tion of  height  and  diameter  for  minimum  first  cost  of  chimney, 
as  ex])lained  below. 

85  The  treatiiu.'nt  for  Case  II  is  simple,  after  considering  the 
more  general  Case  III.  For  the  hitter  it  will  be  assumed  that 
all  fines  are  rectangular  in  shape,  having  a  de])th  of  1.5  times  the 
width,  giving  a  line  resistance  15  per  cent  in- excess  of  that  for  a 
circular  Hue  of  equal  area  and  length,  which  length  of  flue  is  ten 
times  the  chimney  diameter;  that  flue  area  is  nuiintained  sub- 
stantially its  entire  length;  and  that  owing  to  the  decreasing 
velocities  at  increasing  distances  from  chimney,  the  actual  re- 
.sistance  of  the  straight  run  of  breeching  will  be  practically  equiv- 
alent to  that  having  uniform  velocity  its  entire  length,  but  5 
chimney  diameters  in  length  instead  of  10  chimney  diameters  its 
actual  length.  />,  will  be  as  found  from  test.  D^  and  D^  cannot 
easily  be  separated  and  will  be  considered  as  />,  properly  eval- 
uated from  test.    Then 


D,= 


KS) 


2.3  W'T  [77^. 


d' 

1)^  disappears  from  Case  III;  but  when  breeching  ccmtains  a 
right  angle  turn,  I>^  may  be  taken  as  e(iuivalent  to  the  resistance 
of  chimnev  height  of  9.4  chimnev  diameters.     Then 


2.3W^ 


.(Hf7 


[10] 


d^ 
Equation  [6]  n)ay  now  be  written 


ricff = (o,+ft)+?:i|!^(//+^«'') [Ill 
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18  6 
The.  coefficient  — '-  =  1.55:  in  the  table  for  central  chimneys  this 

12 
term,  for  simplicity  of  calculation,  has  been  taken  as  1.5. 

S6  As  equation  [11]  involves  terms  of  the  fourth  and  fifth 
powers,  it  is  simpler  to  calculate  the  boiler  horsepower  of  chim- 
ney from  assumed  diameter  and  height,  when  [11]  finally  be 
comes 

B.h.p.  =  ^^V^Jg^-(^^+^^) [12] 

87  In  computing  the  table  of  capacity  for  central  chimneys, 
Case  III,  Z>i  -\-  Z>2  has  been  taken  as  0.15  in.  for  boilers  at  rating 
and  0.3  in.  for  boilers  for  50  per  cent  overload,  which  values  are 
conservative  for  standard  boilers,  12  tubes  high;  for  9  high 
boilers  the  height  may  be  slightly  reduced,  and  for  14  high 
boilers  the  height  should  be  increased  in  keeping  with  draft  re- 
sistance data  above  given.  Table  4  gives  calculated  capacities 
for  Case  III  based  on  various  other  assumed  data  given  in  tables 
and  explained  in  the  footnotes. 

88  For  Case  II,  in  which  the  resistance  of  straight  run  of 

breeching  is  neglected,  the  coefficient  of  d,  1.5,  in  the  term  (//  -f- 

13.6 
1.5c?),  equation    [12]    becomes   instead,— ^^^  or  1.13;  where  one 

chimney  is  connected   to  two  boilers   symmetricalh^   arranged-, 
there  is  a  right  angle  turn  in  breeching,  as  well  as  into  chimney, 

and  the  above  coefficient  becomes      '- -I ^  ,  or  1.92  ai^proxi- 

12 

mately. 

89  For  Case  III,  considering  one  right  angle  turn  in  breech- 
ing, the  coefficient  of  d  becomes  2.33. 

90  In  the  foregoing  it  is  assumed,  as  stated  above,  that  the 
total  flue  area  is  20  per  cent  greater  than  chimney  area.  y. 

91  A  study  of  the  term  (ZZ  +  1.5  d),  equation  [12],  shows 
that  for  the  conditions  assumed,  the  resistance  of  flue  and  turn 
into  chimney,  both  dependent  on  chimney  diameter,  is  of  as  much 
influence  on  chimney  performance  as  the  resistance  of  chimney 
itself,  whenever  the  height  of  chimney  above  the  point  of  draft 
measurement  is  less  than  12  by  1.5  or  18  diameters.  Thus,  in  a  5-ft. 
chimney  the  above-named  friction  losses  equal  the  chimney  fric- 
tion when  chimney  height  above  point  of  draft  measurement  is 
90  ft.  or  less. 
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92  It  is  obvious  that  an  indefinite  increase  in  the  diameter  of 
chimney  will  not  decrease  the  height  below  that  necessary  to 
maintain  the  draft  corresponding  to  the  fixed  boiler  resistances. 
An  increase  in  height  will  reduce  the  diameter  only  to  the  point 
where  the  added  draft  per  foot  of  height  equals  the  chimney  re- 
sistance per  foot  of  height.  Between  these  two  extremes  there 
are  numberless  combinations  of  height  and  diameter  which  will 
maintain  the  desired  draft  at  ba.se  of  chimney  or  the  rear  of 
boiler.  But  for  a  given  set  of  conditions  and  for  the  type  of  con- 
struction under  consideration  there  is  but  one  height  and  one 
diameter  resulting  in  a  chimney  of  least  first  cost. 

93  The  simplest  case  is  that  for  steel  chimnej's  having  a  gi\  en 
average  thickness  of  material,  the  cost  of  chimney  being  propor- 
tional to  the  product  of  height  and  chimney  diameter. 

94  For  Case  I,  the  final  equation  for  minimum  first  cost,  de- 
rived by  the  method  of  difi'ere'ntial  calculus,  is  reducible  to  sim- 
plest form.  A  chimney  of  least  first  cost,  for  the  simple  case 
stated,  for  a  constant  maintained  draft  inside  chimney  at  chim- 
ney base,  is  that  in  which  the  frictional  resistance  of  chimney  is 
one-sixth  of  the  potential  draft  of  chimney. 

95  This  relationship  was  first  stated  in  the  book  "  Stirling," 
Init  incorrectly,  as  regarrls  central  rhininoys  as  well  as  direct 
mounted  chimneys,  Case  I.  For  Cases  II  and  III  this  rela- 
tionship will  not  apply,  and  no  simple  fornuda  can  be  derived 
for  these  cases,  owing  to  the  resistance  of  breeching  and  chimney 
inlet,  the  latter  involving  terms  of  the  fourth  power.  Resistance 
of  chimney  and  breeching  introduces  terms  of  the  fifth  power, 
the  final  equation  of  minimum  cost  being  too  complex  for  ordi- 
nary engineering  purposes.  Equating  the  cliinniey  resistance  and 
one-sixth  of  potential  draft  of  chimney  we  have 

6-^™ dF~ '^^' 

It  is  apparent  that  the  term  H  disappears,  simplifying  [13]  to 

B.h.p.  =  ^^'  y/d'  J^f^  [141 

G  >2.3T ^     ^ 

96  The  draft  at  ba.se  of  chimney  becomes,  by  the  above  rela- 
tionship, five-sixths  of  potential  draft  of  chimney.  Column  C, 
Table  1,  gives  chimney  drafts  on  the  above  basis.    Table  3  gives 
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TABLE  4— PART  1  APPROXIMATE  MAXIMUM  CAPACITY;  ACTUAT>  BOILER  HORSE- 
POWER; STEEL  CHIMNEYS  WITH  SHORT  FLUES;  CHIMNEYS  CENTRALLY 
LOCATED;  STATIONARY  B.  &  W.  BOILERS  AT  RATING 

Based  on  Atmosi-heuic  Tempkuaturk  of  SO  df/j.   kahk.  ;  Ska   Levfj,,  and  Othkr 
ASSUMED  Data.     Oil  Pdel 

Ratio  of  actual  boiler  h.p.  to  rated  boiler  h.p..  per  cent 100 

Draft  in  inchea  of  water  at  boiler  outlet,  chimney  side  of  damper 0.15 

Corresponding  excess  air  through  boiler,  per  cent 50 

Assiimed  excess  air  supply  for  determining  boiler  efficiency,  chimney  diameter  and  draft 

resistance  of  chimney  and  breeching,  per  cent 50 

Assumed  temperature  of  gases  leaving  boiler,  dog.  fahr 450 

Assumed  temperature  of  gases  entering  chimney,  deg.  fahr 425 

Assumed  boiler  efficiency,  working,  not  test  conditions,  per  cent 75.4 

Assumed  lb.  of  chimney  gases  per  actual  boiler  h.p 62 . 8 


Diam- 

Area, 
Sq.  Ft. 

Height  in  Feet  above  Boiler  Room  Floor  Line 

eter,  In. 

50 

60 

70 

80 

90 

100 

110 

120 

130 

140 

150 

160 

18 

1.77 

57 

77 

88 

97 

103 

108 

112 

115 

118 

120 

122 

124 

21 

2.41 

81 

109 

127 

139 

149 

156 

162 

167 

171 

175 

178 

180 

24 

3.14 

110 

149 

173 

190 

204 

214 

222 

229 

235 

240 

245 

249 

27 

3.98 

144 

194 

226 

250 

268 

282 

293 

303 

311 

318 

325 

330 

30 

4.91 

182 

247 

288 

318 

342 

361 

376 

388 

400 

409 

417 

424 

33 

5.94 

224 

306 

358 

396 

427 

450 

470 

486 

500 

513 

523 

533 

36 

7.07 

272 

372 

436 

483 

.521 

550 

575 

596 

614 

629 

642 

655 

39 

8.30 

325 

444 

.521 

.582 

626 

662 

692 

718 

740 

758 

776 

790 

42 

9.62 

382 

522 

615 

686 

741 

785 

821 

852 

880 

902 

923 

940 

45 

11.05 

444 

610 

719 

801 

869 

920 

961 

1000 

1030 

1060 

1080 

1110 

48 

12.57 

.512 

702 

830 

927 

1000 

1060 

1120 

1160 

1200 

1230 

1260 

1290 

54 

15.90 

6C0 

911 

1080 

1210 

1310 

1390 

1400 

1520 

1570 

1610 

1660 

1700 

60 

19,64 

827 

1150 

1360 

1.520 

1660 

17G0 

1860 

1940 

2000 

2060 

2110 

2160 

66 

23.76 

1020 

1410 

1670 

1880 

2050 

2180 

2300 

2400 

2480 

2560 

2630 

2690 

72 

28.27 

1220 

1700 

2020 

2280 

2490 

2650 

2790 

2910 

.3030 

3130 

3210 

3290 

78 

33  18 

1450 

2020 

2400 

2710 

2970 

3170 

3340 

3490 

3620 

3750 

3850 

3950 

84 

38,49 

1690 

2370 

2830 

3190 

3490 

3730 

3940 

4130 

4280 

4430 

4560 

4670 

90 

44.18 

1960 

2740 

3280 

3710 

4060 

4350 

4600 

4810 

5000 

5170 

5320 

5460 

96 

50.27 

2250 

3150 

3770 

4260 

4670 

.5000 

5300 

5560 

5780 

5980 

6160 

6320 

102 

.56  75 

2560 

3580 

4290 

48.50 

5320 

5710 

6050 

6340 

6610 

6850 

7060 

7250 

108 

63.62 

2880 

4030 

4840 

5480 

6030 

6470 

6850 

7180 

7500 

7770 

8010 

8230 

114 

70,88 

3220 

4510 

5440 

6170 

0780 

7280 

7720 

8100 

8440 

8750 

9050 

9300 

120 

78,54 

3580 

5030 

6060 

6870 

7560 

8130 

8630 

9000 

9440 

9800 

10100 

10400 

126 

86,59 

3960 

5580 

0710 

7030 

8380 

9030 

9590 

10100 

10510 

10900 

11300 

11600 

132 

95.03 

4390 

0150 

7420 

8420 

9260 

9990 

lOGOO 

11200 

11700 

12100 

12500 

12900 

138 

103.9 

4800 

6730 

8150 

9270 

10200 

11000 

11700 

12300 

12800 

13300 

13800 

14200 

144 

113.1 

5230 

7370 

8920 

10200 

11200 

12000 

1 2800 

13.500 

14100 

14  COO 

15100 

15600 

156 

132.7 

6210 

8730 

10600 

12000 

13200 

14300 

15200 

16000 

16700 

17400 

18000 

18600 

168 

LW.g 

7190 

10200 

12300 

14000 

1.5.500 

16800 

17800 

18800 

1 9700 

20500 

21200 

21900 

180 

176.7 

8350 

11800 

14300 

1G200 

17900 

19400 

20700 

21800 

22900 

23800 

24700 

26400 

Effective  height  of  chimney  or  heieht  above  point  of  draft  measurement  assumed  12  ft.  le»9 
than  tabulated  heights  corresponding  to  12  high  B.  &  W.  boilers,  7  ft.  furnace  height.  Drafi 
resistance  of  boiler  correct  for  12  high  boilers;  capacities  somewhat  loss  for  14  high  and 
greater  for  9  high.  Capacity  reduced  by  long  breeching.  For  correction  for  altitude,  Table  5; 
for  draft  calculations,  Table  2;  for  boiler  efficiencies,  Table  1;  for  capacity  independent  chimneys 
Table  3.    When  building  conditions  permit,  select  chimneys  of  least  height  in  table  for  minimum 
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^AKI  F  4-PART  2  APPROXIMATE  MAXIMUM  CAPACITY;  ACTUAL  BOILER  HORSE- 
^"^'Sw^i^^^tTElL'cHmNEVS   WITH    SHOUT    I'^I^IES;    CHIJINEYS   CENTRALLY 
LOCATED:  STATIONARY  13.  &  W.  liOILEUS  AT  50%  OVERLOAD 

Sea  Level,   and  Other   Assumed 


Based  on  Atmospheric  Tbmpkraturb  of  80  dec.  fahr 

Data.    Oil  Foel 
Ratio  of  actual  boil.r  h.p.  to  rated  boilrr  h.p  .  per  cent 
Draft  in  in 


150 


tual  DoiKT  n.p.  lo  raicu  uui.> .  ...h  •  k-- 0  30 

ches  of  water  at  boiler  outlet,  chimney  side  of  damper —  -^^^  ^^ 

Corresponding  excess  air  tlirougb  boiler,  per  cent •  • \:  "  '  1"  "'a  Amtt 

Assumed  excess  air  supply  for  deternuning  boiler  efficiency,  chimney  diameter  and  draft 


Diameter, 
In. 

18 
21 

24 
27 
30 

33 
36 
39 
42 
45 


Area, 
Sq.  Ft. 


1.77 
2.41 
3.14 
3.98 
4.91 

5.94 
7.07 
8.30 
9.62 
11.05 


80 


Height  in  Feet  above  Boiler  Room  Floor  Line 

150 


90 


48 

12.57 

64 

15.90 

60 

10.64 

66 

23.76 

72 

28.27 

78 

33.18 

84 

38.49 

90 

44.18 

96 

50.27 

102 

66.75 

106 
114 
120 
126 
132 

138 
144 
156 
168 
180 


63.62 
70.88 
78  54 
86.69 
95.03 

103.9 
113.1 
132.7 
153.9 
176.7 


63 

90 
123 
161 
206 

256 
312 
376 
443 
518 

599 
779 
<.(S5 
1220 
1470 

1750 
2060 
2390 
2750 
3140 

3550 
3990 
4440 
4930 
5450 

5990 
6550 
7760 
9000 
10500 


100 


75 
108 
148 
195 
249 

310 
379 

455 
539 
630 

729 
951 
1200 
1490 
1810 

2150 
2530 
2950 
3390 
3870 

4380 
4920 
5490 
6100 
6740 

7420 
8120 
9630 


84 
121 
166 
219 
280 

349 
427 
514 
609 
713 

827 
1080 
1370 
1700 
2060 

2460 
2900 
3370 
3880 
4440 

5020 
6650 
6310 
7020 
7760 

8630 
9350 
11100 


110 


11300  13000 


904 
1180 
1500 
1800 
2260 

2710 
3190 
3720 
4290 
4900 

5550 
6250 
6990 
7770 
8600 


120 

96 
139 
191 
253 
324 

405 
497 
699 
711 
834 

967 
1270 
1610 
2000 
2430 

2910 
3440 
4010 
4630 
5290 

6000 
6760 
7560 
8410 
9310 


130 


9460  10300 

10400  11200 

12300  13400 

14400  15700 


13000  16100  16700  18200 


101 
146 
201 
265 
340 

426 
623 
631 
749 

879 

1020 
1340 
1710 
2120 
2680 

3090 
3660 
4260 
4920 
5630 

6390 
7200 
8060 
8970 
9930 

10900 
12000 
14300 
16800 


140 

104 
151 
208 
276 
354 

444 
645 
657 
782 
918 

1070 
1400 
1790 
2220 
2710 

3250 
3840 

4480 
6180 
5930 

6730 
7590 
8490 
9460 
10500 

11600 
12700 
15100 
17700 


19500    20000 


108 
150 
215 
285 
366 

459 
664 
681 
810 
952 

1110 
1460 
1860 
2310 
2820 

3380 
4000 
4670 
5400 
6190 

7030 
7930 
8890 
9900 
11000 

12000 
13300 
l.'iSOO 
18G00 
21600 


resistance  of  chimney  and  breeching,  per  cent ^^^ 

Assumed  temperature  of  gases  leaving  boiler,  deg.  fahr ^^^ 

Assumed  temperature  of  gases  entering  chimney,  deg.  fahr ^^  ^ 

Assumed  boiler  efficiency,  working,  not  test  conditions,  per  cent ^^  ■  ^ 

Assumed  lb.  of  chimney  gases  per  actual  boiler  h.p 


160 


110 
160 
221 
293 
377 

472 
581 
701 
835 
981 

1140 
1500 
1920 
2390 
2910 

3500 
4150 
4850 
6610 
6430 

7300 
8260 
9240 
10300 
11400 

12600 
13800 
16500 
19400 
22600 


cost  of  chimney.  Maximum  chimney  capacities  stated  are  for  uniform  continum.s  load  equally 
divided  all  boilers.  For  large  plants  subject  to  hand  regulation,  or  for  swmgmg  "^•^-  '■^'•""?  ^^^^ 
ity  from  10  to  20  por  cent.  If  boilers  have  superheaters  increase  b.h.p.  to  mclude  heat  absorbed 
ZZrZl  Hr..eching  20  per  cent  exce.s.s  stack  area,  without  turns,  length  not  exceedm«  !(' 
chimney  diameters;  boilers  uniformly  distributed  along  breeching;  »''<^«^'!'°«  .^'^P  '^  =j^^^~ 
For  capacities  of  chimneys  w:th  economizers,  see  Table  7.  For  economizer  draft  resistance,  see 
Table  0. 
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capacities  of  economical  chimneys  for  various  assumed  condi- 
tions, also  heights  for  various  required  drafts.  It  will  be  noted 
that  diameter  is  dependent  only  on  boiler  horsepower,  and  height 
dependent  only  on  draft  resistance  of  the  boiler  in  question,  in- 
formation which  must  be  supplied  by  the  designer.  Table  3  in- 
dicates cliimneys  of  relatively  large  diameter  but  moderate 
height.  Whene^'er  conditions  compel  greater  chinmey  height 
than  given  in  table,  the  diameter  may  be  reduced  to  maintain 
the  required  draft  at  chimney  base,  in  accordance  with  ecjua- 
tion  [7]. 

97  The  low  chimneys  indicated  by  Table  3  are  noteworthy. 
For  example :  Assuming  a  Stirling  boiler,  requiring  0.1  in.  draft 
at  rating,  with  450  deg.  temperature,  draft  measurement  15  ft. 
above  floor  line,  for  GO  deg.  atmosphere  the  height  of  chimney  by 
interpolation  is  about  20  ft.,  to  which  must  be  added. the  15  ft., 
making  a  total  height  of  35  ft.  above  floor.  Under  test  condi- 
tions the  draft  in  certain  sizes  is  as  low  as  0.05  in.,  for  which 
the  height  would  be  11  ft.  plus  15  ft.  or  26  ft.  above  floor.  At 
100  per  cent  overload  this  total  height  would  be  increased  to 
from  50  to  100  ft.,  depending  on  assumed  draft  resistance  of 
boiler,  atmospheric  temperature,  etc. 

98  In  general,  it  may  be  said  that  for  Cases  II  and  III  the 
chimney  of  least  first  cost  will  be  of  moderate  height,  although 
this  height  will  of  necessity  be  somewhat  greater  than  indicated 
by  Table  3  for  Case  I.  The  least  height  in  Table  4  corresponds 
to  minimum  first  cost  for  the  range  of  height  intervals  chosen. 
A  cut-and-try  method  must  be  resorted  to  for  greater  refinement. 

REDUCTION    OF    STACK    CAPACITY    AT    ALTITUDES 

99  The  writer  is  not  aware  of  any  treatise  dealing  correctly 
with  stack  capacities  at  altitudes,  either  for  coal  or  for  oil  fuel. 
Heretofore  it  has  been  assumed  that  the  stack  height  increases  in- 
versely as  the  barometric  pressure  and  that  the  stack  diameter 
increases  inversely  as  the  two-fifths  power  of  the  barometric 
pressure,  all  other  boiler  and  chimney  data  remaining  constant. 
This  relationship  is  based  on  the  assumption  of  constant  draft, 
measured  in  inches  of  water  at  the  base  of  chimney  for  a  given 
rate  of  firing  of  boilers,  either  expressed  in  lb.  of  coal  per  sq.  ft. 
of  grate  surface  or  in  ratio  of  rated  capacity  when  burning  fuel 
oil,  regardless  of  altitude,  an  assumption  wholly  incorrect. 

100  Whenever  a  chimney  is  working  at  maximum  capacity 
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either  at  sea  level  or  at  an  altitude,  it  is  evident  that  the  entire 
potential  draft  is  utilized  in  overcoming  the  various  resistances, 
each  proportional  to  the  square  of  the  velocity,  which  varies  at 
different  points  in  the  path  of  the  gases. 

101  Owing  to  the  fixed  areas  along  the  path,  all  velocities 
may  be  related  to  a  common  velocity,  say  that  within  the  chim- 
ney, and  therefore  all  resistances  in  a  given  boiler  plant  for  a 
given  temperature  of  gases,  etc.,  may  be  expressed  as  propor- 
tional to  the  square  of  the  chimney  velocity. 

10"2  The  total  resistance  to  flow  in  terms  of  velocity  head  may 
be  expressed  in  terms  of  the  weight  of  a  column  of  external  air, 
and  the  numerical  value  of  this  head  will  be  independent  of  the 
barometric  pressure.  Likewise  the  potential  draft  of  a  chimney, 
expressed  in  height  of  column  of  external  air,  will  be  numerically 
independent  of  the  barometric  pressure. 

103  It  is  therefore  evident  that  if  a  given  boiler  plant  Avith 
connected  chimney,  operated  with  a  fixed  fuel,  be  transplanted 
from  sea  level  to  an  altitude  and  if  the  temperatures  remain  con- 
stant (an  assumption  not  entirely  correct),  the  total  draft  head, 
measured  in  height  of  column  of  external  air,  wnll  be  numeri- 
cally constant.  The  velocity  of  chimney  gases  will  therefore  re- 
main the  same  at  altitude  as  at  sea  level,  and  the  weight  of  gases 
flowing  per  second  with  fixed  velocity  will  be  proportional  to 
the  atn:ospheric  density,  or  inversely  proportional  to  the  normal 
barometric  pressure. 

104  Hence,  except  for  errors  due  to  assumption  of  constant 
temperatures  of  gases,  it  may  be  stated  that  the  maximum  capac- 
ity of  a  given  boiler  plant  with  a  fixed  size  of  chimney  and  fixed 
fuel  will  decrease  at  altitudes  higher  than  sea  level  at  a  rate 
directly  proportional  to  barometric  height.  For  example:  At  an 
altitude  of  approximately  5764  ft.,  the  normal  barometric  pres- 
sure would  be  SO  per  cent  of  the  barometer  at  sea  level,  and  a 
chimney  connected  to  a  given  plant,  giving  a  maximum  capacity 
of  1000  b.h.p.  at  sea  level,  would  give  not  more  than  800  b.h.p.  at 
this  altitude.  However,  corresponding  to  the  reduction  in  rate 
of  load  on  boilers,  there  would  be  a  decrease  in  the  temperature 
of  boiler  and  chimney  gases,  tending  under  normal  conditions  to 
a  still  further  reduction  in  maximum  capacity. 

105  An  error  commonly  made  in  the  consideration  of  stack 
capacities  at  altitudes  is  to  assume  that  a  given  grade  of  fuel  at 
a  fixed  boiler  rating  will  require  at  an  altitude  the  same  draft, 
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measured  in  inches  of  water,  at  boiler  damper  as  at  sea  level.  It 
is  evident  that  to  develop  a  given  boiler  horsepower  requires  a 
constant  weight  of  chimney  gases  and  air  for  combustion.  Hence, 
as  the  altitude  is  increased  the  density  is  decreased  and,  corre- 
spondingly, the  velocity  through  the  furnace,  the  bed  of  coal,  or 
the  firebrick  checkerwork  and  the  boiler  passes,  must  be  greater 
at  altitude  than  at  sea  level.  The  mean  velocity,  therefore,  for  a 
given  boiler  horsepower  and  constant  weight  of  gases  will  be  in- 
versely proportional  to  the  barometric  pressure,  and  the  velocity 
head,  measured  in  column  of  external  air,  will  be  inversely  pro- 
portional to  the  square  of  the  barometric  pressure. 

106  It  is  possible  and  usually  desirable  in  coal  burning  to 
select  a  differently  arranged  boiler  for  altitudes,  particularly  in 
the  AVest,  increasing  the  relative  grate  surface  not  only  because 
of  reduction  of  draft  loss,  but  also  by  reason  of  the  poorer  grades 
of  coal,  excessive  ash  content,  etc.  These  considerations,  how- 
ever, do  not  apply  with  oil  fuel,  although  it  is  possible  but  not 
desirable  to  modify  the  arrangement  of  the  boiler,  reducing  some- 
what its  draft  resistance. 

107  A  given  chimney  with  gases  at  a  fixed  velocity,  tempera- 
ture, etc.,  will  result  in  a  draft  head,  measured  in  height  of  col- 
umn of  external  air,  numerically  independent  of  the  barometer. 
The  absolute  draft  pressure,  measured  in  inches  of  water,  will 
therefore  be  inversely  proportional  to  barometric  pressure. 

108  It  follows  that  for  chimneys  operating  at  altitude,  it  is 
necessary  not  only  to  increase  the  height,  but  also  the  chimney 
diameter.  Corresponding  to  the  increase  in  height,  there  is  an 
added  resistance  within  the  chimney,  owing  to  the  friction  of  the 
additional  height.  This  frictional  loss  can  be  compensated  by  a 
suitable  increase  in  the  diameter,  and  when  so  compensated  it  is 
evident  that  the  chimney  height  must  be  increased  at  a  ratio  in- 
versely proportional  to  the  square  of  the  normal  barometric  pres- 
sure. 

109  For  Case  I  in  which  the  chimney  is  mounted  directly  on 
top  of  the  boiler,  the  gases  entering  the  chimney  without  right 
angle  turn,  a  simple  calculation,  based  on  equation  [8],  will  indi- 
cate that  the  diameter  of  the  chimney  must  be  increased  inversely 
as  the  two-fifths  power  of  the  barometric  column.  For  example, 
for  a  height  of  5764  ft.  the  normal  barometer  would  be  80  per 
cent  of  that  at  sea  level,  and  the  height  increases  in  the  ratio  of 
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1.5625  instead  of  1.25  as  is  eouiinuiily  absuiiied;  the  ratio  of  diam- 
eters will  be  1.09. 

110  If  a  chiiuney  having  height  and  diameter  for  minimum 
tirst  cost  be  selected  for  sea  level  corresponding  to  a  certain  rat- 
ing of  boilers,  the  modification  indicated  for  Case  I  will  still 
result  in  the  most  economical  chimney  for  operation  at  altitude. 

HI  For  Cases  II  and  III  the  etl'ective  chimney  height  may 
still  be  increased  in  in\erse  proportion  to  the  square  of  the  nor- 
mal barometer,  and  the  diameter  of  chimney  and  breeching  must 
also  be  increased  in  such  ratio  that  the  modified  chimney  and 
breeching  will  have  the  same  frictional  resistance  at^ea  level  as 
before  increasing  the  chimney  height  at  sea  level.  In  other 
words,  the  coefficient  of  resistance  of  chimney  and  breeching 
must  remain  a  constant.  In  the  general  Case  III,  it  was  neces- 
sary to  assume  a  relationship  between  flue  length  and  chimney 
diameter;  however,  with  the  same  boiler  plant  transplanted  to 
an  altitude,  there  is  not,  of  necessity,  any  change  in  flue  length. 
Therefore,  if  length  and  diameter  of  flue  remain  unchanged  at 
altitude,  its  coefficient  of  resistance  remains  constant. 

112  If  the  chimney  diameter  be  increased  at  altitude  in  the 
ratio"' set  forth  for  Case  I  and  the  breeching  be  increased  to  20 
per  cent  excess  area,  as  for  sea  level,  then  with  constant  length 
of  breeching  the  coefficient  of  resistance  of  both  breeching  and 
chimney  inlet  actually  decreases,  indicating  that  by  applying  to 
Cases  II  and  III  the  same  correcting  factor  as  for  Case  I,  the 
modified  chimney  will  not  only  be  ample,  but  slightly  larger  than 
necessary. 

113  The  general  formulae  for  altitudes  are  derived  as  follows: 

Let 

P   =  normal  barometric  pressure  at  sea  level 

p"  =  normal  barometric  pressure  at  altitude,  and 

P. 
Then  if  A',  D,,  D^,  etc.,  still  indicate  values  for  sea  level,  and  // 
and  d  new  values  at  altitude,  equation  [7]  becomes 

/_H=R(l,,+ft+2^^-™) 1151 

R  \  d^        / 

also  equation  [8]  becomes 
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B.h.p.  =  ?51vd5        ^'  [16] 

^  V2.3i/T 

Likewise  equation  [12]  becomes 


B.h.p.  =  «-?!  V^liL_ 117J 

G       ^    ^2.ZT{H+\.bd) 

114  Equation  [17]  assumes  breeching  length  10  chimney  di- 
ameters, which  is  not  necessarily  the  case,  as  pointed  out  above. 

115  It  is  apparent  that  T  is  not  modified  by  altitude,  with 
the  same  rate  of  load  on  boilers  and  the  same  excess  air. 

116  Table  5  gives  correcting  factors  for  various  altitudes. 

MODIFICATION   OF  CHIMNEY   CAPACITY   DUE  TO   FUEL  ECONOMIZERS 

117  Owing  to  the  comparatively  small  draft  required  when 
burning  crude  oil,  it  is  unnecessary  to  resort  to  mechanical  draft 
when  installing  fuel  economizers. 

118  It  is  self-evident  that  if  economizers  be  added  to  an  exist- 
ing boiler  plant,  the  available  draft  at  boiler  outlet  will  be  de- 
creased, not  only  by  reason  of  the  added  frictional  resistance  of 
fuel  economizers,  but  also  because  of  the  lowering  of  the  temper- 
ature of  gases  within  the  chimney.  It  is  also  clear  that  the  chim- 
ney dimensions  must  be  modified  to  counteract  these  influences. 

119  For  the  purpose  of  this  paper,  the  writer  has  assumed 
the  economizer  dimensions  given  in  the  Green  Fuel  Econo- 
mizer Company's  catalogue.  In  determining  the  draft  resistance 
of  economizers  there  is  involved  not  only  the  possible  increased 
number  of  flue  turns  due  to  the  installation  of  economizer,  but 
also  the  frictional  resistance  of  economizer  tubes. 

120  The  writer  has  assumed  that  an  economizer  should  be  in- 
stalled with  an  ample  area  for  the  flow  of  gases  with  the  econo- 
mizer "  side  dampers  "  closed,  and  the  resistance  of  the  econo- 
mizers has  been  determined  on  this  basis;  the  opening  of  side 
dampers  then  provides  latitude  for  increased  draft  at  boiler. 

121  The  resistance  data  for  economizers  indicate  a  lack  of 
concordance,  doubtless  due  to  the  fact  that  draft  observations  are 
usually  made  incidental  to  boiler  and  economizer  tests  and  not 
for  the  specific  purpose  of  noting  the  draft  resistance  of  econo- 
mizers. Owing  to  error  of  readings,  the  draft  resistance  of  econo- 
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mizer  being  estimated  as  a  dillerence  of  two  draft  observations, 
it  is  possible  that  the  errors  may  be  in  opposite  directions,  tend- 
ing to  increase  the  actual  draft  resistance,  or  vice  versa.  Draft 
readings  may  be  influenced  by  the  velocity  of  flow  of  gases  or  by 
the  relative  heights  of  the  two  points  of  observation. 

122  Gas  analyses  are  usually  taken  at  the  boiler  and  not  in  the 
economizer  setting,  so  that  tests  of  record  do  not  indicate  closely 
the  degree  of  excess  air  passing  through  economizer  or  the  influ- 
ence of  air  leakage  in  flues  and  economizer  setting. 

TABLE  5     CORRECTION  FOR  ALTITUDE;  CHIMNEY  CAPACITIES.  OIL  FUEL 


R 

fi> 

Rs 

Altitude,  Feet 

Normal 

Ratio  Barometer 

Ratio  Increase 

Ratio  Increase 

above  Sea  Level 

Barometer 

Readings — Sea 

Effective  Stack 

Stack 

Level  and  Altitude 

Height 

Diameter 

0 

30.00 

1.000 

1.000 

1.000 

1000 

28.88 

1.039 

1.079 

1.015 

2000 

27.80 

1.079 

1.164 

1.030 

3000 

26.76 

1.121 

1.257 

1.047 

4000 

25  76 

1.165 

1.356 

1.063 

5000 

24.79 

1.210 

1.464 

1.079 

6000 

23.87 

1.257 

1.580 

1.096 

7000 

22.97 

1.306 

1.706 

1.113 

8000 

22.11 

1.357 

1.841 

1.130 

9000 

21.28 

1.410 

1.988 

1.147 

10000 

20.49 

1.464 

2.144 

1.165 

123  Logically,  the  draft  resistance  of  an  economizer  is  pro- 
portional to  the  square  of  the  velocity  of  flue  gases,  and  to  the 
length  of  economizer.  The  velocity  of  gases  is  directly  propor- 
tional to  the  boiler  horsepower,  with  an  assumed  excess  air  sup- 
ply, and  inversely  proportional  to  the  net  area  of  the  economizer, 
side  dampers  closed,  and  likewise  proportional  to  the  mean  abso- 
lute temperature  of  gases  within  the  economizer.  The  draft 
resistance  of  the  economizer  for  sea  level  has  thus  been  formulated 
as  follows: 


D,= 


V        A       /      T    10'    \     A   J 


TXL 
10" 


XJ. 


[18] 


in  which 

2)g  =  draft  resistance  of  oconoinizcr 

B.h.p.  —  boiler  horsepower  actually  developed,  a  quantity 
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proportional  to  the  weight  of  gases  flowing  per  min- 
ute 

A  =r  net  area  through  economizer,  side  dampers  closed 

T  =r-  mean  absolute  temperature,  deg.  fahr.,  of  gases  with- 
in economizer 

L  =  number  of  sections  of  tubes  in  ec<momizer 

J  =:  ii  constant,  assumed  as  1.3 

124  The  quantity  D  is,  in  reality,  a  draft  coefficient  based  on 
the  fundamental  quantities  and,  neglecting  /,  should  be  modified 
by  a  correcting  factor,  depending  on  the  designer's  data.  Based 
on  the  writer's  data,  this  coefficient  averages  about  1.3  and  varies 
from  0.65  to  2.0;  J  is  therefore  made  1.3. 

125  Table  6  gives  approximate  resistances  for  various  econo- 
mizers, based  on  boiler  horsepower  ratings  corresponding  to  100 
and  150  per  cent  load  on  boilers  and  economizers,  and  indicates 
the  assumed  temperatures  entering  and  leaving  the  economizer, 
ratio  excess  air,  etc.  It  is  important  to  note  that  the  boiler  horse- 
power indicated  represents  the  actual  boiler  horsepower  devel- 
oped by  the  boiler  and  not  the  rated  boiler  horsepower,  a  quantity 
for  purposes  of  estimating  the  resistance  of  the  economizer 
strictly  proportional  to  the  actual  weight  of  gases  flowing  per 
second. 

126  The  fundamental  equation  [6]  of  draft  resistance  is  mod- 
ified, due  to  installation  of  economizers,  by  the  introduction  of 
an  added  term  covering  the  resistance  of  economizers  and  a  cor- 
rection of  chinmey  temperature.  The  equation  [12]  for  boiler 
horsepower  for  Case  III,  central  chimneys,  is  then  written 

B.h.p.  =  ««\,.J^H(^'^±^^±^ [19] 

where  K  is  dependent  on  economizer  outlet  temperature. 

127  Equation  [1^]  is  rondored  approximate,  as  the  term  for 
breeching  resistance  is  now  made  dependent  on  economizer  out- 
let temperature;  however,  the  breeching  in  a  Avell  designed  econo- 
mizer plant  should  be  less  than  10  diameters  in  length  and  these 
two  errors  may  compensate.  If  added  flue  turns  are  introduced, 
[lO]  for  close  figuring  must  bo  corrected  accordingly. 

128  Owing  to  the  .special  nature  of  economizer  installations, 
variation  in  size  and  arrangement  of  economizers,  etc.,  it  is  not 
practicable  to  compute  a  general  table  of  chimney  capacities  for 
economizer  plants.  If  a  chimney  of  minimum  first  cost  be  selected 
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for  the  given  boiler  conditions,  ignoring  the  installation  of  econ- 
omizers, it  should  merely  be  necessary  in  providing  for  econo- 
mizers to  increase  the  height  and  not  the  diameter  of  chimney 
in  order  to  compensate  for  the  added  resistance  and  lowering  of 
stack  temperature.  By  referring  to  the  draft  tables  this  increase 
in  height  may  be  determined  approximately  from  the  known  in- 
crease in  draft  resistance  and  reduction  of  chimney  temperature. 
It  is  not  possible  to  compute  any  simple  table  setting  forth 
accurately  the  ratios  of  increased  chimney  heights  for  the 
various  stated  conditions,  based  on  chimney  capacities  without 
economizers,  by  reason  of  the  involved  breeching  resistances,  as 
well  as  stack  resistances  and  varying  ratios  of  total  chimney 
draft  required  to  overcome  chimney  friction. 

129  It  is  a  simple  matter  to  compute  for  central  chimneys  a 
table  of  ratios  giving  the  reduction  of  total  boiler  horsepower 
due  to  the  installation  of  economizers,  which,  in  connection  with 
Table  4,  enables  a  ready  determination  of  chimney  sizes. 
Table  7  has  been  computed  on  this  basis  and  has  reference 
to  the  capacities  given  in  Table  4  for  central  chimneys  without 
economizers. 

130  It  is  self-evident  that  the  minimum  heights  given  in 
Table  4  will  not  furnish  sufficient  draft  for  any  reasonable  ca- 
pacity, with  the  added  friction  and  cooling  of  gases  due  to  econo- 
mizers. Table  7  indicates  the  minimum  heights  consistent  with 
reasonable  chimney  proportions. 

131  In  order  to  (>btain  a  chimney  of  miniumm  first  cost  when 
an  economizer  is  used,  trial  and  comparison  should  be  made  of 
several  sizes. 

GENERAL  CONSIDERATIONS 

132  The  chimney  capacities  set  foith  in  (lie  tables  are  con- 
servative for  the  exact  conditions  slipuhited,  altliough  the  margin 
for  safety  is  not  so  great  as  might  ordinarily  1)e  presumed  from 
the  approximate  nature  of  chimney  calcidations. 

133  These  tables  will  not  have  application  to  all  types  of 
boilers  and  all  conditions  of  operation  and  refer  specifically  to 
boilers  of  the  highest  type  and  under  favorable  conditions  of 
operation.  If  the  designer  is  un'eitain  as  to  the  conformity  of 
his  conditions  to  those  stipulated  in  tables,  due  margins  for  safety 
should  be  allowed  for  selecting  chimney  sizes. 

134  While  the  writer  has  obtained  results  of  operation  for 
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TABLE  6 — PART  1  APPROXIMATE  DRAFT  RESISTANCE,  INCHES  OF  WATER; 
STANDARD  GREEN  FUEL  ECONOMIZERS  WITHOUT  SIDE  DAMPERS;  4  SQ. 
FT.  OF  ECONOMIZER  HEATING  SURFACE  PER  RATED  B.H.P.  OF  BOILER, 
BOILERS  AND  ECONOMIZERS  OPERATING  AT  RATING. 

Based  on  50  per  cent  Excess  of  Air  Supply  ;  Feedwateu  Temperatdre  150  dec. 
Sea  LeveLj  and  Other  Assu.med  Data.     Oil  Fuel. 


Draft  Resistances  in  Inches  of  Water  Column  for  various  Widths  and  Lengths. 

Temperature  gases  entering  economizer,  deg 425 

Temperature  gases  leaving  economizer,  deg 275 

350 


Average  temperature  in  economizer,  deg. 


Gases  per  b.h.p.  of  boilers,  lb 52 . 8 


Assumed  b.h.p 

.  of  economizer  3  b.h.p.  per  tube  at  rating 

....b.h 

.p.  =3  iV  = 

3  (LXir)Xl.OO 

Area 

16.6 

21.85 

27.00 

32.25 

39.25 

Wide 

4 

6 

8 

10 

12 

L 

B.h.p. 

D' 

B.h.p. 

D' 

B.h.p. 

D' 

B.h.p. 

D" 

B.h.p. 

D' 

8 

96 

0.000282 

144 

0.000365 

12 

144 

0.000951 

216 

0.00123 

288 

0.00144 

16 

192 

0.00225 

288 

0.00292 

384 

0.00341 

480 

0.00373 

20 

240 

0.00440 

360 

0.00571 

480 

0.00666 

600 

0.00729 

720 

0.00708 

24 

288 

0.00761 

432 

0.00989 

576 

0.0115 

720 

0.0126 

864 

0.0122 

28 

336 

0.0121 

504 

0.0157 

672 

0.0183 

840 

0.0200 

1010 

0.0194 

32 

384 

0.0180 

576 

0.0234 

768 

0.0273 

960 

0.0299 

1150 

0.0290 

36 

432 

0.0257 

648 

0.0333 

864 

0.0388 

1080 

0.0425 

1300 

0.0413 

40 

480 

0.0352 

720 

0.0457 

960 

0.0533 

1200 

0.0583 

1440 

0.0567 

44 

528 

0.0469 

792 

0.0610 

1060 

0.0709 

1320 

0.0776 

1580 

0.0754 

48 

576 

0.0609 

864 

0.0792 

1150 

0.0920 

1440 

0.101 

1730 

0.0990 

52 

624 

0.0774 

936 

0.100 

1250 

0.117 

1560 

0.128 

1870 

0.125 

66 

1010 

0.125 

1340 

0.146 

1680 

0.160 

2020 

0.156 

60 

1080 

0.155 

1440 

0.178 

1800 

0.197 

2160 

0.191 

64 

1920 

0.239 

2300 

0.232 

68 

2040 

0.287 

2450 

0.279 

72 

2160 

0.340 

2590 

0.331 

76 

2280 

0.400 

80 

2400 

0.467 

DRAFT  RESISTANCE 

Correction  Factors  for  Increased  Area  of  Side 
Dampers 


No.  of 
Dampers 

No.  of  Tubes  Wide 

Open 

4 

6 

8             10 

12 

0 
One  Side 
Both  Sides 

1.00 

0.484 

0.285 

1.00 

0.564 

0.361 

1.00        1.00 
0.621      0.667 
0.423      0.476 

1.00 

0.769 

0.581 

Approximate  Correction  Factors  for  75  Per  Cent 
AND  100  Per  Cent  Excess  Air  Supply 


50 

75 

100 

1.00 
1.00 

1.34 
1.34 

1.74 

At  1  5  Rating  

1.74 
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TABLE  6— PART  2  APPROXIMATE  DRAFT  RESISTANCE,  INCHES  OF  WATER; 
STANDARD  GREEN  FUEL  ECONOMIZERS  WITHOUT  SIDE  DAMPERS;  4  SQ.  FT. 
OF  ECONOMIZER  HEATING  SURFACE  PER  RATED  B.H.I'.  OF  BOILER.  BOILERS 
AND  ECONOMIZERS  OPERATING  AT  50  PER  CENT  OVERLOAD 

Baskd  on  50  PEu  ci:nt  Exckss  of  Ant  Supply  ;  Feiodwatbu  Tkmpeuatuub  150  deq.. 
Sea  LeveLj  and  Otheu  Asslmed  Data.     Oil  Fuel. 


Draft  Resistances  in  Inches  of  Water  Column  for  various  Widths  and  Lengths. 


Temperature  gases  entering  economizer,  deg. 


500 


Temperature  gases  leaving  economizer,  deg. 


330 


Average  temperature  in  economizer,  deg '415 

Ga.se8  per  b.h.p.  of  boilers,  lb. . 54.6 

Assumed  b.h.p.  of  economizer  3  b.h.p.  tube  at  rating b.h.p.  =3  A''  XI. 50  X54.6-r52.8. 


16.6 

21.85 

27.00 

32.25 

39.25 

Area 

4 

6 

8 

10 

12 

Wide 

B.h.p. 

D' 

B.h.p. 

D" 

B.h.p. 

/)• 

B.h.p. 

D- 

B.h.p. 

D' 

L 

149 

0.000732 

223 

0.000951 

8 

223 

0.00247 

335 

0.00321 

447 

0.00374 



12 

298 

0.00586 

447 

0.00759 

596 

0.00886 

745 

0.00972 

16 

372 

0.0114 

558 

0.0149 

745 

0.0173 

931 

0.0189 

1120 

0.0184 

20 

447 

0.0198 

670 

0.0257 

893 

0.0299 

1120 

0.0328 

1340 

0.0318 

24 

521 

0.0314 

782 

0.0408 

1040 

0.0476 

1300 

0.0520 

1560 

0.0505 

28 

596 

0.0468 

893 

0.0609 

1190 

0.0708 

1490 

0.0776 

1790 

0.0754 

32 

670 

0.0667 

1010 

0.0868 

1340 

0.101 

1680 

0.111 

2010 

0.107 

36 

745 

0.0915 

1120 

0.119 

1490 

0.138 

1860 

0.152 

2230 

0.147 

40 

819 

0.122 

1230 

0.158 

1640 

0.184 

2050 

0.202 

2460 

0.196 

44 

893 

0.158 

1340 

0.205 

1790 

0.239 

2230 

0.262 

2680 

0.255 

48 

969 

0.201 

1450 

0.261 

1940 

0.304 

2420 

0.333 

2903 

0.322 

52 

1560 

0.320 

2090 

0.379 

2610 

0.416 

3130 

0.406 

56 

1680 

0.401 

2230 

0.465 

2790 
2980 

3160 
3350 
3540 
3720 

0.512 
0.619 

0.745 
0.884 
1.037 
1.212 

3350 
3570 

3800 
4020 

0.497 
0.601 

0.724 
0.859 

CO 
64 

68 
72 
76 
80 

Table  6  has  been  computed  by  the  use  of  the  following  empirical  formula: 
D  =-"  I  t^J^t:^:- 1  ^-11^  X  J 


,  ^Po  /B.h.p.y  T  X  L 
P.  V     ^    /       1 


Pi   ^     A     ^        10» 
in  which 

D  =the  los.s  in  pressure  through  the  economizer  expressed  in  inches  of  water  column 
Po=normal  barometer,  sea  level 
Pi  =barometer  at  the  altitude  of  plant 
B.h.p.  =  B.h.p.  rating  of  standard  economizer  as  assumed  above 
A  =net  area  in  sq.  ft.  between  tubes  for  the  flow  of  gases 

7'=averape  absolute  temperature  in  deg.  fahr.  of  the  gases  in  the  economizer 
L=the  length  of  economizer  in  rows  of  tubes 
J  =&  coefficient  determined  from  tests 
For  the  purposes  of  this  table  the  value  of  /  is  taken  as  1.3,  an  average  of  values  from  a  number 
of  tests  ranging  from  about  50  per  cent  above  to  50  per  cent  below  this  figure.    For  75  per  cent  and 
100  per  cent  excess  air  supply,  see  approximate  correction  factors.    If  the  volume  of  excess  air  due 
to  leakage  is  sufficient  to  change  the  temperatures  assumed,  the  correction  factor  for  excess  air 
will  be  correspondingly  changed.    B.h.p.  refers  to  work  done  by  boilers  only,  based  on  feedwater 
temperature  entering  the  boilers,  and  not  that  entering  economizers. 

Draft  resistance  is  based  on  areas  of  standard  economizers  with  standard  spacing  and  tube 

length.    No  allowance  has  been  made  for  the  resistance  of  any  additional  breeching  or  turns  mado 

neoeasary  by  the  use  of  the  economizer.    Such  resistances  must  be  added  to  the  valaea  given  in  table. 

For  altitude  D  should  be  increased  inversely  with  the  barometric  reading. 

See  footnotes.  Table  7,  regarding  aii  supply  greater  than  50  per  cent  excess,  leakage  through 

bnok  aettincB,  etc. 


674 


DIMENSIONS   OF   BOILER   CHIMNEYS   FOR   CRUDE   OIL 


(^ 

o 

tH 

H 

O 

< 

d, 

< 

u 

o 

H 

w  o 

tSJ  kJ 

sg 

o 

2:^ 
80 

W  H 

c  & 

W< 

so 

M  H 

9  CO 

C)<! 

m 

fc. 

0  ci 

So 

^  u 

n  0 

W 

fc^  , 

0  H 

3 

2§ 

HH 

^^ 

U 

H 

< 

s 

« 

0 

« 

ft. 

ft. 

< 

0 

z 

^ 

0 

a 

0 

0 

0 

0 

n 

CO 

10 

n 

d 

b 

CO 

d 

0 

. 

0 

t~.    to 

CD 

0 

CO 

•*     U5 

04 

c^ 

0 

CO     •* 

10 

ti 

d 

d 

d    d 

d 

— 1 

T3 

<> 
0 

lo 

CO 

0 

S  r: 

0 

0 

b^ 

*"! 

QO 

TT 

■0  10 

0 

< 

a 

■a 

d 

d 

d 

d    d 

d 

0 
1-4 

'£ 



■3 

0 

0 

N 

09 

■o 

10 

,^ 

CO     0 

05 

a 

1 

0 

0 

0. 

t^ 

0 

CO 

<N     CO 

C3S 

•< 

c 

_d 

d 

0 

d 

0 

10 
d 

CD     CO 

d    d 

0 

d 

Ph 

0 

c 

ft 



a) 

^^ 

h 

^ 

(N 

0 

-^ 

^    0 

^^ 

0 

x 

j: 

3 

0 

a 

t^ 

■# 

CO 

CO 

<M     U5 

t^ 

_a 

CO 

10 

0 

CO 

t-    r~ 

t^ 

■^ 

'$ 

i 

d 

'.3 
0 

d 

d 

d 

d 

d    d 

d 

H 

0 

-^ 

^^^^ 

U 

e 

e 

'0 

Jb 

0 

CO    <o 

'!< 

CO 

CO 

r^    o> 

!2 

tf 

£1 

c^ 

.2 

CO     (N 

CO 

C5 

CO 

CO    00 

0 

Id 

0 

<N     lO 

CD 

CO 

t^ 

t^    t^ 

00 

ft. 

_C 

_C 

"0 

d 

el 

'               d    d 

d 

d 

d 

d    d 

d 

0 

0 
0 

I 

c3 

0 

PS 

10 

d 

^^ 

0 

•^ 

0 

Oi 

10     »H 

lO 

b^ 

Q          bl 

0 

00 

CO 

CO 

0    ^ 

cj 

S? 

0 

•* 

0 

CO 

r^ 

1^ 

t^    00 

00 

"o 

*C 

d 
S 

d 

d 

0 

d 

d 

d 

d   d 

d 

C 

1 

'2 

Ul 

10 

CO 

0 

00 

00 

rH    00 

^ 

"0 

cC 

0 

10 

(N 

a> 

•» 

w 

0    ■-, 

CO 

1- 

q3 

0 

't 

CO 

CO 

1^ 

t^ 

00   00 

00 

e 

b        C 

d 

d 

d 

d 

d 

d 

d    d 

d 

"3 

Q 

10   10 

•0 

en 

00 

c:5    10 

t- 

03      -^ 

10 

00 

0      (N 

co 

[e 

[a 

•*     CO 

t^ 

t^ 

t^ 

00     00 

00 

'c 

■>^ 

■0 

b 

d   d 

d 

d 

d 

d    d 

d 

IT 

IT 

1/5 

. 

CO    o> 

00 

es 

t- 

0 

M      05 

00 

•<» 

C^ 

0 

CO 
d 

d    d 

CO 

d 

^_, 

00 

CO    00 

CD 

d 

M 

Cl 

0    •* 

00 

<N 

CO 

•* 

^      Ul 

10 

d 

d 

d 

d    d 

d 

~7~ 

CO 

CO 

t^ 

0 

CO    r* 

•* 

U5 

CO 

0 

a> 

CO 

§  s 

CD 

t 

i 

<N 

•* 

-rf 

"5 

CO 

1       t 

d 

.2 

d 

d 

d 

d 

d    d 

d 

^^ 

"*~"~ 

1     "^ 

^ 

'2 

•r 

CO 

10 

M 

in 

CO    lO 

CO 

0 

0! 

CO 

0 

f^ 

M 

CO 

0    ^ 

CO 

Q 

■< 
0 
1^ 

1 

C 

c 

1 

1 

i 

}           1 

1      a 

d 

ft 
ct 

0 

>. 

CO 

d 

d 

10 
d 

CO 
d 

CD 

d 

CD      I'. 

d   d 

d 

CO    c 

10    t» 

U5 

■0< 

CO 

<N      10 

t^ 

1 

»o 

a 

CO     c 

c    0 

0 

CO 

U5 

t^     00 

<j> 

? 

0 

B 

N     "5 

0    <o 

i^ 

r^ 

t>. 

r-    t^ 

t^ 

■< 

< 

5     « 

?        1 

d 

M 
0 

d    0 

d    d 

d 

d 

d 

d    d 

d 

Pi 

'j 

E 

c      -o 

«5 

.,  , 

c 

0      rf      10 

(M 

CI 

00 

0   00 

CO 

H 

*« 

0 

c 

CO     0     CO 

CO 

00 

o> 

0    S 

C4 

< 

■\ 

4 

3    ^ 

0 

_o 

»o 

0     0      t^ 

t~ 

1^ 

t>. 

00    00 

00 

_ 

S 
> 

3 

3      0 

d 

d 

^ 

d   d    d 

d 

d 

d 

d    d 

d 

10 

«J      0      CO      >!< 

■<»« 

0 

<N 

0    00 

•* 

1     1 

0    C5    *r    t^ 

c» 

CJ 

CO    CO 

■»f< 

1 

0 
0 

CO 

c 

!0       <0      t^       t^ 

<£   d    d    d 

d 

CO 

d 

00 
d 

00    oc 

d.  d 

CO 
d 

i 

1        a 

•• 

^         u 

' 

3 

3       a 

D           1 

c: 

(/)    1^    o>    (O 

c» 

0 

00   -^ 

0 

[1 

lO 

0 

CO 

-r 

CO    >-<    >o    00 
0    t'.    1^    t~. 

w 

M 

CO 
00 

s  s 

00 

3 

3      j: 

0 

d 

0 

d   d   d   d 

d 

0 

d 

d   0 

d 

u 
u 
a, 

^  : 

M    CD    r~    •>!•    00 

0 

t~ 

t^ 

^    — 1 

■5 

3 

a    ^ 

^ 

0     0    CO     t^    o> 
in    0    t-    r^    t~ 

00 

CO 

00 

«    a 

lO 

00 

3      " 

s 

0 

\   0    0    0    d    d 

d 

0 

d 

d    0 

d 

1 

i 

3    -0 

3      Q 

Q 

a:l  S  S  S  S  S 

0 

0 

0 

CO 

5  S 

s 

»i 

M      N 

1 

^ 

r" 

r* 

'-' 

1^    r* 

»H 

-2  g  o  J  3  ^ 


•a  a  .£ 


_      o 

i3  S  ^ 

a       Zl 


:  '5  u  a  S 


a   a> 


,0    •  a 
fa  Q   S 


g  ^.  M  d  a 


'5  a  « 


•—  ■-       ^       00 

o  ^  o    £    § 

3  «  a  a  ►.  ° 

u    o  -^  —■  .2    a 

a-g  "  a  a  i 

e  ^  °  I  — 


•—   /-,   H  — •  '■?    * 


o  'm   S    '^ 


-^    9    o  b^         ^    flJ 


■e!i 


c3     CJ     S     S3 


«  ? 


o  t3    » 
bT   OS  .c 


a  .2  «  "  o 


a  c 


O   XI 
5     o   "T3    — 

o  -^ 


ft  a   w   w 


^    a    en    .. 


2   o   a  ^   '^  ^ 


S   S 


a  S 


°-&  a-s 


5   "'  is"  «   I  o        =    _ 

o'^S.a«>ag'*'S 

a  ■*  "t3   3   r"       a  > 

**    <M     .4a     ►,  ^      ^     CQ      O 

t£    S3 


>^fl»©aofloO 
•-  ^  J'   4  ^    m    n  -9    *  "^ 

>,0J—     Sy^a     a     "i     S     «~ 


B    1^    <u    o 

a  o  a  « 

o  T3    S  J3 


"»  ^  t2  I  - 

a-t 


^  .9  a 


tj  Ig  _2   a   ft  .2 


=:  a 


ft  .  -  ca 

c3     g  *J 

2  ■-  I  fl  °  S  «  I  g  8 

CJ-"  _        ocsas 

?   o  ^rr   oi  ^-^   aS 


C.   R.    WEYMOUTH  675 

numerous  chimneys  burning  oil  fuel,  it  is  generally  the  rule  that 
oil-burning  chimneys  in  actual  service  are  underloaded  and  that 
comparatively  few  chimneys  are  o]5erating  at  their  maximum  ca- 
pacity. Therefore,  in  computing  chimney  capacities  given,  it  has 
been  the  writer's  aim  to  determine  from  test  observations  the 
actual  boiler  resistances  for  the  various  conditions  of  operation, 
and  from  this  starting  point  to  calculate  chimney  height  sufficient 
to  produce  the  required  draft  at  boiler  and  diameter  sufficient 
to  carry  away  the  necessary  volume  of  gases,  with  the  margin  of 
draft  available  for  the  friction  of  flow  through  breeching  and 
chimney. 

135  "Where  building  conditions  demand  chimneys  of  consid- 
erable height,  the  draft  required  at  the  boiler  outlet  becomes  a 
smaller  proportion  of  the  potential  draft  of  the  chimney,  and  ac- 
cordingly an  error  in  the  assumption  of  the  draft  resistance  of 
the  boiler  will  have  less  effect  on  the  total  capacity  of  the  chim- 
ney of  given  dimensions. 

136  When  selecting  chimneys  of  reduced  height  for  boilers 
operating  at  or  near  rating,  the  draft  resistance  of  the  boiler  for 
least  cost  and  economical  operation  requires  a  larger  propor- 
tion of  the  potential  draft  of  the  chimney.  An  error  in  the  as- 
sumption of  draft  resistance  of  the  boiler  largely  affects  the  ca- 
pacity possible  with  a  chimney  of  given  dimensions. 

137  In  all  instances  the  diameter  of  the  chimney  and  fric- 
tional  loss  within  the  chimney  and  breeching  have  been  based  on 
50  per  cent  excess  air  over  chemical  requirements.  For  a  number 
of  years  the  writer  thought  it  necessary  to  provide  for  not  less 
than  100  per  cent  excess  air;  but  from  actual  experience  and  data 
from  a  number  of  tests  in  which  the  firing  conditions  were  di- 
rected by  ordinary  operators,  it  has  been  shown  that  50  per  cent 
excess  air  is  sufficient  for  good  practice  under  maximum  load 
conditions  in  first  class  installations. 

138  The  various  features  affecting  the  draft  resistance  of  a 
boiler  have  been  pointed  out,  many  of  these  being  subject  to  vari- 
ation by  the  local  operator.  The  greatest  influence  on  draft  re- 
sistance, however,  is  that  due  to  excess  air.  Under  ideal  condi- 
tions it  is  possible  to  fire  boilers  with  approximately  10  per  cent 
excess  air  and  evon  less,  civing  a  (Corresponding  reduction  in  the 
draft  resistance  of  the  boiler.  As  the  excess  of  air  siqiply  is  re- 
duced, the  capacitv  of  a  chimney  increases  in  a  multiplied  ratio, 
due  not  only  to  the  decreased  volume  of  gases  to  be  handled  and 
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the  decreased  weight  of  gases  per  b.h.p.  by  reason  of  greater 
boiler  efficiency,  but  also  to  decreased  draft  resistance  of  the 
boiler  and  the  greater  draft  available  for  the  flow  of  gases 
through  breeching  and  chimney.  It  will  therefore  be  possible 
not  only  to  point  to  chimneys  of  the  dimensions  given  in  tables 
which  show  a  greater  capacity  than  stated  corresponding  to  re- 
duced air  supply,  but  also  of  less  capacity  than  stated  corre- 
sponding to  increased  air  supply. 

139  In  considering  boilers  of  differing  types,  the  chimney  di- 
mensions will  depend  largely  on  the  boiler  design  and  efficiency, 
particularly  with  respect  to  the  draft  resistance  of  the  boiler 
and  the  minimum  air  supply  as  dependent  on  furnace  design. 
Certain  t^'pes  of  boilers  will  show  less  draft  resistance  and  others 
more  than  indicated  for  Babcock  and  Wilcox  boilers,  with  a  cor- 
responding variation  in  chimney  capacit3^ 

140  Many  persons  inexperienced  in  the  burning  of  crude  oil 
have  the  impression  that  the  mere  closing  of  the  damper  will  re- 
sult in  the  reduction  of  excess  air  supply  practically  to  the  theo- 
retical limit.  It  is  actuall}?^  possible  to  cause  the  formation  of 
smoke  with  considerably  more  than  50  per  cent  excess  air  supply 
in  a  poorly  designed  boiler  furnace.  The  furnace  must  have  a 
particular  shape,  volume,  and  arrangement  of  checkerwork  with 
respect  to  the  burner  to  permit  the  complete  admixture  of  air  for 
combustion  and  vaporized  oil;  and  the  furnace  efficiency  with 
respect  to  this  admixture,  influenced  by  the  surrounding  heated 
brick^^ork,  determines  the  minimum  excess  air  permissible  with- 
out undue  smoking. 

141  In  the  calculation  of  chimney  tables  it  was  deemed  best 
not  to  provide  sufficient  margin  for  safety  in  order  to  cover  all 
possible  conditions  of  operation,  but  rather  to  establish  as  a 
benchmark  the  maximum  chimney  capacities  based  upon  the 
draft  resistances  obtained  during  conditions  of  uniform  load, 
and  to  modify  capacities  as  need  be  for  the  special  conditions  of 
operation,  which  should  be  carefully  studied  before  selecting 
cliimiiej's  for  a  given  installation. 

142  "When  operating  with  50  per  cent  excess  air,  uniform 
load,  and  furnaces  properly  adjusted,  there  should  be  a  slight 
haze  from  each  boiler;  on  uniform  load  there  should  not  be  an 
objectionable  n mount  of  smoke  from  central  chinmeys  connected 
to  a  number  of  boilers,  except  when  fires  are  unequally  adjusted. 
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As  is  well  known,  automatic  control  of  fires  assures  an  equal  di- 
vision of  load  aiiion<^-  all  boilers  in  service 

143  It  is  possible  for  short  intervals  to  force  the  chinmeys 
beyond  their  iiKixiinuni  capacity,  giving  rise  to  increased  smoke 
density;  but  good  practice  does  not  sanction  such  heavy  smoking, 
except  for  the  inevitable  short  intervals  on  swinging  loads. 

144  In  passing,  it  may  be  stated  that  it  is  common  practice 
to  gage  the  air  supply  roughly  by  the  density  of  smoke  emitted 
from  the  chinmey,  and  it  is  wise  in  boiler  plant  design  to  pro- 
vide openings  through  the  roof  so  that  the  firemen  can  conveni- 
ently observe  the  chimneys. 

145  The  tables  provide  for  the  slight  reserve  necessary  to  reg- 
ulate fluctuating  steam  pressure  with  careful  firing,  but  do  not 
provide  sufficient  reserve  to  restore  steam  pressure  rapidly  after 
a  material  pressure  drop.  During  such  intervals  careless  firing 
may  require  a  very  large  momentary  overload  on  boilers.  While  a 
certain  draft  margin  is  necessary,  a  cliimnc}^  which  makes  neces- 
sary careful  attention  of  furnaces  is  a  positive  benefit  from  the 
standpoint  of  boiler  abuse  and  cost  of  tube  renewals. 

146  If  a  number  of  boilers  be  connected  to  a  central  chimney 
subject  to  hand-firing,  certain  boilers  under  unequal  adjustment 
of  fires  will  be  operating  at  overload  and  others  at  underload. 
To  offset  these  conditions  and  to  maintain  the  maximum  total 
capacity  required,  it  is  necessary  slightly  to  increase  the  height 
of  stack,  and  in  the  table  no  margin  is  specially  provided  to  cover 
this  contingency.  When  firing  under  automatic  control,  which 
insures  an  equal  division  of  load  among  all  boilers  in  service, 
such  margin  for  increase  is  unnecessary. 

147  It  has  been  found  in  large  plants  having  central  chim- 
neys and  subject  to  heavy  swinging  loads,  that  on  a  sudden  in- 
crease of  load  there  is  a  sluggishness  of  chimney  action  due  to 
inertia  of  gases  within  the  chimney  and  breeching,  as  well  as  a 
time  element  required  for  the  heating  of  the  chimney;  smoke  is 
usually  formed  during  such  intervals.  Pai'ticularly  where  flues 
are  of  masonry  construction  is  it  desirable  to  increase  the  height 
of  chimney  slightly  in  order  to  counteract  this  influence,  al- 
though occasional  smoking  cannot  even  then  be  completely  elim- 
inated. 

148  For  swinging  loads  the  writer  would  reduce  the  tabu- 
lated capacities  for  central  cliimneys  from  10  per  cent  to  20  per 
cent,  this  factor  being  one  of  judgment  and  not  based  on  experi- 
mental data. 
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149  When  boilers  have  been  operating  for  a  period  at  reduced 
h)ad,  and  a  sudden  increase  in  load  takes  place  owing  to  the  cool- 
ing action  of  the  furnace,  an  increased  air  supply  will  be  re- 
quired over  uniform  load  conditions  in  order  to  obtain  the  de- 
sired capacity  without  smoking.  This  condition  will  continue 
until  the  furnace  brickwork  has  been  thoroughly  heated,  and 
common  practice  permits  smoking  during  this  short  interval. 

150  Consideration  should  be  given  to  a  certain  reserved  draft 
in  order  to  insure,  at  all  loads,  a  positive  draft  within  the  setting 
by  throttling  the  air  admission.  It  has  been  pointed  out  by  Dr. 
Jacobus  that  under  certain  load  conditions,  should  a  negative 
draft  within  the  setting  occur,  there  will  be  a  tendency  for  the 
hot  gases  to  pass  outward  through  the  setting,  making  possible  a 
considerable  overheating  of  the  brick  furnace.  On  the  contrary, 
with  a  positive  draft  within  the  setting,  a  certain  amount  of  air 
infiltration  will  tend  to  cool  the  brickwork  and  thus  increase  the 
life  of  the  setting.  In  general,  the  tendency  to  form  a  negative 
draft  diminishes  with  overload. 

151  In  the  design  of  chimneys  it  is  necessary  to  give  careful 
consideration  to  the  question  of  minimum  air  supply  by  reason 
of  the  tendency  of  increased  smoking  with  changes  of  load  when 
operating  near  the  theoretical  limit.  Sooting  of  boiler  tubes 
might  easily  reduce  the  heat  transfer  of  the  boiler  to  such  an  ex- 
tent as  more  than  to  offset  the  economy  due  to  decreased  air  for 
combustion. 

152  A  well  designed  central  chimney,  subject  to  variation  of 
number  of  boilers  in  service,  requires,  for  maximum  economy,  a 
comparatively  small  amount  of  stack  and  breeching  friction  in 
order  to  insure  what  might  be  termed  "  draft  regulation."  In 
boilers  subject  to  hand  adjustment  or,  for  that  matter,  automatic 
control  of  air  supply,  it  is  desirable  to  have  a  nearly  fixed  draft 
at  the  l)oiler  outlet  for  each  addition  of  load,  with  the  least 
possible  change  due  to  variation  in  the  number  of  boilers  in  serv- 
ice. It  is  self-evident  that  this  variation  in  draft  will  give  a 
vai-iable  air  supply,  with  a  fixed  position  of  damper  for  each 
load,  and  thus  reduce  the  fuel  economy  of  the  plant. 

153  The  proper  determination  of  chimney  height,  with  re- 
spect to  the  maximum  draft  required  at  boilers,  will  have  a 
luarked  influence  on  the  fuel  economy  of  the  plant.  While  a  cer- 
tain draft  uiargin  is  necessary  for  the  special  conditions  of  plant 
operation,  it  should  at  all  times  be  the  aim  to  provide  a  chimney 
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with  the  least  possible  excess  draft  over  the  necessary  maximum. 

154  In  plants  subject  to  uniform  factory  or  pumping  loads 
approximate!}'  at  rating,  the  chimney  height  should  be  very 
much  reduced  and  such  that,  when  boilers  are  operated  with 
nearly  wide  open  dampers,  the  air  supply  will  not  materially 
exceed  the  requirements  for  economical  firing. 

155  With  excessive  height  of  chimney  it  is  not  possible  to 
open  the  damper  more  than  a  fractional  amount,  thus  giving  a 
large  increased  air  supply  for  a  very  small  added  opening  of 
damper,  making  economical  operation  at  variable  loads  impossi- 
ble with  hand  control,  and  more  difficult  with  automatic  control. 

156  The  influence;  of  excessive  draft  becomes  more  apparent 
when  boilers  are  operated  for  intervals  at  reduced  capacity.  If 
the  firemen  bo  careless  and  leave  the  dampers  and  ash  doors  un- 
changed during  variations  of  load,  it  is  apparent  that  the  draft 
resistance  of  the  boiler  becomes  nearly  a  constant,  and  except  for 
a  slight  decrease  in  the  temperature  at  reduced  loads,  the  ten^ 
dency  is  toward  a  practically  constant  flow  of  gases  through  th>i 
setting,  regardless  of  the  rate  of  firing,  and,  correspondingly,  an 
increasing  ratio  of  excess  air  at  light  loads.  While  with  tall 
chimneys  the  excess  air  supply  is  abnormal  even  at  maximum 
loads,  it  becomes  thus  increasingly  wasteful  on  reduced  loads. 

157  In  one  instance  which  came  to  the  writer's  observation,  a 
chimney  gave  300  per  cent  excess  air  when  operating  at  rating, 
and  450  per  cent  excess  air  when  operating  30  per  cent  load,  the 
dampers  and  ash  doors  being  wide  open  in  both  instances.  In 
the  latter  instance  the  resulting  boiler  efficiency  was  less  than  40 
per  cent,  whereas,  even  at  this  reduced  load,  the  efficiency  should 
have  been  approximately  75  per  cent. 

158  Experience  has  indicated  that  plants  having  tall  chim- 
neys puliject  to  hand  control  are.  in  general,  uneconoiiiically  op- 
erated;  while  plants  having  relatively  low  chimneys  indicate  a 
superior  performance,  due  largely  to  the  decreased  margins  for 
excess  draft  and  possible  wastage  of  fuel  with  excess  air  supply. 
This  fact  is  particularly  impressive  after  an  examination  of  the 
economv  attainable  in  power  plants  in  connection  with  tall  office 

•buildings,  where  high  chimneys  are  a  necessity.  In  suf^h  instances 
a  reduction  of  stack  diameter  to  absorb  by  stack  and  breeching 
friction  a  considerable  portion  of  the  excess  draft  will  result  in 
an  improved  economy  of  plant. 
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CHIMNEVS    FOR    AUXILIAUY    STEAM   POWER    STATIONS 

16y  It  has  been  pointed  out  that  chimneys  of  reduced  height 
are  possible  under  certain  conditions  of  operation,  namely,  with 
uniform  load,  approximately  at  rating,  but  the  impression  should 
not  prevail  that  tall  chimneys  are  unnecessary  for  oil  firing 
under  certain  conditions  of  heavy  load. 

160  In  auxiliary  steam  power  stations  it  will  be  found 
necessary  at  times  to  force  boilers  to  approximately  100  per 
cent  overload.  Under  these  conditions,  due  to  the  rapid  in- 
crease of  draft  resistance  of  boiler,  the  heights  of  central  chim- 
neys will  var}^,  depending  on  the  t3''pe  and  size  of  boiler,  plant 
arrangement,  etc.,  from  less  than  100  ft.  to  about  150  ft.  for  sea- 
level  conditions,  and  even  greater  heights  will  be  required  at  alti- 
tudes. 

161  The  height  may  be  somewhat  reduced  below  that  other- 
wise necessary  on  heavy  overloads  by  increasing  judiciously  the 
admission  area  through  floor  of  furnace.  On  large  boilers,  reduc- 
tion of  draft  and  chimney  height  at  overloads  may  also  be  ef- 
fected by  the  provision  of  larger  air  admission  doors,  limited, 
however,  by  the  creation  of  a  negative  draft  within  setting,  as 
already  discussed. 

162  It  is  important  to  note  that  the  chimney  heights  stated 
for  certain  overload  capacities  apply  only  when  a  sufficient  num- 
ber of  the  connected  boilers  are  in  operation  to  maintain  the 
stated  initial  chimney  temperature,  and  to  prevent  undue  cooling 
within  the  chimney.  In  auxiliary  steam  power  plants,  or  other 
stations  where  at  times  comparatively  few  of  the  boilers  may  be 
in  operation  on  a  central  chimney,  this  feature  must  be  consid- 
ered. 

163  If  the  temperature  of  the  water  is,  say,  100  deg.  fahr., 
or  less,  within  a  boiler  connected  to  a  cold  chimney,  a  consider- 
able period  will  elapse  on  an  emergency  call  before  the  gases 
entering  the  chimney  will  reach  such  temperature  as  to  produce 
an  appreciable  draft  and  make  possible  rapid  firing.  If,  as  is 
ordinarily  the  case,  all  the  boilers  be  kept  under  steam  by  inter- 
mittent and  alternate  firing,  the  temperature  of  the  boiler  heat- 
ing surface  will  be  considerably  above  the  boiling  point,  and  the 
mere  opening  of  the  boiler  dampers  will  cause  a  flow  of  air 
through  the  settinfr,  the  incoming  air  being  heated  by  the  hot 
water  within  the  boilor  tubes.    The  starting  of  the  fire  will  grad- 
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ually  increase  the  temperature  of  the  escaping  gases,  but  owing 
to  the  reduced  draft,  a  considerable  interval  of  time  will  elapse 
before  the  boiler  will  be  operating  at  such  rate  of  tiring  as  to 
give  the  necessary  increase  in  temperature  of  escaping  gases  and 
chimney  draft  for  an}-  appreciable  overload  on  the  boiler.  Under 
these  conditions  it  is  evident  that  the  taller  the  chimney  the  less 
the  required  time  for  getting  under  way;  also,  that  an  independ- 
ent chimney  will,  in  general,  enable  quicker  starting  than  a  cen- 
tral chinmey  when  firing  a  fractional  number  of  boilers.  On  the 
other  hand,  if  a  central  chimney  be  employed,  and  one  or  more 
boilers  are  constantly  under  fire,  the  chimney  will  at  all  times 
have  a  relatively  higher  minimum  temperature,  and  by  reason 
of  the  draft  produced,  enable  the  quicker  starting  up  of  a  large 
number  of  connected  boilers  than  is  possible  with  independent 
chimneys. 

104  As  service  demands  become  more  exacting  it  is  probable 
that  auxiliary  steam  power  stations  will  ultimately  be  provided 
with  forced  draft  fans  to  supply  air  for  the  rapid  starting  of 
boilers  which  are  to  be  used  for  the  first  few  minutes,  and  until 
boilei-s.  furnaces,  flues  and  chimneys  are  thoroughly  heated,  thus 
following,  to  a  certain  extent,  battleship  practice;  or  steam  jet 
chimney  l^lowers  may  be  used  while  starting. 

EXAMPLKS    FROM    PRACTICE 

1G5  Plant  No.  1.  A  plant  of  three  Babcock  and  Wilcox  boilers.  7  high, 
total  275  h.p. ;  one  Green  fuel  economizer  6  by  20 ;  one  side  damper ;  one  pair 
of  induced  draft  fans ;  one  42-in.  discharge  stack ;  54-ft.  height  above  floor 
line.  Plant  initially  installed  for  coal  burning.  When  fired  with  oil  fuel, 
at  rating  and  at  slight  overloads  it  was  found  that  the  natural  draft  from 
chimney  was  sufficient  to  produce  the  necessary  draft  at  boilers  to  over- 
come resistance  of  economizers  and  resistance  of  blades  of  fan  wheels  with 
fans  at  rest.  When  a  wind  storm  reduced  the  height  to  40  ft.  the  capacity 
was  still  ample.  A  second  wind  storm  reduced  the  height  to  10  ft.  which 
rt-as  ample  at  light  loads,  but  required  assistance  of  fans  at  180  r.p.m.  at 
rating. 

166  Plant  No.  2.  A  plant  having  a  number  of  9  high  Babcock  and  Wil- 
fox  boilers;  after  the  San  Francisco  earthquake  of  1906,  was  able  to  oper- 
ate at  rating  with  chimney  height  reduced  by  earthquake  to  25  ft.  above 
floor  line. 

107  Plant  No.  3.  A  plant  of  12  high  Babcock  and  Wilcox  boilers,  with 
horizontal  short  breeching  and  steel  chimney  115  ft.  above  floor  line;  sea 
level ;  chimney  diameter  relatively  large  and  friction  small ;  three  boilers 
connected  to  one  chimney,  one  boiler,  on  test,  operated  at  210  per  cent  of 
rated  capacity,  test  conditions. 
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168  Plant  No.  4.  A  piaut  ol  12  iiigli  Bubcock  aud  Wilcox  boilers ;  a  total 
ot  15  boilers,  coiiuected  to  a  central  cliimuey  125  ft.  above  floor  liue ;  Green 
fuel  ecouomizers ;  induced  draft  fans ;  one  boiler  operated  at  208  per  cent  of 
rating,  otlier  boilers  at  about  rating.  Tlie  ordinary  draft  of  cUimuey  was 
insuflicient,  aud  necessitated  the  use  of  fans.  Economizers  80  tubes  long, 
reoistauce  excessive. 

169  FlatU  No.  5.  A  plant  of  12  high  Babcock  and  Wilcox  boilers,  8 
boilers  c*onnected  to  a  c*entral  chimney ;  Green  fuel  economizers ;  panel 
system.  Chimney  reduced  by  earthquake  to  70  ft.  Natural  draft  sufficient 
for  operation  of  boilers  at  about  rating,  but  insufficient  for  overload. 

170  I'liint  Au.  a.  A  plant  uf  14  high  Babcock  and  Wilcox  boilers;  cen- 
tral chimney  ;  large  diameter ;  appruximately  70  ft.  height  above  floor  line. 
Maximum  capacity  one  boiler  under  test,  when  other  boilers  operating  at 
about  rating,  natural  draft  145  per  cent  of  rating. 

171  Plant  No.  7.  Stirling  boilers,  250  h.p.,  connected  to  independent 
overhead  chimney  80  ft.  height  above  floor  liue.  Maximum  recorded  capac- 
ity, but  not  maximum  possible  capacity,  90  per  cent  overload,  still  showing 
an  excess  air  supply  ;  plant  operating  factory  load,  boilers  intended  for  op- 
eration at  rating  only ;  on  account  strong  di'aft  from  chimney  could  not  get 
fireman  to  operate  boilers  at  rating.  Finally  reduced  chimney  height  to 
40  ft.  to  prevent  such  excess  air  through  furnaces  as  would  prevent  exces- 
sive overloads  on  boilers.  In  this  manner  capacity  considerably  reduced, 
but  still  able  to  obtain  greater  capacity  than  rating.  Exact  overload  not 
determined.  Plant  economy  increased  by  lowering  the  temperature  of  escap- 
ing gases  and  amount  of  excess  air. 

172  Plant  No.  8.  Battery  of  tw^o  Stirling  boilers  250  h.p.  each,  cojinected 
to  a  central  overhead  chimney  with  A-shaped  breeching,  the  total  height 
being  40  ft.  above  floor  line.  Intended  for  use  in  oil  fields  with  unskilled 
firemen.  Height  fixed  at  40  ft.  to  prevent  overload  on  boilers  and  the  waste 
of  fuel  from  excessive  overload  aud  from  excess  air.  Boilers  have  operated 
at  capacities  in  excess  of  rating. 

173  Plant  No.  9.  Office  building  plant.  Stirling  boilers,  chimney  height 
api)roximately  200  ft.  On  account  of  excess  draft,  even  with  partially  open 
dampers  aud  air  doors  excess  air  over  200  per  cent  at  rating;  probably  15 
to  20  per  cent  waste  of  fuel  due  to  excess  air. 

DISCUSSION 

■  WiixiAM  Kent.  In  regard  to  oil  burning,  the  writer  has  had 
an  opportunity  to  make  a  test  with  a  Scotch  marine  boiler  hav- 
ing four  furnaces,  each  with  one  oil  burner.  The  test  was  under 
forced  draft  with  the  furnace  and  ashpit  doors  closed  so  that  the 
flame  could  not  be  seen ;  one  of  the  burners  got  out  of  order  and 
smoked  badly  for  a  long  time  before  its  condition  was  discovered. 
It  appeared  that  when  more  than  one  burner  was  in  use,  one 
of  them  might  be  running  with  too  much  air  and  another  with 
too  little,  both  giving  poor  economy,  while  the  average  flue  gas 
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analysis  would  indicate  that  the  air  supply  was  just  ri^ht.  The 
writer  was  looking  for  an  ajiparatus  reseuibliufr  a  steam  fra?:e, 
with  a  pointer  to  indicate  the  percentage  of  oxvorcn  in  the  chim- 
ney gases,  and  asked  if  anyone  knew  of  such.  Tf  the  combustion 
chan'iber  and  flues  beyond  it  were  so  divided  that  eacli  section 
of  the  chamber  were  fed  by  one  burner,  the  indicator  would  show 
whether  or  not  each  burner  was  working  imder  ideal  conditions. 
The  condition  of  successful  operation  of  either  oil  or  coal-burn- 
ing furnaces  was,  as  far  as  he  was  able  to  find,  that  the  oxygen 
in^he  gases  should  be  between  3  and  5  per  cent,  hot  air  would 
uselessly  be  carried  out  of  the  chinmey.  The  apparatus  he  wanted 
would  tell  him  when  he  had  between  3  and  5  per  cent  of  oxygen 
in  the  gas. 

E.  H.  Peabody  referred  to 'Mr.  Kent's  statement  that  it  is  pos- 
sible to  have  two  burners  in  operation,  one  with  too  much  air 
and  one  with  too  little.  The  furnace  under  consideration  is 
designed  to  take  care  of  a  poor  mixture,  and  it  is  quite  possible 
to  take  care  of  any  irregularities  of  that  kind:  but  of  course  it 
is  a  mistake  for  one  burner  to  get  too  much  air,  as  that  can  be 
regidated.  The  importance  of  the  furnace  in  oil  burning  is  much 
greater  than  that  of  the  burner. 

D.  S.  Jacobus.  Mr.  Kent's  idea  of  determining  the  oxysfen 
component  in  the  flue  gases  in  place  of  the  carbon  dioxide  is  a 
feature  that  is  not  as  important  as  the  accurate  determination  of 
the  carbon  monoxide.  Mr.  Kent  savs  that  3  per  cent  of  oxvgen 
is  a  good  amount  in  oil  burning,  but  this  is  not  all  that  must  be 
striven  for,  as  with  three  per  cent  of  oxygen  a  poor  furnace  mav 
allow  considerable  rnrbon  monoxide  to  escape  to  the  stack, 
where  in  a  good  furnace  there  will  be  no  carbon  monoxide,  or  at 
best  not  over  one-fifth  of  one  per  cent. 

Ttik  Author.  Mr.  Kent's  discussion  refers  to  the  question 
of  oil  burning,  rather  than  directly  to  chimney  capacities,  which 
is  the  subie/^t  matter  of  this  paper.  Tt  appears  that  Mr.  Kent 
has  been 'fully  answered  by  Dr.  Jacobus  and  Mr.  Peabody. 

Tn  view  of  the  recommendations  in  this  paper  in  favor  of  low 
chimneys  for  boilers  operating  at  uniform  load,  it  is  advisable 
to  repeat  a  well-lmown  caution  in  regard  to  the  effects  of  down- 
ward currents  of  the  air  during  high  winds  when  the  chimney 
is  unfavorably  situated  in  respect  to  surrounding  buildings,  hills, 
etc.;  with  a  low  chimney  the  loss  of  draft  from  this  cause  is 
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more  pronounced  than  with  higher  chimneys.  Based  on  the 
formula  for  pressures  due  to  wind  velocit}^  given  in  Kent,  the 
writer  has  computed  the  corresponding  pressure  in  inches  of 
water  for  various  velocities  as  follows: 

Equivalent 
Wind  Velocity,  Pressure, 

Miles  per  Hour     Inches  of  Water  Condition  of  wind 

1 0 .  0005-. Plardly  perceptible 

2 0.002    1 


3 0.0044 

4 0.0078 

5 0.0122 

6 0.0176 

7 0.0176 

8 0.02391 

9 0.0395 

10 0.0489 

12 0.0705 

14 0.0955 

15 0.11 

16 0.125 

18 0.159 

20 0.195 

25 0.306 

30 0.447 

35 0.6 


.  Just  perceptible 


.  Gentle  pleasant  wind 


.  Pleasant  brisk  gale 


.Very  brisk 


} 


.High  wind 


These  pressures  are  realized  on  a  plain  surface  at  right  angles 
to  the  direction  of  the  wind.  The  vertical  component  of  wind 
velocity  would  be  effective  only  in  the  case  of  boiler  chimneys. 

Since  the  preparation  of  this  paper,  data  have  been  secured 
on  a  rather  interesting  oil  burning  plant,  the  results  of  which 
appear  to  be  quite  ideal.  The  plant  in  question  is  the  Sloat 
Boulevard  pumping  station  of  the  Spring  Valley  Water  Works. 
San  Francisco.  Two  Babcock  &  Wilcox  boilers  are  installed, 
each  rated  152.5  h.p.,  also  a  Green  fuel  economizer  having  a  total 
of  in  sections,  each  containing  six  tubes  4  in.  in  diameter.  Tlie 
A\  hole  is  connected  to  a  chimney  66  in.  in  dinnetor.  having  a  lop 
height  of  35  ft.  above  boiler  room  floor  line. 

The  chimne}'  has  a  relatively  large  diameter  for  the  work 
and  the  draft  loss  by  friction  is  therefore  minimized.  There  is 
one  right-angle  turn  from  the  boilers  entering  the  economizer 
with  a  straight  pass  from  the  economizer  to  the  chimney,  except 
a  right-angle  turn  in  passing  upward  into  the  chimney. 
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The  station  records  of  water  and  oil  measurement  indicate 
that  the  boilers  operate  at  ahout  10  per  cent  above  rating,  one 
boiler  only  being  in  service  at  a  time. 

In  order  to  obtain  siiflicient  air  for  combustion,  it  is  necessary 
to  keep  the  front  ashpit  doors,  rear  boiler  damper  and  stack 
damper  wide  open.  While  no  observations  were  made  of  the 
gas  analysis,  it  ap])eared  that  combustion  was  proceeding  with 
the  usual  niinimum  air  supply  and  without  smoke.  If  such  is 
the  case,  it  is  apparent  that  when  operating  at  this  load,  the 
most  negligent  fireman  could  not  materially  increase  the  air 
supply  for  combustion,  because  all  air  doors  and  dampers  are 
wide  open  and  there  is  no  means  of  increasing  the  draft. 

The  author  has  suggested  for  trial  purposes,  the  further  reduc- 
tion in  stack  height  by  the  removal  of  one  course  of  steel,  but 
this  has  not  as  yet  been  tried.  The  writer  knows  of  no  better 
example  than  this  for  the  regulation  of  boiler  efficiency  by  stack 
height;  this  regulation,  however,  is  limited  to  plants  operating 
under  practically  uniform  load  conditions. 
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TESTS  OF  A  1000-H.P.   24  TUBES  HIGH  B.  &  W. 

BOILER 

By  B.  N.  Bump,  Sybacuse,  N.  Y. 
Member  of  the  Society 

The  boiler  tested  was  erected  as  an  experiment  for  the  pur- 
pose of  determining,  by  test  and  by  continuous  operation  in  the 
regular  service  of  a  hirge  plant,  the  advantages  and  disadvan- 
tages of  so  high  a  boiler  of  the  B.  &  W.  type.  These  tests  were 
made  from  November  1911  to  February  1912.  They  were  ex- 
pected to  answer  the  following  questions: 

a    At  what  rating  will  the  highest  efficiency  be  obtained'^ 
h    Will  the  superheat  obtained,  with  the  superheater  lo- 
cated above  the  24th  tube,  be  sufficient  to  pay  for  the 
installation  of  the  superheater? 
c    Will  the  last  pass  of  the  boiler  be  effective? 
d    Can  the  exit  gas  temperature  be  reduced  very  nearly 

to  the  temperature  of  the  steam  in  the  boiler? 
e    If  the  exit  gas  temperatures  are  close  to  the  steam  tem- 
perature, will   pitting  occur  in  the  back  end  of  the 
boiler  due  to  the  sulphur  content  of  the  gas? 

BOILER  AND  SUPERHEATER 

2  The  boiler  was  built  up  of  one  regular  14-tube  section  and 
above  this,  with  a  space  of  some  11  in.  between  them,  was  placed 
a  10-tube  section.  The  headers  of  the  10-tube  and  14-tube  sec- 
tions were  joined  by  short  nipples,  making  a  24  high  header. 
There  are  21  of  these  sections  containing  a  total  of  504  tubes. 
The  tubes  are  4  in.  in  diameter,  and  18  ft.  long.  There  are  3 
drums  42  in.  in  diameter,  and  24  ft.  long.  The  water  heating 
surface  of  the  boiler  is  10,000  sq.  ft.    Between  the  top  tubes  and 
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the  drums  a  Foster  superheater  is  placed  containing  1750  sq.  ft. 
of  superheating  surface. 

3  The  gases  make  three  passes  through  the  boiler.  The  baf- 
fles are  arranged  to  giA-e  a  gradual  decrease  in  space  through  the 
first  and  second  passes  in  the  direction  of  flow,  which  tends  to 
maintain  the  velocity  of  the  ga.ses  as  the  temperature  decreases. 
The  gases  enter  the  superheater  from  the  top  of  the  first  pass, 
after  traveling  over  24  tubes.  From  the  superheater  they  turn 
downward  through  the  second  pass;  upward  through  the  third 
pass,  and  then  make  their  exit  between  the  downtakes,  and 
through  the  rear  wall  to  the  stack.  The  spaces  between  the 
headers,  both  front  and  rear,  were  packed  Avith  asbestos. 

STOKER  AND  FURNACE 

4  The  boiler  is  fired  by  a  six-retort  Taylor  stoker,  grate  area 
62.465  sq.  ft.,  not  including  any  dump  grate  area.  The  ratio  of 
boiler  heating  surface  to  grate  area  is  160  to  1.  The  ratio  of 
boiler  plus  superheater  surface  to  grate  area  is  188  to  1. 

5  The  height  of  the  combustion  chamber  is  about  6.5  ft.,  and 
the  width  of  the  furnace  12  ft.  7  in.,  which  latter  is  greater  than 
the  width  of  the  stoker  to  allow  for  placing  a  cast-iron  wind  box 
on  either  side  of  the  stoker.  This  is  believed  to  be  a  new  feature, 
tried  as  an  experiment.  Previously  there  had  been  trouble  from 
the  formation  of  clinker  on  the  side  walls  with  stokers  of  both 
the  underfeed  and  overfeed  type,  owing  to  some  coals  giving  a 
tough  sticky  clinker  which  is  very  troublesome.  With  the  side 
walls  against  the  stoker,  clinker  forms  rapidly,  and  is  difficult  to 
remove.  Setting  back  the  side  walls  lessens  clinker  formation 
to  some  extent,  and  facilitates  the  removal  of  the  clinker. 

6  A  brick  ledge  between  the  stoker  and  side  wafl  is  objec- 
tionable, because  in  time  clinker  will  fasten  to  it  and  it  is  almost 
impossible  to  get  a  bar  l)etween  clinker  and  ledge.  The  cast-iron 
wind  boxes  overcome  the  objections  to  the  brick  ledge  by  chilling 
the  clinker  so  that  it  does  not  stick.  A  bar  can  always  be  forced 
between  the  flinker  and  wind  box  to  raise  the  clinker.  A 
part  or  all  of  the  air  from  the  blast  fan  is  passed  through  these 
wind  boxes  on  its  way  into  the  stoker.  After  six  months  of  con- 
tinuous service  there  is  no  sign  of  l)urning  on  the  wind  boxes. 

7  Fig.  1  shows  a  front  and  side  elevation  of  the  unit.  On 
the  side  elevation  the  locations  of  the  pyrometer  rods  and  gas 
sampling  tubes  are  shown.    The  furnace  temperatures  were  taken 
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through  the  three  openings  shown  just  under  the  lower  tubes. 
The  other  gas  temperatures  were  taken  at  positions  1  to  7  in- 
clusive. The  numbers  on  the  data  sheets  and  charts  of  gas  tem- 
peratures refer  to  these  positions. 

8  The  walls  were  lined  with  0  in.  of  (ire  brick  backed  up  by 
0  in.  of  porous  insulating  brick.  The  outer  surfaces  of  all  walls 
were  painted  with  two  coats  of  boiler  pitch  to  prevent  ajiy  filtra- 
tion of  air  through  the  brick  work.  Against  these  painted  sur- 
facevS  of  the  front  and  side  walls  an  S^^  per  cent  magnesia  cover- 
ing 4  in.  thick  was  placed.  The  magnesia  Avas  held  against  the 
brick  and  protected  b}'  a  thin  steel  shell.  Asbestos  board  was 
placed  on  the  top  half  of  the  drums,  then  loose  mineral  wool 
was  placed  over  the  entire  top  of  the  boiler. 

TEST   APPARATUS   AND   DATA 

0  The  tests  varied  from  18  to  4S  hours  in  length,  although 
most  of  them  were  about  24  hours  long.  The  coal  was  weighed 
in  a  wheelbarrow  on  scales  tested  frequently  for  accuracy.  A 
small  sample  of  coal  was  taken  from  each  wheelbarrow  load 
to  make  up  the  test  sample  for  moisture,  analysis,  and  calorific 
value. 

10  The  feedwater  was  measured  in  a  tank  of  13,000  gal. 
capacity.  All  feedwater  piping  was  under  observation,  and  any 
leaks  w^ere  quickly  discovered.  The  drips  from  the  pump  plun- 
gers were  caught  and  returned  to  the  feed  tank.  The  feedwater 
piping  being  entirely  independent  there  was  no  possibility  of 
the  measured  water  going  anywhere  except  into  the  boiler.  The 
blow-off  piping  was  slip  blanked,  and  the  boiler  blown  down 
only  between  tests.  The  boiler  was  examined  for  leaks  at  fre- 
quent intervals,  and  the  boiler  tubes  were  dusted  every  48  hours 
in  the  intervals  between  tests, 

11  Steam  pressures,  superheated  steam  temperatm-es,  and 
steam  calorimeter  temperatures  were  taken  by  recording  in- 
.struments. 

12  It  was  found  necessary  to  have  some  suction  over  the  fire 
to  prevent  the  e.scape  of  gas  into  the  boiler  room.  This  suction 
was  kept  as  low  as  possible,  (ias  temperatures  were  taken  at 
seven  different  points  as  gi\'en  in  Table  4.  The  seven  pyrometer 
rods  were  wired  to  one  indicating  instrument  so  that,  by  the  use 
of  knife  edge  switches,  the  indication  of  one  rod  after  another 
could  be  taken  in  quick  succession. 
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Fig.  1-a    LoNorruDiNAii  Section  of  Boiler 
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Fig.  1-b     Front  Elevation  of  Boiler 
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13  A  high  reading-  j)yr()nieter  was  used  for  fiirnace  tempera- 
tures. There  was  considerable  trouble  in  keeping  this  pyrometer 
in  working  order  and  consequently  the  furnace  temperatures  are 
given  for  only  a  few  of  the  tests. 

14  Samples  of  gas  for  analysis  were  taken  in  the  first  pass  at 
the  top  of  the  14th  tube,  and  before  the  breeching.  The  samples 
were  taken  through  six  sampling  tubes  placed  in  the  space  be- 
tAveen  the  boiler  and  back  wall,  and  directly  in  front  of  the  open- 
ing to  the  breeching.  One  tube  was  connected  to  a  CO^  recorder 
and  the  other  five  were  attached  to  large  sampling  bottles  which 
were  run  continuously.  The  tips  of  the  tubes  were  so  placed 
that  the  samples  taken  through  each  represented  approximately 
equal  volumes  passing  to  the  stack. 

15  The  first  19  tests  were  made  with  mixed  coal,  from  four 
different  mines  all  in  the  same  region.  Tests  Nos.  21  to  40  were 
all  run  on  coal  from  No.  29  mine,  lighter  than  that  used  on 
the  early  tests  and  giving  much  less  clinker  trouble.  It  made 
a  loose  fuel  bed  and  allowed  more  boiler  capacity  with  less  draft 
in  the  stoker.  For  best  combined  efficiency  the  dry  coal  per 
square  foot  of  grate  per  hour  is  about  26  lb.,  or  nearrly  270  lb. 
per  retort.  The  quantity  of  coal  burned  per  square  foot  of  grate 
per  hour  was  increased  to  nearly  63  lb.  with  a  decrease  in  com- 
bined efficienc}^  of  5.5  per  cent. 

16  To  determine  the  carbon  in  the  refuse  the  total  refuse 
was  spread  out  upon  a  large  floor,  broken  up,  thoroughly  mixed 
and  quartered.  The  quarter  sample  w^as  ground,  and  this  ground 
portion  was  in  turn  quartered  to  get  the  sample  for  chemical 
analysis.  The  calorific  values  of  the  coals  were  determined  by 
the  oxygen-bomb  calorimeter. 

17  The  radiation  and  unaccounted  for  losses  have  been  cal- 
culated for  those  tests,  for  which  there  were  ultimate  analyses 
of  the  coal.  The  tests  were  made  during  extremely  cold  weather, 
and  there  was  over  the  boiler  only  a  temporar}'^  building  afford- 
ing but  little  protection  from  the  elements;  the  boiler  room  tem- 
peratures were  so  low  at  times  the  boiler  pressure  gage  piping 
and  the  water  column  blow-off  piping  froze.  In  view  of  these 
facts  and  the  drafty  condition  of  the  boiler  room  the  radiation 
and  unaccounted  for  losses  of  from  5  to  7  per  cent  are  worthy 
of  note. 

IS  The  theoretical  efficiency  was  calculated  on  the  assumption 
that  the  only  heat  loss  was  that  to  the  stack  when  the  combus- 
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tion  Avas  complete  without  excess  air,  and  the  temperature  of 
gas  leaving  the  boiler  was  equal  to  the  temperature  of  the  wet 
steam  in  the  boiler.  The  efficiencies  in  Table  1  have  been  calcu- 
lated for  those  tests  for  which  there  were  ultimate  analyses  of 
the  coal. 

19  It  may  be  possible  under  favorable  conditions  to  reduce 
the  radiation  losses  to  2.5  per  cent.  With  thorough  mixing  and 
a  suitable  type  of  combustion  chamber  the  heat  losses  in  the 
gas  may  be  expected  to  be  not  more  than  1.5  per  cent  greater 
than  the  theoretical  gas  loss;  the  maximum  combined  efficiency 
which  may  be  attained  under  these  most  favorable  conditions 
is  about  85  per  cent. 

TABLE  1     THEORETICAL  EFFICIENCIES 


No.  of  Tests 

Theoretical 
Efficiency,  Per  Cent 

Combined 
Efficiency,  Per  Cent 

Gain  in  Efficiency 

necessary  to  attain 

Theoretical  Efficiency 

8 

90.10 

79.60 

10.50 

11 

90.15 

78.14 

12.01 

16 

90.05 

76.18 

13.87 

18 

89.95 

75.20 

14.75 

25 

89.52 

75.79 

13.73 

35 

89.90 

78.33 

11.57 

39 

89.85 

78.65 

11.20 

SUMMARY  OF   RESULTS 

20  The  best  combined  efficiencies  are  obtained  with  56  to  66 
per  cent  of  the  boiler  rating.  The  efficiencies  fall  off  slowly 
as  the  quantity  of  steam  generated  is  increased.  The  extreme 
variation  in  efficiency  shown  by  the  individual  tests  is  from 
75.2  to  81.8  per  cent. 

21  The  gain  in  efficiency  due  to  the  superheater  seems  to  bear 
no  definite  relation  to  the  amount  of  moisture  in  the  steam 
entering  the  superheater.  By  gain  in  efficiency  due  to  super- 
heater is  meant  the  heat  absorbed  by  the  superheater  in  per- 
centage of  the  total  heat  in  the  coal.  The  superheat  shows  a 
general  tendency  upward  with  the  increase  in  boiler  rating.  For 
00  per  cent  of  the  boiler  rating  the  superheat  is  about  36  deg. 
fahr.,  and  for  120  per  cent  rating  about  74  deg.  fahr.  At  60 
per  cent  rating  the  weight  of  steam  passing  through  the  super- 
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heat  is  18,000  lb.  per  hour,  the  amount  for  which  the  super- 
heater was  built.  The  pressure  drop  through  the  superheater 
for  its  rated  quantity  of  steam  is  5  lb. ;  at  120  per  cent  boiler  rat- 
ing the  weight  of  steam  passing  through  the  superheater  is 
double  that  for  which  the  superheater  was  designed,  and  the 
pressure  drop  through  superheater  is  28  lb. 

22  At  the  low  boiler  ratings  the  last  pass  of  the  boiler,  and 
in  fact  the  last  two  passes,  are  of  very  little  use.  The  best 
combined  efficiencies  were  obtained  when  running  between  56 
and  G6  per  cent  of  boiler  rating.  At  these  low  ratings  the  drop 
in  gas  temperature  through  the  second  and  third  passes  alto- 
gether is  about  20  deg.  fahr.,  and  the  heat  absorbed  is  very 
small,  about  1.3  per  cent  of  the  total.  These  two  passes  have 
50  per  cent  of  the  boiler  heating  surface.  If  the  second  and 
third  passes  were  dropped  off  entirely,  the  loss  in  combined  effi- 
ciency would  be  about  1  per  cent  at  the  low  rating.  It  is  only 
Avhen  the  boiler  has  reached  75  per  cent  rating  or  more  that 
the  gain  in  economy  in  the  last  two  passes  is  sufficient  to  give  a 
reasonable  return  upon  the  investment  in  heating  surface.  While 
the  exit  gas  temperatures  were  reduced  almost  to  the  lowest 
theoretical  limit  which  can  be  reached  without  the  use  of  an 
economizer,  it  was  done  at  a  large  expenditure  in  heating 
surface. 

23  When  running  at  about  50  per  cent  of  boiler  rating  the 
temperature  of  the  gases  leaving  the  boiler  is  practically  that 
of  the  steam  in  the  boiler.  As  the  capacity  is  increased  the 
difference  between  the  temperature  of  the  gases  leaving  the  boiler 
and  the  temperature  of  the  steam  in  the  boiler  increases.  The 
increase  in  the  difference  between  these  two  temperatures  seems 
to  be  approximately'  in  the  same  ratio  as  the  increase  in  capacity, 
so  that  for  an  increase  from  50  to  100  per  cent  of  the  boiler 
rating  the  difference  in  temperature  between  exit  gases  and 
steam  increases  about  50  deg.  fahr. 

24  An  examination  of  the  boiler  after  more  than  six  months' 
service  showed  no  evidence  of  pitting  of  the  heating  surface 
of  the  last  pass  due  to  the  sulphur  content  of  the  coal  and  low 
exit  gas  temperature. 


AFPENDIX 

RATING    VS.    COMBINED    EKFICIKNCY 

25  Fig.  2,  showing  tlie  relation  between  boiler  rating  and  combined 
erticiency,  indicates  that  tbe  etlicieucy  decreases  slowly  as  the  steam  gen- 
erated is  increased.  .  The  line  shows  an  efficiency  of  SO  per  cent  at  50  per 
cent  of  rating,  and  an  etliciency  of  73.5  per  cent  at  150  per  cent  rating,  or  a 
decrease  of  U.5  per  cent  in  the  combined  efficiency  for  an  increase  of  100 
per  cent  in  rating.  This  decrease  in  efficiency  with  an  increase  in  rating 
seems  to  be  due  primarily  to  the  temperature  of  the  gases  leaving  the 
boiler. 

EFFICIENCY   AND   BATING   VS.   TEMPEBATUKE   OF   GASES   LEAVING   BOILEB 

26  It  may  be  seen  from  Fig.  2  that  the  temperature  of  the  gases  leav- 
ing the  boiler  goes  up  with  the  rating;  the  increase  being  about  1  deg. 
fahr.  for  1  per  cent  rating.  On  the  other  hand  an  increase  in  the  exit  gas 
temperature  gives  a  decrease  in  the  efficiency.  As  an  increase  in  exit  gas 
temperature  gives  an  increased  rating  and  a  decreased  efficiency  it  follows 
that  the  efficiency  will  fail  olf  as  the  rating  increases. 

27  The  superheat-rating  curve  shows  that  the  superheat  has  a  general 
tendency  upward  with  the  rating. 

28  The  line  for  rating  coal  per  retort  per  hour  shows  that  the  coal  con- 
sumption increases  at  a  more  rapid  rate  than  the  steam  generated. 

GAS    TEMPEBATUBES 

29  The  gas  temperatures  throughout  the  boiler  from  furnace  to  breech- 
ing are  given  in  the  tables,  and  the  percentages  of  total  heating  surface 
(boiler  plus  superheater)  between  the  several  pyrometer  positions  are 
given  on  the  chart.  Fig.  3.  While  the  heat  transfer  between  the  several 
pyrometer  positions  varies  somewhat  irregularly,  the  general  tendency  is 
to  show  a  decrease  in  the  percentage  of  heat  absorption  in  the  first  pass 
with  an  increase  in  boiler  rating.  In  the  second  and  third  passes  the 
opposite  condition  prevails,  the  percentage  of  heat  absorption  increasing 
with  boiler  rating. 

30  A  study  of  the  gas  temperature  data  will  explain  these  conditions. 
At  the  low  boiler  rating  the  gas  temperatures  are  so  low  by  the  time  the 
gases  reach  the  second  pass  that  the  rate  of  absorption  is  low  and  the 
percentage  small.  In  general  the  temperature  of  the  gas  entering  the  sec- 
ond pass  increases  with  the  boUer  rating ;  this  increases  the  rate  of  heat  ab- 
sorption, and  gives  to  this  portion  of  the  boiler  a  greater  proportion  of  the 
total  work. 
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TESTS  OF  A   1000-n.P.  24  TUBES  HIGH  B.  &  W.  BOILER 


TABLE  5     1000-H.P.  BOILER.  GAS  ANALYSIS 


Analysis 

OF  G.\8  IN  First  Pass. 

Analysis  of 

Gas  before  Breeching. 

To 

p  OF  14th  Tube 

Gas 

Leaving  Boiler 

Test  No. 

Per  Cent 

Per  Cent 

Per  Cent 

Per  Cent 

Per  Cent 

Per  Cent 

COi 

0 

CO 

COi 

0 

CO 

1 

11.70 

5.42 

0.160 

10.32 

7.44 

0.035 

3 

10.70 

6.60 

0.166 

No  record 

4 

10.22 

5.35 

0.040 

10.10 

Machine  record 

5 

10.47 

5.83 

0.070 

9.39 

Machine  record 

6 

10.15 

7.25 

0.050 

9.00 

Machine  record 

■  7 

10.30 

7.53 

0.000 

9.00 

Machine  record 

8 

10.64 

7.54 

0.064 

10.38 

8.17 

0.030 

9 

10.62 

7.88 

0.000 

10.16 

8.41 

0.025 

10 

11.08 

7.85 

0.058 

10.02 

8.60 

0.000 

11 

10.90 

7.66 

0.030 

10.30 

Machine 

12 

12.13 

6.37 

0.040 

11.20 

Machine 

13 

12.28 

4.98 

0.250 

10.50 

Machine 

14 

12.09 

6.34 

0.070 

10.59 

7.97 

0.012 

15 

12,21 

6.05 

0.020 

10.44 

8.00 

0.002 

16 

11.75 

6.42 

0.000 

10.54 

8.06 

0.057 

17 

12.02 

6.29 

0.100 

10.68 

7.73 

0.046 

18 

11.42 

7.40 

0.020 

10.22 

8.52 

0.004 

19 

12.19 

5.94 

0.067 

10.77 

7.86 

0.022 

21 

11.89 

6.69 

0.000 

10.75 

8.22 

0.000 

22 

12.59 

6.13 

0.071 

10.89 

7.87 

0.059 

23 

11.40 

7.31 

0.057 

10.15 

8.44 

0.029 

24 

11.91 

6.61 

0.022 

10.00 

8.47 

0.000 

25 

13.70 

4.30 

0.016 

11.66 

6.03 

0.0098 

26 

13.35 

4.60 

0.025 

11.35 

6.78 

0.000 

27 

11.67 

7.00 

0.000 

10.17 

8.30 

0.000 

29 

11.07 

7.63 

0.000 

10.01 

8.65 

0.000 

30 

11.43 

7.07 

0.033 

9.84 

8.83 

0.011 

33 

10.12 

8.68 

0.000 

9.24 

9.56 

0.000 

34 

9.91 

8.99 

0.090 

9.31 

9.44 

0.026 

35 

10.81 

7.84 

0.000 

9.39 

9.45 

0.000 

37 

10.60 

8.12 

0.000 

9.42 

9.15 

0.000 

39 

10.39 

8.22 

0.000 

8.84 

9  83 

0.000 

40 

10.69 

7.96 

0.000 

9.43 

9.43 

0.000 

Tests  1-19  iacluaive  with  mixed  coals  from  mines  No.  24,  25,  27  and  29. 
Tests  21-40  inclusive  with  coal  from  No.  29  mine  only. 
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TABLE  6     1000-H.P.  BOILER.     COAL  ANALYSIS.     PERCENTAGES  BY   WEIGHT 
CALORIFIC  VALUES 


Proximate  Analysis 
Dry  Coal 

Moisture  in  Coal  as 
Fired 

Carbon  in  Dr\-  Refuse, 
per  Cent 

B.t.u.  per  Lb.  Dry 
Coal 

J 

b 
P 

d 

o 

1 

s 

§ 

a 
O 

? 

'            K 

J3 
m 
■< 

I 

28.99 

62.00 

9.01 

2.88 

15.49 

14334 

15987 

2.59 

3 

29.50 

62.53 

7.97 

3.20 

10.30 

14541 

16031 

2.94 

4 

29.97 

62.53 

7.50 

3.20 

10.09 

14517 

15894 

2.40 

h 

29.74 

62.51 

7.75 

3.04 

13.91 

14498 

15926 

2.62 

6 

28.18 

63.90 

7.92 

2.97 

8.04 

14499 

15922 

1.83 

7 

28  86 

63.31 

7.83 

3.78 

1.44 

14526 

15945 

1.92 

8 

28  85 

63.39 

7.76 

4.29 

3.90 

14493 

15913 

2.49 

9 

29  22 

62.97 

7.81 

2.97 

3  39 

14445 

15881 

2.67 

10 

29.24 

61.76 

9.00 

2.60 

9.69 

14289 

15922 

2.57 

U 

29  03 

63.29 

7.08 

2.95 

10.93 

14624 

15922 

2.44 

12 

29.22 

62.76 

8.02 

2.97 

17.91 

14454 

15910 

2.24 

13 

29.70 

62.03 

8.27 

3.29 

18  08 

14396 

15922 

3.03 

14 

29.78 

62.98 

7.24 

2.80 

14.75 

14602 

15922 

2.20 

1,5 

29.98 

62.35 

7.67 

3.11 

23  79 

14467 

15869 

2.32 

Hi 

29.79 

63.00 

7.21 

3.41 

23 .  52 

14590 

15922 

2.16 

17 

30.20 

63.00 

6.80 

3.74 

21    10 

14618 

15860 

2.07 

IS 

29.42 

63.37 

7.21 

3.40 

20.05 

14645 

15971 

2.29 

]•» 

30.57 

62.34 

7  09 

3.15 

24.50 

14471 

15761 

2.31 

21 

28.40 

64.13 

7.47 

3.60 

28.73 

14518 

15864 

1.77 

22 

28.36 

63.75 

7.89 

4.10 

21.48 

14402 

15883 

1.83 

23 

28.31 

62.65 

9.04 

4.90 

17.80 

14263 

15885 

1.95 

24 

28.40 

64.05 

7.55 

3.99 

25  70 

14522 

15883" 

1.90 

2.'> 

28.15 

63.76 

8.09 

3.77 

30  68 

14415 

15858 

1.66 

2C. 

28.30 

62.70 

9.00 

4.15 

29.  IS- 

14290 

15903 

1.83 

27 

27.86 

63.20 

8.94 

4.27 

14.94 

14284 

15883 

1.88 

2'.l 

28.12 

62.78 

9.10 

4.73 

14  37 

14254 

16885 

2.06 

30 

28.20 

63.45 

8.35 

3.76 

16.23 

14430 

16947 

2.18 

33 

28.50 

63.06 

8.38 

3.70 

20   14 

14380 

16883 

1.94 

34 

28.27 

63.21 

8.52 

4.30 

7  99 

14376 

15915 

2.08 

35 

28.60 

63.40 

7.94 

4.68 

7.07 

14455 

16883 

1.91 

37 

28.11 

63.73 

8.16 

4.61 

7  59 

14409 

16871 

1.79 

3!i 

28  92 

03.57 

7.51 

4.12 

4  09 

14515 

16883 

2.16 

40 

29.27 

62.61 

8.22 

4.23 

5  09 

14378 

15874 

2.35 

Tests  1-19  inclusive  with  mixed  coals  from  mines  No.  24,  25,  27  and  29. 
Tests  21-40  inclusive  with  roul  from  No.  29  mine  only. 
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TABLE  7      1000-H.P.  BOILER,  RESUME  OF  PRINCIPAL  RESULTS 


o 

a) 

PS 

6 

a 
'o 

ta 
u 

-a 
a 
13 

a 

o 

<^   . 

2  2.- 

fl  S  * 

COi  in  Gases  leaving 
Boiler,  Per  Cent 

0) 

II 

P 

►J 

a 

3l 

m 

Evaporation  from  and 
at    212    Deg.    Fahr. 
ner    Lb.    Dry    Coal 
Cbmbined  Unit 

> 
s 

i 
1 

cc  a 

3  — 

a 

1-9 
go 

-a  g 

1 

84.79 

78.02 

390 

10.32 

15.49 

14334 

11.525 

97.92 

3 

56.72 

80.89 

363 

10.30 

14541 

12.121 

97.83 

4 

61.77 

77.93 

368 

10.10 

10.09 

14517 

11.658 

97.93 

5 

59.48 

79.10 

361 

9.39 

13.91 

14498 

11.818 

97.99 

6 

61.43 

80.76 

368 

9.00 

8.64 

14499 

12.067 

98.16 

7 

60.87 

81.00 

367 

9.00 

1.44 

14526 

12.125 

98.20 

8 

60.60 

79.60 

367 

10.38 

3.90 

14493 

11.889 

98.11 

5.46 

9 

57.36 

77.71 

364 

10.16 

3.39 

14445 

11.567 

98.00 

10 

55.88 

81.30 

362 

10.02 

9.69 

14289 

11.972 

97.97 

11 

67.94 

78.14 

369 

10.30 

10.93 

14624 

11.775 

97.94 

6.42 

12 

66.43 

80.69 

373 

11.20 

17.91 

14454 

12.018 

98.11 

13 

68.86 

78.89 

375 

10.50 

18.08 

14396 

11.704 

98.01 

14 

74.25 

78.64 

381 

10.59 

14.75 

14CG2 

11.833 

98.23 

15 

84.94 

76.88 

390 

10.44 

23.79 

14467 

11.461 

98.15 

16 

76.21 

76.18 

383 

10.54 

23.52 

14590 

11.453 

98.14 

17 

76.77 

78.76 

383 

10.68 

21.10 

14618 

11.864 

98.20 

18 

89.08 

75.20 

401 

10.22 

20.05 

14645 

11.349 

98.00 

19 

90.75 

75.42 

396 

10.77 

24.50 

14471 

11.247 

98.01 

21 

108.83 

76.21 

412 

10.75 

28.73 

14518 

11   401 

98.03 

22 

106.90 

75.50 

415 

10.89 

21.48 

14462 

11.252 

98.02 

23 

93.93 

76.18 

399 

10.15 

17.80 

14263 

11.197 

97.84 

24 

107.66 

76.87 

412 

10.00 

25.76 

14522 

11.504 

98.00 

25 

127.70 

75.79 

423 

11.66 

30.68 

;4415 

11.258 

97.99 

5.65 

20 

121.36 

75.93 

426 

11.35 

29.18 

14290 

11.181 

98.42 

27 

75.65 

77.28 

379 

10.17 

14.94 

14284 

11,375 

98.05 

29 

71.63 

78.76 

367 

10.01 

14.37 

14254 

11.569 

98.10 

30 

73.75 

77.49 

369 

9.84 

16.23 

14430 

11.523 

98.11 

33 

77.80 

76.48 

376 

9.24 

20.14 

14380 

11.333 

98.09 

34 

67.53 

78.77 

374 

9.31 

7.99 

14376 

11.670 

98.05 

35 

63.05 

78.33 

376 

9.39 

7.07 

14455 

11.668 

98.04 

5.00 

37 

62.46 

79.08 

369 

9.42 

7.59 

14409 

11.742 

98.10 

39 

53.98 

78.65 

360 

8.84 

4.69 

14515 

11.764 

97.80 

4.75 

40 

53.72 

78.79 

360 

9.43 

5.09 

14378 

11.675 

97.93 

Tests  1-19  inclusive  with  mixed  coal  from  mines  Nos.  24,  26,  27  and  29. 
Testa  21-40  inclusive  with  coal  from  No.  29  mine  only. 
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DISCUSSION 

W.  D.  Ennis.  The  results  of  these  tests  do  not  apparently 
harmonize  with  principles  usiuill}-  accepted.  It  is  customary  to 
think  of  a  3  or  3%  lb.  rate  of  evaporation  as  that  of  maximum 
efficiency.  At  rates  below  this,  the  efficiency  is  reduced  by  the 
increased  proportion  of  radiation  loss,  and  by  the  lower  furnace 
efficiency,  resulting  from  the  low  rate  of  combustion  and  neces- 
sarily excessive  air  supply.  At  evaporation  rates  higher  than  3 
or  SY2  lb.,'  efficiency  is  gradually  reduced  because  of  increased 
loss  to  the  stack,  as  indicated  by  rising  flue  gas  temperatures. 

In  this  boiler,  the  efficiency  steadily  decreased  as  the  rating  in- 
creased, and  the  best  efficiency  was  reached  at  an  evaporation 
rate  below  2  lb.  When  efficiencies  are  said  to  decrease  at  low 
rates  the  usual  proportions  of  design  are  assumed :  say  with  soft 
coal,  a  heating  surface  to  grate  surface  ratio  around  50.  A  3  lb. 
evaporation  rate  means  with  this  ratio,  a  rate  of  combustion  of 
about  15  lb.  j^er  sq.  ft.  of  grate  per  hour.  No  rate  of  combustion 
as  low  as  this  was  reached  in  the  present  tests.  In  this  boiler, 
with  its  unusual  ratio  of  heating  to  grate  surface,  low  rates  of 
evaporation  were  not  accompanied  by  low  rates  of  combustion. 
At  no  time  was  the  furnace  efficiency  notably  lowered  from  the 
good  average  maintained. 

It  may  seem  that  this  scarcely  explains  the  rate  at  which  the 
efficiency  apparently  decreases  with  increased  evaporation.  As 
large  a  heating  surface  as  was  provided  should  have  more  com- 
pletely absorbed  the  furnace  heat.  If  Fig.  1-a  is  a  scale  drawing, 
a  slightly  better  distribution  of  gas  velocities  would  have  been 
possible.  It  is  quite  easy,  however,  to  over-emphasize  the  rate  of 
decrease  of  efficiency,  particularly  as  the  rating -combined  ef- 
ficiency and  cornhined  efficiency -g  a  a  temperature  curves  of  Fig.  2 
are  both  represented  to  a  distorted  scale.  The  base  line  is  that  of 
70  per  cent  efficiency,  not  of  zero  efficiency.  The  man  on  the  street 
would  say  that  the  efficiency  was  about  constant.  In  fact  the 
curve  of  coal  consumption  against  percentage  of  rating,  Fig.  2, 
can  scarcely  be  distinguished  from  a  straight  line.  The  flue  gas 
temperature  was  360  deg.  at  56  per  cent  of  rating  and  400  deg. 
at  96  per  cent :  both  figures  are  unusually  good,  with  not  much 
difference  between  them,  certainly  not  more  than  would  have 
been  offset  by  the  probably  excessive  air  supply  at  the  lower 
temperature  and  rating  had  the  boiler  had  a  grate  of  normal  size. 
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Tlio  difiVreHcc  between  the  efficiencies  at  half  load  and  full  load 
was  about  II/2  pei"  cent.  This  means  an  excess  coal  consumption 
at  full  load  of  about  0.05  lb.  i)er  h.p-hr.  Under  the  most  un- 
favorable conditions,  continuous  service,  the  boiler  running  at 
full  load  would  waste  about  1/5  ton  of  coal  per  year  per  horse- 
power capacity.  To  offset  this  waste  it  would  be  necessary  to 
duplicate  boiler,  piping,  smoke  flue,  etc.,  at  an  initial  cost  of  per- 
haps $20  per  h.p.  The  saving  of  1/5  ton  of  coal  per  year,  which 
is  the  maximum  possible,  would  usually  not  pay  fixed,  charges  on 
an  investment  of  $20, 

William  Kent.  Fig.  2  confirms  what  has  been  generally 
found,  that  there  is  a  slight  decrease  in  efficiency  with  increased 
rate  of  driving  of  the  boiler,  and  that  decrease  will  be  less  the 
more  the  theoretical  ratio  of  air  approaches  the  combustible.  If 
air  supply  is  excessive  the  efficiency  will  fall  off  much  more 
rapidly  than  is  shown  in  Fig.  2.  The  reason  why  the  maximum 
efficiency  is  shown  at  such  a  low  rate  of  driving  is  undoubtedly 
due  to  the  fact  that  this  boiler  was  thoroughly  covered  with  non- 
conducting material  and  the  loss  by  radiation  was  extremely 
slight. 

Professor  Ennis  has  spoken  of  the  rate  of  combustion  and  the 
ratio  of  heating  to  grate  surface.  Probably  15  years  ago,  at  a 
meeting  of  this  Society,  in  discussing  a  paper  by  W.  W.  Christie, 
the  writer  showed  that  there  was  no  change  in  efficiency  neces- 
sarily due  to  a  change  in  the  rate  of  coml)nsti()n.  l)etwe('n  .")  lb. 
and  240  lb.  per  sq.  ft.  of  grate  surface  per  hour,  except  the  loss 
due  to  sparks  and  cinders  blown  into  the  stack  at  the  higher 
rate  of  driving.  There  is  no  necessary  relation  either  between 
the  rate  of  combustion  and  the  excess  air  supply  over  that 
theoretically  required;  that  is,  with  a  rate  of  combustion  as  low 
as  5  lb.  per  sq.  ft.  of  grate  surface  per  hour,  perfect  combustion 
is  possible  with  a  certain  small  excess  air  supply,  and  at  20  times 
this  rate  without  any  greater  percentage  of  excess  air.  The  two 
variables  are  the  thickness  of  fire  and  the  amount  of  draft,  both  of 
which  are  under  control  of  the  fireman,  and  excellent  results  are 
also  attainable  with  a  high  rate  of  combustion,  provided  the  grate 
surface  is  small  enough,  and  the  draft  and  thickness  of  fire 
regulated  to  get  the  proper  analysis  of  the  gases.  If  there  is 
about  3  per  cent  of  oxygen  in  the  waste  gases,  and  in  the  case  of 
a  coal-burning  furnace,  an  even  fire,  there  will  not  be  more  than 
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one-half  of  1  per  cent  of  CO,  and  that  condition  will  give  the 
maxiniuni  boiler  efficiency,  provided  the  baffles  are  properly  ar- 
ranged and  there  are  no  leaks  of  air  or  other  troubles,  and  the 
boiler  is  not  being  driven  beyond  its  most  ecoiioniical  rate. 

J.  H.  Bkowne  said  that  the  method  of  baffling  this  boiler  was 
somewhat  new.  lie  had  seen  trials  with  a  similar  method  of 
baffling,  but  the  experiments  were  not  continued  long  enough  to 
be  conclusive.  It  seemed  to  him  that  although  the  method  of 
developing  a  baffling  material  was  interesting,  the  creeping  of 
the  tubes  would  break  up  the  material,  and  he  asked  if  the  author 
had  data  on  this. 

The  interesting  fact  was  shown  that  the  best  economy  was  at 
from  50  to  GO  per  cent  of  the  boiler  rating,  possibly  accounted 
for  by  the  superior  installation  of  the  boiler.  In  view  of  the 
fact  that  the  ratio  of  56  per  cent  appeared  to  be  the  best,  this 
large  boiler  had  at  least  one  advantage  from  a  commercial  stand- 
point. Anyone  who  had  to  do  with  boiler-room  operation  no 
doubt  knew  that  the  average  fireman  liked  to  run  about  twice  as 
man}'^  boilers  as  necessary.  With  a  plant  designed  so  that  it 
would  run  at  best  efficiency  at  56  per  cent,  this  matter  had  been 
helped.  On  the  other  hand,  a  good  deal  more  money  Avas  in- 
vested for  the  same  size  boiler  under  these  conditions. 

D.  S.  Jacobus.  Mr.  Kent  has  said  that  the  percentage  of  oxy- 
gen in  the  flue  gases  might  to  advantage  be  made  lower  than  is 
indicated  by  the  tests.  An  important  feature  of  the  analyses 
is  that  they  nearly  all  show  some  carbon  monoxides.  The  deter- 
mination of  carbon  monoxide  in  boiler  tests  is  often  subject  to 
considerable  error.  In  the  present  instance  the  analyses  were  un- 
doubtedly correct,  and  the  limitations  in  efficiency  through  striv- 
ing to  run  with  but  little  excess  air,  or  a  low  percentage  of  oxy- 
gen in  the  flue  gases,  is  clearly  brought  out. 

On  decreasing  the  amount  of  excess  air  there  is  a  tendency  to 
approach  a  zone  wdiere  carbon  monoxide  will  appear  in  the  flue 
gases.  The  better  the  furnace  the  higher  the  percentage  of  car- 
bon dioxide  will  be  before  the  carbon  monoxide  appears.  In  en- 
deavoring to  obtain  high  efficiencies,  we  take  great  care  to  watch 
for  carbon  monoxide.  It  is  often  an  easy  matter  to  get,  say,  10  or 
11  per  cent  of  carbon  dioxide  with  little  or  no  carbon  monoxide, 
l)ut   after  exceeding   13   per  cent   of  carbon   dioxide   the   fur- 
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nace  must  be  exceptionally  good  to  consume  all  of  the  carbon 
monoxide. 

Measuring  the  furnace  temperatures  has  been  suggested.  It 
is  extremel}'  difficult,  if  not  impossible,  to  do  with  accuracy,  as 
the  eti'ect  of  the  radiant  heat  complicates  matters.  A  long  time 
ago  I  calibrated  a  Uehling-Steinbart  pyrometer,  and  great  dif- 
culty  was  experienced  in  obtaining  comparative  temperatures. 
In  an  ordinary  furnace  the  temperature  of  the  gases  may  be  dif- 
ferent from  the  temperature  due  to  the  radiant  heat  and  on  this 
account  there  are  variations  depending  on  the  form  of  the  end 
of  the  p3Tometer  which  is  exposed  to  the  conducted  and  the  ra- 
diant heat.  The  arrangement  of  the  water  heating  surface  with 
respect  to  the  furnace  also  affects  the  temperature  measurements, 
and  the  same  applies  in  a  lesser  degree  to  temperature  determina- 
tions of  the  gases  at  dili'erent  points  within  the  setting. 

C.  D.  Young.  In  some  recent  work  with  superheater  locomo- 
tives we  have  found  that  generally  the  superheat  will  increase 
with  increased  evaporation  or  increased  burning  rate  of  the 
boiler.  This  is  confirmed  in  stationary  practice  by  the  con- 
clusions drawn  in  Par.  21.  Fig.  2  which  illustrated  this, 
however,  has  the  line  curved  in  the  upper  right  hand  corner, 
whereas  our  tests  with  a  superheater  applied  to  water  tube  loco- 
motive boiler  seem  to  indicate  that  the  line  should  be  straight; 
that  is,  the  increase  in  superheat  is  almost  directly  proportional 
to  the  increase  in  the  burning  rate. 

A  question  which  we  have  before  us  just  now  in  locomotive 
practice  is  the  determination  of  the  eil'ectiveness  of  water 
and  superheating  heating  surface  in  a  boiler  and  I  would  like 
to  know  if  Mr.  Bump  has  data  to  shoAv  what  the  heat  transfer- 
ence rates  are  as  between  the  flue  gases  and  the  water  and  the 
flue  gases  and  the  steam.  Our  results  seem  to  indicate  that  the 
superheater  heating  surface  per  se  is  only  about  half  as  effective 
as  the  water  heating  surface  in  heat  transfer. 

The  Author.  Professor  Ennis  has  made  the  statement  that 
"  as  large  a  heating  surface  as  was  provided  should  have  more 
completely  absorbed  the  furnace  heat."  I  would  call  his  atten- 
tion to  the  last  two  columns  of  Table  3  which  show  that  there 
was  very  little  difference  between  the  temperatures  of  the  gases 
leaving  the  boiler  and  the  saturated  steam  in  the  boiler.  The 
temperature  f)f  the  fluid  within  the  tubes  is  the  minimum  limit 
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of  the  exit  gas  temperature,  and  no  amount  of  heating  surface 

will  reduce  this  limit.  j  j:  n 

The  difference  between  the  efficiencies  at  half  load  and  lull 
load  was  more  than  3  per  cent,  not  about  Wz  per  cent  as  Pro- 
fessor Ennis  has  stated.  This  means  that  the  boiler  running  at 
full  load  would  waste  0.5  tons  of  coal  per  horsepower-year,  in- 
stead of  the  1/5  ton  stated  in  the  discussion. 

Although  there  is  fuel  economy  in  running  at  half  load,  yet 
fuel  economy  is  not  all  there  is  to  the  cost  of  steam. 

These  tests  are  not  put  forward  to  show  that  the  cheapest 
steam  is  to  be  obtained  at  low  boiler  rating.  This  would  only 
be  true  with  a  very  high  priced  fuel.  With  the  usual  prices  of 
coal,  and  interest  and  depreciation  taken  into  account,  this  boiler 
would  need  to  run  at  150  per  cent  rating  at  least,  in  order  to 
generate  steam  at  the  lowest  cost. 

In  reply  to  Mr.  Young  relative  to  the  superheat  curve  of  l^ig. 
2  the  points  obtained  by  these  tests  as  well  as  from  a  later  series 
of  tests  made  after  the  baffles  had  been  removed  indicate  that 
the  line  should  be  a  curve,  not  a  straight  line.  In  other  words, 
the  superheat  did  not  increase  as  fast  as  the  boiler  rating.  Ihe 
fact  that  the  superheater  was  too  small  for  the  quantity  of  steam 
generated  at  the  highest  ratings  may  have  had  some  influence 

upon  the  superheat.  .      .     ..i. 

In  re^rard  to  the  relative  rates  of  heat  transfer  m  the  super- 
heater and  in  the  boiler,  we  have  no  data  that  will  give  an  abso- 
lute measure  of  this  transfer,  but  can  get  an  approximate  com- 
parison from  the  drop  in  temperature  of  the  gases  as  they  pass 
over  the  several  surfaces.  Making  calculations  on  this  basis  we 
find  that  the  rate  of  heat  transfer  for  the  superheater  is  fully 
as  great  as  for  the  adjacent  portions  of  the  boiler  tubing. 


No.  1363 
AIR  IN  SURFACE  CONDENSATION 

By  Geo.  A  Orhok,  New  York 
Member  of  the  Society 

In  the  paper  on  The  Transmission  of  Heat  in  Surface  Con- 
densation\  the  subject  of  the  etfect  of  air  on  vacuum  and  heat 
transference  was  considered  and  reference  was  made  to  the  few 
authorities  who  had  investigated  this  subject.  The  author  was 
unable  to  lind  that  any  one  had  quantitatively  measured  the  air 
in  a  condenser,  except  J.  A.  Smith  who  had  introduced  known 
quantities  of  air  and  noted  the  eli'ect  on  vacuum  and  heat  trans- 
ference. 

2  In  view  of  the  lack  of  knowledge  of  this  subject  the  author 
determined  to  investigate: 

a  The  amounts  of  air  contained  in  feedwater  and  those 
entering  the  condenser  through  the  prime  mover. 

h  The  amounts  of  air  removed  from  the  condenser  by 
means  of  the  air  pump. 

c  The  effect  of  known  quantities  of  air  on  the  action  of 
a  surface  condenser  of  commercial  size. 

3  The  problem  of  air  in  the  feedwater  has  been  investigated 
1)V  Smith  whose  paper  appeared  in  London  Engineering,  Octo- 
ber 7,  1904.  He  gives  a  table  showing  that  the  gases  present 
in  various  samples  of  fresh  and  salt  water  varied  from  ap])r<)\i  • 
niately  7/10  of  one  per  cent  to  as  much  as  3i/^  per  cent  by  volume. 
He  also  investigated  the  emission  of  gas  from  water  when  heated 
to  about  the  boiling  point  and  gave  figures  and  curves  showing 
his  results. 

4  The  author's  investigations  were  made  at  the  Waterside 
No.  2  station  of  the  New  York  Edison  Coni])any  and  the  water 
samples  were  taken  both  from  the  suction  and  discharge  sides 
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of  the  feed  pump.  The  average  temperature  of  the  feedwater 
during  the  tests,  after  having  passed  the  heater,  was  about 
190  deg.  fahr.  It  was  thought  possible  that  there  might  be  air 
bubbles  mechanically  entrained  in  the  water,  besides  the  amount 
of  air  in  solution.  To  determine  the  amount  of  this  entrained 
air  samples  of  the  water  were  allowed  to  flow  through  the  ap- 
paratus which  is  shown  in  Fig.  1.    The  water  entered  through 


Tlierniometcr 

E 


Fig.  1   Apparatus  used  to  dktkumine  Amount  of  Air  Mechanically 

ENTRAINED    IN    WaTER 


the  tube  F  and  passed  to  the  top  of  the  measuring  cylinder 
where  the  air  separated  and  was  collected  at  the  top  of  the 
cylinder;  the  water  flowed  out  of  the  cylinder  through  the  tube 
B  into  the  glass  demijohn  where  it  was  measured.  These  tests 
were  started  with  the  apparatus  entirely  filled  with  water.  The 
air  collected  was  measured  at  atmospheric  pressure  by  means 
of  the  pressure-regulating  cylinder  D.  The  temperature  of  the 
air  was  determined  by  the  thermometer  E.  The  amount  of  air 
dissolved  in  the  feedwater  was  determined  chemically  by  means 
of  the  following  reactions: 
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2Mn  (OH )  2+02=2H,Mn03 
2H,Mn03+8HCl=2MnCL+6tLO+2Cl, 

4KI+2Cl,=4KCl+"2l2 

5  The  free  iodine  liberated  was  titrated  \Yith  a  solution  of 
sodium  thiosulphate  of  known  strength  and  its  amount  deter- 
mined. From  this  amount  the  quantity  of  oxygen  in  solution 
in  the  sample  of  water  taken  was  calculated.  The  amount  of 
air  in  solution  was  then  figured  from  the  known  ratios  of  oxy- 
gen and  nitrogen  in  solution  in  water  at  various  temperatures. 
The  determination  in  this  way  may  be  considered  quite  accurate. 

G  This  determination  of  air  in  water  was  also  made  of  a 
number  of  samples  of  Croton  water  (the  make-up  feed)  and 
from  hot-well  water.  The  following  results,  in  per  cent,  were 
obtained  of  air  by  volume  at  atmospheric  pressure: 

187  deg.  fahr. 

Met-hanically  entrained  in  fecdwatcr,  average  of  ten  tests a'mr^ 

^n  solution  in  feedwater,  average  of  ten  tests *^'-'^" 

Total  air  in  fectlwater  from  open  heaters 0.931 

52  deg.  fahr. 
In  solution  in  Croton  water,  average  of  three  samples 4.325 

80  deg. fahr. 
In  solution  in  hot-well  water,  average  of  four  tests 0.269 

7  These  results  show  that  Croton  water  gives  off  most  of 
its  dissolved  air  in  passing  through  the  open  heaters,  the  amount 
of  air  occluded  in  the  feedwater  (0.931  per  cent)  being  com- 
paratively small.  At  81  dog.  fahr.  and  2  in.  of  mercury  abso- 
lute pressure  when  saturated  with  water  vapor,  this  amount  of 
ail-  should  be  l)etween  20  and  30  per  cent  of  the  feedwater  volume. 

8  The  results  obliiincd  iiccord  well  with  reports  from  other 
sources,  although  the  author  coul.l  find  but  little  (luantitative 
information  on  the  subject.  The  fact  was  establi.shed,  however, 
that  very  little  air  came  into  the  condenser  from  the  feedwater. 

9  Having  obtained  the  pcjrtions  of  air  which  enter  the  prime 
mover  along  with  the  steam,  the  next  object  of  investigation  was 
to  determine  the  amount  of  air  abstracted  from  the  condenser 
by  the  air  pump.  Here  again  there  were  no  prex^edents  but  it 
was  determined  to  catch  the  air  over  water  in  a  gasometer.  For 
this  purpose  the  discharge  pipe  of  the  air  pump  was  piped  to  a 
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gasometer  bell  located  in  the  basement  in  the  vicinity  of  the 
air  pump.    A  sketch  plan  of  this  outfit  is  shown  in  Fig.  2. 

10  After  the  aii-  pumj)  had  been  running  for  a  sufficient 
time  to  make  sure  that  the  conditions  were  constant,  the  valve 
was  opened  and  the  discharge  from  the  air  pump  was  allowed 
to  enter  the  bell  allowing  it  to  rise.  The  time  required  to  fill  the 
bell  was  noted  with  a  stop  watch  and  from  these  data  the 
amount  of  air  delivered  was  calculated.  The  air  in  the  beil 
was  brought  to  atmospheric  pressure  and  temperature  before 
the  final  readings  were  taken. 

11  Other  tests  were  made  with  the  puui[)  shut  oil'  from  the 
condenser  to  determine  the  air  leakage  in  the  puuip  itself  and 
also  with  the  suction  piping  blanked  otf  at  the  condenser  to 
determine  the  pipe  leakage. 

12  In  a  number  of  cases  these  readings  showed  excessive 
leakage  in  the  condenser  shell  which  was  remedied  before  the 
final  readings  were  taken.  A  second  apparatus  has  been  pro- 
vided for  Waterside  No.  1  and  both  stations  at  the  present  time 
are  so  arranged  that  in  a  few  hours  the  air  leakage  of  all  the 
air  pumps  as  well  as  the  condensers  may  be  tested.  This  is  a 
great  help  in  operating  and  serves  a  useful  purpose  in  enabling 
attention  to  be  given  where  there  was  no  indication  formerly  of 
leakage. 

13  A  great  many  air  tests  have  been  made  on  all  of  the  units 
in  the  two  stations.  Usually  readings  were  taken  dui'ing  the 
time  necessary  to  fill  the  bell  (from  1  to  20  minutes)  of  the  air 
temperature  in  the  bell,  the  air  suction  temperature,  air  dis- 
charge temperature,  vacuum  at  the  top  of  the  condenser,  vacuum 
in  the  air  suction  line  to  the  pump,  hot-Avell  temperature,  cir- 
culating water  inlet  and  outlet  temperature,  amount  of  cylinder 
cooling  water  with  its  inlet  and  outlet  temperatures,  revolu- 
tions per  minute  of  the  pump,  power  delivered  by  the  prime 
mover  and  sometimes  indicator  cards  on  both  air  and  steam 
cylinders.  Table  1  shows  a  collection  of  some  of  the  more  in- 
teresting of  these  tests. 

14  In  the  experimental  apparatus  used  to  obtain  the  data 
for  the  paper  on  The  Transmission  of  Heat,  it  was  impossible 
to  detect  any  difference  of  temperature  due  to  the  segregation 
of  air  in  the  various  pai'ts  of  the  single  tube  condenser.  On 
the  larire  condensers  on  which  these  air  tests  were  made  such 
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a  difference  of  pressure  and  temperature  does  exist,  the  differ- 
ences of  pressure  being  quite  strongly  marked.  The  curves  for 
a  number  of  these  condensers,  showing  the  increase  in  drop 
with  the  increase  in  amount  of  steam  consumption,  are  illustrated 
in  Fig.  3. 

15     A  number  of  experiments  were  made  to  find  if  this  drop 


Load  Kilowatts 

Fig.  3     CtjRVEs  showing  Relation  between  Load  and  Drop  through 

Condenser 


was  continuous  through  the  tube  surface  or  whether  there  were 
restrictions  concentrating  the  drop  in  one  or  more  places,  and 
a  number  of  experiments  were  made  to  reduce  the  amount  of 
drop  by  taking  out  tubes  thus  opening  channels  into  the  body 
of  the  tube  surface.  The  results  here  were  apparently  negative. 
16  To  ascertain  the  effect  of  known  quantities  of  air  on  the 
vacuum  suitable  orifices  of  various  sizes  were  installed  at  the 
top  of  the  condenser  so  that  the  introduced  air  might  mix  with 
the  incoming  steam.  These  orifices  were  the  ordinary  circular 
orifices  through  thin  plates  and  the  amounts  of  air  entering 
the  condenser  were  checked  up  by  the  air  delivered  into  the 
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air  bell  from  the  air  piiinp.    These  results  are  shown  in  Fig.  4. 

17  The  tests  in  each  case  were  run  at  constant  load  which 
was  considerably  below  the  capacity  of  the  condenser. 

18  Four  sets  of  tests  were  run  to  determine  the  effect  of 
load  on  air  leakage,  two  on  machines  which  were  in  bad  condi- 
tion and  two  on  comparatively  tight  machines.  The  results  are 
shown  in  Fig.  5.  It  should  be  noted  that  in  every  case  the  air 
leakage  is  less  at  the  higher  loads. 


29.0 
28.8 
28.6 
28.4 
28.3 
28.0 
27.8 
27.6 
27.4 
87.2 
27.0 
26.8 
26.6 
26.4 
26.3 
26.0 


s 

^ 

\, 

.fi;-^4000K.w. 
<?^  8500K.W. 
^     8700K.W, 

\ 

fN 

^s 

\ 

\ 

> 

s 

\ 

\ 

\ 

^« 

N,-^ 

'\ 

\ 

N 

S, 

N 

^ 

V 

i. 

\ 

'H 

\ 

X 

— 

\ 

N 

k 

N 

■s 

\ 

\ 

20  :30  40  50 

Cubic  Feet  Air  per  Minute 


60 


70 


Fig.  4     Curves  khowing  Effect  of  Am  Leakage  at  Constant  J^oad 


19  In  the  paper  on  The  Transmission  of  Heat  it  was  inferred 
from  Smith's  curves  that  the  heat  transfer  varied  as  the  fifth 

power  of  the  ratio -^.     Since  that  time  many  tests  have  been 

run  from  which  sufficient  data  to  calculate  this  relation  were  ob- 
tained, and  the  results  are  shown  in  Fig.  6.  None  of  the  tests 
approach  the  capacity  of  the  tube  surface  but  the  results  are  con- 
sistent. 

CONCLUSIONS 

20  Whore  open  heaters  are  used  very  little  air  is  carried  to  the 
prime  n)over  with  the  steam.     The  volume  of  this  air  at  at- 
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in(»spheric  pressure  and  temperature  will  probably  iid  exceed 
I  per  cent  of  the  volume  of  the  feedwater.  As  the  whole  system 
is  under  pressure  from  the  pump  nearly  to  the  final  stage  of 
the  turbine  no  air  leakage  can  take  place  up  to  that  point. 

^>1  The  air  discharged  by  the  dry  air  pump  at  atmospheric 
pressure  and  temperature  from  units  between  5000  kw.  and  20,000 
kw.  in  size  varies  from  1  cu.  ft.  per  min.  when  the  units  are  in  tlic 


»-i        C(       CO 


Loud,  Kilowatts 


Fig.  5     Corves  showing  Effect  of  Load  upox  Air  Leakage 

best  condition,  to  15  or  20  cu.  ft.  where  ordinary  leakage  is 
present,  and  to  30  or  perhaps  40  or  50  cu.  ft.  where  the  units 
are  in  very  bad  condition. 

22  Most  of  this  leakage  comes  into  the  condenser  and  exhaust 
passages  through  minute  leaks  in  the  cast-iron  shells,  gaskets, 
and  expansion  joints.  It  is  exceedingly  difficult  to  detect  these 
leaks  with  a  candle  flame  but  most  of  them  may  be  detected  by 


722 


AIR    IN    SURFACE    "JONDENSATION 


filling  the  condenser  with  warm  water  under  a  slight  head. 
That  portion  of  the  leakage  occuring  in  the  dry  air  piinip  and 
piping  may  be  detected  by  the  shut-off  test  on  the  pump.  The 
volume  of  this  leakage  is  larger  than  generally  supposed  and 
is  much  larger  when  the  pump  is  warm. 
23     The  drop  in  vacuum  through  condensers  of  standard  de- 


FiG.  6     Curves  showing  Relation  between  Ratio    -  and  Heat  Transfer 

sign  is  larger  than  it  should  be  and  a  design  which  freely  admits 
the  steam  to  the  tube  surface  should  give  l)etter  results.  The 
opening  of  channels  into  the  surface  will  not  always  improve 
conditions.  The  results  indicate  that  wide  shallow  condensers 
should  give  better  results  although  in  at  least  two  instances  deep 
narrow  condensers  gave  good  results. 

24  The  falling  off  of  vacuum  with  increased  air  leakage  is 
considerable  and  the  work  necessary  to  maintain  tight  con- 
densers more  than  pays  for  itself. 

25  Air  leakage  decreases  with  an  increase  of  load.    This  fact 
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in  some  measure  corrects  the  decrease  of  vacuum  at  the  increased 
loads. 

26  The  exponent  ol"  the  ratio     -     on  page  llGl  of  Volume 

Vt 
32  of  the  Transactions  of  the  Society  may  be  changed  from  5  to  2 
pending  further  experiments  to  establish  a  better  value. 

27  During  these  experiments  in  which  four  ditferent  kinds 
of  dry  air  pumps  were  investigated  it  became  evident  that  the 
volumetric  elficiency  of  a  pump  working  between  14  lb.  and  15 
lb.  absolute  is  very  poor  indeed.  The  difficulties  of  keeping 
valves,  pistons,  glands  and  packing  tight  against  such  a  tenuous 
fluid  as  air  at  vacuum  pressures  are  of  much  greater  monient 
than  is  usually  believed.  It  is  hoped  that  some  of  the  types  of 
kinetic  air  pumps  now  being  placed  on  the  market  will  reduce 
these  difficulties  to  a  practical  amount. 

28  Considerable  difficulty  was  experienced  in  securing  vacu- 
um temperatures  during  these  experiments  and  most  of  the 
work  has  been  repeated  a  number  of  times  where  such  tempera- 
tures are  essential.  It  has  been  impossible  up  to  the  present 
time  to  secure  readings  which  were  entirely  consistent  and  the 
work  along  this  line  will  be  carried  on  until  the  cause  of  the 
discrepancy  is  ascertained  and  correct  figures  obtained. 

29  The  author  wishes  to  acknowledge  the  efficient  aid 
rendered  him  in  conducting  these  experiments  by  his  assistants, 
Messrs.  E.  B.  Rickets,  J.  H.  Lawrence  and  J.  S.  Kerins,  and 
bv  Mr.  P.  E.  Revnolds.  engineer  of  tests. 


DISCUSSION 

H.  A.  Everett.^  Air  has  such  a  serious  retarding  effect  upon 
condensation  that  any  work  which  permits  of  a  closer  analysis 
of  its  effect  is  of  prime  importance  in  condenser  design,  and  we 
are  greatly  indebted  to  Mr.  Orrok  for  his  work  in  this  direction. 

In  1908  D.  B.  ^lorison-  as  the  result  of  experimental  observa- 
tion, said  that  "  when  the  entire  feedwater  passes  through  an  air 
pump  the  air  in  the  pump  discharge  amounts  to  from  II/2  to 
21/0  per  cent  by  volume  of  the  water,  and  that  fresh  water  carried 
in  tanks  for  use  as  auxiliary  feed  contains  from  2  to  3i/^  per 

'Assist.  Prof.  Naval  Architecture,  Mass.  Inst.  Tech.,  Boston. 
'  Trans.  Inst.  Naval  Architects,  vol.  50,  p.  150. 
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cent  of  air  by  volume."  These  are  in  accordance  with  the  values 
given  hv  Mr.  Orrok  and  are  interesting  as  confirmatory  data. 

With  reference  to  air  entering  by  leakage  there  have  been  to 
date  no  quantitative  experiments  published,  and  those  given  by 
Mr.  Orrok  are  of  tremendous  value.  From  them  it  appears 
doubtful  if,  in  any  case  of  normal  leakage,  the  air  present  would 
be  sufficient  to  ati'ect  appreciably  the  temperature  of  the  steam 
at  entrance  to  the  condenser,  though  of  course  during  the  passage 
through  the  condenser  the  air  richness  is  in  e^er  increasing  pro- 
portion as  the  steam  is  condensed  out,  and  its  effect  upon  con- 
densation becomes  of  vital  importance.  The  deterrent  action  of 
air  on  heat  transference  is  apparently  a  dual  one,  (a),  the  in- 
sulating effect  upon  the  tubes  and  ( 6 ) ,  the  reduction  in  the  tem- 
perature of  the  steam  by  the  reduction  of  the  partial  pressure  due 
to  the  steam  as  the  steam  is  condensed  out  and  the  air  richness 
increases. 

From  the  experiments  by  J.  E.  Smith^  Mr.  Orrok  concluded 
in  1910  that  the  heat  transference  is  proportional  to  the  ratio  of 
the  partial  pressure  of  the  steam  to  the  total  pressure  raised  to 

the  fifth  power  I   — ^  )  and  now  suggests  the  second  power  as 


being  desirable.  It  should  be  borne  in  mind  that  the  experiments 
of  Mr.  Smith  were  made  in  a  condenser  with  no  air  pump,  and 
therefore  the  flow  of  steam  by  the  tubes  was  very  slight.  This 
would  have  the  effect  of  permitting  the  zone  of  air  around  each 
tube  to  be  much  larger  than  in  actual  condensers  where  the 
velocitj'^  of  the  steam  by  the  tubes  is  great,  and  therefore 
its  effect  would  be  correspondingly'  greater,  for  air  is  a  good 
thermal  insulator. 

While  this  would  account  for  the  rejection  of  the  fifth  power, 
is  Mr.  Orrok  warranted  in  suggesting  two  as  the  exponent  for 

Pa 

the  ratio  — ^  ?     As  from  his  plot  of  Fig.  G  the  exponent  is  evi- 

dently  considerably  nearer  unity  than  two  and  it  is  much  to  be 
desired  that  a  description  be  given  of  the  manner  in  which  the 
data  for  the  curves  of  Fig.  6  were  taken,  as  knowledge  of  this 
would  be  of  great  assistance  in  determining  the  reliance  to  be 
placed  upon  a  factor  of  such  prime  importance  in  his  equation. 
Past  experience  in  the  determination  of  temperatures  inside  of 

'  Victori.-iii    Fnstitnlioii  of  Kiifjiiiwrs.  December  1905. 
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condensers  during  operation  lias  been  most  unsatiisfactory,  and 
data  of  this  sort  will  be  very  Avelcoine  to  those  engaged  in  con- 
denser design.     In  view   of  the  apparent  unreliability  of  the 

Pa 

factor  —   for  determining  the  effect  of  air,  would  it  not  be  desir- 

able  to  drop  the  term  from  the  original  equation  and  to  obtain 
the  reduction  in  heat  transference  due  to  air  leakage  in  another 
way?  If  temperatures  might  be  predicted  at  different  intervals 
down  the  tubing,  it  would  be  comparatively  easy  to  estimate  the 
actual  heat  transference  value  of  surfaces  located  at  these  points 
from  which  a  total  or  mean  value  could  be  readily  derived. 

A.  G.  Christie.  Mr.  Orrok  is  to  be  congratulated  on  his  ini- 
tiative in  undertaking  so  complete  a  series  of  tests  and  obtain- 
ing results,  as  embodied  in  his  paper,  which  give  data  and  in- 
formation of  great  value  to  designing  and  operating  engineers  of 
power  plants  using  surface  condensers.  His  discussion  not  only 
throws  new  light  on  some  vaguely  understood  conditions,  but  also 
offers  a  solution  to  many  questions  in  plant  operation  which  have 
puzzled  engineers.  The  simplicity  and  reliability  of  the  methods 
and  apparatus  employed  by  Mr.  Orrok  deserve  commendation. 
The  tests  have  proved  the  effectiveness  and  usefulness  of  open 
heaters  as  air  removers  from  boiler  feedwater.  This  decrease 
in  air  carried  to  boilers  not  only  improves  the  vacuum  but  also 
reduces  boiler  corrosion. 

It  is  stated  that  most  of  the  air  comes  into  the  condensing  sys- 
tem through  leakage  in  the  cast-iron  shells,  gaskets  and  expan- 
sion joints.  A  number  of  years  ago  it  was  noted  in  a  barometric 
condenser  installation  that  air  leakage  Avas  apparently  taking 
place  under  high  vacuum  through  the  cast-iron  pipes  themselves 
as  the  vacuum  could  be  improved  by  painting  the  pipes  with 
asphaltum.  The  piping  was  well  made  and  apparently  free  from 
blow-holes.  The  theory  was  advanced  that  cast  iron  was  more 
or  less  porous  to  air  when  subjected  to  high  vacuum.  In  order 
to  test  this  theory  some  cast-iron  exhaust  pipes  of  good  quality 
were  secured  from  a  leading  condenser  manufacturer  and  tests 
conducted  under  the  writer's  direction  at  the  Univer.sity  of  Wis- 
consin. It  was  first  attempted  to  measure  the  air  leakage  by  a 
method  similar  to  Mr.  Orrok's,  but  this  was  not  found  sensitive 
enough  under  tlie  circumstances.  Comparative  results  were  ob- 
tained by  producing  a  high  vacuum  in  the  piping  by  means  of  a 
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Hubbard  pump,  closing  off  all  connections  and  noting  the  rate  of 
decrease  of  vacuum.  Knowing  the  volume  of  the  pipes,  the  rate 
of  air  leakage  could  be  computed. 

It  was  also  decided  to  test  the  ert'ectiveness  of  several  com- 
mercial paints  or  coatings  for  vacuum  work  and  to  note  their 
performance  under  heat.  A  study  of  the  results  of  these  tests  led 
to  the  following  conclusions:  The  actual  leakage  of  air  into  the 
pipes  was  very  small  and  would  not  amount  to  any  significant 
quantity  as  compared  wdth  the  other  volumes  of  air  that  entered 
through  other  sources.  It  is  quite  probable  that  practically  all 
this  leakage  was  through  the  valves,  pipe  connections  and  gaskets 
under  the  end  heads.  The  rate  of  leakage  was  practically 
constant  whether  the  pipes  were  l)are  or  painted.  It  might  there- 
fore be  said  that  good  cast-iron  pii)e  with  a  coat  of  suitable  paint 
is  proof  against  any  considerable  leakage  of  air. 

Considerable  trouble  was  experienced  in  preventing  air  leaks  • 
through  the  gaskets  under  the  end  heads,  especially  after  the 
pipe  had  been  heated  u]).     Hence  the  bolts  and  gaskets  at  the 
joints  should  receive  particular  attention  when  air  leaks  are  sus- 
pected.   The  use  of  cloth  inserted  gaskets  should  be  avoided. 

The  tests  Avere  not  conclusive  wdth  regard  to  the  effectiveness 
of  the  dili'erent  paints  in  reducing  vacuum  losses.  Paints  with 
asphaltum  base  were  very  effective  in  preventing  leaks  at  low 
temperatures,  but  softened  and  tended  to  drip  at  temperatures 
from  210  to  225  deg.  fahr..  which  would  occur  should  the 
vacuum  fail.  One  paint,  said  to  be  a  linseed  oil  preparation  with 
a  peroxide  of  iron  base,  formed  a  close  impervious  film  on  the 
piping  and  showed  no  deterioration  from  the  temperature 
changes  Avithin  the  range  of  the  tests. 

It  would  therefore  seem  that  if  the  cast-iron  portions  of  the 
condensing  equipment  were  covered  with  a  suitable  paint,  the 
only  remaining  sources  of  ti'ouble  from  air  leakage  would  be  the 
l)olts  and  gaskets  at  the  joints. 

Referring  to  Par.  28,  the  writer  has  frequently  been  puzzled 
to  account  for  inconsistencies  in  vacuum  temperatures  and  will 
welcome  any  new  information  on  this  subject.  In  one  test  several 
calibrated  thermometers  were  tried  in  a  well  in  a  certain  part  of 
a  jet  condenser  apparently  out  of  the  path  of  the  steam,  yet 
each  showed  a  higher  temperature  than  that  corresponding  to 
the  vacuum  shown  hy  an  adjacent  mercury  column.  On  another 
test  the  exact  opposite  occurred  as  the  temperatures  observed  were 
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much  too  low  to  be  accounted  for  by  partial  pressures  of  the  air 
present. 

In  regard  to  the  drop  in  vacuuin  through  condensers,  it  is 
of  interest  to  note  European  practice  in  condense)-  construction. 
Some  British  manufacturers  nuiiutain  that  for  high  elliciency  of 
the  condenser,  the  steam  path  must  be  so  designed  as  to  obtain 
high  velocity  through  all  tiie  tubes  with  small  loss  of  head.  This 
requires  a  straight  path  through  the  condenser  with  no  baffle 
plates  and  also  requires  a  condenser  with  decreasing  cross-section 
from  the  steam  inlet.  Such  construction  aAoids  dead  corners  for 
the  collection  of  air,  and  at  the  same  time,  the  condensed  steam 
is  swept  olf  the  tubes  as  fast  as  it  forms  by  the  high  velocity. 
Many  continental  numufacturers  have  adopted  the  practice  of 
lea\iug  ojien  channels  tiu-ough  the  nests  of  tubes  to  })rovide 
ready  access  of  the  steam  to  all  cooling  surfaces.  As  a  rule  baffle 
plates  are  also  employed  to  direct  the  condensaticm  to  the  side  of 
the  shell  instead  of  allowing  it  to  drip  over  the  tubes  below. 

The  theory  advanced  by  several  writers  that  seems  to  account 
in  the  best  manner  for  the  fall  in  vacuum  with  increased  quanti- 
ties of  air  is  as  follows:  As  steam  condenses  on  the  tube  sur- 
faces, the  air  is  left  behind  and  the  medium  surrounding  the 
tube  then  contains  proportionately  much  greater  quantities  of  air 
than  the  steam  entering  the  condenser.  The  pressure  of  this 
air  lowers  the  partial  pressure  of  the  steam  and  consequently  its 
temperature.  Hence  there  is  a  less  temperature  difference  be- 
tween the  tubes  and  the  steam  and  therefore  the  rate  of  con- 
densation is  lowered.  This  theory  emphasizes  the  necessity  of 
providing  in  the  design  for  a  rapid  sweeping  away  of  the  air  to 
the  air  pump  as  the  steam  condenses.  The  high  velocities  main- 
tained in  some  British  condensers  assist  materially  in  securing 
this  result. 

William  Weir.^  As  the  writer's  experience  is  chiefly  associ- 
ated with  nuirine  practice  it  differs  from  Mr.  Orrok's  on  nuiny 
points,  but  the  differences  may  be  of  interest  particularly  as  the 
limitations  of  weight  and  space  on  board  ship  entail  the  utmost 
care  in  the  design  of  a  condensing  installation. 

The  question  of  air  to  be  handled  by  the  air  pump  naturally 
divides  itself  into  two  considerations,  the  amount  of  air  entering 
the  system  through  the  medium  oi  the  feedwater  and  the  amount 
of  air  entering  the  sj'stem  as  direct  leakage.    Apart  from  thermal 

'  G.  &  J.  Weir,  Ltd.,  Cathcart,  Glasgow,  N.  B. 
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considerations,  the  Weir  direct-contact  feedheater  was  intro- 
duced to  prevent  boiler  corrosion  due  principally  to  the  air  and 
other  gases  contained  in  the  feedwater.  This  type  of  heater  is 
situated  on  the  suction  side  of  the  feed  pumps,  subjecting  the 
feedwater  to  a  reduction  of  pressure  and  an  increase  of  tempera- 
ture, which  results  in  the  water  boiling  and  giving  off  the  air 
and  gas  practically  in  their  entirety.  In  the  absence  of  such  ap- 
paratus the  feedwater  will  enter  the  boiler  containing  air  in  pro- 
portion to  the  feed  temperature  at  the  feed  pump  suction. 

As  regards  the  amount  of  air  in  feedwater  at  different  tem- 
peratures, the  writer  cannot  agree  with  Mr.  J.  A,  Smith's  curve  of 
emissivity  of  gases,  as  in  his  experiments  emissivity  was  almost 
entirely  controlled  by  convection  due  to  the  stagnant  condition 
of  the  experimental  medium.  Feedwater  in  any  feed  S3^stem  is 
practically  never  still,  and  the  actual  curve  of  emissivity  is  of  a 
totally  different  nature  from  that  shown  by  Mr.  Smith,  and 
broadly  speaking  shows  greater  emissivity  at  the  commencement 
of  the  heating  range  than  at  the  later  stages. 

In  turbine  installations  other  controlling  factors  generally 
prevent  the  adoption  of  direct-contact  feedwater  heaters,  and 
accordingly  the  feedheating  is  generally  done  on  the  pressure 
side,  which  does  not  affect  to  any  great  extent  the  amount  of  air 
entering  with  the  feedwater.  In  such  installations  a  large  pro- 
portion of  the  total  air  enters  with  the  feedwater.  It  is  astonish- 
ing, however,  to  note  that  Mr.  Orrok  considers  15  to  20  cu.  ft, 
of  free  air  per  minute  a  reasonable  total  air  leakage  on,  say  a 
12,000-kw.  installation.  This  seems  abnormally  high,  and  quite 
incompatible  with  good  workmanship,  or  if  associated  with  tur- 
l)ine  packing  glands,  with  good  design. 

The  first  essential  in  any  plant  designed  for  high  vacuum  is 
to  take  every  possible  measure  to  keep  the  air  out,  and  the  actual 
air  leakage  into  such  a  system  may  be  reduced  in  every  case 
to  a  comparatively  trivial  amount.  In  marine  work  the  con- 
denser shells  are  of  steel  plate,  and  in  every  case  the  entire  low- 
]:)ressure  system  is  carefully  water  tested  after  erection  and  be- 
fore starting  up,  and  even  in  land  installations  wherein  the  con- 
densers are  sometimes  of  cast  iron,  it  is  not  difficult  to  maintain 
l)racti<'ally  complete  air-tightness,  particularly  in  a  land  installa- 
tion where  the  eduction  pipe  inlet  to  the  condenser  is  water 
sealed.  jiihI  wImtc  ihe  only  ollici-  i)il)e  connections  ai'c  on  ;i 
simple  line  of  air  j)iiiiii)  suclioii   pipes.     It  will  be  ol)vi()US  (liat 
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ill  a  marine  iii.stallatioii  tlu'  dillicully  is  much  <;;rcatoi'  owing  to 
the  extensive  and  complicated  pipe  system  under  the  vacuum. 

Mr,  Orrok's  experience  ditt'ers  also  as  regards  air  leakage  at 
light  loads,  as  light  loads  are  always  associated  with  less  air  leak- 
age. It  may  be  of  interest  to  give  an  actual  example  of  this  phe- 
nomenon. Take  a  torpedo  boat  destroyer  of  20,000  s.h.p.  On  this 
vessel  there  are  two  main  condensers  of  6000  sq.  ft.  each,  i.e.  the 
total  cooling  surface  is  12,000  sq.  ft. ;  there  are  two  main  air  pumps 
of  the  Weir  dual  type  each  comprising  two  barrels  22  in.  in  di- 
ameter by  15  in.  stroke.  At  full  power  with  a  sea  temperature 
of  55  deg.  the  vacuum  is  28.2  in.  with  both  air  pumps  running  at 
50  double  strokes  per  minute.  At  cruising  power  say  2000  s.h.p., 
with  one  air  pump  rimning  at  30  double  strokes  on  both  con- 
densers the  vacuum  is  28.9  in.,  in  other  words,  the  air  to  be 
handled  by  the  air  pump  in  a  tight  S3^stem  is  largely  controlled 
by  the  actual  amount  of  feedw^ater,  and  correspondingly  the  air 
brought  over  with  it. 

In  connection  with  this  example  it  may  be  of  interest  for 
American  central  station  engineers  to  consider  the  relative  pro- 
portions as  regards  cooling  surface  of  these  "  unifiux "  con- 
densers as  compared  wnth  the  land  practice  obtaining  in  their 
country. 

With  regard  to  Mv.  Orrok's  remarks  on  the  loss  of  pressure 
betw^een  the  exhaust  pipe  and  condenser  base,  it  does  not  seem 
to  be  a  matter  of  shallow  as  compared  with  deep  condensers, 
but  rather  the  adherence  to  the  correct  principles  of  design  as 
regards  permissible  steam  velocities,  contour  of  shell,  and  pitch 
of  tubes. 

With  reference  to  the  effect  of  air  on  the  actual  heat  trans- 
mission in  surface  conden.sers,  it  is  apparent  that  this  effect  is 
different  on  practically  every  row  of  tubes  in  a  surface  con- 
denser, and  accordingly  such  experiments  as  Mr.  J.  A.  Smith's 
are  of  little  practical  value  as  the  element  of  steam  flow  or  veloc- 
ity was  entirely  absent. 

Mr.  Orrok's  paper  tends  to  confirui  the  writer's  experience 
with  dry  air  pumps  of  the  type  he  has  dealt  with,  and  it  has 
always  been  a  matter  of  wonder  that  such  types  should  have  been 
adopted  on  any  scale.  All  such  pumps  are  greatly  handicapped 
as  compared  with  the  ordinary  three-valve  air  pump  fitted  with 
cold  injection  supply,  and  in  this  connection  it  may  be  of  interest 
to  refer  to  a  paper  read  recently  by  the  writer  before  the  Institu- 
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tion  of  Engineers  and  Shipbuilders  in  Scotland/  wherein  are 
given  a  number  of  particulars  concerning  marine  practice  in  sur- 
face condensing  installations. 

J.  J.  Broavx.  In  connection  with  the  author's  figures  as  to  the 
amount  of  air  entering  through  the  prime  mover,  the  following 
data,  showing  the  amount  of  air  entering  through  turbine  seals, 
may  be  of  interest.  They  were  obtained  by  the  Wheeler  Con- 
denser &  Engineering  Gonipany  with  their  portable  testing 
gasometer,  similar  in  design  to  Mr.  Orrok's,  and  may  serve  to 
emphasize  the  importance  of  maintaining  proper  pressure  on  the 
steam  seals. 

In  the  test  in  question,  which  was  made  on  a  jet  condenser 
serving  a  2000-kw.  turbine,  at  no  load  and  with  no  steam  on  the 
turbine  seals,  a  total  of  86  cu.  ft.  of  free  air  per  minute  entered 
the  condenser,  a  corrected  vacuum  of  26.6  in.  being  maintained 
under  this  condition.  With  a  normal  amount  of  steam  on  the 
seals,  and  a  mercury  manometer  registering  a  slight  pressure, 
64  cu.  ft.  per  min.  entered  the  condenser  at  no  load,  and  the 
vacuum  was  raised  to  28.5  in.  On  a  similar  unit  of  like  size,  ap- 
proximately the  same  figures  were  obtained,  as  follows:  with  a 
load  of  1650  kw.  on  the  turbine,  and  no  steam  on  the  seals,  91 
cu.  ft.  of  free  air  per  minute  entered  the  condenser,  the  vacuum 
dropping  to  25.9  in.,  corrected.  With  normal  steam  pressure  on 
the  seals,  the  amount  of  air  was  reduced  to  56  cu.  ft.  and  the 
vacuum  increased  to  28.1  in.  A  further  increase  of  pressure  on 
the  seals  had  no  appreciable  effect. 

It  is  interesting  to  note  that  the  abnormal  quantity  of  air  dis- 
covered by  these  tests  enabled  the  detection  of  leaks.  Upon 
remedying  them,  the  condensing  plant  operated  well  above  the 
guarantee. 

Mr.  Orrok's  chemical  determination  of  the  amount  of  air  in 
feedwater  suggests  some  rather  unusual  figures  recently  obtained 
while  testing  a  imit.  As  is  laiown,  the  normal  quantity  of  oxygen 
in  free  air  amounts  to  about  20.7  per  cent.  Analysis  of  the  air 
extracted  from  a  condenser  revealed  the  fact  that  this  amount  of 
oxygen  had  been  increased  to  an  even  25  per  cent,  the  relative 
quantities  of  CO  and  CO,  remaining  the  same.  These  figures 
correspond  to  the  20  to  80  per  cent  of  oxygen  obtained  by  Mr. 
J.  A.  Smith,^  in  analyzing  the  non-condonsable  vapors  from  a 
condenser, 

>  November  1912. 
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In  Fig.  3  are  given  curves  showing  the  relation  between  load 
and  the  drop  in  vacuum  through  the  condenser.  Were  these 
tests  made  at  approximately  the  same  vacuum,  and  did  this 
vacuum  remain  practically  constant  throughout  the  range  of 
load  represented  by  each  of  the  curves?  It  is  well  known  that 
decreasing  the  pressure  increases  the  volume ;  in  accordance  with 
the  laws  for  flow  of  gases  through  orifices,  by  which  the  loss  of 
pressure  is  stated  as  varying  as  the  square  of  the  velocity  and 
inversely  as  the  density,  a  loss  of  pressure  twice  as  great  would 
be  expected  if  the  velocity  were  doubled  by  doubling  the  volume, 
with  the  weight  of  steam  remaining  constant. 

In  connection  with  this  subject  of  drop  in  pressure  through 
condensers,  experience  has  shown  that  a  proper  arrangement  of 
tube  surface  will  reduce  this  loss  to  a  fraction  of  an  inch.  The 
most  important  consideration  is  that  the  incoming  steam  meet 
the  maximum  initial  exposure  of  tube  surface,  and  rectangular 
shells  have  been  developed  with  this  point  in  view.  This  is  prob- 
ably the  nearest  commercial  approach  to  the  wide  shallow  con- 
densers which  Mr.  Orrok  states  should  give  the  best  results  and 
with  them  during  the  winter  season  vacuums  of  29.3  to  29.5  at  30 
in.  barometer  have  been  maintained.  The  drop  in  pressure  at  the 
enormous  volumes  reached  with  these  vacuums  would  be  con- 
siderably larger  than  at  28  in.,  so  it  is  evident  that  the  loss  is 
not  excessive. 

Another  point  to  be  remembered  is  that  the  volume  of  air 
increases  tremendously  at  high  vacuums.  The  addition  of  air 
to  the  total  volume  hence  operates  to  cause  a  greater  drop  in  pres- 
sure. While  the  presence  of  air  in  a  condenser  is  detrimental 
under  any  condition,  its  effect  is  most  clearly  demonstrated  at 
these  high  vacuums. 

From  the  standpoint  of  the  condenser  manufacturer,  it  is  of 
great  value  to  have  such  a  paper  as  Mr.  Orrok's  brought  to  the 
attention  of  engineers,  and  it  is  to  be  hoped  that  the  time  will 
come  when  every  power  station  will  be  equipped  with  a  gas- 
ometer or  a  similar  device  for  testing  for  air  leaks.  As  it  is 
now,  the  condenser  manufacturer  must  design  his  air  pumps 
to  handle  not  only  the  air  which  he  knows  by  experience  will 
enter  with  the  steam  or  by  infiltration;  in  addition,  he  must 
assume  the  responsibility  for  turbine  seals,  for  careless  pipe 
joints,  and  for  slipshod  maintenance.-  That  is,  he  must  propor- 
tion his  air  pumps  to  handle  far  more  air  than  should  be  neces- 
sary, and  the  net  result  is  a  considerable  over-all  loss.    It  is  no 
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exaggeration  to  say  that  probably  over  75  per  cent  of  the  vacuum 
troubles  in  condensers  today  may  be  traced  directly  to  an  ab- 
normal air  leakage.  It  is  to  be  hoped  that  further  investigations 
similar  to  Mr.  Orrok's  will  be  made,  in  an  attempt  to  determine 
the  air  displacement  necessary,  say  per  1000  lb.  of  steam  under 
standard  conditions.  The  company  with  which  the  writer  is  con- 
nected has  been  working  on  this  subject  for  the  past  two  years, 
but  if  such  a  figure  could  be  obtained  by  independent  investi- 
gators it  would  define  sharply  the  responsibility  of  the  condenser 
manufacturer,  and  it  would  result  in  more  careful  attendance  of 
plant  and  in  higher  efficiency,  for,  as  Mr.  Orrok  points  out, 
"  the  work  necessary  to  maintain  tight  condensers  more  than 
pays  for  itself." 

G.  J.  FoRAN.  The  entire  membership  of  the  Society  is  in- 
debted to  Mr.  Orrok  for  the  data  presented  upon  the  amount  and 
variation  of  air  leaks  found  in  large  operating  units  and  the 
effect  upon  the  results  obtained. 

As  I  understand  it,  Mr.  Orrok  presented  the  paper  without 
comment  on  much  of  the  data,  with  the  idea  of  creating  an  in- 
terest and  starting  discussion  upon  the  various  lines.  The 
brevity  of  the  presentation  and  the  absence  of  any  discussion  or 
demonstration  of  the  data  have  already  caused  some  misunder- 
standing and  certain  discussions  which  Mr.  Orrok  would  prob- 
ably not  endorse. 

The  entire  field  (jf  the  effect  of  air  upon  surface  or  jet  con- 
densation has  been  the  subject  of  special  study  by  me  for  many 
years,  but  I  shall  confine  myself  only  to  features  of  unusual  in- 
terest or  the  discussion  of  such  data  as  might  lead  to  erroneous 
deductions. 

Referring  first  to  the  percentage  of  air  by  volume  at  various 
temperatures,  as  given  in  Par.  6,  the  variation  in  percentage 
corresponds  quite  closely  to  my  own  observations  and  study,  and 
in  ratio  of  variation,  although  not  in  exact  quantity,  to  Winkler's 
tables  as  presented  in  Castell-Evan's  Physico-Chemical  Tables, 
1911  edition.  Two  tables  are  given  showing  the  absorption  of 
air  by  water  at  different  temperatures;  the  first  table  assuming 
that  the  pressure  of  the  air  outside  of  the  liquid  is  constant  at 
700  millimeters,  the  second  table  assuming  that  the  total  pressure 
outside  of  the  liquid  remains  constant  at  760  millimeters,  the 
pressure  due  to  the  air  being  the  difference  between  the  total 
pressure  (700  millimeters)  and  the  pressure  of  the  aqueous  vapor 
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due  to  the  teiiipciatiiio.  The  tables  were  calculated  from  the 
absorption  power  of  water  for  oxygen  and  nitrogen  in  the  neces- 
sary ratio  for  the  formation  of  air;  the  volume  of  air  so  stated 
is  always  stated  in  drrj  air,  not  saturated,  a  fact  not  definitely 
stated  and  usually  overlooked. 

Heretofore  it  has  been  customary  in  condenser  w'ork  to  base 
all  calculations  for  the  air  contained  in  the  water  upon  the 
ratio  of  total  pressures  and  temi)oratures.  It  is  api)aront  that 
this  should  be  modified  upon  the  basis  of  the  second  table  re- 
ferred to,  and  that  the  quantity  of  air  present,  outside  of  tein- 
peratui'e  considerations  depends  solely  upon  that  proportion  of 
the  outside  pressure  due  to  the  air  alone. 

It  is  well  known  that  if  a  given  space  is  saturated  with  aqueous 
vapor  at  a  given  temperature,  the  corresponding  pressure  and 
weight  of  aqueous  vapor  is  definitely  laiown  and  may  be  found 
in  saturated  steam  tables,  and  this  pressure  and  weight  is  ab- 
solutely independent  of  the  presence  of  air  or  other  gases.  These 
other  gases  will  influence  the  total  pressure  in  the  space,  and 
they  themselves  will  have  a  pressure  and  weight  proportional  to 
their  portion  of  the  total  pressure;  but  the  pressure  and  weight 
of  the  a(]uoous  vapor  remain  the  same  as  if  there  were  no  other 
gases  present. 

In  Fig.  7  are  given  curves,  ^1  and  B^  plotted  from  Winkler's 
tables  with  the  percentage  of  air  laid  out  as  ordinates  and  the  tem- 
peratures as  abscissae.  A  third  curve,  6^,  shows  the  difference  be- 
tween the  two  and  curve  T)  is  plotted  with  inches  of  air  pres- 
sure as  abscissae.  Comparing  the  percentage  of  air,  as  given 
by  Mr.  Orrok,  in  water  at  187  deg.  and  52  deg.,  the  ratios  agree 
within  4  per  cent  with  those  shown  on  the  curve  for  Winkler's 
second  table,  (air — /Jj.  The  ])ercentage  present  in  the  hot-well 
water,  based  upon  an  assumed  pressure  in  the  steam  space  above 
the  hot  well  taken  by  comparisons  in  Table  1  also  corresponds 
very  closely,  that  is,  assuming  a  vacuum  corresponding  to  a 
temperature  30  deg.  above  the  hot-well  temperature. 

It  may  be  claimed  that  the  water  tested  was  not  under  the  ab- 
solute conditions  required  for  the  application  of  Winkler's  tables. 
Strictly  speaking  this  is  true,  but  I  believe  the  deviations  do  not 
seriously  affect  the  consideration,  and  under  any  interpretation 
they  do  not  approximate  the  ratio  shown  in  AVinkler's  first  table. 
There  is  not  space  here  to  discuss  this  question  in  detail,  but  if 
oareful  tests  were  made  in  practice,  with  the  idea  of  obtaining 
the  method  of  variation,  I  feel  certain  they  would  be  found  to 
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conform  so  accurately  that  the  curve  mentioned  for  the  variation 
in  percentage  of  air  present,  although  naturally  not  for  the 
actual  quantity,  which  varies  widely,  could  be  followed  with 
reasonable  safety. 

It  should  be  remembered  that  the  absorption  of  air  by  water 
is  a  very  slow  process  and  does  not  compare  with  the 
speed  of  saturation  of  a  space  containing  water  at  high  tempera- 
ture. We  are  apt  to  confuse  these  two  as  we  are  more  used  to 
considering  the  latter  case. 

Several  have  misunderstood  Par.  7  and  assumed  that  the  tem- 
perature of  saturation  in  the  condenser  always  corresponds  to 
the  hot-well  temperature.  They  never  do,  except  by  chance, 
their  determination  being  due  to  dili'erent  causes.  This  is  shown 
by  Table  1,  the  temperature  in  the  steam  space  averaging  more 
than  30  deg.  above  the  hot-well  temperature,  and  even  the  cooled 
vapors  at  the  air  suction  being  at  a  higher  temperature  than  at 
the  hot-well. 

Eegarding  the  gasometer,  it  is  assumed  that  the  water  tempera- 
ture and  the  air  in  the  bell  both  have  the  external  air  tempera- 
ture. These  observations  are  of  great  interest  in  determining  the 
air  leakage  in  ditlerent  plants,  and  of  course  this  more  or  less 
determines  the  vacuum  carried.  However,  an  attempt  to  make 
too  close  a  study  of  the  air  conditions  in  the  condenser  or  in  the 
vacuum  pump,  or  the  vacuum  pump  efliciency,  from  the  observa- 
tions as  recorded  in  Table  1  should  not  be  made,  for  the  reason, 
as  stated  by  Mr.  Orrok,  that  in  some  cases  the  temperatures 
recorded  are  temperatures  by  convection  from  some  other  point 
of  the  apparatus,  rather  than  of  the  air  itself. 

It  is  unfortunate  that  nothing  definite  is  given  as  to  the  con- 
dition of  the  vacuum  pumps  and  the  vacuum  they  were  able  to 
maintain  upon  a  closed  suction.  It  is  assumed  that  the  various 
pumps  are  fitted  with  by-pass  valves. 

In  Par.  27  the  statement  is  made  that  the  volumetric  efficiency 
of  the  vacuum  puiVip  is  very  poor  indeed.  This  statement  should 
be  qualified.  The  volumetric  efficiency  of  such  pumps  is,  on  the 
contrary,  very  high,  but  in  the  cases  observed  apparently  the 
vacuum  pumps  were  set  to  operate  at  a  speed  that  would  give 
a  displacement  much  greater  than  the  required  capacity.  In  that 
case  it  is  evident  that  the  unnecessary  volumetric  displacement 
would  be  filled  with  steam  from  the  condenser,  and  therefore, 
when  the  comparison  is  made  l)etween  the  air  in  the  bell  and 
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the  pump  displacement,  the  volumetric  efficiency  of  the  pump 
appears  poor. 

It  is  evident  that  considerable  steam  was  carried  into  these 
vacuum  pumps  in  the  manner  stated.  Take  for  example  the 
results  given  on  the  ninth  line :  Here  the  steam  cylinder  is  shown 
as  developing  23.32  i.h.p.,  the  vacuum  cylinder  10.58  h.p.,  but 
the  equivalent  of  heat  taken  away  by  the  jacket  water  amounts  to 
25.8  h.p.  This  shows  a  large  condensation  of  steam  with  the 
consequent  surrender  of  its  latent  heat,  and  it  is  much  greater 
than  would  correspond  to  the  amount  of  saturation  correspond- 
ing to  the  temperature  and  pressure  carried  at  the  suction. 

The  condition  of  the  air  entering  the  vacuum  pump  is  of  great 
importance.  If  dry  air  were  compressed  adiabatically  from  2  in. 
to  30  in.  absolute,  the  air  having  an  initial  temperature  of  60 
deg.  fahr.,  its  ultimate  temperature  would  be  680  deg.  In  the 
case  of  a  vacuum  pump  of  this  type,  however,  there  is  always 
entrained  moisture  carried  in  with  the  vapors,  and  the  heat  of 
compression  as  latent  heat  evaporates  a  certain  portion  of  this 
moisture,  thereby  greatly  reducing  the  sensible  heat.  This  is 
noticeable  in  the  tests  reported.  It  is  therefore  entirely  useless  to 
attempt  any  discussion  of  vacuum  pump  efficiency  without  much 
more  complete  information,  and  also  without  some  attempt  to 
determine  its  most  efficient  speed  of  operation. 
•  ^Tfe^i' benefit' of  operating  upon  a  closed  system  and  cutting 
out  the  air  as  much  as  possible  is  unquestionable;  Fig.  8  shows 
the  effect  of  stopping  the  vacuum  pump  of  one  of  the  Boston 
Elevated  units.  We  realized  from  past  experience  that  the 
vacuum  upon  the  system  would  not  suffer  seriously  even  if  the 
dry  vacuum  pump  were  stopped  temporarily,  and  James  D. 
Andrews,  chief  engineer  of  the  plant,  kindly  consented  to  stop 
the  vacuum  pump  on  one  of  the  units  for  i/^  hour,  making 
i/^-minute  obsei-vations  of  the  fall  in  vacuum.  This  unit  Avas 
developing  9000  to  10,000  kw.  and  carrying  a  vacuum  equivalent 
to  1.03  in.  absolute  pressure  when  the  pump  was  shut  down.  In 
1/2  hour  the  vacuum  had  fallen  only  0.32  in.,  or  to  1.35  in.  absolute. 
This  curve  is  almost  a  straight  line  between  the  two  points. 
Experiments  at  some  length  will  be  made  later,  discussing  the 
air  conditions  under  these  circumstances. 

The  effect  of  air  admitted  into  a  condenser  varies  greatly  with 
the  point  in  the  condenser  at  which  it  is  admitted.  It  may  also 
be  adnutted  coincident  with  variations  in  the  load  and  quantity 
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of  steam,  or  the  temperature,  or  quantity  of  the  circuhiting 
water,  all  of  which  aHVet  the  results  in  a  degree  varying  widely 
with  the  design  of  the  condenser  and  the  pressure  lost  through 
the  condenser.  The  design  of  the  condenser  should  restrict  such 
losses  as  much  as  possible,  but  conditi<ms  of  space  and  load  wdl 
freqently  determine  absolutely  the  features  of  design. 

The  Author.  Whenever  tests  have  been  made  of  the  kind 
reported  in  this  paper,  they  have  resulted  in  increased  vacuum, 
less  leakage  and  in  showing  the  operator  when  and  where  to 
spend  money  for  maintenance. 

Vol.  2  of  Castell-Evans  tables  is  not  generally  known,  and  I 
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Fio.  8     N'AcuuM  Curve  Siiowino  the  Effect  of  Stopping  the  Vacuum 

Pump 

thank  Mr.  Foran  for  calling  attention  to  Winkler's  table,  which 
will  be  of  great  value  to  the  profession. 

The  volumetric  efficiency  of  air  pumps  depends  on  two  things — 
clearance  and  the  number  of  compressions.  No  engineer  would 
think  of  compressing  air  to  more  than  five  or  six  atmospheres  in 
one  cylinder;  but  in  the  air  pump  with  a  vacuum  of  29  in.  we  are 
using  30  or  more  compressions  with  correspondingly  bad  results 
in  volumetric  efficiency.  Without  doubt,  all  air  pumps  are 
handling  more  water  vapor  than  they  should,  but  until  we  can 
build  air  cylinders  with  less  than  i/-i  f>f  1  pei'  cent  clearance  we 
must  content  oui-selves  with  poor  volumetric  efficiency  or  go  to 
two  or  three-stage  air  pumps. 
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Of  the  ten  pumps  referred  to  in  the  paper,  six  are  high-speed, 
single,  rotative  valve  pumps  with  the  Weiss  bypass;  two  are  slow- 
speed,  two-valve  pumps  with  what  corresponds  to  a  bypass;  and 
two  are  slide-valve  pumps  with  the  Weiss  bypass. 

deferring  to  Professor  Everett's  criticism,  the  curves  in  Fig.  0 
are  drawn  as  straight  lines.  The  actual  curves,  however,  must 
pass  near  the  origin,  and  on  this  account  the  exponent  (2)  is 
offered,  pending  better  determination.  It  is  very  simple  to  leave 
this  factor  out,  as  Professor  Everett  suggests,  modifying  the  co- 
efficient to  allow  for  it. 

Mr.  Weir's  light  load,  little  air  condition  is  strange  to  us  where 
most  of  the  air  is  leakage  air.  Even  on  large  units  the  air  coming 
over  with  the  feed  is  rarely  more  than  1  or  1^^  cu.  ft.  per  min., 
and  it  is  very  rare  that  the  total  air  can  be  brought  below  3  cu.  ft. 
per  min.  Practicallv  all  turbine  plants  are  today  using  open  or 
contact  heaters  on  the  suction  side  of  the  pumps. 

Replying  to  J.  J.  Brown,  the  air  in  the  bell  is  brought  to  at- 
uiospheric  pressure  Iw  altering  the  counterweight  and  in  most 
cases  the  water  in  the  bell  has  so  atfected  the  air  temperature  that 
no  correction  need  be  made  for  this. 

Kef  erring  to  Table  1,  the  first  ten  lines  refer  to  one  condenser, 
the  next  four  to  a  second,  the  next  two  to  a  third  and  the  last 
three  lines  to  a  fourth  condenser. 

Keferring  to  his  third  question,  the  curves  in  Fig.  3  were  ob- 
tained by  starting  at  a  low  load  with  the  best  vacuum  obtainable 
and  reading  the  drop  through  the  condenser. 

The  load  was  pre  gressively  increased  and  the  drops  through 
the  condenser  were  taken  from  the  same  instrun)ents.  During 
these  tests,  as  the  load  was  increased  the  vacuum  decrea.sed 
slightly. 
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THE  PROPERTIES  OF  SATURATED   AND 
SUPERHEATED   AMMONIA 

By  William   E.   Mosueb,   iRUAiNA,   Jll. 
Junior  Member  ul'  the  Society 

The  vapor  of  anhydrous  ammonia  first  became  of  interest  in 
the  field  of  mechanical  engineering  with  the  advent  of  Carres 
absorption  and  Linde's  compression  refrigerating  machines. 
With  the  development  of  the  refrigeration  industry  this  vapor 
has  become  more  and  more  important  and  an  accurate  knowledge 
of  its  properties  is  highly  desirable. 

2  As  in  the  case  of  steam  and  many  other  vapors,  the  first 
reliable  experimental  knowledge  of  the  properties  of  ammonia 
was  derived  from  the  work  of  Kegnault,  He  determined  ex- 
perimentally the  relation  between  the  pressure  and  the  tempera- 
ture of  the  saturated  vapor  and  expressed  it  by  means  of  empiri- 
cal formulae.  He  also  determined  the  relative  volumes  of  the 
superheated  vapor  at  different  pressures  along  an  isothermal 
for  the  temperature  b.l  deg.  cent.,  the  specific  heat,  the  theoretical 
density  and  the  experimental  density  of  the  gas.  The  deter- 
minations made  by  Eegnault  of  the  specific  heat  of  the  liquid 
and  the  latent  heat  of  vaporization  were  lost  in  the  reign  of 
the  Commune  in  1871 ;  twelve  of  the  determinations  of  the 
latter  magnitude,  however,  have  been  found. 

3  The  tables  now  used  most  extensively  in  refrigeration  work 
and  included  in  most  handbooks  on  refrigeration  are  those  of 
Wood,  based  upon  Regnault's  experiments.  Peabody's  tables, 
which  appeared  at  about  the  same  time,  were  based  upon  the 
work  of  Ledoux  and  upon  the  same  form  of  equation  of  state, 
namely   that  derived  by  Zeuner   and   applied   to  ammonia  by 
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Ledoux.  iS'uice  these  tables  were  published  tiie  properties  of 
ammonia  have  been  made  the  subject  of  considerable  experi- 
mental work  and  various  tables  have  been  issued,  although  com- 
paratively little  is  known  of  the  subject  even  now  when  its  impor- 
tance in  technical  work  is  considered.  Probably  the  most  accurate 
table  for  the  range  covered  is  one  recently  calculated  by  Good- 
enough,  although  this  was  designed  for  classroom  purposes  and 
is  not  based  upon  refined  analysis. 

4  The  present  investigation  was  undertaken  with  the  object 
of  collecting  and  correlating  the  various  scattered  experimental 
data  on  the  subject  of  the  properties  of  ammonia.  An  attempt 
has  been  made  to  reconcile  these  data  by  means  of  well-known 
thermodynamic  laws  and  principles  so  that  the  results  may  be 
consistent  with  each  other;  and  to  express  the  various  properties 
by  means  of  formulae  from  which  tables  and  charts  in  English 
units  may  be  prepared.  It  is  realized,  however,  that  the  experi- 
mental evidence  is  not  as  complete  as  could  be  desired  and 
that  more  accurate  experimental  work  may  render  necessary 
slight  revision  of  the  values  of  the  constants  in  the  equations 
here  presented. 

5  Notation.  Throughout  the  investigation  the  absolute  tem- 
perature of  melting  ice  on  the  fahrenheit  scale  has  been  taken  as 
491.64  deg.,  so  that  absolute  zero  is  at  —  459.64  deg.  fahr.  The 
value  of  777.64  ft-lb.  has  been  used  for  the  mechanical  equiva- 
lent of  heat.    The  notation  used  is  as  follows : 

J  =  Joule's  equivalent. 
.1  rrr  Kcciprocal  of  same. 
f  zn  Temperature  on  the  f.ilir.  or  cent,  scali'. 
7'=  Absolute  teuipoi-alurc 
J/  =  Pressure. 
/"  ==  Specific  volume, 
-y  r=  Specific  weight. 
a  rr:  Intrinsic  energy. 
/  r=  Heat  content  at  coiisImiiI  [ncssiirc. 
.s  =  Entropy. 

/•  =  Latent  heat  of  \aporizati<,n. 
p  =  Internal  latent  heat. 
^  =z  External  latent  boat  =  Ap(r"        /•'). 
f:  =  Specific  heat. 

gp  ^  Specific  heat  at  constant  pressure, 
X  r=  Quality  of  vapor  mixture. 


WILLIAM    E.    MOSHER 


741 


Subscript  k  indicates  critical  data. 

'  indicates  properties  of  li<iuid. 

"  indicates  properties  of  saturated  vapor. 
G  Relation  between  Pressure  and  Temperaturi  of  Saturated 
Vapor.  To  express  the  relation  between  the  pressure  and  tem- 
perature of  saturated  vapors  scores  of  forniuhie  have  been  pro- 
posed, some  being  of  more  or  less  rational  form  involving  em- 
pirical constants,  but  the  greater  number  being  purely  em[)iric!\l: 

a     Biot's  equation  as  used  by  Kegnault  has  the  form 
log  p  =  a  —  ?)a"  +  C/3" 

where  n  =  t  —  k  •         £  xy 

'Jhe  same  formula  was  used  in  the  computation  of  Pea- 
body's  tables. 
h     Wood  used  Rankine's  formula  in  the  form 

h 
log  7?  =  a  -  ^ 

with  a  =  6.2495  and  b  =  2196;  limits,  -  20  dog.  fahr, 
to  100  deg.  fahr. 
r     (Joodenough  used  the  Bertrand  formula  in  the  form 

T 
log  p  =  logk  -  n  log  YZTh 

witli  log  k  =  5.87395,  n  =  50,  h  =  84.3 
7  It  does  not  seem  to  be  possible  to  find  constants  which  wdl 
make  0(|niiti()ns  of  the  al)ove  forms  niiply  over  more  than 
11  limited  range  of  temperature,  either  with  steam  or  with  other 
vapors.  An  equation  for  steam  has,  however,  recently  been  pro- 
posed by  Marks\  which  is  remarkable  in  that  it  gives  pressures 
agreeing  closely  with  experimental  values  throughout  the  range 
fi-om  3-2  to  7(K).l  deg.  fahr.,  the  latter  point  being  the  critical 
temperature.  This  ('(piiition  is  based  on  the  one  used  by  van 
der  Waals 

-^<•(^') •'' 

where  pk  and  Tk  denote  respectively  the  critical  pressure  and  critical 
temperature.  Instead  of  being  a  constant  :is  used  by  van  der  Waals, 
a  varies  for  different  substances  and  for  different  temperatures  with 
the  same  substance.  Professor  Marks  found  values  of  a  at  different 
temperatures  for  steam  and  then  found  an  expression  for  its  value 
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in  terms  of  the  temperature  and  the  critical  temperature.  By  sub- 
stituting this  expression  for  a  and  the  proper  values  for  pk  and  Tk 
in  equation  [1],  he  arrived  at  the  following  relation  between  the 
pressure  and  temperature  of  saturated  steam 

logp  =  a---cT+eT^ [2] 

where 

a  =  10. 515354 
6  =  4873.71 
c  =  0.00405096 
6  =  0.000001392964 

8  In  the  present  investigation  an  attempt  was  made  to  use  the 
above  method  to  determine  the  pressure-temperature  relation  of 
ammonia.  Several  factors  rendered  the  use  of  this  method  undesir- 
able, among  them  being  the  sensitiveness  of  the  method  to  changes 
in  the  critical  data  and  the  uncertainty  of  these  data  for  ammonia, 
the  lack  of  experimental  data  at  temperatures  near  the  critical  point, 
and  the  large  discrepancies  existing  in  the  data  throughout  the 
entire  range.  As  will  be  seen  later,  however,  this  equation  plays  an 
important  part  in  the  present  investigation. 

9  Physicists  have  repeatedly  attempted  to  find  a  relation  be- 
tween the  pressures  of  different  vapors  at  the  same  temperature 
such  that  a  determination  of  the  function  p=f(t)  for  one  vapor 
would  serve  to  determine  this  function  for  all  other  vapors.  Ramsey 
and  Young  proposed  the  law 

R  =  R'+k{T-r) 

where  R  and  R'  are  the  ratios  of  the  temperatures  of  two  saturated 
vapors  at  two  different  pressures,  and  T  and  T"  are  the  temperatures 
of  one  of  the  vapors  corresponding  to  these  pressures.  They  show 
that  the  law  holds  very  closely  for  some  22  different  substances 
arranged  in  23  different  pairs.  In  their  paper  they  use  the  T  and  T' 
in  the  term  k  {T—T')  as  being  indiscriminately  the  numerators  or 
the  denominators  of  the  ratios  R  and  R';  i.  e.  they  use  the  two 
equations 

|;=|r+^'(7^a-rj [3] 

^=^+A-   {T.-T\)' [4] 

without  making  any  mention  of  the  change  from  one  form  to  the 
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other  and  without  recognizing  that  the  two  forms  lead  to  different 
results. 

10  This  law  has  been  corroborated  by  the  work  of  Richardson 
and  by  the  work  of  Ramsey  and  Trav(>rs  on  crypton,  argon  and 
xenon. 

11  Ayrton  and  Perry,  and  Everett  have  each  remarked  u})oii 
the  lack  of  symmetry  of  equation  [3]  and  have  shown  that  equation 
[4]  is  symmetrical.  This  is  most  clearly  demonstrated  by  Moss 
who  shows  that  [3]  may  be  thrown  into  the  form 

and  [4]  may  be  thro^vn  into  the  form 


■-]^-k'T?^-^k'T. 


T      VT  '  1 


since  TJ  and  Tb   are  the  temperatures  corresponding  to  some  par- 
ticular vapor  pressure,  these  equations  may  be  written  respectively 

^  =  A;'ra  +  c' [5] 

1  a 

and 

^-k.T,-\-c [6] 

J  b 

To  test   the  syniiuetrv  of  these  eiiuations  they   iiiuy   be   written 
respectively 


Ta^/AATV 


=  (-!-  +  • 


and 

It  is  seen  that  if  the  left-hand  nienibt'i-  of  | .")  |  is  a  linear  function 
of  the  denominator  its  recii)r()('al  will  not  be  a  linear  function  of 
the  new  denominator.  On  the  other  liaiid  if  the  left-hand  mem- 
ber of  [())  is  a  linear  functic  n  of  the  nuiiierator.  its  reci()rocal  will 
also  be  a  lineai"  function  of  the  new  denominator. 
12     Equation  [6]  may  be  written  in  the  simple  form 

A=c^-\.k [7] 

Tb        T, 

—  and  —   thus  being  linear  functions  of  each  other. 

^b  Tt 
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13     Since  equation  [7]  may  be  written 

it  follows  that  any  equation  to  be  applicable  to  all  vapors  in  the 
same  form  with  only  its  constants  changed,  and  at  the  same  time 
to  be  consistent  with  the  temperature  ratio  law  as  stated  above, 
must  satisfy  the  condition  that 


.=/(.-!) 


all  other  constants  remaining  the  same  for  all  vapors.  Now,  it 
happens  that  the  equations  which  may  be  thrown  into  this  form, 
such  as  the  Rankine  short  form,  the  Roche  equation,  etc.,  do  not 
satisfy  the  experimental  data  for  steam  throughout  its  range  with 
the  necessary  degree  of  accuracy.  On  the  other  hand,  the  Marks 
equation,  which  does  satisfy  these  data  with  remarkable  accuracy 
throughout  the  complete  range,  cannot  be  thrown  into  the  required 
form.  In  view  of  the  various  considerations  mentioned  it  has  been 
decided  in  the  present  investigation  to  accept  the  temperature  ratio 
law  as  expressed  in  equation  [7],  to  use  water  as  the  standard  sub- 
stance, to  use  the  Marks  equation,  equation  [2],  as  representing  the 
pressure-temperature  relation  for  water,  and  to  make  a  step-by-step 
solution  of  the  pressure-temperature  relation  for  ammonia  by  means 
of  these  equations. 

14  The  method  used  in  applying  the  temperature  ratio  law  and 
in  determining  the  value  of  the  constants  c  and  k  in  equation  [7],  is 
that  used  by  Moss,  who  has  appHed  it  to  17  different  vapors.  A 
description  of  this  method  and  of  the  construction  of  Fig.  1  is  given 
in  Appendix  No.   1. 

15  After  plotting  the  points  representing  the  experimental  data 
the  straight  line  shown  in  Fig.  1  was  drawn  in  a  manner  such  as  to 
represent  all  the  points  in  the  best  possible  manner. 

16  The  effectiveness  of  any  method  that  enables  one  to  throw  any 
given  data  into  a  form  such  that  it  may  be  represented  by  a  straight 
line  lies  in  the  fact  that  it  discloses  immediately  and  strikingly  any 
departure  from  the  general  trend  and  reveals  unerringly  points  that 
depart  from  this  trend.  It  enables  one  to  give  various  observations 
their  proper  weiglit  and  it  affords  a  much  safer  basis  of  extrapolation 
than  can  be  obtained  from  curves.  The  case  in  hand  illustrates  this 
principle.  If  the  points  are  plotted  on  the  regular  pi  plane  it  is 
easily  seen  that  no  smooth  curve  such  as  represents  a  law  of  nature, 
could,  if  passed  through  Regnault's  lower  temperature  points  and 
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Brill's  lower  points,  at  the  same  time  pass  through  Brill's  points  in 
the  region  — 80  to  —30  deg.  fahr.  Further  than  this  the  chart  discloses 
nothing,  as  an  infinite  number  of  curves  could  be  drawn,  giving 
different  weights  to  the  different  points,  or  all  points  could  be  given 
equal  weight  and  the  equation  could  then  be  determined  by  least 
squares.  An  inspection  of  Fig.  1  shows,  however,  that  the  straight 
line  which  best  represents  the  whole  range  represents  very  accu- 
rately Regnault's  lower  points,  Brill's  highest  point  and  all  of  his 
points  from  —80  to  —110  deg.  fahr.  In  the  range  —80  to  —30  deg. 
fahr.  all  of  Brill's  points  lie  above  the  line,  as  does  Davies'  —41.8  deg. 
fahr.  point.  It  is  significant,  however,  that  Davies'  —57.64  deg. 
fahr.  point  lies  exactly  on  the  line  at  precisely  the  point  where 
Brill's  points  lie  farthest  from  it. 

17  Through  the  range  —30  to  +100  deg.  fahr.  the  line  represents 
the  experimental  points  very  accurately;  above  100  deg.  fahr.  Reg- 
nault's points  lie  slightly  below  the  line.  Now  all  of  Regnault's 
points  above  100  deg.  fahr.  belong  to  his  third  series  of  experiments. 
In  all  of  the  higher  pressure  points  of  this  series  Regnault  used  a 
closed  manometer  and  extensive  corrections  had  to  be  applied  to  the 
height  of  mercury  observed,  and  a  comparison  of  the  experiments 
in  the  range  40  to  90  deg.  fahr.  where  the  second  and  third  series 
overlap  shows  that  invariably  the  points  determined  in  the  third 
series  by  the  use  of  the  closed  manometer  lie  below  those  determined 
in  the  second  series  by  the  use  of  the  open  manometer.  The  con- 
clusion is  evident  that  there  was  probably  an  error  in  the  correction 
applied  by  Regnault  to  his  readings  with  the  closed  manometer; 
the  fact  that  these  points  lie  below  the  line  should  therefore  not  be 
taken  as  conclusive  evidence  of  the  incorrectness  of  the  line 

18  As  to  the  critical  data,  it  is  seen  that  the  points  of  both 
Dewar,  and  Vincent  and  Chappuis  lie  above  the  line.  If  the  line  be 
taken  as  correct  this  indicates  either  higher  temperature,  lower 
pressure,  or  both,  at  the  critical  point. 

19  This  is  also  the  case  with  the  determination  of  the  critical 
data  for  water;  as  methods  have  been  improved  and  greater  pre- 
cautions taken  in  the  experimental  work,  the  value  found  for  the 
critical  temperature  has  steadily  risen  until  the  latest  determination, 
that  of  Holborn  and  Bauman,  is  30  deg.  higher  than  that  found  by 
Nadcjdine  25  years  earlier.  It  is  reasonable  to  assume  that  the 
same  errors,  may  have  been  made  in  the  ammonia  determinations 
and  that  the  true  critical  temperature  of  ammonia  is  higher  than 
that  found   by  either  Dewar  or   Vincent  and   Chappuis.     In  the 
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present  investigation  the  critical  data  of  ammonia  are  not  of  prime 
importance  and  the  purely  arbitrary  assumption  lias  been  made,  on 
the  basis  of  the  above  reasoning  and  for  want  of  better  data,  that 
the  higher  of  the  critical  pressure  determinations,  that  of  Dewar,  is 
correct.  The  corresponding  temperature  as  determined  by  the 
temperature  ratio  law  has  been  taken  as  the  critical  temperature. 
The  resulting  values  are 

7>k=1690  lb.  per  sq.  in. 
ffc  =  273.2  deg.  fahr. 
20    Since  the  above  conclusions  were  drawn  the  articles  giving  the 
determinations   of   Jaquerod   and   Scheffer   have   been   found.      If 
plotted  in  Fig.  1  the  point  representing  Jaquerod's  determination 
falls  below  the  straight  line  and  that  representing  Scheffer's  value 
falls  almost  exactly  upon  it.    If  Scheffer's  value  for  the  critical  tem- 
perature is  substituted  in  the  temperature  ratio  law  the  resulting 
pressure  is  1638.6  lb.  per  sq.  in.  while  his  experimental  value  is 
1635.7  lb.  per  sq.  in.,  the  difference  being  about  1/6  of  one  per  cent. 
These  results  offer  corroboration  of   the  correctness  of  the  location 
of  the  straight  line  in  Fig.  1,  although  the  arbitrary  values  chosen 
for  the  critical  temperature  and  pressure  may  be  too  high. 
21     The  equation  of  the  straight  line  in  Fig.  1  is 

—  =  1 .70356  —  -0.0002242 [8] 

In  constructing  tables  with  pressure  as  the  argument  the  temperature 
of  saturated  steam  at  any  pressure  is  found  from  steam  tables.  The 
corresponding  saturation  temperature  of  ammonia  is  then  found  by 
using  equation  [8]  in  the  form 

1 

^^=2.70356  _  ^^^^2242 

22  If  temperature  is  taken  as  the  argument  the  temperature  at 
which  steam  will  be  saturated  under  the  same  pressure  may  be  found 
by  using  equation  [8]  m  the  form 

1 

^^^«-5?I25^  + 0.0001316 

and  the  corresponding  pressure  is  found  from  steam  tables. 

23  Specific  Volume  of  the  Liquid.  There  are  available  three  sets 
of  experimental  data  from  which  the  specific  volume  of  the  Uquid 
may  be  determined.  Lange  determined  the  density  of  liquid  am- 
monia over  the  temperature  range  of  -56  to  +208  deg.  fahr.;  Diet- 
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erit'i,  working  by  Young's  method,  obtained  simultaneously  the 
specific  volumes  of  the  liquid  and  of  the  saturated  vapor  over  a 
temperature  range  of  32  to  222  deg.  fahr.  In  addition  to  these  there 
are  the  specific  gravity  determinations  of  d'Andreeff,  from  which 
the  specific  volume  may  be  calculated;  these  experiments  cover  the 
range  of  14  to  68  deg.  fahr, 

24  In  Fig.  2  the  experimental  values  are  plotted  with  specific 
volumes  as  ordinates,  and  temperatures  as  abscissae.  The  form  of 
equation  used  to  express  the  volume  of  the  liquid  in  terms  of  the 
temperature  is  that  used  by  Avenarius,  or 

i'^a-b\og(h-t) [9] 
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CUKVK   .SJIOWING   AgREKMKXT   OF   VOLUMES   OF   LiQUlD   AS   CALCULATED 
WITH    TIKJSE    EOU.ND    UY    EXPERIMENT 


The  curve  shown  in  Fig.  2  up  to  KiO  (leg.  fahr.  represents  this  equa- 
tion with  the  constants  as  follows: 

a  =0.()();«5 

b  =0.010 

fk  =  273.2 

25  In  determining  these  con.stants  the  work  of  Dieteriei  was 
given  the  most  weight,  both  because  the  methods  he  employed  are 
superior  to  the  otliers,  and  because  the  volumes  of  the  vapor  to  be  used 
with  these  values  are  those  determined  by  Dieteriei  by  the  same 
method  in  the  same  series  of  experiments. 

26  The  part  of  the  curve  above  160  deg.  fahr.  represents  the 
values  found  by  the  method  discussed  in  Pars.  45  to  50. 
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27  Latent  Heat  of  Vaporization.  Since  the  experimental  in- 
fornuition  rc'sarding  the  hitent  heat  of  vaporization  of  aninionia  is 
too  meager  to  be  used  as  a  basis  for  the  determination  of  the  rela- 
tion existing  between  it  and  the  temperature  of  vaporization,  this 
relationship  will  be  determined  from  other  considerations  and  the 
available  data  used  as  a  check  on  the  method. 

28  Let  17]  be  iiift'crcntiated  with  respect  to  the  pressure.     Then 


dTa.           dTv 

dp             dp 

TJ          T^^ 

which  may  l)e 

written 

rp     dp 

"dT.     1      Tw 
rr    dp      c     T. 

''dT^ 

or  since 

T 

there  results 

dp 

rp         dp                     \C) 

'"  dT^ 

[10] 


Now  by  the  Clapfyron  relation  connecting  the  latent  heat  and  the 
absolute  temperature  of  vaporization  with  the  change  of  volume  dur- 
ing vaporization 


iv"-v'\_ 1 

^    '     ^     144.4  r  I 


V/77,at 


Substituting  in  e(iuatiou  [10] 
W'-v') 


W'-v').  c 


=  l+'7\. [11] 
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or  with  the  proper  values  of  the  constants  introduced 

~7-r^-^^  =  l-0.000131GTw [12] 

(r-r)a 


29     The    quantity —  may  be  found  from  steam  tables 

or  as  follows:    From  the  Clapeyron  relation 

{v"-v')^  1 


LttJ  wjsat 

By  differentiating  [2] 
^^1     =  p    H^^_l?^o  .  00000641484  7^^-0.00932768  TJ 

\_d  I  wjsat  L  -/  w  J 

Substituting  this  value  in  the  Clapeyron  relation     . 

(v"-v')^_ 1 P3] 

rw  J  ?5Z^i2I_ 0.001 72726  Tw+0. 000001 18787  TU 

iv"-v')a 

30  By  the  use  of  equations  [12]  and  [13]  may  be  calcu- 

lated  and  if  either  numerator  or  denominator  is  known  the  other 
may  be  found.  Fortunately  there  are  available  the  experimental 
determinations  of  Dicterici  of  the  specific  volumes  of  the  liquid  and 
saturated  vapor;  the  former  were  given  in  Pars.  23-26  and  the  latter 
will  be  discussed  in  Pars.  41-44.  From  these  determinations  various 
values  of  (v"  —  v')  were  found  and  values  of  r  calculated  as  described 
above. 

31  According  to   the  generally  accepted   ideas  concerning  the 

dr 
critical  point,  at  that  i)oint  r  =  0  and  —  =  —  oo_     'Ilujse  facts  led 

at 

Thiesen  to  suggest  as  an  empirical  formula 

r  =  c  (ik-t)" 

This  form  of  equation  has  been  used  for  water  by  Thiesen,  Hcnning, 
and  Marks  and  Davis,  and  for  ammonia  by  Dieterici.    When  plotted 
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on  logarithmic  cross-section  paper  it  is  represented  by  a  straight 
line,  the  slope  being  equal  to  n. 

32  The  values  of  r  found  by  the  above  method  were  plotted  to 
the  corresponding  values  of  (ik  — 0  on  logarithmic  cross-section 
paper  and  were  found  to  lie  almost  exactly  on  a  straight  line,  indicat- 
ing that  the  Thiesen  formula  might  be  used  to  express  the  desired 
relation.    The  formula  may  be  written  in  the  form 

log  r=log  C-\-n  log  {t\,-t) 
and  it  was  found  that  the  values  of  the  constants  giving  the  best 
agreement  with  the  plotted  points  are 

log  C=  1.856064 

and 

71  =  0.37 
Therefore  the  final  equation  is 

log  r=  1.856064 +0.37  log  (273.2-0 [14] 

33  The  available  data  concerning  the  latent  heat  of  vaporization 
are  given  in  Table  1  and  the  various  points  are  plotted  in  Fig.  3,  the 
full  line  in  this  figure  representing  equation  [14].  Of  the  determina- 
tion of  r  made  by  Regnault,  the  greater  number  were  lost,  but  12 
were  saved  and  later  published.  The  results  of  these  experiments 
do  not  give  r  directly  and  have  been  variously  interpreted  by  different 
writers.  The  table  contains  the  interpretation  of  Jacobus  and  the 
three  values  of  r  as  quoted  from  Regnault  by  Dieterici.  Two  values 
for  r  are  given  by  von  Strombeck,  one  being  an  average  of  12  experi- 
ments, the  other  of  eight.  The  value  given  by  Franklin  and  Kraus 
is  an  average  of  three  determinations  at  the  normal  boiling  point, 
and  the  value  obtained  is  exactly  the  value  deduced  by  the  same 
writers  from  the  absolute  boiling  point  and  the  molecular  elevation. 
A  different  value  was  found  at  the  normal  boiling  point  by  Estreicher 
and  Schnerr.  The  values  given  by  Denton  and  Jacobus,  represented 
in  Fig.  3  by  crosses,  were  calculated  from  readings  taken  during  a 
test  of  an  ammonia  compressor,  and  hence  cannot  be  considered  of 
much  weight;  because  of  the  scarcity  of  scientific  data,  however, 
these  points  are  included  in  the  table  and  chart. 

34  In  Fig.  3  are  also  plotted  the  curves  that  represent  various 
equations  used  in  calculating  the  latent  heat  of  vaporization,  as 
given  in  the  various  existing  tables.  These  are  plotted  exactly  as 
given  and  it  should  be  remembered  that  there  is  some  variation  in 
the  value  of  the  heat  unit  used  by  different  writers;  consequently  the 
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various  curves  are  not  (>xactly  coinparaljlo  and  are  given  simply  to 
show  the  variation  in  the  vahies  of  latent  heat  as  given  in  the  tables 
now  in  use. 

TABLi;    1      SUMMARY   OF    VARIOUS   DETERMINATIONS  OF  TflE   LATENT    IIKAT 

OF  VAPORIZATION 


Temperature, 
Deg.  Cent. 

Cal.   per 
Kg. 

Temperature, 
Deg.  Fahr. 

H.t.u. 

Authority 

10.90 

287.0 

51.62 

51G.6 

15.53 

285.2 

59.95 

513.3 

16.00 

290.5 

60.80 

522.8 

12.94 

283.8 

55.29 

510.8 

1 1 .  90 

285.8 

,53.42 

514.4 

10  73 

288.1 

51  .31 

518.5 

Uegnault 

11.04 

292.5 

51.87 

520.4 

(.lacobus) 

10.15 

292.4 

.50.27 

526.2 

9.. 52 

295.0 

49.14 

531.0 

10.99 

293.3 

51.78 

527.9 

12.60 

291.fi 

54  08 

524.8 

7.80 

291.8 

46.04 

.525.2 

^ 

7.80 
11.00 
10.00 

294  . 2 
291.3 
297.4 

46.04 
51.80 
60.80 

.529 . 5 
524.3 
535.3 

Uegnault 
( Dieterici; 

19. 53 
17.00 

296.5 
296.8 

67.15 
62.60 

533.7 
.534.2 

>  \on  Strombeck 

-33.64 

337.0 

-28.55 

606.6 

Franklin  and   Kraus 

—33.40 

.321.3 

-28.12 
84  6 

82.7 

578.3 
524.8 
525.7 

Estreicher  and  Schnerr 

87.7 
-10.7 

512.4 
.569.2 

>  Denton  and  Jacobus 

-   3  2 

603.5 

+  14.5 

.570.4 

35  The  equations  of  the  curves  shown  in  Fig.  3  are 

I^doux r  =  583.33-0.5499i-0.U()()1173t= 

Wood r  =  555. 5-0. ()13/.-0. 000219(2 

Peabody r  =  540-0.8  ((-32) 

Dieterici log  r  =  l. 56141 +0.5  log  (20G.9-0 

Goodenough log  r  =  1.7920+0. 4  log  (266-/) 

36  No  comment  is  necessary  regarding  the  curves  for  r  according 
to  Ledoux,  Wood  and  Peabody,  since  their  equations  are  not  of  a 
form  such  as  to  give  correct  results  at  high  temjieraturcs.  More- 
over they  were  derived  before  there  were  experimental  determina- 
tions of  the  volume  of  the  saturated  vapor,  from  which  latent  heats 
could  be  calculated. 
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37  Dietcrici  used  Zeuner's  onipirical  expression  for  the  seeond 
term  of  Regnault's  pressure-temperature  equation,  and  omitted  the 
third  term  entirely.  This  apjiroxiniation  is  quite  aeeurate  for  low 
temperatures,  but  as  the  temperature  increases  the  pressures  thus 
calculated  become  too  small,  and  this  error  increases  rapidly  at  high 
temperatures.  For  instance,  Regnault  extrapolates  his  curve  and 
gives  for  212  deg.  fahr.  a  pressure  of  901.(3  lb.  per  sq.  in.,  while  the 
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Fig.  3    Curves  showing  Comp.\kison  of  Expkrimental  Values  fok  Latent 
Heat  of  Vaporization  with  Values  as  calculated  by  Various  Writebp 


value  calculated  Ijy  Dieterici  for  this  temperature  is  847.1  lb.  per 
sq.  in.  or  6  per  cent  lower.    As  the  error  is  increasing,  the  values  of 


are  too  small  and  values  of  r  calculated  by  means  of  the 


Clapeyron  equation  are  too  small  at  high  temperatures.     Since  the 

relation  employed  between  r  and  (<k  — 0  is  a  straight  line  on  logarith- 

clj) 
mic  paper  and   the  values  of  — ,  consequently  of  r,  agree  at  some 

dt 
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medium  temperature,  the  values  given  by  the  equation  at  low  tem- 
peratures will  be  too  high.  This  is  shown  in  Fig.  3,  where  it  is  seen 
that  Dieterici's  curve  passes  above  even  the  highest  of  the  actual 
experimental  determinations  of  r  at  —28  deg.  fahr. 

38  The  equation  used  by  Goodenough  fits  the  actual  determina- 
tions and  is  consistent  with  the  Clausius  relation,  using  Dieterici's 
values  for  volumes  and  Goodenough's  constants  in  Bertrand's  pres- 
sure-temperature equation.  This  latter  equation,  however,  appHes 
over  but  a  small  temperature  range.  The  variation  between  Good- 
enough's  r  curve  and  the  present  one  is  due  to  the  different  pressure- 
temperature  relation  used  and  the  higher  value  assumed  for  the 
critical  temperature. 

39  It  is  believed  that,  due  to  the  form  of  equation  [14]  and  the 
accuracy  with  which  it  represents  the  derived  values  of  r  where 
kno\\Ti,  the  equation  may  be  safely  extrapolated  as  far  as  required 
in  this  investigation. 

40  The  comparison  between  the  values  of  r  given  by  equation 
[14],  the  corresponding  values  of  v"  derived  from  the  Clausius  rela- 
tion, and  the  experimental  values  for  v",  properly  belongs  in  the 
next  section  and  is  there  shown. 

41  Specific  Volume  of  Saturated  Vapor.  The  only  available  ex- 
perimental determinations  of  the  specific  volume  of  the  saturated 
vapor  are  those  of  Dieterici.  These  experiments  extend  up  to  a 
temperature  of  222  deg.  fahr.,  but  unfortunately  were  not  carried 
below  a  temperature  of  32  deg.  fahr.  Owing  to  the  form  of  the  curve 
representing  the  volume-temperature  relation,  any  extended  extra- 
polation of  the  curve  or  of  any  empirical  equation  to  represent  this 
relation  would  be  very  unsafe  below  32  deg.  fahr.,  where  the  volume 
is  seen  to  increase  very  rapidly. 

42  As  sho\\Ti  in  the  preceding  section,  however,  equation  [14]  is 
believed  to  be  of  a  form  such  that  extrapolation  can  be  carried  to 
very  low  temperatures.  Therefore  in  the  present  investigation  the 
volumes  of  the  saturated  vapor  have  been  calculated  as  follows: 

(y"-i^')a 

43  By  the  use  of  equations  [12]  and  [13]  values  of    

r  ti 

were  calculated.  These  values  multiplied  by  the  corresponding 
values  of  r  found  from  equation  [14]  gave  the  values  of  {v"  —  v'). 
The  addition  of  the  proper  values  of  v'  found  from  equation  [9]  gave 
the  values  of  v",  the  quantity  desired.  ^ 

44  The  agreement  of  the  values  of  v"  calculated  by  the  above 
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method  is  sho^vn  in  Fig.  4,  the  curve  in  this  figure  representing  the 
calculated  values  and  the  points  the  observed  values. 

45     Specific  Volume  of  Liquid  and  Saturated  Vapor  at  High  Tem- 
peratures.   The  "law  of  the  straight  diameter"  was  first  proposed  by 
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Fig.  4     Curve  showing  Agreement  of  Volumes  of  Saturated  Vapor  as 

CALCULATED    WITH    ThOSE    FOUND    EXPERIMENTALLY    BY    DiETERICI 

Cailletet  and  Mathias  in  1880.  This  law,  as  originally  given,  stated 
that  if  the  densities  of  a  liriuid  and  its  saturated  vapor  are  plotted 
(as  abscissae)  against  the  corresponding  temperature  (as  ordinates) 
to  form  a  dome,  the  mid-points  of  the  horizontal  chords  of  this  dome 
will  lie  in  a  straight  line  nearly  parallel  to  the  axis  of  temperatures. 
References  to  the  law  may  be  found  in  an  article  by  Davis.' 

»  Proc.  Am.  Acad,  of  Arts  and  Sciences,  vol.  45,  1910,  p.  305. 
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TABLE  2     THE  LAW  OF  THE  STRAIGHT  DIAMETER  FOR   AMMONIA 


Temperature, 
Deg.  Fahr. 

Density 
of  Vapor 

Density 
of  Liquid 

Moan 
Density 

By  Formula 

Difference 

-40 

0  0393 

42.704 

21.372 

21.372 

±0.000 

-30 

0.0517 

42.296 

21.174 

21.174 

±0.000 

-20 

0.0671 

41.883 

20.975 

20.974 

-0.001 

-10 

0.0860 

41.461 

20.774 

20.774 

±0  000 

0 

0.1088 

41.039 

20.574 

20.572 

-0.002 

+  10 

0.1362 

40.608 

20.372 

20.370 

-0  002 

20 

0.1689 

40.169 

20.169 

20.167 

-0.002 

30 

0.2075 

39 . 722 

19.965 

19.964 

-0.001 

40 

0.2525 

39.267 

19.760 

19.759 

-0.001 

50 

0.3051 

38 . 803 

19.554 

19.554 

±  0  000 

60 

0.3657 

38.329 

19  347 

19.347 

±  0 . 000 

70 

0.4355 

37 . 844 

19.140 

19.140 

±  0 . 000 

80 

0.5152 

37.348 

18.932 

18.932 

±0.000 

90 

0  6061 

36  841 

18.724 

18.724 

±0.000 

100 

0.7099 

36  319 

18.514 

18.514 

±0.000 

110 

0  8265 

35.782 

18.304 

18.303 

-0.001 

120 

0.9590 

35  228 

18.093 

18.092 

-0.001 

130 

1 . 1062 

34 . 655 

17.881 

17.880 

-0.001 

140 

1.2756 

34   061 

17.668 

17.667 

-0.001 

150 

1.4643 

33.444 

17.454 

17.453 

-0.001 

IGO 

1.6763 

32 . 798 

17.237 

17.238 

+0.001 

46  It  was  found  by  Young  that  the  diameter  is  actually  straight 
in  the  case  of  all  but  a  few  substances,  normal  pentane  being  an 
example  of  tliis  class.  In  the  case  of  most  substances,  however,  the 
diameter  can  be  represented  accurately  by  a  second  degree  equation; 
some  substances,  such  as  alcohols,  re(iuire  a  third  degree  equation. 

47  In  order  to  find  the  eciuation  of  the  straight  diameter  for 
ammonia  the  values  of  the  densities  of  the  liquid  and  of  the  saturated 
vapor  were  found  at  10  deg.  intervals.  The  values  for  the  liquid 
were  calculated  by  the  use  of  equation  [9],  and  those  for  the  vapor 
by  the  method  described  in  Pars.  41-44.  At  each  of  the  tempera- 
tures the  mean  densit}^  was  calculated.  The  results  are  given  in 
Table  2  and  plotted  in  Fig.  5,  where  the  points  for  the  liquid  and 
vapor  are  shown  as  large  circles  and  the  mean  points  as  small  circles. 
The  diameter  is  seen  to  be  slightly  curvinl,  but  it  ma}^  be  accurately 
represented  by  the  second  degree  equation 

7=19.3478-0.02067  (<- 60) -0'. 0000042  (i-GO)- [15] 

The  table  shows  that  this  equation  re])resents  the  mean  densities 
as  calculated  by  the  oth(T  method  with  a  maximum  error  of  about 


WILLIAM    E.    MOSHER 


757 


1/100  t)f  one  per  cent  over  a  temperature  range  of  —40  to  +160 
(leg.  fahr. 

48  The  method  used  at  ordinary  tcinpcraturcs  lor  finding  the 
change  of  vohnne  on  vaporization,  or  {i)"  —  v'),  ma}'  be  employed  at 
temperatures  up  to  the  critical  point  if  it  is  assumed  that  the  values 
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Fig.  5    Curve  shoeing  Dome  of  Temperatuke-Density  Plane  and  "Sthaight 
Diameter"  of  Cailletet  and  Mathias 


for  r  found  by  equation  [14]  are  correct  up  to  that  point.    Equation 
loj  gives  values  for 
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Having  values  for  //'  and  {v"  —  v'),  the  values  for  v'  may  l)c  easily 
found.  This  method  enal)les  the  values  of  the  volumes  of  th(!  liquid 
anfl  the  saturated  vapor  to  be  found  at  least  qualitatively  up  to  the 
critical  point  itself. 

49     Above  160  dcg.  fahr.  the  values  found  for  v'  \)y  this  method 
were  materially  lower  than  those  found  by  equation  [9]  and  that 
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the  difference  increased  as  the  temperature  increased  above  this 
point.  An  inspection  of  equation  [9]  shows  that  this  equation  would 
give  a  value  of  +co  for  the  volume  of  the  liquid  at  the  critical 
point,  whereas  at  this  point  the  liquid  has  a  finite  volume.  In  the 
case  of  other  vapors  it  has  been  shown  that  the  form  of  the  equa- 
tion used,  that  of  Avenarius,  gives  accurate  values  at  temperatures 
somewhat  removed  from  the  critical  point,  but  that  it  does  not  hold 
near  this  point.  Therefore,  in  the  present  case  equation  [9]  has 
been  used  only  up  to  160  deg.  fahr.,  and  the  values  above  this 
temperature  have  been  calculated  by  the  law  of  the  straight 
diameter. 

50  Since  the  diameter  is  nearly  .parallel  to  the  axis  of  temperatures 
a  considerable  error  in  the  value  of  the  critical  temperature  will 
cause  but  a  small  error  in  the  resulting  value  of  the  critical  density. 
The  substitution  in  equation  [15]  of  the  assumed  value  of  ^k,  or 
273.2  deg.  fahr.,  gives  for  the  critical  density  and  volume  respect- 
ively 

Tk  =  14.75  lb.  per  cu.  ft. 
Vk  =0.0678  cu.  ft.  per  lb. 

51  Specific  Volume  of  the  Superheated  Vapor.  The  attempt  has 
often  been  made  to  deduce  rationally  an  equation  of  state  which  with 

'suitable  change  of  constants  will  represent  the  relation /(P,  v,  T)  =  0 
for  various  fluids  in  all  states  from  the  gaseous  condition  above  the 
critical  temperature  to  the  liquid  condition.  Such  equations  are 
constructed  with  special  reference  to  the  behavior  of  fluids  in  the 
neighborhood  of  the  critical  state  and  apply  more  particularly  to 
fluids,  the  critical  temperature  of  which  is  within  the  range  en- 
countered in  practice.  In  the  case  of  a  fluid  such  as  ammonia,  how- 
ever, the  critical  temperature  of  which  is  far  above  the  working 
range,  purely  empirical  equations  of  simpler  form  give  better  results 
throughout  the  small  range  covered  in  practice,  and  in  addition  lend 
themselves  much  more  readily  to  the  formation  of  the  various  heat 
equations.  Of  these  equations  those  of  Ledoux,  Zeuner,  Peabody 
and  Wood  were  based  upon  various  doubtful  assumptions,  while 
Wobsa's  first  equation  gives  values  that  do  not  closely  agree  with 
experimental  results,  and  only  his  second  equation 

BT      c      h  Mgi 

p      T      p 
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where 

5  =  49.736 

a  =  0.0075 

C  =  2450 

n=2 

b  =80 
is  quite  satisfactory  in  this  respect. 

52  In  choosing  a  characteristic  equation  several  points  must  be 
considered : 

a  The  equation  must  represent  with  fair  accuracy  the  avail- 
able reliable  experimental  data  on  the  relations  of  p,  v  and 
T. 

b  The  equation  should  be  of  such  a  form  as  to  make  the 
various  thermodynamic  relations  derived  from  it  as 
simple  as  possible. 

c  These  derived  equations  must  represent  accurately  the 
experimental  data. 

53  Wobsa's  second  equation  fulfils  the  first  of  these  conditions 
admirably.  It  is,  however,  somewhat  defective  with  respect  to  the 
other  requirements.  The  good  results  obtained  from  Goodenough's 
equation  for  superheated  steam 

BT     ,,  ,       .m  [171 

p  i  " 

suggested  the  adoption  of  the  same  form  of  equation  for  superheated 
ammonia  in  the  preliminary  investigation.  This  equation  satisfies 
the  second  condition  in  that  it  gives  derived  relations  of  compara- 
tively simple  form.  A  trial  with  various  sets  of  constants  showed 
that  it  could  be  made  to  represent  the  volume  measurements  sub- 
stantially with  the  same  accuracy  as  Wobsa's  second  equation,  and 
thereby  satisfy  the  first  condition.  Having  established  the  fact  that 
the  proposed  equation  is  permissible,  the  next  step  was  the  deter- 
mination of  the  constants.  In  connection  with  this  process  emphasis 
must  be  placed  on  the  third  consideration  heretofore  mentioned. 
From  the  characteristic  equation  are  derived  expressions  for  (a)  the 
specific  heat  at  constant  pressure;  (6)  the  heat  content  of  the  super- 
heated and  also  of  the  saturated  vapor;  (c)  the  Joule-Thomson  co- 
efficient. Hence  the  constants  must  be  chosen  not  with  reference 
to  volume  alone.    While  the  volume  measurements  must  be  satisfied, 
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three  other  derived  relations  must  conform  equally  well   to   the 
experimental  data  in  the  respective  fields. 

54  With  due  consideration  of  all  the  conditions  the  following 
values  were  finally  assumed  for  the  constants: 

B  =  0Aj'S2\,  p  in   lb.  per  sq.  in. 
log  ?w=  12.900000 
c  =0.100 
n  =  5 
a  =  0 
The  final  equation  with  constants  inserted  is  therefore 

T     79433  X  108  noi 

('4  0.100  =  0.(321 U81 

p  T^ 

55  It  will  be  seen  that  the  constant  a  is  taken  as  zero.  In  view 
of  the  fact  that  the  available  data  consist  only  of  values  along  the 
saturation  curve  and  in  mo.st  cases  but  one  point  on  each  isotherm 
in  the  superheated  region,  no  information  is  available  regarding  the 
shape  or  curvature  of  these  isotherms  on  the  pv—p  plane;  moreover 
the  derived  equations  demand  an  exceedingl}^  small  value  of  a.  The 
use  of  straight  lines  for  these  isotherms  therefore  seems  to  be  as 
well  justified  as  the  use  of  parabolas;  hence  a  was  made  equal 
to  zero. 

56  A  summary  of  the  various  direct  determinations  of  the  specific 
volume  of  the  superheated  vapor  according  to  Perman  and  Davies 
and  LeDuc  and  Guye  is  given  in  Table  3.  In  Table  4  the  values 
given  by  equation  [18]  and  by  Wobsa's  first  and  second  equations 
are  compared  with  these  experimental  determinations.  It  is  seen 
that  both  eciuation  [18]  and  Wobsa's  secontl  ecjuation  give  results 
agreeing  better  with  experiment  at  the  oik;  atmosphere  points  than 
those  obtained  from  Wobsa's  first  equation.  At  the  32,  122  and  212 
deg.  fahr.  ])oints  at  one  atmosphere  pressure  equation  [18]  and 
Wobsa's  second  equation  give  practically  the  same  percentage  devia- 
tion from  the  experimental  values.  At  —4  deg.  Wobsa's  second  equa- 
tion giv(!S  a  better  agreement  with  the  experimental  value  than  does 
(!quation  [18];  this  point,  however,  is  considerably  below  the  range 
found  for  superheated  ammonia  in  practice,  and  it  is  believed  that 
the  considerations  appearing  in  the  discussion  of  the  heat  equations 
derived  from  the  characteristic  equation  justify  the  use  of  equation 
[18]  in  preference  to  Wobsa's  equations. 

57  In  Fig.  0  the  isotherms  deduced  from  equation  [18]  an;  drawn 
on  the  pv  —  p  plane  and  th(!  various  experimental  points  are  plotted 
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ill  ()r(l(>r  to  show  the  agrecinciit.  From  this  chart  it  is  soon  that  if 
both  of  the  dotermiiiations  of  Porinaii  and  Davies  at  32  dog.  are  cor- 
rect, the  one  at  one  atniosjiiioro  and  tlie  other  at  one-half  atmosphere, 
then  either  the  saturation  curve  should  lie  considerably  higher  or  the 
32  deg.  isotherm  should  be  sharply  curved.     Since  one  atmosphere 


TABLE  3     SUMNLVUV  OV  VARIOUS  DETERMINATIONS  OF  VOLU.ME  OF   THE 
SUPERHEATED  VAPOR 


TABLE  4    COMPARISON  OF  VALUES  OBTAINED  FROM  VARIOUS  EQUATIONS  FOR 
VOLUME  OF  SUPERHEATED  VAPOR  WITH  EXPERIMENTAL  VALUES 


Experimental 

Computed 

Computed 

Computed 

Pros- 

Tem- 

Values 

from  18 

by  Wobsa  I 

l>y  Wobsa  II 

Burc, 

perature, 

Atmos. 

Deg. 
Fahr. 

%  DifT. 

%  Diff. 

%  DifT. 

Authority 

Value 

Value 

from 

Value 

from 

Value 

from 

10.093 

Exp. 

Exp. 

19.140 

Exp. 

( 

-4 

Pernian 

19.154 

-0.32 

19.121 

-0.17 

-0.07 

f 

Perman 

20.780 

20.769 

-0.05 

20.745 

-0.17 

20.767 

-0  06 

1< 

32 

Guye 

20.782 

20,769 

-0.06 

20.745 

-0.18 

20.767 

-0  07 

I 

Le  Due 

20.751 

20.769 

+  0.09 

20.745 

-0  03 

20.767 

^0.08 

122 

Perman 

24.785 

24.798 

+0.05 

24.746 

-0.16 

24.776 

-0.04 

212 

Perman 

28.775 

28  7.30 

-0.16 

28.695 

-0.28 

28.725 

-0.17 

1/2 

32 

Perman 

41.801 

41.916 

+0.28 

41.821 

+0.05 

41.939 

40.33 

determination  agrees  closely  with  the  determinations  of  LeDuc  and 
Guye,  since  there  is  good  authority  for  the  location  of  the  saturation 
curve,  and  since  the  flatness  of  the  isotherms  is  fairly  well  estab- 
lished, it  would  seem  that  the  half  atmosphere  point  of  Perman  and 
Davies  is  probably  in  error. 
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58  In  Fig.  6  the  full  line  curve  represents  values  resulting  from 
equation  [18]  and  the  dotted  line  curve  represents  the  values  result- 
ing from  equation  [15].  A  comparison  of  Wobsa's  equations  is  not 
given  because  the  constants  in  those  equations  were  determined  on 
the  assumption  of  a  different  pressure-temperature  relation  along 
the  saturation  curve;  the  substitution  in  Wobsa's  equations  of  the 
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Fig.  6    Comparison  of  Isotherms  deduced  from  Equation  [18]  with  Points 

REPRESENTINO    EXPERIMENTAL    DETERMINATIONS   SHOWN    ON    pV  —  p   PlANE 


values  of  pressure  corresponding  to  given  temperatures  as  used  in 
this  investigation  would  not  therefore  give  values  of  volume  com- 
parable with  those  deduced  from  equation  [18].  It  may  be  stated, 
however,  that  Wobsa's  equations  give  very  fair  agreement  with  the 
values  found  experimentally  by  Dieterici,  the  maximum  deviation 
of  the  second  equation  from  the  values  given  in  Dieterici 's  table 
being  a  little  over  2  per  cent. 

59  In  addition  to  the  preceding  the  only  data  available  for  the 
purpose  of  checking  the  characteristic  equation  are  the  results  of  a 
series  of  experiments  performed  by  Regnault.  In  these  experiments 
measurements  were  made  of  the  relative  volumes  occupied  by  a 
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quantity  of  ammonia  gas  at  different  presi/ires  along  the  isotherm 
corresponding  to  a  temperature  of  8 . 1  deg.  cent,  or  46.58  dcg.  fahr. 
As  the  weight  of  ammonia  used  was  not  recorded,  the  experiments 
can  onl}'  be  used  to  obtain  the  relative  values  of  the  specific  volume 
or  of  the  product  pv  along  this  isotherm.  In  making  use  of  these 
values  the  products  pv  were  plotted  against  the  corresponding  values 
of  p,  both  quantities  being  measured  in  the  units  employed  by  Reg- 
nault.  A  straight  line  was  next  passed  through  these  points  by  the 
method  of  least  squares.  It  was  found  that  the  pressure  equivalent 
to  20  lb.  per  sq.  in.  came  at  about  the  center  of  the  group  of  points, 
and  the  value  of  the  specific  volume  was  calculated  by  equation  [18] 
for  this  pressure  and  a  temperature  of  46.58  deg.  fahr.;  this  value 
multiplied  by  the  pressure  gave  a  value  of  the  product  pv  in  English 
units.  The  value  of  this  product  in  the  units  used  by  Regnault  was 
then  found  at  the  point  where  the  straight  line  determined  by  least 
squares  crossed  the  pressure  coordinate  equivalent  to  a  pressure  of 
20  lb.  per  sq.  in.  From  these  two  values  for  pv  the  conversion  factor 
0.00561  was  found,  this  being  the  number  by  which  Regnault's  values 
of  pv  must  be  multiplied  in  order  that  the  isotherm  calculated  from 
equation  [18]  shall  pass  through  the  center  of  Regnault's  group  of 
points.  All  of  his  values  of  pv  were  multiplied  by  this  factor  and  the 
points  plotted  in  Fig.  6  as  small  black  dots.  The  only  information 
they  afford  is  a  check  on  the  slope  of  the  isotherm  for  46.58  deg. 
fahr.  on  the  pv  —  p  plane.  The  points  seem  to  indicate  that  the  iso- 
therms near  this  temperature  at  least,  are  very  flat  curves  or  even 
straight  lines. 

60  Specific  Heat  of  the  Superheated  Vapor.  The  first  determina- 
tion of  the  specific  heat  of  superheated  ammonia  was  made  by  Reg- 
nault, who  found  a  value  of  0.50836  at  atmospheric  pressure  and 
over  a  temperature  range  of  75  deg.  fahr.  to  420  deg.  fahr.  Later 
Wiedemann  performed  two  series  of  experiments  at  a  pressure  of 
about  16  lb.  per  sq.  in.;  he  found  a  value  of  0.5202  between  77  and 
212  deg.  fahr.  and  a  value  of  0.5356  between  77  and  392  deg.  fahr. 
He  proposed  the  equation 

Cp  =  0.4949-1-0. 000172  t 

61  Thus  far  the  history  is  much  the  same  as  in  the  case  of  super- 
heated steam,  the  specific  heat  of  which  was  long  supposed  to  be  in- 
dependent of  both  temperature  and  pressure  and  equal  to  0.48  as 
determined  by  Regnault;  later  the  investigations  of  Maillard  and 
LeChatelier  and  of  Lange  agreed  in  making  it  a  linear  function  of 
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the  temperature.  In  the  case  of  steam,  however,  the  experiments 
of  Knoblauch  and  Jakob,  Thomas,  and  Knoblauch  and  Mollier  have 
shown  that  the  specific  heat  of  superheated  steam  depends  upon  the 
pressure.  While  no  experiments  have  been  made  to  investigate  the 
variation  of  the  specific  heat  of  superheated  ammonia  with  pressure, 
it  is  very  prol)able  that  there  is  such  a  variation  and  its  rate  may  be 
determined  by  means  of  Clausius'  thermodynamic  relation  providing 
a  sufficiently  accurate  characteristic  equation  has  been  determined. 
The  process  of  obtaining  an  explicit  expression  for  Cp  in  terms  of  the 
variables  p  and  T  has  inherent  difficulties  and  is  rendered  more 
difficult  in  this  case  by  the  meagerness  of  the  data  available.  The 
success  with  which  the  method  has  been  applied  to  superheated 
steam  by  Goodenough,  however,  seems  to  warrant  its  use  in  the 
present  investigation. 

62  The  application  of  the  Clausius  relation  to  equation  [18] 
readily  gives  the  following  equation  for  Cp: 

, Amn  (n+1)  nni 

c.  =  <t>(T)-\-       ^J'V [19] 

For  the  complete  derivation  of  this  equation  see  Appendix  No.  2. 

63  If  the  arbitrary  function  <i>  {T)  can  be  determined,  there  will 
result  an  explicit  expression  for  Cp  in  terms  of  the  variables  p  and  T. 
Wobsa  has  used  the  same  method  of  analysis  starting  with  his  own 
characteristic  equations  and  has  obtained  equations  for  Cp  similar 
to  the  present  one. 

64  The  determination  of  the  proper  function  0  (7")  is  the  critical 
point  of  the  investigation.  Wobsa  equated  his  expression  for  Cp  at 
atmospheric  pressure  to  Wiedemann's  linear  equation  for  Cp  at 
atmospheric  pressure  and  thus  found  the  0  (T)  to  be  of  the  form 

He  shows  that  the  terms  in  the  third  power  of  T,  which  is  the  correc- 
tion term  for  atmospheric  pressure,  is  vanishingly  small  above  212 
deg.  fahr.  and  that  above  this  temperature  Cp  at  infinitely  small 
pressures  will  not  differ  from  Cp  at  atmospheric  pressure,  or  0  {T) 
=  0. 4949+0. 000172L  Below  212  deg.  fahr.  where  the  correction 
term  becomes  appreriable,  Wobsa  subslitutes  the  linear  function 
0  (T)  =0.4712+0.000278  i. 
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65  For  the  dt'ti'nniiiation  of  0  (7')  in  the  present  investigation 
there  are  available  the  recent  determinations  of  Cp  at  high  tempera- 
tures by  Nernst.  In  addition  to  the  results  of  his  own  work,  Nernst 
gives  a  summary  of  the  results  of  previous  investigations  (see  Tal)le 
5).  In  this  table  the  values  are  given  as  molecular  specific  heats  and 
these  have  been  converted  into  specific  heats  per  unit  of  weight  by 
dividing  by  the  molecular  weight  of  NH.3  or  17.064.  It  is  seen  that 
the  values  given  for  Wiedemann  are  lower  than  those  quoted  earlier 
in  this  section  from  the  original;  while  the  value  given  for  Regnault 
is  higher  than  the  original.     As  the  original  papers  of  Keutel  and 

TABLE  5     SUMMARY  OF  Cp  MEASUREMENTS  AS    GIVEX   BV   NERNST 


VoUer  are  not  at  hand  the  values  given  in  this  table  for  their  results 
arc  assumed  to  be  correct,  but  the  values  used  for  Wiedemann  and 
Regnault  are  those  taken  from  the  original. 

66  If  in  the  equation  for  Cp,  p  =  0,  the  equation  reduces  to 
Cp  =  </>  (T).  Therefore  if  we  have  values  for  Cp  at  zero  pressure  the 
(f)  (T)  may  be  determined.  To  obtain  these  values  the  proper  cor- 
rection terms  were  calculated  and  subtracted  from  the  values  of  Cp. 
The  resulting  values  of  (cp)o  seemed  to  justify  the  assiuni)ti()n  that 
(cp)o  is  a  linear  function  of  the  temperature.  This  linear  relation  may 
not,  and  probably  does  not,  hold  for  the  entire  range  of  superheat, 
but  it  may  be  assumed  as  a  close  api)roximation,  and  is  the  only  as- 
•sumption  justified  b}'  the  experimental  data  available.  The  function 
therefore  takes  the  simple  form 

0(r)  =  a+/3r 

and  the  equation  for  Cp  becomes 


Cp  =  a+^r-f 


A  inn  (n-\-l) 


in  +  l 


[20] 
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67  The  constants  m  and  n  are  those  heretofore  given  in  connec- 
tion with  the  characteristic  equation,  and  the  values  finally  chosen 
for  a  and  /3  are:  a  =  0.382;  /3  =  0.0001 74.  Replacing  A7nn  (?i+l) 
by  a  single  constant  C,  and  substituting  the  proper  value  for  the 
various  constants  the  formula  for  the  specific  heat  becomes: 

Cp  =  0. 382+0. 000174  T-\-p---^ [21] 

where  log  C=  13.644705. 

68  Values  of  Cp  have  been  calculated  for  various  pressures  up  to 
400  lb.  per  sq.  in.  and  for  temperatures  up  to  1100  deg.  fahr.;  these 
values  are  plotted  against  temperatures  in  Fig.  7.  The  experimental 
determinations  are  also  plotted  to  show  the  agreement.  The  deter- 
minations of  Regnault,  Nernst,  Keutel  and  Voller  were  made  at 
atmospheric  pressure,  while  those  of  Wiedemann  were  at  a  pressure 
of  about  16  lb.  per  sq.  in.  absolute.  The  agreement  between  the 
curve  derived  from  equation  [21]  for  a  pressure  of  15  lb.  per  sq.  in. 
and  the  points  representing  the  determinations  of  Regnault,  Nernst, 
Keutel  and  Voller  is  seen  to  be  very  good,  while  the  points  represent- 
ing Wiedemann's  determinations  lie  considerably  above  the  curve. 

69  Heat  Content  of  Saturated  and  Superheated  Vapor.  Having  an 
explicit  formula  for  the  specific  heat  at  constant  pressure  in  terms  of 
the  variables  p  and  T,  an  expression  for  the  heat  content  in  terms  of 
these  variables  may  be  easily  derived: 

i  =  ar+^  T'-Ain+l)p^^  -Acp+io [22] 

For  complete  derivation  of  this  formula,  see  Appendix  No.  3. 

70  The  constant  of  integration  to  is  determined  by  passing  to  the 
saturation  limit.  Since  the  constants  a,  jS,  m,  n  and  c  are  known, 
the  value  of  the  right-hand  member  of  equation  [22],  exclusive  of  I'o 
may  be  found  for  any  given  pressure  and  temperature.  If  the  value 
of  i  is  known  at  this  point,  to  may  be  determined  by  subtraction. 
Now  for  the  saturated  vapor 

i"  =  i'-\-r^u-^Apv'-tr 

If  the  energy  u  be  taken  equal  to  zero  at  32  deg.  fahr.,  then  at  this 
temperature 

l"  82  =  0  +  Ap32  v'32  +  r32 
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Substituting  the  proper  values  as  determined  by  the  formulae  for 
the  saturated  vapor  there  results 

?"a2  =  0.3+546.4  =  54G.7 

By  the  substitution  of  the  proper  values  of  p  and  T  in  equation  [22] 
there  results 

i  =  io=  188.7 
By  subtraction  r„  =  358.0 


0.4'< 


-ICO      0      100    200300400500600     700     800900    1000 
Tempeiature,  Deg.  Fahr. 


Fig.  7     Curves  giving  Values  of  Specific  Heat  at  Constant  Pressure 


Introducing  known  constants  equation  [22]  becomes,  with  pressure 
in  lb.  per  sq.  in. 

i  =  0.382T+0.000087r2-p— -0.0185P+358.0 [23] 

where  log  C=  12.945735. 

71  There  are  no  direct  measurements  of  the  total  heat  or  heat 
content  of  the  superheated  or  saturated  vapor  by  which  equation 
[23]  may  be  checked.  A  check  on  the  accuracy  of  the  equation  at 
the  saturation  limit  is  afforded  by  a  comparison  of  the  values  of  the 
heat  content  of  the  liquid,  obtained  by  subtracting  values  of  r  cal- 
culated by  equation  [14]  from  values  of  i"  calculated  by  equation 
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[23],  with  the  experimental  determinations  of  Dieterici.  This  com- 
parison is  shown  in  the  following  section.  A  check  on  the  accuracy 
of  the  formula  in  the  superheated  region  may  be  obtained  by  a  com- 
parison, by  means  of  the  law  of  corresponding  states,  of  the  values 
for  the  Joule-Thomson  coefficient  resulting  from  equation  [23]  with 
the  values  of  this  coefficient  for  other  vapors.    There  is  also  available 


TABLE  6     HEAT  CONTENT  OF  LIQUID  AS  DEDUCED  FROM  EXPERIMENTS 
OF  DIETERICI  AND  DREVVES 


C'im 

(t-0°  C) 

u'  Above 
0°C.  Cal.  of 
4.222Joiiles 

u'  Above 
0°C.  CaL  of 
4. 184  .Joules 

Tempera- 
ture, 
Deg.  Cent. 

Tempera- 
ture, 
Deg.  Fahr. 

u'  Above 
32°  F.  in 
B.t.u. 

i'  = 
u'  +Apv' 

Authority 

1.148 

10.6.') 

10.75 

9.28 

48.70 

13.95 

19.77 

1 .  162 

10.93 

11.03 

9.41 

48.94 

19.85 

20.27 

1.141    • 

24.2.5 

24.47 

21.25 

70.25 

44.04 

44.67 

1.140 

24.57 

24 .  79 

21.55 

70.79 

44.62 

45.26 

•  Dieterici 

1 .  139 

38.67 

39.02 

33.95 

93.11 

70.23 

71.21 

1.147 

39.27 

39.62 

34.24 

93.63 

71.31 

72.30 

1.200 

42.03 

42.41 

35.02 

95.03 

76.34 

77.35 

1.172 

48.17 

48.60 

41.1 

105.96 

87.40 

88.68 

" 

1.158 

48.35 

48.78 

41.75 

107.15 

87.78 

89.02 

1.18C 

61.44 

62 .  00 

51.8 

125.22 

111.60 

113.25 

Drewes, — 

1.163 

60.42 

60.97 

51.95 

125.46 

109.75 

111.41 

reliable 

1.187 

70.74 

71.38 

59.6 

139.3 

128  50 

130.57 

according 

1.164 

72.7.5 

73  41 

62.5 

144.5 

132.15 

134.40 

to  Diet- 

1.170 

82.76 

83.50 

70.2 

158.4 

150. 30 

153.07 

erici 

1 .  20.5 

87.48 

88.27 

72.(1 

162.7 

158.90 

161.84 

0  974 

11.50 

11.60 

11.8 

53 .  24 

20.89 

21.35 

1.098 

21.62 

21.81 

19.7 

67.46 

39  26 

39.86 

Drewes, — 

1.069 

22.82 

23.02 

21.35 

70.43 

41.44 

42.08 

ques- 

1.140 

34.61 

34.92 

30.36 

86.64 

62  S5 

63.72 

tioned  by 

1.148 

35.83 

36.16 

31.21 

88.17 

65  OS 

65.97 

Diett-rici 

0.706.'j 

-10  49 

-10.59 

-14.85 

5.27 

-10  00 

-18  91 

■ 

a  set  of  throttling  experiments  performed  by  Wobsa.    This  check  is 
given  in  Appendix  No.  4  and  Fig.  10. 

72  Heal  Content  of  the  Liquid.  The  values  of  heat  content  of  the 
liquid  may  be  found  by  subtracting  the  values  of  r  found  by  equa- 
tion [14]  from  the  values  of  i"  found  by  equation  [23].  The  most 
important  check  on  these  values  is  derived  from  a  series  of  experi- 
ments performcjd  by  Dieterici  and  by  Drewes  working  in  Dieterici's 
laboratory.  In  these  experiments  the  quantity  measured  was  the 
amount  of  heat  given  up  by  a  certain  weight  of  a  mixture  of  saturated 
and  lir|ui<l  ammonia  cooling  at  con.stant  volume  in  a  sealed  tube. 
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This  quantity  was  corrected  for  the  heat  due  to  the  Uitent  heat  of 
the  portion  of  vapor  condensed  and  tlie  remaining  amount  of  heat 
was  divided  by  the  change  in  temperature  to  obtain  the  mean  "inner" 
specific  heat  of  the  Hquid  over  that  temperature  range.  In  his  paper 
Dieterici  gives  only  the  fornuda  which  he  chose  as  best  representing 
the  results  of  his  experiments,  which  states  that  the  mean  "inner" 
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Fig.  8     Comparison  of  Calculated  Values  of  Heat  Content  of  Liquid 
WITH  Values  deduced  from  Experimental  Work  of  Dieterici  and  Drewes 


specific  heat  between  i  and  32  deg.  fahr.  =  1 .  118+0.000578  (f-32). 
Since  this  is  a  linear  function  of  the  temperature  it  follows  that  the 
instantaneous  "inner"  specific  heat  =  l .  118+0.001176  («-32).  The 
original  data  of  the  experiments  are  not  given,  but  Professor  Dieterici 
has  kindly  furnished  the  values  which  he  actually  obtained  for  the 
mean  "inner"  specific  heat  and  also  a  copy  of  Mr.  Drewes'  disserta- 
tion containing  the  values  obtained  by  him.  If  each  of  these  values 
of  the  mean  "inner"  specific  heat  is  multiplied  by  the  temperature 
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range  covered  tlie  result  will  be  approximately  equal  to  the  internal 
energy  u  above  32  deg.  fahr.  at  the  temperature  t.  Since  i'  =  u' -\-Apv', 
in  order  to  obtain  values  of  i'  the  product  Apv'  corresi)onding  to  the 
temperature  t  nmst  be  added  to  the  value  of  u'  obtained  as  described. 
The  results  of  these  calculations  appear  in  Table  G.  Since  Dieterici 
reported  his  results  in  terms  of  a  mean  calorie  equal  to  4.222  joules 
while  in  the  present  investigation  a  mean  calorie  of  4.184  joules  is 
used,  all  of  Dieterici's  heat  quantities  must  be  multipHed  by  1.009. 
The  table  includes  the  determinations  made  by  Dieterici  himself  and 
all  of  the  determinations  made  by  Drewes;  part  of  the  latter  are 
called  reliable  by  Dieterici,  while  the  rest  are  marked  "falsch"  in 


TABLE  7    SUMMARY  OF  DETERMINATIONS  OF  THE  SPECIFIC  HEAT  OF  LIQUID 

AMMONIA 


Temperature, 
Deg.  Cent. 

Temperature, 
Deg.  Fahr. 

Specific  Heat 
of  Liquid 

Authority 

62-30 
20-0 

77.7 
20-16 

144-86 
68-32 
139.9 
C8-61 

1.22876 
1.02 
0.886 
1.094 

von  Strombeck 
Elleau  and  Ennis 
Ludeking  and  Starr 
A.  J.  Wood 

the  copy  of  Drewes'  dissertation  loaned  by  Dieterici.  The  ground 
for  this  statement  is  not  given.  In  Fig.  8  Dieterici's  values  are 
plotted  as  black  dots,  and  those  of  Drewes  as  circles.  The  values 
questioned  by  Dieterici  are  indicated  by  double  circles.  The  curve 
represents  the  values  found  by  the  use  of  equations  [14]  and  [23]. 
It  is  seen  that  in  several  cases  the  curve  passes  between  the  Di- 
eterici points  and  the  doubtful  Drewes  points. 

73  Since  the  quotient  obtained  by  dividing  the  change  in  i'  be- 
tween two  temperatures  by  the  difference  in  temperature  is  very 
nearly  equal  to  the  specific  heat,  the  other  determinations  which 
have  been  made  of  the  specific  heat  may  be  used  to  check  the  cal- 
culated values  of  i'.  Table  7  contains  a  summary  of  the  determina- 
tions of  the  specific  heat  of  the  liquid  in  addition  to  the  work  of 
Dieterici  and  Drewes  already  given;  this  includes  the  work  of  Elleau 
and  Ennis,  von  Strombeck,  Ludeking  and  Starr  and  A.  J.  Wood. 
In  Fig.  9  these  values  are  plotted,  together  with  the  curves  represent- 
ing the  following  equations  used  in  the  computation  of  various  tables : 
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Dieterini c'  =  l  .118+0. 0()H5()  (<-32) 

Zcunor c'  =  l  .01235+().0U4()S  {1-32) 

Wood c'  =  l.  12136 +0.0()0438t 

Ledoux c'  =  1.0058 +0.0020322  (<-32) 

Elleau  and  Ennis c'=  0.9834 +0.0020322  (i-32) 

Peabody c'  =  1 . 1  constant 

74     The  full  line  curve  rei^resents  the  values  of  the  tangents  to 
the  heat  content  curve  of  the  present  investigation.    Since  according 
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Fig.  9    Comparison  of  Various  Determinations  of  Specific  Heat  of  Liquid 
AND  Various  Equations  proposed  to  Represent  Same  Quantity 


to  modern  ideas  of  the  critical  point  the  specific  heat  of  the  liquid 
there  becomes  equal  to  plus  infinity,  the  full  line  curve  is  of  a  more 
rational  form  than  any  linear  relation. 

75  Entropy  of  the  Saturated  and  Superheated  Vapor.  An  expression 
for  the  entropy  is  readily  derived  from  the  characteristic  equation 
and  the  expression  for  Cp\ 


ni 


[24] 


s  =  a  \ogjr+&T-AB  \og^p-Anp~^^+So 

For  the  complete  derivation  of  this  equation,  see  Appendix  No.  3. 
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76  The  constant  60  is  determined  by  passing  to  the  saturation 

r 
limit  at  32  deg.  fahr.,  where  .s'  =  0  and  therefore  s"  =  ~.  Substi- 
tuting this  value  for  *;  in  the  left-hand  member  of  equation  (s)  and  the 
proper  values  of  p  and  T  in  the  right-hand  meml^er,  So  is  found  to  be 
equal  to  —  0.82G5G.  Substituting  this  value  and  the  known  values 
of  the  other  constants,  and  passing  to  common  kjgarithms  equation 
[241  becomes 

s  =  0.879()  log  r-fO.UUU174  r-0.20U5  log  p -  ~  C - 0 . 82(350  [25] 
where  log  C  =  12 .  8GG554. 
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APPENDIX  No.  1 

METHOD    OF    CONSTRUCTION    OF   FIG.    1 
79    Using  formula  [7]  to  obtain  the  saturation  temperatures  of  ammonia 


from  those  of  water 


Let 


*   a  *   w 


-1  -1 

—  =y    and  7—    =x 


then 


—x=  —cy+k 
Since  «/  is  a  function  of  the  water  vapor  temperature  corresponding  to  pressure 
p,  y  is  also  a  function  of  p;  the  value  of  y  for  a  given  value  of  p  may  be  found 
by  making  use  of  the  tables  of  water  vapor  pressure;  x  is  a  function  of  the  tem- 
perature of  the  anmionia  corresponding  to  this  same  vapor  pressure  p;  the  curve 
giving  x  as  a  function  of  y  is  evidently  a  straight  line. 

80  Since  y  is  &  function  of  the  pressure  p  and  x  a  function  of  the  correspond- 
ing temperature,  the  values  of  x  and  y  may  represent  their  respective  values  of 
pressure  aiid  temperature.  The  corresponding  values  of  saturation  temperature 
and  vapor  pressure  may  be  read  directly  from  the  diagram. 

81  Fig.  1  was  constructed  in  the  following  manner:  Integral  values  of  tem- 
perature were  assumed  and  the  corresponding  values  of  x  were  computed  accord- 
ing to  the  relation  x=  —■-■    These  x's  were  then  laid  off  to  a  convenient  scale 

and  each  labeled  with  the  temperature  to  which  the  value  of  x  corresponds. 
Integral  values  of  pressure  were  assumed,  the  corresponding  values  of  tempera- 
ture found  from  steam  tables,  and  ilie  corresponding  values  of  y  computed  ac- 
cording to  the  relation  y=—-.    These  ?/'s  were  then  laid  off  to  a  convenient 

scale  and  each  labeled  with  the  pressure  to  which  the  value  of  y  corresponds. 

82  The  value  of  vapor  pressure  at  a  given  temperature  as  taken  from  the 
Marks  and  Davis  steam  tables  was  found  to  agree  with  the  value  given  by  the 
new  Marks  formula  with  sufficient  accuracy  up  to  a  temperature  of  400  deg. 
fahr.;  above  this  temperature  the  values  differed  materially.  In  the  construction 
of  the  chart,  therefore,  the  steam  tables  were  used  to  find  the  pressures  corres- 
ponding to  temperatures  below  400  deg.  fahr.  and  the  newer  formula  was  used 
to  find  the  pressures  corresponding  to  temperatures  above  that  point. 

83  Table  8  shows  the  calculations  for  a  few  of  the  values  of  Fig.  1. 

84  In  order  to  settle  upon  the  most  probable  location  of  the  straight  line 
representing  the  pressure-temperature  relation  of  saturated  ammonia  upon  this 
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TABLE  8     SAMPLE  CALCULATIONS    OF  THE  COORDINATES  OF  FIG    1 


ABSCISS.4E 

Temperature, 
Deg.   Falir. 

Absolute 
Temperature 

Reciprocal 
of  Absolute 
Temperature 

Corresponding  Value  of 
.Y,  In.,  referred  to  the 
point    —10  as  Origin 
=  -(8000X±  -10) 

-100 

359.61 

0.0027S06 

12.244 

-50 

409.64 

0.0024412 

9,529 

0 

459.64 

0.0021756 

7.405 

+50 

509.64 

0.0019622 

5.697 

100 

559.64 

0.0017869 

4.295 

150 

609.64 

0.0016403 

3.122 

200 

659.64 

0.0015160 

2.128 

250 

709.64 

0.0014092 

1.273 

Pressure, 
Lb.  per 
Sq.   In. 

Corresponding 

Saturation 

Temperature  of 

Water  Vapor, 

Deg.  Fahr. 

Absolute 
Temperature 

Reciprocal 
of  Absolute 
Temperature 

Corresponding  Value  of 

y.    In.,  referred  to  the 

point  —18  as  Origin 

=  - (20000  X±  -18) 

1 

101.83 

561.47 

0.0017S10 

17.621 

5 

162.28 

621.92 

0.0016079 

14.158 

10 

193.22 

652.86 

0.0015317 

.    12.634 

50 

281.0 

740.64 

0.0013502 

9.004 

100 

327.8 

787.44 

0.0012699 

7.399 

500 

467.2 

926.84 

0.0010789 

3.579 

1000 

544 . 9 

1004 . 54 

0.0009955 

1.910 

1700 

613.4 

1073.04 

0.0009319 

0.639 

TABLE  9    SUMMARY  OF  DETERMINATIONS  OF  CRITICAL  D.\TA  FOR  AMMONIA 


Invesiigator 

Date 

Temperature, 
DoK.  Cent. 

Pres.sure, 
Atmo.'sphcres 

Temperature, 
Deg.  Falir. 

Pressure, 
Lb.  per  Sq.  In. 

1884 

1886 
1908 
1910 

1.30.0 

131.0 
132.3 
132.1 

115 

113 

109.6 

111.3 

266.0 

267  8 
270.1 
269.8 

1690.0 

Vincent       and 
Chappuis.  . 

Jaquerod 

Shcfifer 

166  08 
1610.7 
1635.7 

WILLIAM    E.    MOSIIER  /  / .) 

chart  the  cxiicriniciital  thUa  must  be  plotted.  The  iM-e,s.sure,s  observed  by  Pictet 
over  a  teirijierature  range  of  —22  to  122  deg.  fahr.  agree  ahiiost  exactly  with 
those  observed  by  Regnault;  they  are  neither  tabulated  nor  plotted.  Faraday's 
results  are  quite  inconsistent  with  those  of  Regnault,  and  are  neither  plotted 
in  Fig.  1  nor  given  weight  in  the  determination  of  the  constants  of  the  equation. 

85  The  two  points  in  the  upper  right-hand  corner  of  Fig.  1  represent  the 
experiments  at  the  critical  point.  The  open  square  shows  the  values  given  by 
Vincent  and  Chappuis  and  the  sohd  triangle  the  values  given  by  Dewar.  The 
values  from  which  these  points  were  plotted  are  given  in  Table  9. 

86  This  table  also  contains  the  values  for  critical  data  given  by  Jaquerod  and 
Schefifer,  which  were  found  after  the  plate  for  Fig.  1  was  made. 


APPENDIX  No.  2 

DERIVATION    OF   EQUATIOlN    [19] 

„     Aynn  (n  +  1) 

87     The  ClauKius  relation  is  expressed  by  the  equation 


[a--Pd 


The  derivative  in  the  right-hand  member  is  determined  from  the  characteristic 
equation.    Thus  from  equation  [18] 

^  =  :?  I  i!^         [26] 

dT     p     T^+^ 
and 

(i^v         mn  (n  +  1)  ro^i 

Substituting  the  second  derivative  in  the  Clausius  relation  the  result  is 


[dCp      _Amn  (n- 
dp  \t  r°+^ 


+  ^)   [28] 


Taking  T  as  a  constant  and  integrating  with  respect  to  p  as  the  independent 
variable,  the  result  is 

Amn  (n  +  1)     ,  ^     ^    r  •  *        *• 

Cp  =  — =-— p+constant  of  mtegration 

The  constant  of  integration  may  be  a  function  of  7",  since  T  was  held  constant 
during  the  integration;  hence 

Amn  (n  +  l)  ,„„, 

'=p  =  «^  (^)+       yn-M        P [29] 
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DERIVATION    OF    EQUATIONS    [22]    AND    [24, 

/ST"  m 

i  =  aT+'^ A  (n  +  1)  p— -^cp+i. 

TO 

s  =  a  \og,T+fiT-AB  log,p-Anp  ;=— r+Sc 

88  Having  an  explicit  formula  for  the  specific  heat  at  constant  pressure  n 
terms  of  the  variables  p  and  T,  an  expression  for  the  heat  content  in  terms  c. 
these  variables  may  be  easily  derived.    For  this  purpose  the  general  equation 


M 


dq  =  c^dT-AT\  —  \  dp [30j 

is  most  convenient.    Since  the  heat  content  is  defined  by  the  relation 

i  =  A  (u+pv) 
then 

di  =  A  [du-\-d{pv)] 
or 

di  =  dq-\-Avdp 

Hence  by  suBstitution  in  equation  [30]  there  results 


[<i-4 


di=Cf>dT-A  I  T  — -r  |dp [31! 

From  the  characteristic  equation 

bv      B      nm 

i)T~p     T^^^ 
whence 

^<^  ,  w 

Substituting  this  and  the  general  expression  for  Cp  in  equation  [31]  the  result  is 

dT      Am  (n+1) 
di  =  {a+pT)  dT+Amn  (n  +  1)  p^^ — -'  dp-Acdp [32] 

Since  i  depends  upon  the  state  of  the  substance  only,  the  second  member  of 
equation  [30]  must  be  an  exact  differential     The  integral  is  readily  found  to  be 
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i  =  aT+^  7'^-yl(n  +  l)|^  -Acp+io [:«] 

89     An  expression  for  entropy  is  readilj'  found  from  e(iujition  [30].    Thus 

dq        dT         \bv  ] 
^^^^^^^p^-A^^J^dp [34] 

\bv  1 

Introducing  in  equation  [34]  the  expressions  previously  derived  for  Cp  and     r^  I  > 


the  result  is 


bA 


t 


dT      ABdp     Amn 
dT+Amn  (n  +  l)p— ^ p"  "7^^"/'^ ^^''^ 


The  integral  of  equation  [35]  is 


tn 
s  =  a  logeT+^T-AB  \ogep-Anp^^+So [36] 


APPENDIX  No.  4 

TK8T  OF  \ALID1TY  OV  KQUATION   [23]  BY  iMKANS  OK  THE  LAW  OF  COR- 
RESPONDING  STATES 

90    Since  i  is  coustant  in  a  thi'ottling  process,  the  Joule- Thomson  coefficient 
M  may  be  defined  as  the  derivative 


UpJi 


From  calculus 


UpI 


dp 
dT 


and  from  the  definition  of  heat  content  i 

di 
Hence 


^"' 


A  \m  (n  +  l)  ,     1 


91  From  equation  [37]  it  is  seen  that  ^  varies  with  the  pressure;  as  the  tem- 
perature rises,  however,  the  influence  of  pressure  decreases.  Joule  and  Kelvin, 
working  with  gases  far  removed  from  the  saturation  limit,  found  that  ^ 
varies  inversely  as  the  square  of  the  absolute  temperature.  The  experimental 
values  of  n  for  steam  expressed  in  pounds  per  square  inch  and  degrees  fahrenlieit 
were  reduced  by  multiplying  by  2.56,  a  factor  which  is  the  ratio  of  the  critical 
pressure  of  water  (2947  lb.  per  sq.  in.)  to  the  critical  temperature  (1149  deg. 
fahr.),  these  critical  values  being  the  ones  determined  by  Cailletet  and  Colardeau. 
Davis  gives  a  curve  which  he  says  represents  the  experimental  values  for  water 
in  the  best  possible  manner;  the  values  in  this  curve  are  those  translated  back 
to  ordinary  unite.     Later  determination  of  the  critical  constants  for  water  by 
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Holborn  and  Bauman  give  3200  lb.  per  sq.  in.  for  the  critical  pressure  and  1166 
dog.  faiir.  for  the  critical  temperature  Table  10.     If  then  the  values  of  fi  on  the 
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Fig.  10  Comparison  of  Values  of  Reduced  Joule-Thomson  Coefficlent 
FOR  Ammonia  according  to  Wobsa  and  Values  resulting  from 
Equation  [37]  with  Values  for  Water  as  given  by  Davis 


L'AiLE   10     SUMMARY  OF  DErERMINATIONi    OF  CRITICAL  DATA  FOR  WATER 


Investigator 

Date 

Critical 

Temperature, 

Deg.   Fahr. 

Critical 

Pressure, 

Lb.  per  Sq.  In. 

18S5 
1890 
1891 
1892 
1904 
1910 

676.0 
687.7 
689  0 
698.0 
705.2 
706.3 

Batteili         

2859 

2994 

2873 

3200 

3200 
Davis  curve  are  multiplied  by  —  ,  or  2.745,  and  the  temperatures  are  divided 

1166 

by  1166,  there  results  a  curve  expressing  the  variation  of  n  with  temperature, 

both  expressed  in  reduced  units,  according  to  the  best  available  experimental 

data. 
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92  This  curve  i:^  shown  in  Fig.  10  as  the  heavy  full  line  curve.  The  values 
resulting  from  ['.i~]  ami  those  resulting  from  Wohsa's  equation  for  ammonia  may 
now  be  eomparetl  with  the  values  for  water.  Wohsa's  throttling  experiments 
were  performed  at  pressures  of  from  2  to  10  atmospheres  and  at  temperatures 
of  42.S,  GO.S,  80  anil  104  ileg.  fahr.  The  values  of  n  at  the  same  pressures  and 
temperatures  have  been  calculated  from  [37]  and  are  shown  in  Fig.  10  as  full 
line  curves,  while  the  values  resulting  from  Wobsa's  equation  are  shown  as 
dotted  curves.  It  is  seen  that  while  the  full  line  curves  form  a  rather  strongly 
diverging  brush,  yet  the  Davis  line  passes  through  the  center  of  the  brush  and 
it  appears  that  the  brush  would  converge  into  the  Davis  curve  at  high  tempera- 
tures. On  the  other  hand  the  brush  of  dotted  curves  has  an  entirely  different 
trend  and  would  not  merge  into  the  Davis  curve. 
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ABSTRACT  OF  PAPER 

This  paper  presents  the  results  of  a  critical  examination  of  existing 
information   on   the   physical   properties   of   anhydrous   ammonia. 
That  information  is  of  three  kinds: 
a  Direct  experimental  data 

6  Formulae  based  upon  experimental  data  usually  in  con- 
junction with  certain  assumptions 
c  Tables  based  upon  experimental  data  and  on  the  formulae 

2  All  the  experimental  observations  of  any  value  are  given  in  the 
paper,  and  those  equations  which  seem  to  deserve  consideration  are 
examined  in  the  light  of  the  experimental  evidence.  The  conclu- 
sion reached  with  reference  to  the  accuracies  of  all  the  equations 
examined,  permits  the  calculation  of  a  table,  which  probal:)ly  repre- 
sents our  knowledge  of  the  physical  properties  of  anhydrous  am- 
monia as  accurately  as  any  that  can  be  constructed  at.  the  present 
time. 

3  Pressure-Temperature  Relation  of  the  Saturated  Vapor.  The 
important  experimental  work  in  this  field  is  by  Regnault,  Pictet, 
Blumcke,  Brill,  Davies,  and  Scheffer;  in  addition  there  are  boiling- 
point  determinations  by  de  Forcrand,  Gibbs,  Franklin,  Dickerson, 
and  others,  and  critical-point  determinations  by  Dewar,  Vincent  and 
Chappuis,   Guye  and  Scheffer.     The  observations  of  Pictet  and 

'  Aaet.  Mech.  Engrg.,  Harvard  University. 


Presented  through  the  rourtosy  of  The  American  Society  of  Refrigerating 
Engineers,  at  the  Annual  Meeting  1912,  of  The  American  Socie;ty  of  Me- 
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Percentage  Deviation  of  Pressure  from  Wobsa's  Equation. 
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Scheffer  are  in  close  agreement  with  those  of  Regnault.  All  the  other 
observed  pressures  are  plotted  in  Fig.  1  as  percentage  deviations 
from  the  pressures  calculated  from  an  equation  proposed  by  Wobsa 
which  is  of  the  form 

logio  p  =  a  —  6a*  —  c/3* 
The  constants  have  the  following  values: 

English  Units  Metric  Units 

Lb.  per  Sq.  In.  and  Mm.  of  Mercury  and 

Deg.  Fahr.  Deg.  Cent. 

o    9.7947  11.5083 

logio  6at 0.8704939-0. 00022 14<  0. 863408 -0.0003986< 

logio  c/3' -0.04742     -0.0033055^  -0.15319   -0.00595< 

4  In  the  same  figure  are  showTi,  in  the  same  manner,  the  pres- 
sures calculated  from  other  vapor-pressure  equations.  It  will  be 
seen  that  the  Wobsa  equation  represents  the  experimental  data  more 
accurately  than  any  of  the  other  equations  throughout  the  whole 
range  from  the  freezing  temperature  (  —  108  deg.  fahr.)  to  the  critical 
temperature  (270  deg.  fahr.).  The  Regnault  equation,  which  has 
been  most  used,  becomes  quite  inaccurate  at  low  temperatures. 
The  Mosher  equation  gives  more  weight  to  the  observations  of 
Regnault's  second  series  (marked  B  in  Fig.  1)  and  neglects  the  third 
series  points  (marked  C).  An  inspection  of  the  figure  shows  that  the 
second  series  points  are  not  self  consistent  and  are  not  supported  by 
any  other  experimental  evidence,  whereas  the  third  series  observa- 
tions are  consistent  and  are  well  supported  by  Blumcke's  observa- 
tions. Moreover,  Regnault  in  his  choice  of  vapor-pressure  equa- 
tions practically  disregarded  his  second  series  points.  The  only 
part  of  the  temperature  range  in  which  Wobsa 's  equation  does 
not  represent  the  experimental  data  satisfactorily,  is  from  —30  deg. 
to  —80  deg.  fahr.  The  experimental  work  in  this  region  is  by 
Brill  and  is  open  to  some  suspicion;  it  is  not  probable,  however, 
that  his  work  is  sufficiently  in  error  to  account  for  the  devia- 
tions. Consequently,  there  is  still  some  uncertainty  as  to  the 
vapor  pressures  at  this  part  of  the  range.  Throughout  the  com- 
mercially and  technically  important  range  from  —20  to  150  dog. 
fahr.,  the  saturation  pressures  are  probably  known  to  within  1 
per  cent. 

5  Spedfic  Volumes  of  the  Saturated  and  Superheated  Vapor.  No 
experimental  information  was  availal^le  before  1904  on  specific 
volumes,  with  the  exception  of  a  few  determinations  at  0  deg.  cent. 
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and  7G0  mm.  pressure.  Since  that  time  there  have  been  pubHshod 
some  determinations  of  the  specific  volumes  of  the  saturated  vapor 
by  Dieterici,  and  of  the  superheated  vapor  by  Perman  and  Davies. 
Dieterici's  work  does  not  go  below  3  deg.  cent,  and  Perman  and 
Davies  give  only  five  measurements.  In  order  to  deduce  the  prob- 
able value  of  specific  volumes  in  the  unexplored  field,  it  is  necessary 
to  have  recourse  to  a  characteristic  equation;  that  is,  an  equation 
relating  pressure,  volume,  and  temperature  of  the  vapor. 

6  It  has  been  assumed  by  all  investigators  that  the  form  of  char- 
acteristic equation  which  has  been  found  to  represent  the  properties 
of  steam,  will  probably  be  found  to  be  applicable  to  ammonia  and 
other  vapors  when  the  correct  constants  are  inserted.  These  con- 
stants can  be  determined  and  the  equations  can  be  tested  by  the 
use  of  information  other  than  the  direct  observations  of  volumes. 
There  are  available  for  this  purpose  some  isolated  determinations 
of  coefficients  of  compressibility  and  dilatation  by  Regnault,  Lord 
Rayleigh,  and  Lcduc;  and  some  Joule-Thomson  coefficients  deter- 
mined from  the  throttling  experiments  of  Wobsa,  as  well  as  some 
other  material  of  problematical  value.  The  direct  determinations 
of  latent  heat  by  Regnault  and  von  Strombeck,  which  might  be 
used  for  the  calculation  of  the  specific  volumes  of  the  saturated 
vapor  by  means  of  the  well-known  Clapeyron  equation,  are  too  in- 
consistent to  be  of  any  value. 

7  All  of  this  material  would  be  adequate  for  establishing  a  char- 
acteristic equation  if  it  were  reliable.  Unfortunately,  an  examina- 
tion of  the  material  discloses  a  number  of  inconsistencies. 

8  In  view  of  the  uncertainty  as  to  which  of  the  experimental 
observations  are  trustworthy,  the  best  that  can  be  done  at  present 
is  to  select  a  characteristic  equation  which  shows  good  general  agree- 
ment with  experiment.  It  is  possible  to  construct  an  indefinite 
number  of  such  equations,  but  it  is  not  at  present  possible  to  estab- 
lish any  one  as  definitely  accurate,  or  even  definitely  better  than 
some  other  one  which  shows  the  same  kind  of  general  agreement 
with  experimental  data.  Under  these  conditions,  it  has  not  seemed 
worth  while  to  devise  a  new  equation  since  one,  at  least,  of  the  recent 
equations  shows  a  satisfactory  general  agreement  with  the  experi- 
mental data  and  represents  the  results  of  experiment  as  closely  as 
the  accuracy  of  the  experimental  work  warrants. 

9  All  the  tables  of  the  properties  of  ammonia  which  were  pub- 
lished prior  to  1004,  including  the  well-known  tables  of  Ledoux, 
Zeuner,  Wood  and  Peabody,  antedate  the  experimental  determina- 
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tion  of  specific  volumes  and  were  based  upon  tlie  scantiest  of  experi- 
mental information  and  upon  certain  unverified  assumptions.  In 
addition,  the  forms  of  the  characteristic  equations  used  by  these 
authorities,  have  been  found  by  recent  investigations  to  be  unsatis- 
factory for  steam,  and  consequently  the  primary  justification  for 
their  use  has  disappeared.  It  follows  that  the  characteristic  equa- 
tions and  the  tables  of  Ledoux,  Zeuner,  AVood  and  Peabody,  must 
be  regarded  as  definitely  displaced  by  those  equations  and  tables 
which  are  based  upon  the  later  experimental  information. 

10  Four  tables  of  the  properties  of  ammonia  have  been  published 
during  the  past  eight  years.  The  earliest  of  these  (1904)  is  by 
Dicterici  and  is  calculated  directly  from  his  own  observations  without 
the  use  of  a  characteristic  equation.  It  gives  no  information  on  the 
properties  of  the  saturated  vapor  at  temperatures  below  32  deg.  fahr., 
nor  does  it  throw  any  light  on  the  sup(;rheated  region.  The  three 
remaining  tables  are  based  upon  practically  all  the  information  now 
available  and  are  calculated  from  characteristic  equations  of  forms 
recently  estaljlished  as  satisfactory  for  steam.  They  are  the  only 
tables  that  need  be  seriously  considered.  Of  these  tables,  two  are 
by  Wobsa  and  one  by  Hybl.  Wobsa  himself  decided  that  his  later 
table  was  better  than  the  earlier  one,  and  this  decision  is  justified 
by  an  examination  of  the  facts.  There  remain  only  the  later  Wobsa 
and  the  Hybl  tables.  A  critical  examination  of  the  characteristic 
equations  on  which  these  are  based,  establishes  the  definite  superior- 
ity of  the  Wobsa  equation,  and  also  show^s  an  inherent  defect  in  the 
Hybl  equation.  It  shows,  moreover,  a  general  agreement  of  the 
Wobsa  equation  with  the  experimental  data  which  is  probably  as 
good  as  is  possible  in  view  of  the  inconsistencies  in  the  experimental 
work.    The  Wobsa  equation  is 

n  nn-rrr  .  49.7367     2450,80 

y  =  0.0075+ +  — 

p  T^       p 

where 

T  =  absolute  temperature,  deg.  cent. 

V  =  specific  volume,  cu.  m.  per  kg. 

p  =  pressure,  kg.  per  s(|.  m. 

11     A  further  examination  of  i\\v  experimental  data  indicates  the 
following  as  the  best  available  equations: 
F(jr  the  specific  heat  of  the  superheated  vapor 

Cp  =  0.505+0.000m-|-0.424— - 

10» 
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For  the  specific  heat  of  the  liquid 

c=l.  118+0. 00208< 
For  the  specific  volume  of  the  liquid 

i;  =  3.7-log,o  (134-0 
III  the  above  equations  ^  =  temperature,  deg.  cent. 

t'  =  specific  volume,  cc.  per  gram 
12     From  the  preceding  equations,  there  are  deduced  the  following : 
'rh(>  entropy  of  saturated  or  superheated  vapor  is 

A^  =  0. 49  loge  T-AR  logo  P-   ii^  •  P-0.38 
nnd  the  total  heat  is 


-f 


H  =  0. 49/ -('i^-0. 0000178 j  P+309.G 


where 

H  =  total  heat,  calorics 

P  =  pressure,  kg.  per  sq.  m. 

/2  =49.736 
■  A  =0.0023442 
13  Wobsa  prepared  a  table  based  on  the  above  equations,  giving 
the  properties  of  saturated  ammonia  from  —30  to  +40  deg.  cent, 
by  5  deg.  intervals.  This  table  has  been  made  use  of  in  the  com- 
putation of  the  greater  part  of  Table  1,  which  gives  the  properties 
of  saturated  ammonia  by  1  deg.  intervals  from  —22  deg.  to  +131 
deg.  fahr. 
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TABLE   1     PROPERTIES  OF  SATURATED  AMMONIA  VAPOR  BASED  ON  VVOBSA'S 

SECOND  EQUATION 
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DISCUSSION 

A.  J.  Wood,  We  have  suggested  in  the  two  papers  on  prop- 
erties of  annnoiiia,  an  addition  of  two  new  tables  which  do  not 
agree  one  witli  the  other,  but,  on  the  other  hand,  neither  varies 
largely  from  accepted  tables  used  in  this  country  for  the  range 
of  pressures  common  in  practice.  In  view  of  this,  these  should  be 
regarded  as  later  valuable  data  rather  than  as  finally  accepted 
tables,  which  will  at  once  set  aside  other  tables.  The  investiga- 
tions now  under  way  may  aid  in  the  final  agreement  on  a  single 
table  of  recognized  authority. 

One  of  the  most  important  properties  to  be  dealt  with  is  the 
latent  heat  of  the  saturated  vapor.  An  examination  of  Fig.  3 
of  Mr.  Mosher's  paper  shows  that  the  results  of  the  different 
tables  for  total  latent  heat  vary  most  for  temperatures  above  100 
deg.  fahr.  Barring  values  of  Ledoux,  the  best  agreement  be- 
tween the  several  authorities  is  for  temperatures  at  which  the 
ammonia  is  worked  to  advantage,  that  is  below  100  deg.  fahr. 
Substantial  agreement  among  all  is  found  at  70  deg.  fahr.  If 
in  Fig.  3  are  plotted  values  of  the  latent  heat  in  the  table  based 
on  Wobsa's  second  equation  (see  Marks'  paper),  it  will  be  found 
that  the  results  agree  closely  wnth  the  Dieterici  values  between  50 
and  100  deg.  fahr.,  and  fall  from  1  to  3  per  cent  below  the  pro- 
posed Goodenough  values  for  this  range.  The  differences  in  the 
new  tables  become  less  for  the  lower  temperatures  and  in  any 
event  are  not  large.  Cannot  these  differences  be  reconciled,  bring- 
ing both  tables  to  a  substantial  agreement? 

The  experimental  value  for  the  specific  heat  of  liquid  ammonia 
as  found  by  the  present  writer  and  referred  to  in  the  tables  given 
in  the  papers,  was  obtained  by  a  method  not  followed  by  others 
and  which  may  have  certain  merit,  as  it  yielded  check  results 
with  repeated  trials.  Briefly,  it  was  as  follows:  A  steel  bomb 
holding  nearly  59  grams  of  the  liquid  was  constructed  so  as  to 
insure  its  being  completely  filled  before  the  tests  began.  Water 
of  determined  weight  and  temperature  was  allowed  to  drop  at 
a  given  instant  into  a  can  partly  filled  with  water,  inserted  in 
the  center  of  a  Mahler  bomb  calorimeter  jacket.  Into  this  can 
was  placed  another  can  containing  the  bomb,  the  water  and  am- 
monia being  thoroughly  agitated  during  the  test.  The  radiation 
losses  were  carefully  determined.  Tests  were  carried  to  the 
lower  temperature,  but  radiation  losses  for  these  temperatures 
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rlifl  not  check  in  successive  tests.     The  trials  have  not  been  re- 
peated for  the  lower  temperatures. 

Wm.  Earl  Mosher  repHed  that  he  reahzed  that  any  tables  based 
on  the  existing  experimental  data  cannot  be  accepted  as  final,  but 
only  as  representing  our  present  knowledge  of  the  subject  and  of  a 
temporary  nature.  Final  tables  cannot  be  adopted  until  much  more 
careful  experimental  work  has  been  done.  Such  an  investigation  is 
now  being  carried  on  by  the  United  States  Bureau  of  Standards, 
but  it  will  be  a  long  time  before  the  investigation  can  be  completed 
and  tables  calculated  from  the  results  of  the  investigation. 

In  the  meantime  it  is  highly  desirable  for  the  sake  of  uniformity 
in  calculations  that  some  table  be  adopted  as  a  temporary  standard. 
Professor  Marks  has  shown  that  the  Wobsa  table  is  superior  to  the 
Hybl  table,  and  it  is  believed  that  the  arguments  presented  in  this 
paper  are  sufficient  to  demonstrate  the  superiority  of  the  proposed 
table  to  the  Wobsa  table. ^ 

As  Professors  Marks  and  Wood  have  said,  the  differences  be- 
tween the  Wobsa  table  and  the  proposed  table  are  very  small  for 
the  range  of  pressures  encountered  in  practice.  The  Wobsa  table 
has  been  calculated,  however,  only  with  temperature  as  the  argu- 
ment and  only  at  9  deg.  intervals ;  the  new  tables,  on  the  other  hand, 
have  been  prepared  for  every  degree  of  temperature  and  for  every 
pound  of  pressure  throughout  the  working  range.  In  addition, 
tables  of  the  liquid  and  superheated  vapor  have  been  prepared  and 
also  a  Mollier  diagram.  It  would  seem  that  the  score  of  convenience 
would  be  sufficient  to  warrant  the  adoption,  as  a  temporary  standard, 
of  the  proposed  tables. 

^  Further  arguments  concerning  this  point  are  inchided  in  Mr.  Mosher'y  paper 
as  it  will  appear  in  full  as  a  bulletin  of  the  Engineering  Experiment  Station  of 
the  University  of  Illinois. 
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KXPKKniKXTS   WITH  NORTH  DAKOTA  LIG- 
NITE IN  A  STEAM  PCnVER  PLANT  AND 
A  GAS  PRODUCER 

By  Calvin  II.  Crouch,  Grand  Forks,  N.  D. 
Member  of  the  Society 

North  Dakota  has  an  area  of  approximately  70,000  sciiiare 
miles,  of  which  about  one-half  is  underlain  with  workable  seams 
of  lignite  coal,  varying  from  a  few  feet  to  35  feet  in  thickness, 
which  it  is  quite  probable  will  some  day  exert  a  great  influence 
upon  its  manufacturing  and  engineering  industries.  According 
to  the  State  (Jeological  Survey  reports,  the  number  of  workable 
beds  in  southwestern  North  Dakota  in  1908  were  known  to  be  21. 
These  are  distributed  through  from  1000  to  1300  ft.  of  strata  and 
range  from  4  to  35  ft.  in  thickness.  The  aggregate  thicloiess  of 
the  coal  in  these  beds  is  157y2  ft.^  Figs.  1  and  2  show  -the  way 
in  which  the  coal  crops  out". 

2  It  has  been  estimated  by  some  that  the  North  Dakota  lig- 
nite deposits  comprise  one-sixth  of  the  known  coal  deposits  of 
the  United  States,  but  their  extent  and  value  are  doubtless  un- 
appreciated, if  indeed  they  are  known,  by  the  majority  of  the  citi- 
zens of  the  State.  Comparatively  small  amounts  of  the  coal  are 
mined  annually,  though  the  amount  is  increasing  and  will  doubt- 
less increase  even  more  rapidly  as  the  people  learn  to  appreciate 
its  value  and  to  bui'n  it  in  such  a  manner  as  to  utilize  more  fully 
its  heat  miits.  It  is  regarded  by  numy  as  an  almost  worthless  fuel 
because  it  will  not  stand  shipping  in  dry,  warm  weather  without 
disintegrating  and  because  it  has  been  used  in  the  ordinary  fur- 
nace under  boih'rs  with  poor  results.  It  is  used  principally  at 
points  near  the  mines  for  powei-  .ind  domestic  pui'poses  and  with 

'N.  D.  State  Geological  Survey,  2d,  3(1,  aud  nth  biennial  reports. 
'N.  D.  State  Geological  Survey,  1008,  Plates  13  aud  15. 
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the  present  cost  at  the  mine  and  freight  rates  and  the  present 
method  of  burning,  it  does  not  seem  able  to  compete  with  the 
cheaper  grades  ot"  Eastern  bituminous  coal  at  points  a  few  hun- 
dred miles  from  the  mines.  Its  use,  however,  is  increasing,  as 
shown  bv  a  statement  received  from  the  state  engineer's  office 


Fig.  1    Coal  Bed  of  the  Gkeat  Bend  Guoup  exposed  on  Little  Missouri 

NEAR  THE  HaRMON  RaNCH.   ToTAL  ThICKNESS  OF  COAL,  16  Ft. 


that  271,9-28  t(ms  were  juined  in  1904,  385,882  tons  in  1910,  and 
4GG,600  tons  in  1911. 


I']!KM  M  I  N  AUY    KXI'KIM  .M  KNTS 


3  Before  presenting  and  discussing  the  results  of  the  experi- 
ments with  North  Dakota  lignite  as  a  fuel  in  a  steam  and  pro- 
ducer gas  power  plant,  the  author  will  present  the  results  of 
some  rather  simple  but  interesting  jireliminary  experiments  with 
the  same  coals  as  were  used  in  the  power  plant  tests.  They  show 
the  nature  of  the  fuel  and  its  behavior  when  exposed  to  heat  and 
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to  tlie  drying  action  of  the  atmosphere  and  throw  much  light 
upon  the  results  obtained  in  the  power  plant  tests. 

4  The  coal  used  consisted  of  two  car  loads,  one  shipped  in 
January  1911,  from  Williston,  N.  D.,  here  designated  as  coal 
No.  1,  and  a  second  from  Wilton,  N.  D.,  shipped  in  August 
1911,  referred  to  as  coal  No.  2. 

5  Three  samples  of  coal  No.  1,  weighing  about  14  lb.  each, 
were  taken  from  different  sections  of  the  pile  and  weighed,  sub- 
merged in  water  for  48  hours  and  again  weighed.  The  gain  in 
weight  was  but  a  fraction  of  1  per  cent,  indicating  that  the  coal 
was  practically  saturated  with  water  when  mined  as  it  was 
shipped  in  cold  weather  and  could  not  have  given  up  or  taken  up 
much  moisture  in  transit, 

G  Coal  No.  2  was  shipped  in  August  1911,  and  was  stored 
out  of  doors  until  needed  for  the  tests.  It  was  exposed  to  the 
elements  during  the  summer  and  fall  and  naturally  gave  up  some 
of  its  surface  moisture,  but  the  cotil  in  the  interior  of  the  pile 
was  quite  wet  in  the  Avinter  when  the  tests  were  made.  A  block 
of  this  coal  weighing  12  lb.  10  oz.,  which  was  taken  from  a  point 
2  ft.  beneath  the  surface  of  the  pile,  submerged  in  water  for  48 
hours'  and  again  weighed,  gained  14  oz.,  or  0.9  per  cent  in  Aveight. 
The  author  was  not  present  when  coal  No.  2  was  received,  hence, 
samph's  were  not  taken  at  that  time. 

7  To  show  the  readiness  with  which  the  lignite  gives  up  its 
moisture,  four  .samples  weighing  respectively  30,  38'/^,  74  and  83 
lb.  were  taken  from  coal  No.  2  and  placed  in  a  room  on  March 
16,  1912,  and  weighed  from  time  to  time.  During  the  first  week, 
the  temperature  was  about  60  deg.  fahr.  and  during  the  remain- 
der of  the  time  about  70  deg.  On  March  18,  the  coal  had  given 
up  2.43  per  cent  of  its  weight,  on  March  20,  3.76  per  cent,  on 
March  21,  6.09  per  cent,  on  March  27,  9.2  per  cent,  April  1,  11.31 
per  cent  and  on  April  16,  12.63  per  cent.  Figs.  3,  4,  5  and  6  were 
taken  of  these  four  samples  on  March  18,  20,  27  and  April  16  and 
show  the  way  in  which  the  coal  disintegrated  as  it  dried.    Fig. 

7  shows  the  results  after  these  four  samples  had  been  dropped 

8  ft.  upon  a  concrete  floor,  and  indicates  that  when  the  coal  is 
dry  it  is  very  friable. 

8  To  show  how  the  coal  disintegrate-s  when  .stored  for  .some 
time  under  cover,  on  April  6,  1912,  a  sample  of  100  lb.  was  taken 
from  a  bin  inside  the  building  which  had  been  filled  with  coal 
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No.  2  since  August  11)11.  Tlio  bin  contained  about  4  tons.  A 
small  proportion  ol'  the  coal  (perhaps  one-sixth)  was  in  hirge 
chunlvs  ready  to  I'all  into  pieces  with  a  light  l)h)w.  The  coal 
had  been  pulverized  somewhat  by  firemen  in  shoveling  it 
from  the  bin.  lIowe\er,  neglecting  the  large  chunks,  the  sample 
was  a  fair  average  of  the  coal.  This  sample  was  screened  suc- 
cessively on  sieves  with  y^  in.,  14  in.  and  1/2  in.  mesh;  that 
which  remained  on  the  finer  sieve  was  screened  on  the  next 
coarser.  Of  the  coal  261/2  per  cent  passed  through  the  screen 
with  the  Vs  in.  mesh,  241/2  per  cent  passed  through  the  screen 
with  the  1,4  in.  mesh,  18  per  cent  passed  through  the  screen  with 
the  V2  in.  mesh  and  31  per  cent  remained  on  the  last.  All  would 
have  passed  through  a  21/2  in.  ring. 

9  Numerous  proximate  analyses  were  made,  the  results  of 
which  showed  the  green  coal  to  contain  approximately  35  per 
cent  of  moisture,  and  the  dry  coal  to  contain  approximately  43 
per  cent  of  volatile  matter,  50  per  cent  of  carbon  and  from  7  to 
9  per  cent  of  ash.  Difficulty  was  experienced  in  determining  the 
percentage  of  moisture.  It  was  finally  decided  to  call  that  mois- 
ture which  w\as  driven  off  at  a  temperature  below  240  deg.  fahr. 
It  was  thought  that  some  of  the  volatile  matter  was  driven  off 
at  temperatures  slightly  above  that.  It  was  readily  seen  that 
gases  were  driven  off'  at  comparatively  low  temperatures  as 
3hown  by  the  analytical  balance  and  by  the  odors  given  off. 

10  North  Dakota  lignite  is  classed  as  one  of  the  youngest 
coals.  In  appearance  it  is  black  when  freshly  mined,  but  as  it 
dries,  it  becomes  lighter  in  color  and  is  often  a  dark  brown.  Be- 
fore it  has  become  sufficiently  dry  to  disintegrate,  it  somewhat 
resembles  charcoal  in  that  it  frequently  shows  very  clearly  the 
grain  of  the  wood  and  knots  of  the  trees  from  which  the  coal  has 
been  formed ;  but  upon  drying  it  cracks  both  with  and  at  right 
angles  to  the  grain  as  seen  in  Figs.  3-7.  The  line  of  cleavage 
in  breaking  is  along  the  grain.  Occasionally  a  piece  will  be 
found  which  has  lost  its  grain  and  at  fracture  resembles  anthra- 
cite in  appearance,  having  a  luster,  Init  this  disappears  as  the 
moisture  is  driven  oft. 

11  From  these  prelimijiary  experiments,  it  will  be  seen  that 
this  fuel  may  contain  (a)  large  quantities  of  moisture,  the  two 
coals  analyzed  containing  over  .'')5  per  cent  of  moisture,  which  is 
readily  given  up,  causing  the  coal  to  crack  and  disintegrate;  (h) 
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Fig.  3     Coal  after  being  2  Days  inside  of  Building 


Fig.  4     Coal  after  being  4  Days  inside  of  Building 


Fig.  5    Coal  after  being  11  Days  inside  of  Building 
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large  proportions  of  volatile  matter,  some  of  which  is  driven  ofl' 
at  comparatively  low  temperature;  and  (c)  a  small  percentage 
of  ash.  These  characteristics  are  very  important  and  must  be 
taken  into  considerati<m  when  designing  furnaces  and  gas  pro- 
ducers to  utilize  it.    In  the  furnace  it  disintegrates  and  if  burned 


Fig.  6     Coal  aktek  being  31  Days  inside  of  Building 


Fig.  7    Samples  of  Coal  after  falling  8  Ft.  upon  a  Concrete  Floor 


on  grates  suitable  for  a  coking  coal,  it  will,  when  heated  to  red, 
run  through  the  grate  like  so  much  coar.se  sand,  especially  if  it 
be  disturbed  with  a  slice  bar.  Thus  it  will  be  seen  that  it  should 
be  burned  on  a  grate  with  small  openings  and  with  a  strong 
draft,  for  when  it  disintegrates  it  settles  or  packs  down,  restrict- 
ing the  air  passages.  One  would  also  expect,  since  it  contains  a 
large  proportion  of  volatile  matter,  that  fire-brick  arches  or 
dutch  ovens  would  be  desirable  in  burnine  it  under  boilers. 
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12  All  apprecijitioii  of  these  iinporlant  pi'()i)eities  and  char- 
;i<'(eiistic«  shown  by  the  preliminary  experinients  will  help  in 
understanding  the  difficulties  experienced  in  conducting  the 
evaporative  and  gas  producer  tests  and  interpreting  the  results. 

EVAPORATIVE    TESTS 

13  Evaporative  tests,  using  North  Dakota  lignite  under  the 
boilers,  were  made  in  the  mechanical  laboratory  of  the  College  of 
Mechanical  and  Electrical  Engineering  at  the  State  University 
of  North  Dakota.  This  plant  consisted  of  two  70-h.p.  horizontal 
lire  tubular  boilers,  one  of  which  was  equipped  with  a  Detroit 
automatic  stoker  and  a  dutch  oven  T  ft.  long  projecting  out  in 
front  of  the  boiler,  while  the  other  was  provided  with  an  or- 
dinary furnace  and  rocking  grates  which  were  suitable  for  burn- 
ing Eastern  bituminous  coals.  After  several  preliminary  experi- 
ments, this  last-mentioned  furnace  was  modified  b}^  placing 
fire-brick  arches  or  tiles  over  three-fourths  of  the  grate  and  by 
substituting  perforated  plates  for  the  rocking  grates,  the  per- 
forations being  1/2  in.  in  diameter  and  35  per  cent  of  the  area  of 
the  grate. 

14  The  plant  was  provided  with  natural  draft  which  was 
adequate  when  burning  Eastern  bituminous  coal  to  drive  the 
boilers  much  beyond  their  rated  capacities,  but  which  proved 
inadequate  when  burning  lignite.  Several  tests  were  conducted, 
varying  from  four  to  ten  hours  in  duration.  While  they  were 
unsatisfactory  in  that  the  boilers  could  not  be  driven  at  their 
rated  capacities,  they  indicated  conclusively  that  a  much  stronger 
draft  would  be  necessary  to  keep  the  furnaces  at  a  white  heat 
and  to  force  the  boilers  to  their  rated  capacities.  A  small  fan  w^as 
available  for  producing  a  forced  draft.  It  was  not  large  enough 
to  su})p]y  the  necessary  pressure  but  sor\cd  lis  i)iii'pose  for,  with 
it,  the  furnace  could  be  kept  nt  a  white  heat,  which  was  impossible 
without  it.  It  wns  not  thought  advisable,  however,  to  drive  the 
fan  at  the  necessary  high  speed  for  any  considerable  time  and  the 
i-esults  obtained  with  natural  draft  had  to  sullice.  The  author, 
'vishing  to  confirm  the  results  secured  in  1911  by  the  students, 
condiicte<l  three  tests  in  the  spring  of  1912,  with  about  the  same 
experience  and  results.  Funds  were  not  available  at  the  time 
for  the  installation  of  nn  induced  draft  so  that  elaborate 
tests  were  not  undertaken,  the  exi)ei-iui(Mi(s  being  valuable  chieMy 
because  of  the  experience  and  knowledge  gained.    It  was  clearly 
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demonstratecl  that  with  a  dutch  oven  and  a  mechanical  stoker 
with  proper  draft  conditions,  the  coal  can  be  economically  utdi- 
zcd  in  a  steam  power  phint. 

15  Table  1  gives  the  more  important  economic  results  t)b- 
tainetl  froui  these  preliminary  evaporative  tests.  For  compari- 
son the  average  of  the  results  of  15  tests  made  by  the  U.  S. 
Bureau  of  Mines,  with  this  coal  in  a  specially  constructed 
furnace  has  also  been  included.^ 


TABLE  1      EVAPORATIVE  TESTS 
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Special        furnace  1 
u.scd  by  Bureau  > 

13 .  27 

25.18 

3.49 

0  00 

73.9  to  103.3 

of   Mines J 

16  It  will  be  noted  that  although  the  boilers  w^ere  forced  as 
hard  as  possible  in  the  tests  conducted  by  the  author,  they 
developed  only  from  54.7  to  67  per  cent  of  the  builders'  rated 
capacity.  In  burning  the  coal  on  the  chain  grates  under  water 
tube  boilers  in  the  university  power  plant  which  had  natural 
draft,  a  similar  experience  resulted.  The  experiment  was  begun 
with  the  furnace  at  a  white  heat,  but  as  the  lignite  was  fed  into 
the  furnace  the  fire-brick  arches  and  tile  on  the  water  tubes 
cooled  to  a  much  lower  temperature  and  the  boiler  could  not  be 
driven  at  anything  like  its  normal  rating. 

17  An  induced  draft  system  wns  recently  installed  in  the 
university  power  plant,  and'  an  induced  draft  apparatus  has  been 
ordered  for  the  experimental  plant  in  the  mechanical  laboratory 

'  Bulletin  No.  2,  Bureau  of  Mines,  pp.   18,   19. 
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which  Avill  he  capahle  of  giving  almost  any  amount  of  draft  that 
ma}'  be  desired  in  connection  with  a  series  of  tests  which  will 
doubtless  be  conducted  in  the  near  future. 

GAS   PRODUCER  TESTS 

18  Experiments  with  North  Dakota  lignite  in  the  gas  pro- 
ducer were  conducted  in  the  same  laboratory,  the  object  being  to 
determine  the  feasibility  of  using  this  fuel  in  a  producer  gas 
power  plant. 

APPARATUS 

19  The  experimental  plant  consisted  of  a  50-h.p.  Smith  suc- 
tion down-draft  gas  producer  and  a  55-h.p.  Alberger  tandem 
producer  gas  engine  belted  to  a  dynamo.  The  scrubber  was 
driven  by  an  independent  motor.  In  the  tests  of  1911,  the  jacket 
and  scrubbing  water  was  supplied  from  the  city  mains  but  for 
the  1912  tests  a  motor-driven  triplex  pump  was  installed  so  that 
the  cost  in  power  of  supplying  this  water  could  be  determined. 
In  the  1911  tests,  the  dynamo  used  to  load  the  engine  was  a 
25-kw.  direct-current  machine,  but  for  the  subsequent  tests  a 
45-kw.  direct-current  three-wire  generator  with  compensating 
coils  was  installed  so  as  to  be  able  to  load  the  engine  to  its  maxi- 
mum capacity.  Fig.  8  shows  a  sectional  vieAv  of  the  gas  producer 
and  Fig.  9  a  sectional  view  of  the  engine. 

METHOD   OF  LOADING   THE   ENGINE 

20  The  engine  was  loaded  by  means  of  a  dynamo  which  sup- 
plied current  to  the  university  light  and  power  circuit  and  also 
to  a  water  rheostat  wdiich  could  be  used  when  there  was  not 
sufficient  demand  otherwise  for  power  to  utilize  all  that  was  pro- 
duced. The  dynamo  was  so  connected  that  current  could  be  taken 
from  the  main  line  to  drive  the  generator  as  a  motor  in  starting  up 
the  engine.  This  made  a  simple  and  very  satisfactory  way  of 
starting  the  engine  which,  when  started,  would  speed  up,  increas- 
ing the  generated  electromotive  force,  and  cause  the  motor  to 
become  a  generator  supplying  current  to  the  line,  the  load  carried 
by  the  dynamo  l)cing  governed  by  the  voltage  which  was  con- 
trolled by  a  hand-regulated  field  rheostat. 

'21  The  generator  used  during  the  tests  Nos.  1-8  inclusive  was 
an  old  25-kw.  direct-current  generator  formerly  used  in  the 
university  lighting  plant;  in  tests  Nos.  9-18  inclusive  a  new  Fort 
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6a5  to  Engine 


Thermostat. 


Fig.  8     Sectional  View  of  Gas  Pkoduceu 
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Wayne  machine.  This  machine  started  up  nicely  but  before 
test  No.  12  liad  been  finished,  the  commutator  had  become 
warped  or  out  of  true,  causing  much  sparking  at  the  brushes. 
This  was  remedied,  however,  before  test  No.  13  was  run  by  turn- 
ing dow'n  the  commutator,  after  Avhich  it  gave  no  trouble. 

METHOD    OF   DETERMINING   THE   POWER    GENERATED,   AND    COAL    CON- 
SUMED 

22     The  power  delivered  to  the  sw^itchboard  by  the  generator 
was  measured,  and  the  coal  consiniied  per  kw-hr.  at  the  switch- 


FiG.  9     Longitudinal  Section  of  Gas  Engine 


l)onrd  determined.  It  was  the  original  intention  to  determine  the 
etficiency  of  the  generator  so  as  to  get  the  total  power  develoj^ed 
by  the  engine,  but  time  did  not  permit  before  the  armature  of 
the  generator  was  needed  to  replace  a  burned-out  armature  in 
a  motor  in  the  university  power  plant,  so  that  the  windage,  fric- 
tion and  internal  lo.sses  of  the  generator  used  in  1911  could  not  be 
obtained.  However,  since  the  machine  was  loaded  nearly  to  its 
rated  capacity  most  of  the  time,  it  was  assumed  in  determining 
the  brake  horsepower  of  the  engine  that  the  generator  had  an 
efficiency  of  90  per  cent  and  that  the  belt  transmission  gave  an 
efficiency  of  98  per  rent,  both  of  which  arc  probably  higher  than 
tlieir  true  value. 

23  As  no  means  was  at  hand  for  ineasuiiug  or  determining 
the  aiiK)unt  of  w^ater  used  by  the  engine  jackets  or  the  gas  scrub- 
ber in  the  te.sts  of  1911,  accurate  reconls  of  the  power  used  by  the 
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bcrubber  woio  nol  taken.  To  delennine  the  net  power  availuble 
for  outside  purposes,  it  would  be  necessary  to  charge  against 
such  a  phint  all  of  the  power  consumed  by  the  auxiliary  ap- 
paratus. Fortunately  funds  were  available  in  the  fall  of  1911  so 
that  a  motor-driven  triplex  pump  was  installed  to  supply  the 
jacket  and  scrub  water,  also  a  more  efficient  motor  was  installed 
for  driving  the  scrubber.  In  determining  the  net  power  avail- 
able for  outside  purposes  in  the  tests  of  1911,  it  was  assumed 
that  the  power  consumed  by  the  auxiliaries  was  the  same  as  dur- 
ing the  tests  of  1912  when  apparatus  was  available. 

24  In  determining  the  power  developed  by  the  engine  in  the 
tests  of  1912,  it  was  assumed  that  the  belt  transmission  gave  an 
efficiency  of  98  per  cent.  The  losses  in  the  generator  were  deter- 
mined by  experiments  in  which  the  windage,  friction,  iron  and 
copper  losses  were  carefully  determined  and  curves  plotted  show- 
ing the  efficiency  of  the  generator  at  various  loads.  The  low  ef- 
ficiency of  the  generator  may  doubtless  be  explained  by  the  fact 
that  the  machine  was  developing  but  little  more  than  50  per  cent 
of  its  rated  capacity. 

25  In  determining  the  coal  used  during  the  test,  care  was 
taken  that  the  producer  was  full  when  the  test  began  and  when 
it  ended.  The  coal  charged  in  the  meantime  was  considered  as 
the  coal  used  during  the  test.  Before  starting  up  the  blower  for 
the  next  test,  the  producer  was  poked  to  make  sure  there  were 
no  large  voids  and  filled  as  before.  The  coal  charged  at  this  time 
was  called  the  "  standover  "  losses.  A  similar  method  was  fol- 
lowed after  fire  had  been  "  blown  up  "  and  the  amount  needed  to 
fill  the  producer  just  before  starting  the  test  was  called  th<3 
"  start ing-up  "  losses. 

COAL   AND   GAS   ANALYSES 

26  At  the  beginning  of  the  first  series  of  tests,  Nos.  1-8,  Table 
2,  the  apparatus  for  analyzing  the  gases  was  broken  so  that  but 
one  analysis  of  the  gas  of  these  eight  tests  was  made.  Proximate 
analyses  of  the  coal  used  in  each  test  were  made  to  determine  the 
moisture.  In  the  second  and  third  sets  of  experiments,  or  those 
conducted  in  1912,  a  complete  analysis  of  the  gases  was  made. 
The  incomplete  determinations  of  CO;.,  O  and  CO  were  made 
with  the  Orsat  Hue  gas  a])paratus.  It  is  interesting  to  note  that 
the  composition  of  the  two  coals  was  almost  identically  the  same. 
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DESCiaiTiON    Ol"    TESTS 

27  Test  Nos.  1-8  inclusive  were  eoiiducled  at  intervals  of  from 
one  to  two  weeks  apart.  After  a  test  had  been  run,  the  producer 
was  filled  and  enough  coal  brought  into  the  building  during  the 
following  week  to  run  the  next  test.  This  enabled  much  of  the 
coal  to  thaw  out,  though  frequently  coal  was  charged  into  the 
producer  in  the  frozen  state.  The  coal  used  in  test  No.  4,  how- 
ever, had  been  in  the  boiler  room  for  some  weeks  which  caused 
it  to  be  much  drier  than  that  used  in  the  other  seven  tests, 
but  the  author  is  inclined  to  believe  that  the  16  per  cent  moisture 
recorded  is  much  too  small.  It  is  possibly  due  to  poor  sampling 
or  to  the  loss  of  moisture  between  date  of  sampling  and  date  of 
analyzing. 

28  These  tests  were  conducted  with  the  idea  of  getting  the 
maximum  power  possible  out  of  the  engine,  but  the  capacity  of 
the  generator  limited  this,  while  tests  Nos.  8-12  were  planned  to 
determine  the  efficiency  of  a  plant,  such  as  an  electric  light  plant 
where  the  load  would  be  variable  and  the  plant  operating  from 
but  G  to  12  hours  per  day,  standing  idle  the  remainder  of  the 
24  hours.  For  this  reason,  little  effort  was  made  to  keep  the  load 
uniform.  Ammeter  and  voltmeter  readings  were  taken  at  half- 
iiour  intervals,  but  the  power  consumed  during  these  four  tests 
was  measured  by  means  of  a  carefully  calibrated  watt-hour 
meter.  The  power  developed  during  tests  Nos.  1-8  was  deter- 
mined from  the  ammeter  and  voltmeter  readings  which  were 
taken  every  15  minutes;  during  tests  Nos.  13-18  inclusive, 
the  power  was  likewise  determined  but  the  readings  were  taken 
at  intervals  of  20  minutes  each,  the  loads  in  tests  Nos.  1-8 
and  in  13-18  being  kept  as  nearly  uniform  and  as  large  as  seemed 
feasible. 

TlJOl  ilil.KS    KX  I'Klfl  KNCKI) 

29  It  was  (j])servcd  that  at  the  engine  throttle,  in  the  scrubber 
suction  and  in  the  pit  beneath  the  grate  of  the  producer,  the  suc- 
tion increased  as  the  tests  progressed,  apparently  due  to  fine  ash 
and  clinkers  closing  up  the  air  passages.  This  would  restrict 
the  gas  at  the  engine  causing  its  speed  to  reduce,  which  in  turn 
would  lower  the  voltage  and  cau.se  the  load  to  be  thrown  off  auto- 
matically. 

30  On    ctne   occasion    the   suction    became  so   great  that   air 
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was  pulled  down  through  the  ash  conveyor  into  the  bottom  of  the 
producer,  with  a  resulting  explosion  that  shook  the  fire  up 
violently,  blowing  much  fine  ash  out  through  the  top  of  the  cen- 
tral tube,  which  happened  to  be  open.  The  engine  automatically 
threw  oil"  its  load,  the  dynamo  operating  as  a  motor  driving  the 
engine  until  the  spent  gases  had  been  exhausted,  when  the  en- 
gine innnediately  speeded  up  and  took  on  its  normal  load.  The 
sucti(m  at  the  diHerent  parts  of  the  plant  was  greatly  reduced 
after  this  explosion  so  that  it  operated  satisfactorily  during  the 
remainder  of  the  test. 

31     Another  source   of  trouble  was  that  the   strong  suction 
would  pull  ash  and  fine  particles  of  coal  over  into  the  bottom  of 
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condensing  chamber  which  gradually  became  clogged  and  finally 
shut  otF  the  supply  of  gas  with  the  natural  results. 

32  It  is  possible  that  with  more  experience  the  producer 
might  be  operated  to  fuse  practically  all  of  the  ash  into  large 
clinkers,  which  could  be  removed  through  the  top  of  the  central 
tube  of  the  producer.  A  large  part  of  the  ash  was  thus  fused 
but  evidently  enough  escaped  to  cause  trouble.  Fig.  10  shows 
some  of  the  clinkers  removed. 

33  The  disintegrating  action  of  the  coal  when  subjected  to  a 
high  temperature  caused  the  coal  to  settle  down  and  the  bed  to 
become  dense  with  restricted  air  passages,  which  also  tended  to 
increase  the  suction.  Violent  shaking  of  the  grate  seemed  to  help 
reduce  this  high  suction  and  occasionally  the  suction  would  drop 
to  but  a  few  inches  when  large  clinkers  were  removed. 

34  It  was  observed  in  conducting  the  preliminary  tests  oi 
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V.)i-2  when  running  tests  on  successive  daj's  using  fuel  with  a 
hirge  percentage  of  moisture,  that  the  engine  would  satisfactorily 
carry  its  load  during  the  first  five  or  six  hours  and  then  the  fire 
would  become  chilled  and  the  gas  so  poor  that  the  engine  would 
scarcely  run  with  no  load.  It  was  also  observed  when  this  hap- 
pened that  the  fire  in  the  producer  had  burned  unevenly,  being 
hotter  on  one  side  than  on  the  other,  doubtless  allowing  air  to 
pass  down  through  the  bed  without  burning  the  coal.  This  ac- 
tion can  perhaps  be  explained  by  the  fact  that  the  coal  which  had 
stood  in  the  producer  over  night  had  become  sufficiently  dry  to 
burn  satisfactorily  and  that  the  trouble  began  when  the  fresh 
coal  charged  during  the  test  reached  the  fire  zone,  chilling  the 
fire  because  of  its  large  amount  of  moisture  and  causing  it  prac- 
tically to  die  out  in  certain  sections  and  to  become  black  at  the 
lower  end  of  the  central  tube  where  the  fire  was  usually  bright 
wiien  operating  under  normal  conditions. 

35  The  trouble  is  one  that  can  be  easily  overcome  either  by 
drying  the  coal  before  shipping  from  the  mine  or  by  storing  it 
for  a  few  weeks  in  a  dry,  warm  place  where  it  will  readily  give 
up  a  large  part  of  its  moisture. 

REMARKS 

36  The  starting  and  standover  losses  of  the  producer  plant 
were  surprisingly  small.  From  a  number  of  records  made,  it 
was  estimated  that  the  starting-up  losses  did  not  exceed  50  lb. 
even  when  the  producer  had  been  standing  idle  for  one  or  two 
weeks  and  required  35  to  45  minutes  to  get  good  gas.  The  start- 
ing-up losses  when  the  producer  was  operated  on  successive  days 
were  much  less  as  good  gas  would  be  delivered  at  the  engine  in 
from  10  to  20  minutes  from  the  time  the  blower  was  started.  The 
engine  would  often  carry  full  load  within  15  or  20  minutes  after 
starting  the  blower, 

37  The  standover  losses  for  fourteen  different  observations 
covering  8G7  hours  air.ounted  to  3043.5  lb.  or  an  average  of  3.3 
lb.  per  hour.  The  periods  of  standover  varied  from  12  to  300 
hours,  the  staudovcr  losses  for  the  short  periods  being  more 
per  hour  tliaii  for  tlie  h)ng  ])eriods.  Taking  777  hours  of  the 
longer  standoxcr  periods,  tho  iwcraac  per  hour  of  the  stand- 
over  U)sses  was  but  1.'.>-J  II).  Conipin-iug  the  stiir(ing-up  and 
standover  losses  of  the  producer  gas  plant  with  those  of  a  steam 


CALVIN    H.    CROUCH  813 

plant,  the  author  believes  the  foniier  lias  a  decided  advantage 
over  tlie  latter. 

38  It  should  also  be  borne  in  niiiul  that  a  commercial  phmt 
wouhl  doubtless  be  much  larger  than  this  experimental  plant 
and  would  give  correspondingly  better  results.  Fiirthermore, 
it  is  quite  possible  that  the  power  consumed  in  scrubbing  the 
gas  was  much  larger  than  was  necessary,  as  it  was  feared  trouble 
w'ould  arise  from  tar  getting  into  the  engine. 

39  Doubtless  a  larger  amount  of  scrub  water  was  used  than 
was  necessary,  thus  greatly  increasing  the  amount  of  power  con- 
sumed in  scrubbing  thv  gas.  The  amount  of  power  consumed  by 
the  scrubber  could  be  doubled  or  trebled  simply  by  increasing  the 
quantity  of  scrub  water  used.  No  tr()ul)le  was  experienced,  how- 
ever, from  tar  getting  into  the  engine  cylinders.  The  cylin- 
der head  of  the  engine  was  removed  for  inspection  from 
time  to  time.  A  small  amount  of  gummy  substance  adhered  to 
the  counterbore  of  the  cylinder  but  the  cylinder  barrel  was  well 
lubricated.  It  was  thought  that  the  substance  adhering  to  the 
counterbore  was  largely  cylinder  oil  and  carbon  partially  burned, 
but  it  nuiy  have  been  partially  burned  tar.  In  either  event,  there 
was  not  enough  to  cause  the  piston  rings  to  stick  or  leak  or  to 
interfere  with  the  action  of  the  admission  and  exhaust  valves. 

40  A  lengthy  discussion  comparing  the  economic  results  of 
the  coal  consumed  per  brake  horsepower  or  per  kw-hr.  at  the 
switchboard  with  the  amounts  required  by  steam  plants  of 
similar  size  is  not  necessary.  It  should  be  apparent  to  all  that 
the  cost  of  power  in  terms  of  pounds  of  lignite  ))er  b.h.p.  or 
per  kw-hr.  at  switchboard  is  much  less  than  it  would  have  been 
in  a  steam  power  plant  of  like  size. 

41  N(me  of  those  interested  in  these  tests  was  familiar  witii 
the  operation  of  gas  producers  so  that  all  had  much  to  learn 
about  the  care  and  manipulation  of  the  plant.  Doubtless  much 
better  results  would  have  been  secured  by  those  experienced  in  the 
handling  of  this  type  of  plant.  The  author,  however,  feels 
gratified  with  the  results  for  it  should  be  expected  that  with 
more  experience  in  handling  the  producer  a  much  better  economy 
would  be  obtained. 
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DISCUSSION 

A.  M.  Lkvin.  Tliese  experiments  are  interesting  and  in- 
.structive  in  so  far  as  the\^  deal  witli  the  nature  of  fuel  in  gen- 
eral, and  with  its  evaporatixe  qualities;  but  in  so  far  as  they 
ileal  with  lignite  producer  gas  they  are  Jiot  in  any  way  fair  tests 
of  the  fuel  for  producer  use.  The  author  himself  doubts  that  they 
are;  and  his  caution  that  doubtless  undei-  more  favorable  condi- 
tions better  results  could  have  been  obtained,  may  serve  to  otf'set 
to  some  extent  the  unfavorable  impression  the  extraordinary  test 
figures  are  bound  to  give. 

One  fact  which  the  evaporative  tests  bring  out  is  that  under 
the  boiler  the  lignites  are  only  the  poorest  kind  of  fuel,  for  one 
reason,  if  for  no  other,  that  they  call  for  something  like  twice 
the  boiler  capacity  any  ordinary  steam  coal  would  require.  An- 
other fact  about  the  lignites  which  the  experiments  fail  to  bring 
out  is  that  as  producer  fuel  they  are  ideal.  Some  lignites  have 
proved  to  be  and  others,  that  as  yet  have  not,  should  be  given  a 
fair  triah  The  chief  object  with  the  gas  producer  is,  or  should 
be,  the  handling  of  poorer  grades  of  fuel  among  which  the  lig- 
nites must  be  counted. 

Of  the  18  producer  tests  of  the  Grand  Forks'  series  there  is  but 
one  that  shows  a  reason al)le  fuel  consumption  per  unit  output. 
Mr.  Crouch  generously  puts  the  blame  for  the  shortcoming  of 
the  tests  on  a  presumed  inexperience  of  the  experimenters ;  yet  it 
seems  entirely  more  likely  that  the  blame  should  be  laid  to  the  em- 
ployment of  a  wrong  type  of  gas  generator.  There  is  not  the 
slightest  doubt  but  that  the  down-draft  principle  is  wrong  with 
respect  to  lignite  fuels.  These  fuels,  as  the  experiments  bring 
out,  disintegrate  when  heated  in  the  fuel  bed,  so  that  by  the  time 
they  reach  the  hearth  of  the  generator  they  are  very  fine.  When, 
tlierefore.  in  the  down-draft  producer  the  fine  fuel  becomes  inter- 
mixed with  the  ashes  which  form  in  the  greatest  quantity  at  the 
top  of  the  fuel  bed,  it  should  natuially  be  expected  that  the  bed 
would  become  somewhat  compact.    Consider  for  a  minute  that  all 
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(lie  line  loobe  |)aitieles  in  tlie  liiel  bed  ael  in  tlie  way  <'t  «*»  many 
small  valves  that  tend  to  seat  themselves  over  the  interstices  be- 
tween the  grains  of  fuel  and  it  must  be  evident  that  to  draw  the 
gases  downward  in  the  direction  in  which  those  valves  close  is 
wrong.  Instead,  the  draft  should  be  upward,  in  which  direction 
these  valves  can  lift. 

Unfortunately,  the  amount  of  tar  separated  in  the  cleaning  of 
the  gas  is  not  recorded.  This  item  would  have  been  interesting 
for  the  sake  of  comparison  with  what  can  be  accomplished  by  the 
up-draft  producer  in  the  way  of  fixing  the  tarry  products  of  the 
fuel.  However,  when  some  tar  will  have  to  be  removed  from  the 
lignite  gas  whatever  the  type  of  the  producer,  it  would  not  pay 
just  for  the  sake  of  producing  a  somewhat  smaller  percentage,  to 
ruin  the  gas  process  entirely  by  adhering  to  the  down-draft  prin- 
ciple. An  attempt  to  run  the  producer  so  hot  as  to  fuse  all  the 
ashes  into  clinkers  would  normally  result  in  a  leaner  gas  and  a 
loss  of  sensible  heat  in  the  extremely  hot  gases.  As  ordinarily 
arranged,  the  power  gas  producer  should  be  run  consistently  cool 
and  with  a  slf)W  current  through  the  fuel  bed.  There  is  a  time 
element  involved  in  the  breaking  up  of  tarry  hydrocarbons  as 
well  as  in  the  reduction  of  the  CO2  gas. 

In  order  to  gain  a  better  idea  of  what  can  be  obtained  in  the 
way  of  returns  by  the  use  of  lignite  in  the  power  gas  producer  it 
may  be  of  interest  to  compare  Tests  Nos.  17  and  18  of  the  Grand 
Forks'  series  with  one  of  the  Bureau  of  Mines  experiments  at  the 
Norfolk  experimental  station  on  a  North  Dakota  lignite  of  iden- 
tically the  same  quality  as  the  fuels  used  in  these  tests;  and  also 
with  a  test  on  a  Washington  lignite,  which  the  writer  had  occa- 
sion to  make  some  years  ago  at  Olympia,  Wash.  This  test  was 
fully  described  in  Power^  and  it  may  be  of  interest  because  of 
the  fact  that  although  the  fuel  was  quite  high  in  ash,  it  proved 
by  the  use  of  a  singularly  suita])le  producer  to  give  a  high  effi- 
ciency. 

Test  No.  17  of  the  Grand  Forks'  series  is  chosen  because  it  is 
the  best  of  the  entire  series,  and  Test  No.  18  because  it  is  rather 
jioor,  though  not  the  poorest.  The  proximate  analyses  of  the 
fuels  used  in  the  tests  referred  to  were  as  given  in  Table  3,  and 
the  results  obtained  as  in  Table  4. 

In  the  Olympia  and  Norfolk  test  figures  allowance  has  been 
made  for  steam  supplied  to  the  producers. 

1  December  27,  1910. 
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The  oxcebtiively  lii^li  suction  mi  the  gas  system  ot"  the  (iraiul 
Forks'  plant  clearly  indicates  the  real  cause  of  the  poor  perform- 
ance of  the  plant.  Of  the  various  losses  accountable  to  this  dif- 
Hculty  the  following  are  of  importance: 

Direct  loss  due  to  increased  resistance  on  the  engine  piston. 

Loss  due  to  inefficient  combustion  and  reaction  because  of 

excessive!}^  high  current  velocity  through  the  fuelbed, 

resulting  in  a  lean  gas. 

Loss  due  to  a  reduced  engine  efficiency  because  of  lack  of 

density  of  the  lean  gas  in  the  cylinder. 
Loss  because  of  a  highly  increased  power  requirement  in 

cleaning  the  rarified  gas. 
The  excessive  suction  caused  evidently  also  a  considerable 
leakage  of  air  into  the  gas  system.     This,  however, 
may  only  apparently  have  affected  the  heating  value 
of  the  gas. 
Tlic  ^^^lshingtoll  fuel  gave  a  })erfectly  clean  ash,  entirely  free 
frciii  coal  or  clinkers,  but  the  Xorth  Dakota  fuel  used  in  the 
Norfolk  test  is  reported  to  have  clinkered  some.    The  cause  may 
have  been  that  the  producer,  in  order  to  maintain  a  full  load  on 
the  engine,  was  run  somewhat  abo^e  its  capacity.     Naturally  a 
lean  coal,  as  lignite,  will  require  a  somewhat  greater  producer 
capacity  than  a  richer  fuel. 

The  Author.  I  appreciate  the  generous  remarks  of  Mr. 
Levin,  but  I  firmly  believe  that  a  more  experienced  person  would 
have  secured  better  economic  results  in  the  producer  gas  tests. 
It  is  not  claimed  in  the  paper  that  the  suction  down-draft  pro- 
ducer is  the  type  of  gas  generator  best  suited  to  the  utilization 
of  North  Dakota  lignite.  Before  installing  this  experimental 
unit  in  1010,  I  secured  information  and  advice  from  a  large 
number  of  gas  producer  manufacturers,  and  found  but  very  few 
who  made  producers  in  capacities  of  50  h.p.  or  under,  which 
they  would  guarantee  to  handle  lignite  satisfactorily.  There 
was  no  questi(m  about  large  producers  of  other  types  handling 
this  fuel,  but  I  wanted  a  plant  approacliing  in  size  that  which 
might  be  insfallod  in  a  small  town  or  one  large  enough  to  dem- 
onstrate that  the  coal  could  be  used  in  a  small  isolated  plant  of 
the  producer  gas  type.  The  state  of  North  Dakota  has  numerous 
small  l)ut  rapidly  growing  towns  or  \illages  which  are,  or  soon 
will  be,  requiring  electric  lighting  and  pumping  plants.     The 
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problem  with  llieiu  is  \vli:il  kind  ol'  ii  plant  should  be  installed; 
so  that  this  was  regarded  as  an  appropriate  problem  for  investi- 
gation in  Xortli  Daivota.  In  installing  this  unit  I  acted  upon 
the  advice  given  b}^  sonie  (d'  the  most  prominent  gas  producer 
manufacturers,  one  of  whom  was  at  the  time  experimenting  with 
a  lignite  producer  and  has  since,  I  understand,  perfected  one,  but 
I  am  not  aware  that  his  company  builds  them  in  small  sizes. 

In  connection  with  the  statement  that  exceptional  economic 
results  are  not  shown,  1  would  state  that  it  was  not  expected  to 
secure  these,  but  instead  to  show  that  the  coal  could  l)e  utilized 
[)roiitably  in  (hat  size  of  producer,  in  which  I  believe  I  succeeded. 

As  stated  in  my  paper  a  larger  amount  of  scrub  water  was 
doubtless  used  than  was  necessar}',  with  the  result  that  the  power 
consumed  by  the  scrublx'i'  was  greater  than  was  necessaiy.  Had 
this  been  reduced  to  a  miniunim,  the  coal  consumption  per  kilo- 
watt-hour available  at  tlie  switchboard  for  outside  purposes  would 
have  been  materially  reduced. 

Furthermoi-e.  the  refuse  which  passed  through  the  grate  was 
larger  than  required,  due  to  unnecessary  shaking.  This  refuse 
was  all  considered  as  waste,  while  as  a  matter  of  fact  it  should 
have  been  i-echarged  into  the  producer  and  have  been  more  com- 
pletely burned.  It  Avas  not  thought  wise  to  do  this  while  con- 
ducting the  tests,  but  in  subsequent  tests  this  refuse  was  refired 
with  good  results. 

There  was  not  enough  tai-  to  wairant  its  being  saved.  It  col- 
lected in  the  bottom  of  the  pit  mixed  with  ash  and  fine  particles 
of  coal  which  Avere  drawn  into  the  condensing  chamber  and 
washed  into  the  pit  along  with  the  tar,  etc. 

Concerning  the  stateirent  of  Mr.  Levin  relative  to  the  lignite 
being  a  poor  steaming  coal  requiring  a  large  boiler,  I  do  not 
think  the  tests  reported  indicate  it,  but  rather  that  a  boiler  utiliz- 
ing this  fuel  in  its  furnace  needs  a  large  amount  of  grate  sur- 
face, a  strong  draft,  and  a  special  furnace  adapted  to  the  burning 
of  a  fuel  rich  in  \'olatile  matter. 

I  have  not  tried  to  prove  that  this  fuel  could  be  used  in  a  pro- 
ducer gas  plant  of  2^*0  h.p.  or  over,  for  the  Ignited  States  Govern- 
ment has  done  that,  but  that  it  could  be  used  i)rofitably  in  smaller 
sized  plants  such  as  might  be  installed  in  a  small  town  or  manu- 
facturing plant,  and  in  this  T  think  I  succeeded. 


No.  1366 
THE    BA].T1M()HE   SE^^E1{AGE  PUMP  VALVE 

IW  A.  F.  Nagi.k,  Hktiii.kiikm,  I'a. 
Moinler  of  tlie  S^aiety 

In  l)eceiiil)er  r.»(K'),  the  l{aUiiiu)i-o  Sewerage  Coiniuission 
mvardeil  U)  the  Bethlehem  Steel  Company  a  contract  for  biiihl- 
iiiir  three  sewage  i)iim[)ing  engines  of  siibstantiall}^  the  same 
design  as  tlie  modern  standard  cit}^  waterworks  pump,  namely, 
''  a  self-contained,  vertical,  triple-expansion  crank  and  flywheel, 
three  single-acting  plungers,  condensing  engine;  each  pumping 
engine  to  have  a  capacity  of  27,500,000  gal.  in  24  hr.,  with  an 
average  total  head  of  72  ft.  (7  ft.  suction  lift)  ;  and  to  have  a 
capacity  for  50  per  cent  greater  speed  for  short  periods."  The 
(n\y  deviation  from,  the  waterworks  design  was  in  the  pump 
valves.  These,  instead  of  being  made  of  rubber  discs,  3  in.  or  4 
in.  in  diameter.  sjH-ing  operated,  were  to  be  as  follows : 

2  "  They  shall  be  rectangular  flap  valves  swinging  on  hori- 
zontal hinges,  faced  with  rubber  of  the  best  quality  for  the  pur- 
pose, and  ireighted;  the  valve  seats  shall  be  of  hard,  tough 
bronze,  and  the  planes  of  their  faces  shall  he  inclined.  (Italics 
are  the  author's.)  The  hinges  of  the  valves  shall  be  protected,  by 
hooding  or  otherwise,  from  the  direct  flow  of  the  sewage  passing 
through  the  valves;  suitable  stops  shall  be  provided  to  limit  the 
opening  of  the  valves  at  the  extreme  edges  to  21/2  in.,  and 
the  clear  waterway  through  either  suction  or  discharge  valve 
shall  n(»t  be  less  than  145  per  cent  of  the  area  of  the  plunger." 

3  In  the  spring  of  1907,  when  the  drawings  were  well  ad- 
vanced, the  author  was  appointed  by  the  commission  to  be  then- 
mechanical  engineer  and  inspector  at  the  Bethlehem  Steel  Com- 
pany's plant.  It  had  been  decided  to  make  the  normal  speed  of 
the  engines  of  5  ft.  stroke  and  20  r.p.m.,  which  would  be  in- 
creased to  30  revolutions  to  comply  with  the  contract  capacity. 


Prest'iited  at  the  Annual  Mcctinj^  1912,  of  The  Amkrican  Society  of  Me- 
chanical Engineeks. 
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This  speed  would  necessitate  u  plunger  40y^  in.  in  diameter  to 
give  the  reciiiiied  xohnne  of  water.  For  the  valve  decks  there 
had  heen  tentMti\ly  plannnd  lliirl y-four  i  in.  hy  1'2  in.  and  six  4- 
in.  by  1>  in.  \al\es. 

4  The  sewage  puui})  \al\e  is  far  from  being  of  a  slamhird 
design.  The  connnissioirs  engineers  had  gi\en  the  subject  much 
study  and  made  many  inciuiries  before  Aviiting  the   paragrai)h 


Fig.  1     Pump  for  studying  Valves  designku  for  Baltimore  Sewage 


quoted,  and  yet  it  is  noticeable  that  they  refused  to  be  specific 
on  the  essential  elements  of  the  valve,  namely,  its  seat-angle  and 
its  weight.  As  there  would  be  required  over  700  of  these  bronze 
valves,  it  would  be  an  expensive  affair  to  make  a  change  in  them 
after  completion.  The  writer  therefore  suggested  to  the  man- 
agement of  the  Bethlehem  Steel  Company  that  they  construct 
a  small  pump  for  the  purpose  of  trying  out  one  set  of  the  pro- 
posed valves.  With  this  they  were  in  hearty  accord,  and  Fig.  1 
shows  a  sectional  elevation  of  the  pump  as  made.  It  is  hardly  nec- 
os.sary  to  describe  it,  except  to  say  that  it  is  13  in.  in  diameter  by 
15  in-  stroke,  making  from  20  to  30  r.p.m.;  being  the  exact 
equivalent  of  6i/^  in.  diameter  by  5  ft.  stroke,  the  proportional 
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ratio  of  pliiiiiifi-  and  Nahcs.    Tlu'  T-I'l.  suction  lift  was  also  repro- 
duced. 

5  In  order  to  obtain  definite  knowledge  of  the  action  of  the 
ralve,  there  was  attached  to  the  arbor  of  its  hinge  a  %-in.  shaft 
extending  through  the  casing  and  a  light  stulling  l»ox,  and  to  this 
shaft  were  fastened  suitable  arms,  levers  and  rods  leading  to  an 
ordinary  indicator  from  which  the  spring  had  been  removed. 
In  this  way,  a  perfect  trace  of  the  lift  of  the  valve  could  be  ob- 
tained, examples  of  which  accompany  this  paper.  At  the  same 
time  a  pump  card  was  taken  and  some  of  these  are  also 
reproduced. 


0123      4      5       0      7     3  V\0VA2 


Fig.  2     Graphical  Method  for  finding  Plunger  Velocity 


6  The  plunger  velocity  is  dotted  on  the  valve  card,  making 
the  maximum  plunger  velocity  agree  with  the  highest  lift  of 
\alvc.  The  graphical  method  of  tinding  this  velocity  is 
reproduced  in  Fig.  2,  copied  in  substance  from  Rankine's  Rules 
and  Tables,  page  286.  The  only  ditference  in  condition  between 
this  small  pump  and  the  main  pump  is  that  the  relatively  more 
rapid  motion  of  the  plunger  in  this  case  is  in  the  lower  end  while 
in  the  main  pump  it  will  be  at  the  upper  end.  The  practical  re- 
sult of  this  arrangement  is  that  the  suction  valve  is  favored  in 
closing  time,  while  in  the  main  pump  it  will  be  the  discharge 
valve  that  is  thus  favored. 

7  It  w'as  decided  to  experiment  with  three  different  seat 
angles,  80,  45,  and  ('>()  iW*:^-  with  the  vertical  i)lane,  and 
weighted  to  different  amounts.  From  the  large  number  of  tests 
made,  two  sets  of  cards  for  each  of  the  three  seat  angles  have 
been  selected,  at  20,  25.  and  30  r.p.ui. 

8  The  first  test  at  a  change  of  seat  angle  was  always  made 
with  the  normal  or  unweighted  valve.     Then  followed  one  with 
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the  suction  valve  loaded  51/4  lb.,  and  the  discharge  valve  10.8  lb. 
There  is  no  good  reason,  however,  why  tlie  valves  should  not  have 
been  weighted  alike. 

9  Valve  and  pump  cards  are  shown   in  Figs.  P>,  4,  5,  G,  7, 
and  8,  and  data  pertaining  thereto  arc  given  in  Table  1. 

EXPLANATION  OF  TABLE   1 

10  Columns  1  to  5  inclusive  are  self-explanatory.     Columns 


Full  Lines  rci)resent  Valve  Motion-  Dotted  Lines  represent  Plunger  Velocity 




//               Discharge  TalveA-1            \    \ 

//                            20  E.P.M.                            vl 

/                                                     Moxlmuni  Plunder        J 

/                                                     1      V«l«-iij                      \ 

///^           Discharge  Valvu  C-9           ^^^\ 
A                             30  E.P.M.                         Y 

3^ 1                    ^.^r-.-^,^ 

f/                Suction  Valve  A-1                   ^  ?\ 
ll                           20  E.P.M.                               \\ 

/                                       ,M                                                \ 

1/                Suction  Valve  C-9                  ^X 
y/                           30  K.P.M.                             \\ 

/                                   1"'                                            J 

^.^--'^''T'^'^^^:^ 

//               Discharge  Valve  A-3                 \ 
/                             SOK.P.il.                              V 

/                                               |M 

'//           Discharge  Valve  E-li              \    \ 
U                           30  E.P.M.                        ^^ 

/                    Suction  Valve  A-3                   \\ 
/                             30  R.P.M.                              \\ 
/                                                                               \ 

1'                Suction  Valve  E-I.'j                 ^  \ 
h                            30  R.P.M.                              ,^' 

Fig.  o     \'alve  Cards,  Skat  Angle  30  Deg. 

6  and  7,  weight  of  valve,  is  the  entire  weight  before  it  is  put  in 
place.  Columns  S.  9,  10,  and  11,  are  obtained  by  a  spring  scale 
attached  to  the  outer  edge  of  the  flap  and  noting  the  force  re- 
quired to  start  the  valve;  and  again,  the  amount  at  its  full  lift  of 
21/^  in.,  the  scale  being  held,  of  course,  at  right  angles  with  the 
flap.  It  should  be  noted  that  owing  to  friction  of  the  hinge,  it 
usually  required  from  one  to  two  pounds  more  to  move  the  flap 
upvrard  than  downward,  and  the  amount  given  in  the  table  is  the 
mean  of  the  two. 

11     Columns  12-] 3:  The  actual  lift  of  the  valve  is  obtained  as 
follows:  Owing  to  the  intercession  of  certain  cranks  and  levers. 
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(he  i)imip  card  trace  is  not  exactly  in  line  with  the  outer  edge  of 
the  Ihip.  To  correct  for  this  the  valve  cards  as  taken  must  be  mul- 
tiplied by  the  followino-  factors:  1.'25  for  the  30  deg.  seat;  1.25 
for  the  45  deg.  seat;  and  1.54  for  the  CO  deg.  seat. 

MECHANICAL   ACTION    OK   THE   VALVES 

12     Mr.  A.  J.  Mayer,  on  behalf  of  the  Bethlehem  Steel  Com- 


FiG.  4     PuMi"  Cards,  Seat  Angle  30  Dkg. 

paiiy,  took  all  cards  and  made  the  foUowing  comments  on  the 
working  of  the  pump  valves : 


Seat 

Angle,  Card 
Deg.    No.  R.p.m. 


Suction  Valv 


Discharge  Valve 


A-1      20        Knocks  slightly  at  clo.sing.  Knocks  at  opening  louder 

Very     slight   knock     at  than  suction.  Very  slight 

opening.  knock  at  closing. 

30          A-2      2.5         Knocks  slightly  at  clo.sing.  Knocks  at  opening  louder 

Very     slight     knock     at  than  suction.  Very  slight 

opening.  knock  at  closing. 
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Seat 

Angle,  Card 
Deg.     No.  R.p.m. 


Suction  Valve 


Discharge  Valve 


A-3  30  Knocks  slightly  at  closing. 
Very  slight  knock  at 
opening. 


Noises  slightly  increased  at 
opening  and  closing 


C-7       20 


30         C-8      25 


C-9      30 


Barely    audible    knock  at 

closing.       No     noise  at 

opening. 

Barely    audible    knock  at 

closing.         No    noise  at 

opening. 

Barely    audible    knock  at 

closing.         No    noise  at 

closing. 


Pounds  at   opening, 
noise  at  closing. 


No 


Pounds  at  opening.  Barely 
audible  pound  at  clos- 
ing. 

Noise  slightly  increased  at 
opening.  Very  slight 
pound  at  closing. 


45 


21  20 

22  25 

23  30 


No    noise    at    opening    or 

closing. 
No    noise    at    opening    or 

closing. 
No    noise    at    opening    or 

closing. 


Knock  slightly  at  opening 

and  closing. 
Noises  slightly  increased. 

Knocks    loud    at    opening 

and  closing. 
Barely    audible    pound    at 

opening.      No    noise    at 

closing. 
Knocks  slightly  at  opening 

and  closing. 
Knocks  slightly  at  opening 

and  closing. 


27         20 

45         28        25 
29        30 


No    noise    at    opening    or 
closing. 

No    noise    at    opening    or 

closing. 
No    noise    at    opening    or 

closing. 


39         20 

60  40         25 

41         30 


No    noise    at    opening    or 
closing. 

No    noise    at    opening    or 

closing. 
No    noise    at    opening    or 

closing. 


45         20 

60  40         25 

47         30 


No    noi.se    at    opening    or 
closing. 

No  noise  at  opening.  Slight 

thud  at  closing. 
No  noise  at  opening.  Slight 

thud  at  closing. 


Barely     audible     thud     at 
opening.    No  noise  at  clos- 
ing. 
Audible   thud   at   opening, 

and  closing. 
Pounds  .slightly  at  opening. 

Audible  thud  at  closing. 
Barely    audible    thud     at 

opening.       No   noise   at 

closing. 
Makes  thud  at  opening  and 

clo.sing. 
Makes  thud  at  opening  and 

closing . 
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Seat 

Angle.  VALVE  DIMENSIONS  Sq. 

Peg. In- 

30         Area  of  Valve  Seat  Outside 82 

Area  of    Valve  Seat  Inside 55 

Ratio  of  Areas,  1  to  1 .  48 

Area  of  Full  2J-in.  Valve  Lift 45 

45         Area  of  Valve  Seat  Outside 101 

Area  of  Valve  Seat  Inside 72 

Ratio  of  Areas,  1  to  1.41 

Area  of  Full  2^in.  Valve  Lift 49.50 

60  Area  of  Valve  Seat  Outside 107 

Area  of  Valve  Seat  Inside 80 

Ratio  of  Areas,  1  to  1.34 

Area  of  Full  2|-in.  Valve  Lift 65 

Note:  It  should  be  stated  that  owing  to  the  nearness  of  the  hub  of  the  hinge 
to  the  body  of  the  valve,  only  the  front  and  two  sides  of  the  opening  were  taken 
as  discharge  area. 

13  A  point  is  now  reached  where  there  are  facts  to  serve  as  a 
guide  in  the  selection  of  a  design  for  the  valve,  without  any 
mathematical  calculation  whatever,  the  application  of  which  is 
left  to  a  later  part  of  this  paper.  Referring  for  a  moment  to  Mr. 
Mayer's  remarks,  attention  should  be  called  to  the  difficulty  in 
distinguishing  between  a  "  thud  "  and  a  "  knock  "  of  a  valve, 
either  suction  or  discharge.  The  writer's  opinion  is  that  a 
"  thud  "  always  occurs  at  the  opening  of  a  valve,  due  to  the  dif- 
ference between  the  inner  and  outer  seat  area,  thus  necessitating 
a  greater  pressure  within  to  start  to  open  the  discharge  valve 
than  exists  without ;  and  the  converse  for  the  suction  valve.  All 
the  pump  cards  show  this  greater  or  less  pressure  by  a  descent 
or  an  ascent  of  the  indicator  piston,  which  latter,  however,  falls 
to  the  normal  pump  pressure  as  soon  as  the  valve  opens.  If  there 
were  air-pockets  in  a  pump,  the  pressure  of  the  air  when  released 
would  .send  the  valves  violently  against  their  stops.  The  soft  rub- 
ber or  leather  facing  allows  this  change  of  pressure  to  occur  with 
nothing  worse  than  a  "  thud." 

14  In  addition  to  the  valve  action,  there  is  at  this  time  the 
reversal  of  all  stresses  in  the  moving  parts  and  journals,  thus 
tending  to  increase  the  "  thud  "  of  the  pump. 

IT)  In  contrast  with  a  "  thud  "  at  opening  is  the  "  knock  "  at 
(losing.  This  knock  is  due  to  tiie  violent  seating  of  the  valve  by 
the  reversed  action  of  the  plunger,  if,  instead  of  coming  gently 


826 


THE    BALTIMORE    SEWERAGE    PUMP   VALVE 


to  its  seat  by  its  inherent  weight  as  the  plunger  readies  the  end 
of  its  stroke,  it  is  not  then  seated. 


SELECTION    OF    A    DESIGN 


16    A  cursory  examination  of  tlie  valve  traces  or  cards  will 
show: 

First,  that  at  opening^  every  valve  trace  followed  closely 
the  theoretical  or  plunger-A'clocity  line,  except  those 


Full  Lines  icpicsent  Valvo  Motion -Dotted  Lines  represent  riunger  Velocity 


Discharge  Valve-  Xo.21 

20  E. P.M.  \\ 

M95liQuin  Plunger       \1 


Discharge  Valve  No. 23  \   ' 

30  R.r.M.  \\ 


Fig.  5.    Valve  Cards,  Seat  Angle  45  Deg. 

of  30-deg.  seat  angle.  In  this  case  the  valve  acted  like 
a  swinging  pendidnm,  in  the  impetus  it  received  in 
opening,  notwithstanding  its  natural  increased  weight, 
due  to  change  of  angle,  carrying  it  be3n)nd  its  proper 
position.  In  studying  these  cards,  one  must  not  lose 
.sight  of  the  (lillcrciil  iihiiiacr  Nchicities  at  the  two 
ends  of  the  stroke. 
Second,  in  closing  there  was  a  constant  improvement  from 
the  '}()-deg.  to  00-deg.  seat  angle;  and,  of  course,  with 
its  increased  weight.  The  heavier  the  valve  the  better 
it  worked,  mechanically,  but  the  lift  was  reduced — 
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not   desirable   in   a  sewage   valve — and   the   velocity 

through  tlie  valve  increased. 
17     In  opening,  every  pump  valve,  either  suction  or  discharge, 
if  of  constant  or  nearly  constant  weight,  such  as  all  gravity  act- 
ing valves  are,  is  forced  by  the  plunger  to  follow  its  own  varying 
velocities;  but  in  closing  there  is  no  force  or  pressure  to  do  this. 


PunipCard  No.35         gg     gs 
30K.P.M.  =5    =1' 


Fig.  C     Pump  Cards,  Seat  Angle.  45  Dec. 


It  has  only  its  own  inherent  weight  to  Jiiove  it,  and  its  effective 
weight  is  diminished  by  several  causes.  First,  there  is  the  re- 
sistance of  its  hinge,  probably  very  small,  since  the  fit  is  very 
free;  second,  the  water  cannot  fill  in  the  back  of  a  Hat  valve  any 
more  than  it  can  flow  into  the  space  left  by  the  square  stern  of 
a  boat;  hence  the  partial  vacuum  formed  there  increases  the 
lifting  force  of  the  stream  beneath  it;  and  third,  there  is  the 
inertia  of  the  mass  of  the  vahe  as  well  as  of  the  water  which 
has  to  change  its  position. 
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18  Perhaps  the  experience  all  have  had  in  rowing  a  boat  up 
or  down  a  rapidly  moving  stream  will  give  a  good  impression  of 
the  diti'erence  between  closing  and  opening  a  pump  valve. 

19  At  30  revolutions  the  60  deg.  seat  valve  (unweighted) 
reached  only  2  in.  of  its  2i^  in.  possible  lift.  To  have  made  it 
light  enough  to  go  to  its  2V2-in.  stop  at  this  speed  would  have  ne- 
cessitated reducing  its  weight  about  one-third   (see  last  line  in 

Full  Lines  i-epi-esent  "Valve  Motion-  Dotted  Lines  rei)resent  Plunger  Velocity 


Discharge  Talvc  >0.3r        ^^^ 
20  R.P.M. 


Fig.  7     Valve  Cards,  Seat  Angle  60  Deg. 


Table  5)  and  with  every  indication  that  it  would  not  reach  its 
seat  in  closing  in  a  way  to  prevent  slamming.  Valve  cards 
39-41  furnished  the  best  proportions  for  a  large  lift  and  lowest 
vchicity  Ihroiigh  llie  valve.  Its  weight  of  seat  area  per  sq. 
in.  was  0.221  Ih.  (See  Table  3.)  The  extraordinary  lift  of 
214  in.  <jf  the  suction  valves  41  and  47  can  be  attril)uted  to  the 
proximity  of  the  ])linigor  at  the  lower  end  of  its  stroke,  thus 
caiising  a  back  pressure  at  the  valve  outlet. 

20  Fig.  9  is  a  reduced  scale  drawing  of  the  valve  as  actually 
constructed.  It  weighs  about  0.30  lb.  per  sq.  in.  of  its  seat  area. 
It  is  of  bronze  throughout  and  has  a  renewable  leather  face.  Its 
stop  is  cast  on  the  body  of  the  valve  above  it.  There  are  44  valves 
exactly  alike,  grouped  into  a  7-ft.  steel  valve  deck.    Figs.  11  and 
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12  are  rediioed  iihotographs  of  (liese  docks.  Fi^^.  11  shows  the 
valves  closed  and  Fig.  12  the  valves  blocked  open.  Fig.  13  shows 
the  pump  end  of  the  engine  as  it  was  erected  in  shop  No.  2  of  the 
Bethlehem  Steel  Company.  The  writer  standing  at  the  base,  fur- 
nishes a  scale  to  the  pumps. 

21  These  pumps  have  now  been  in  operation  for  several 
months  ami  from  the  first  turnover  have  worked  so  quietly  one 
would  hardly  know  there  were  any  valves  in  them. 


Cfiiturdr 

Pressui;e   ^Normal  _p 
/    Weight      ^ 


Fig.  8     Pump  Cards,  Seat  Angle  60  Deg. 


22  Aside  from  the  design  of  the  valve  itself,  great  care  was 
taken  that  all  valves  should  be  of  like  weight.  When  a  group  of 
valves  are  thus  tied  together,  each  is  held  in  a  very  sensitive  bal- 
anced position  and  any  difference  in  weight  is  reflected  in  a  dif- 
ferent lift;  hence  a  single  light  valve  may  be  held  back  in  clos- 
ing and  then  slam  to  its  .seat.  This  was  actually  demonstrated 
by  the  action  of  the  air-relief  valve  on  top  of  the  pump,  which 
is  a  coinmon  swivel,  swing  check  valve,  without  stop  or  definite 
weight. 
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23  Having  described  the  valve  as  constructed,  and  conscious 
of  its  excellencies,  shortcomings,  cost  of  production  and  p<;ssible 
cost  of  renewals,  the  writer  ventures  to  suggest  that  a  cast-steel 
flap  on  a  rounded  seat  would  wear  longer,  cost  much  less  to  pro- 
duce or  repair  and  work  fully  as  well,  without  a  "  thud,  "  if  the 


TABLE  1     PUMP  VALVE  EXPERIMENTS.     OBSERVED  DATA 


Card 

No. 

R.P.M. 

Pum 

p  Head 

,  Ft. 

Weight  of 

Normal  Weight 
of  Valve 

Lifto 

f  Valve 

Seat 

Suction 

Discharge 

Angle, 

Deg. 

Suc- 
tion 

Dis- 

chargo 

Total 

Suc- 
tion 

Dis- 
charge 

start 

Top 

Start 

Top 

Suc- 
tion 

Dis- 
charge 

1 

2 

3 

4 

5 

6 

7 

S 

9 

10 

11 

12 

13 

30 

A-1 

20 

7.59 

67.1 

74.7 

27 

28 

8 

11 

8 

10.5 

1.60 

1.38 

30 

A-2 

25 

7.71 

65.8 

73.5 

27 

28 

8 

11 

8 

10.5 

1.85 

1.63 

30 

A-3 

30 

7.93 

66.9 

74.8 

27 

28 

8 

11 

8 

10.5 

2.15 

1.90 

30 

C-7 

20 

7.25 

66.9 

74.2 

32.2 

38.8 

11.5 

14.5 

14.0 

17.5 

1.46 

1.14 

30 

C-8 

25 

7.71 

65.6 

73.3 

32.2 

38.8 

11.5 

14.5 

14.0 

17.5 

1.65 

1.29 

30 

C-9 

30 

7.93 

65.0 

72.9 

32.2 

38.8 

11.5 

14.5 

14.0 

17.5 

1.92 

1.53 

45 

21 

20 

6.35 

65.9 

72.2 

30 

31 

10.1 

11.1 

10 

11 

1.50 

1.50 

45 

22 

25 

6.35 

66.7 

73.0 

30 

31 

10.1 

11.1 

10 

11 

1.70 

1.69 

45 

23 

30 

6.35 

64.6 

70.9 

30 

31 

10.1 

11.1 

10 

11 

1.96 

1.94 

45 

27 

20 

7.03 

67.1 

74.2 

35.2 

41.8 

13.7 

15.2 

16.7 

19.5 

1.36 

1.24 

45 

28 

25 

7.03 

67.9 

74.9 

35.2 

41.8 

13.7 

15.2 

16.7 

19.5 

1.50 

1.38 

45 

29 

30 

7.03 

66.8 

73.8 

35.2 

41.8 

13.7 

15.2 

16.7 

19.5 

1.80 

.1.64 

60 

39 

20 

6.80 

67.3 

74.1 

34 

32 

13.2 

14.2 

12.7 

13.6 

1.69 

1.48 

60 

40 

25 

6.80 

66.1 

72.9 

34 

32 

13.2 

14.2 

12.7 

13.6 

2.20 

1.81 

60 

41 

30 

6.80 

66.1 

72.9 

34 

M 

13.2 

14.2 

12.7 

13.6 

2.50 

2.00 

60 

45 

20 

6.80 

64.5 

71.3 

39.2 

42.S 

17.0 

10.1 

21.1 

22.4 

1.54 

1.25 

00 

46 
47 

25 
30 

6.80 
7.36 

65.6 
66.1 

72.4 
7Ri 

39.2 
39.2 

42.S 
4'2S 

1.92 

1  51 

60 

2.26 

1  68 

Aver 

73.3 

seat  were  of  brcmze  or  possibly  of  ca.st  iron.     Half  a  dozen  of 
these  valves,  as  shoAvn  in  Fig.  10,  have  been  made  for  future  trial. 


AGREEMENTS 


24  Having  described  the  essential  facts  leading  to  the  selec- 
tion of  the  design  of  this  sewage  pump  valve,  the  writer  does  not 
like  to  leave  the  subject  without  an  elTort  to  present  a  theory  as 
a  guide  to  (he  construction  of  simihir  vahes.  Aside  from  the  evi- 
dence giAen  by  the  valve  cards  of  the  better  working  of  the  60- 
deg.  seat  valve  than  of  the  valves  with  30  deg.  or  45  deg.  angles. 
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there  is  tlic  important  result  of  a  much  hirger  outlet  area  with 
the  same  lift  of  valve,  and  consequent  lower  velocity  through  the 
valve.  This  is  shown  in  the  following  tabulation  of  results  with 
the  unloaded  valves  at  30  revolutions: 

ao  deg.  seat«  34/2  sq.  in.  outlet,  1.90  lift,  7.72  ft.  velocity 
45  deg.  seats  38.0  sq.  in.  outlet,  1.95  lift,  6.48  ft.  velocity 
60  deg.  seats  44.4  sq.  in.  outlet,  2.00  lift,  5.94  ft.  velocity 

TABLE   2      PUMP   VALVE   EXPERIMENTS.      COIIIIECTIONS   OF   ORIGINAL    DATA 
APPLIED  TO  DISCHARGE  VALVE.     SEE  FIGS.  U  AND  15 


Lift  of 

Valve 

Normal  Weight  of  Valve 

Seat 

Card 
No. 

R.P.M. 

Angle, 
Deg. 

Log, 
In. 

Corrected 
In. 

Log 

Corrected 

Start 

Top 

Start 

Top 

1 

2 

3 

4 

5 

6 

7 

8 

30 

^1-1 

20 

1.38 

1.43 

S 

10.5 

8 

10.5 

30 

A-2 

25 

1.63 

1.01 

S 

10.5 

8 

10.5 

30 

A-3 

30 

1.90 

1.90 

.  8 

10.5 

S 

10.5 

30 

C-7 

20 

1.14 

1.14 

14 

17.5 

14 

17.5 

30 

C-8 

25 

1.29 

1.29 

14 

17.5 

14 

17.6 

30 

C-9 

30 

1.53 

1.54 

14 

17.5 

14 

17.5 

45 

21 

20 

1.50 

1.46 

10 

11 

10 

11.7 

45 

22 

25 

1.69 

1.68 

10 

11 

10 

11.7 

45 

23 

30 

1.94 

1.95 

10 

11 

10 

11.7 

45 

27 

20 

1.24 

1.20 

1C.7 

19.5 

16.7 

19.5 

45 

28 

25 

1.38 

1.38 

16.7 

19.5 

16.7 

19.5 

45 

29 

30 

1.64 

1.61 

16.7 

19.5 

16.7 

19.5 

CO 

39 

20 

1.48 

1.51 

12.7 

13.6 

12.7 

13.6 

60 

40 

25 

1.81 

1.75 

12.7 

13.6 

12.7 

13.6 

CO 

41 

30 

2.00 

2.00 

12.7 

13.6 

12.7 

13.6 

CO 

45 

20 

1.25 

1.26 

21.1 

22.4 

21.1 

22.4 

60 

46 

25 

1.51 

1.47 

21.1 

22.4 

21.1 

22.4 

60 

47 

30 

1.68 

1.68 

21.1 

22.4 

21.1 

22.4 

In  the  latter  case,  the  throat  area  of  48  sq.  in.  is  very  closel}' 
approached.    (See  Fig.  17.) 

25  The  basis  of  all  hydraulic  calculations  is  the  feet  head,  or 
pounds  pressure,  per  square  inch  of  ai'ea,  and  consequent  veloc- 
ity of  flow  in  feet  per  second.  This  relation  is  fixed  absolutely 
by  natural  law  and  if  theoretical  results  are  not  obtained,  one 
must  look  for  some  diverting  cause,  such  as  contraction,  change 
of  direction,  or  friction.  These  last  ett'ects  must  be  ascertained 
by  experiment.    For  simple  forms  such  as  pipes,  the  values  are 
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well  established;  but  for  irregular  shapes  such  as  these  valve 
openings  present,  no  data  exist,  and  from  the  limited  amount  of 
information  gathered  during  the  experiments,  the  writer  is  un- 
able to  make  a  c()mj)lete  analysis  of  the  valves.  They  do  give 
something ^  however,  as  a  guide  in  future  construction,  which  the 
writer  will  endeavor  to  present. 


Fig.  9     Valve  as  constructed 


2G     The  problems  which  it  was  attempted  to  solve  are  these: 
First,  knowing  the  weight — the  normal  weight — of  a  valve 
per  square  inch  of  seat  area,  how  nearly  will  that 
weight,  or  pressure,  give  a  velocity  through  the  valve 
in  agreement  with  the  actual  velocity  found  by  ex- 
periment? 
Second,  knowing  the  lift  of  a  valve  at  a  given  number  of 
revolutions,  how  much  will  this  lift  be  increased  by 
an  increase  of  revolutions? 
Third,  knowing  the  lift  and  weight  of  a  valve  at  a  given 
speed,  what  will  be  the  lift  if  the  weight  be  increased 
but  the  speed  remain  the  same? 
27     Before  proceeding  with  the  analysis  it  should  be  explained 
that  it  will  be  confined  to  the  discharge  valve  only,  and  for  these 
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reasons:  In  the  first  place,  the  writer  has  no  theory  of  valve 
action  that  would  distinguish  between  the  two;  second,  certain 
discrepancies  in  the  data,  especially  relating  to  the  suction  valve, 
led  iiiiu  to  doubt  their  accuracy;  and,  third,  there  is  no  use  in 
burdening  the  paper  with  more  figures  than  are  absohitely 
necessary. 

28    As  already  explained,  the  original  or  log  figures  are  given 
in  Table  1.     P^or  the  purpose  of  the  calculations  it  has  seemed 


Fig.  10     Design  of  Valve  proposed  by  the  Author 

necessary  to  make  certain  corrections  upon  these,  as  shown  m 
Table  2  and  in  diagrams  Figs.  14  and  15.  Numerous  small 
changes  were  n)ade  in  the  lift  of  the  valve,  but  only  one  in  the 
normal  weight  of  the  valve.  These  corrected  values  were  used  in 
all  subsequent  calculations,  as  exhibited  in  Table  3. 


EXPLANATION  OF  TABLE  3 

29  Column  14:  The  maximum  plunger  velocity  is  really 
slightly  more  than  the  crank  velocity — for  a  5  to  1  connecting 
rod  it  amounts  to  nearly  2  per  cent,  or  1.60  times  the  plunger 
travel,  and  this  is  given  in  this  column.  The  main  engine  di- 
mensions have  been  preserved  rather  than  those  of  the  experi- 
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mental  piiiii|),  no  clKiniiv  in  riilciilaled  result  being  effected  there- 

30  Column  15:  To  facilitate  subsequent  calculations,  there  is 
given  the  plunger  area  corresponding  to  each  valve  (which  is 
33.00  sq.  in.)  multiplied  by  its  velocity,  giving  the  discharge  per 
second  in  inch-feet. 

31  Column  16 :  The  area  of  valve  opening  is  found  by  taking 
the  full  area  opening  given  under  ''  Valve  Dimensions"  in  Par. 


Fig.  11     View  of  Valves,  Closed 


12,  for  2V2-in.  lift,  and  reducing  it  to  its  proportionate  amount 
for  the  actual  lift  given  in  Table  2,  colunm  4. 

32  Column  17:  The  apparent  velocity  through  the  valve  is 
an  important  result.  It  is  found  by  dividing  the  rate  of  dis- 
charge of  plunger  given  in  column  15,  by  the  area  of  valve  open- 
ing given  in  column  1(5.  Therefore,  if  any  two  adjoining  values 
in  columns  16  and  17  be  multiplied  the  corresponding  result 
given  in  column  15  will  be  obtained.  This  is  called  the  apparent 
velocity,  although  commonly  called  the  actual  velocity,  for  it  is 
what  the  velocity  would  be  if  the  area  given  were  wholly  filled 
with  the  i.ssuing  stream;  but  there  must  have  been  some  con- 
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traction,  and  hence  a  correspondinj^^ly  hifi^hcr  velocity.  The 
writer  is  unable  to  divide  tliis  apparent  velocity  into  the  various 
measured  causes  that  produce  it,  and  with  this  explanation  rests 
tliis  part  of  the  discussion  because  he  is  unable  to  carry  the  an- 
ah'sis  an}'  further  with  the  data  at  hand. 

33  Column  18:  Hydraulic  engineers  always  desire  to  express 
the  relation  of  head  to  velocity.  Hence,  if  in  column  17  the 
velocity  through  the  valve  is  given,  what  is  its  corresponding 


fl"..^.  •. 


•   •   • 


Fig.  12     Vikw  of  Valves,  Open 

head?     Keducing  the  standard  formula  I'oi'  feet  head  to  pounds 
pressure,  he  has  used  the  formula 

Vel.  =  12.20  V7'~ Ill 

P  being  the  pressure  in  pounds  per  square  inch. 

34  Column  19:  The  normal  weight  of  valve  is  given  in  Table 
2,  oidy  at  its  two  extreme  positions.  It  is  necessary  to  know 
what  it  is  at  the  position  of  its  lift.  If,  for  example,  it  takes  8 
lb.  to  lift  valve  A-1  at  the  start,  and  10.5  lb.  at  its  2V2-in.  lift, 
the  weight  increases  just  one  pound  for  each  inch  of  lift.  Hence, 
if  the  lift  is  1.43  in.  the  weight  at  1.43  in.  lift  will  be  9.43  lb. 
These  values  are  found  in  this  column. 
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35  Column  20:  The  normal  weight  of  valve  per  square  inch 
of  seat  area  is  found  as  follows:  In  the  previous  column  (19)  is 
given  the  total  normal  weight  at  the  edge  of  the  valve.  Taking 
the  center  of  pressure  of  the  issuing  stream  at  the  center  of  the 


TABLE  3    PUMP  VALVE  EXPERIMENTS.    CALCULATIONS  BASED  UPON  OBSERVED 
DATA  APPLIED  TO  DISCHARGE  VALVE  ONLY 


Ve- 

Ve- 

locity 

Rate  of 

Appar- 

locity 

Normal 

due  to 

Max. 

Max. 

ent 

Head 

Normal 

Weight 

Normal 

Ratio 

Plung- 

Pump 

Area  of 

Ve- 

due to 

Weight 

of 

Weight 

of  Ve- 

Seat 

Card 

R.P.M 

er  Ve- 

Dis- 

Valve 

locity 

Ve- 

of 

Valve 

of 

locities 

Angle, 

No. 

locity, 

charge, 

Open- 

through 

locity 

Valve 

per  Sq . 

Valve, 

of  Col. 

Deg. 

Ft.  per 

In-Ft. 

ing. 

Valve, 

through 

at 

In.  of 

per  Sq . 

21  to 

Sec. 

per  Sec. 

Sq.  In. 

Ft. per 
Sec. 

Valve, 
Lb. 

Lift, 
Lb. 

Seat 
Area, 
Lb. 

In.  of 
Seat 

Area, 
Lb. 

Col.  17 

1 

2 

14 

15 

16 

17 

18 

19 

20 

21 

22 

30 

A-1 

20 

5.33 

176 

25.7 

6.85 

0.315 

9.43 

0.247 

6  08 

1.13 

30 

A-2 

25 

6.66 

220 

29.0 

7.59 

0.387 

9.61 

0.252 

6.12 

1  24 

30 

A-Z 

30 

8.00 

264 

34.2 

7.72 

0.400 

9.90 

0  260 

6.22 

1.24 

30 

C-7 

20 

5.33 

176 

20.5 

8.58 

0.494 

15  6 

0.409 

7  81 

1.11 

30 

C-8 

25 

6.66 

220 

23  2 

9.48 

0.603 

15  8 

0  415 

7.87 

1.21 

30 

C-9 

30 

8.00 

264 

27.7 

9.53 

0.610 

16  2 

0.425 

7.95 

1.20 

45 

21 

20 

5.33 

176 

28  9 

6.09 

0.249 

11.0 

0.222 

5.75 

1.06 

45 

22 

25 

6.66 

220 

33.7 

6  53 

0  286 

11  2 

0.224 

5.77 

1.13 

45 

23 

30 

8.00 

264 

38.6 

6.48 

0  282 

11  3 

0.229 

5.84 

1   11 

45 

27 

20 

5  33 

176 

23.8 

7  39 

0.366 

18.0 

0.363 

7.35 

1.01 

45 

28 

25 

6.66 

220 

27.0 

8.15 

0.436 

18.2 

0  367 

7  39 

1.10 

45 

29 

30 

8.00 

264 

31  9 

8.28 

0.460 

18.5 

0.373 

7.45 

1.11 

60 

39 

20 

5.33 

176 

33.2 

6.30 

0.189 

13.2 

0  219 

5.71 

0.93 

60 

40 

25 

6.66 

220 

38.6 

5.71 

0.219 

13.3 

0.221 

5.74 

1.00 

60 

41 

30 

8.00 

264 

44.4 

5  94 

0.237 

13.4 

0.223 

5.76 

1.03 

60 

45 

20 

5.33 

176 

27.7 

6.35 

0.270 

21.8 

0.363 

7.35 

0.86 

60 

46 

25 

6.66 

220 

32.3 

6.81 

0.311 

21.9 

0  364 

7.36 

0.90 

60 

47 

30 

8.00 

264 

37.0 

7  14 

0.342 

22.0 

0.366 

7.38 

0.94 

.seat  opening  (which  is  probably  not  exactly  correct,  but  which 
is  the  best  that  can  now  be  affirmed),  it  is  needed  but  to  reduce 
the  extreme  total  weight  to  this  center,  divide  by  the  seat  area 
in  square  inches  and  correct  for  loss  of  weight  in  water. 

3fi     For  the  30-deg.  seat  are  these  values,  P  being  the  total  nor- 
mal weight  at  lift,  found  in  column  19 : 
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Fig.  13    Pumps  of  the  Baltimore  Sewage  Pumping  Engine  as  erected  in 

THE  Shop 
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7.87  X  0.8G  X  /' 

'''=      4.81X0.55     ='>-0--'^«^ 12] 

For  the  4.")-(le^'.  .seat  these  vahies  become 
9.62  X  0.86  X  P 

5.69  X  0.72  "  ^^ 

^^)l•  the  ()()-(le<i".  ."^eat 

10.2  X  0.86   X    P 

'''  =  -T;762-x  0.80— =  "-^^^^  '^ [*1 


As  per  Log 


Corrected 


Fig. 


Note:  The  Full  or  Upper  Oroupof  Lines  is  for  the  CZ/yyve/ghtecf  Val^e 
'  Dotted"  Lower      "      ■       •■      -    ■■      ■■      Wei gt?  fed     " 

Fig.  14     Lift  of  Dischaugf,  Valve,  corrected.     See  Table  2 

37  Coluiiiii  21:  Velodty  due  to  weight  of  valve  in  water  per 
square  inch  of  seat  area,  as  given  in  cohimn  20,  is  found  by  form- 
ula [1]. 

38  Column  22:  It  now  remains  to  see  how  closely  these  cal- 
culated velocities  agree  with  the  apparent  velocities  as  given  in 
column  17.  These  ratios  are  found  in  this  colunm,  and  for  bet- 
ter study  they  are  plotted  in  Fig.  16, 

39  A  check  on  the  ratios  of  velocities  in  column  22  can  be 
had  by  finding  a  similar  ratio  of  the  weight  of  the  valve  and 
weight  or  "  head  "  due  to  the  velocity  through  the  valve,  as  given 
in  columns  18  and  20,  bearing  in  mind,  however,  that  the  veloci- 
ties vary  with  the  square  i-oot  of  Ihe  pi'essure  or  "head."     For 
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example— taking  the  first  line  in  Table  3,  columns  18-20,  the 
weights  arc  respectively  as  0.315  to  0.247,  and  their  square  roots 
as  0.5(51  to  0.500,  or  1.12  to  1,  practically  the  same  as  found  in 
coluniu  22,  those  slight  divisions  being  due  to  lhi>  miinhcr  of  dec- 
imals carried  in  the  calculations. 

COIMPARISONS 

40    The  point  has  now  been  reached  where  the  results  of  these 
experiments  can  be  considered  with  some  degree  of  intelligence. 
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Fig.  15    Total  Normal  Weight  of  Valve  at  Start  and  at  2^-In.    Lift. 

See   Table  2 


Tiiniiiig  to  tlic  liist  proposition  propounde<l,  how  nearly  does 
the  ciilculatod  velocity,  based  upon  the  method  here  described, 
agree  with  the  ac^tual  velocity  through  the  valve  as  found  by 
these  experiments,  on  the  whole,  it  seems  to  do  so  very  closely, 
indeed,  in  the  case  of  the  GO-deg.  seat  and  light  valve,  almost 
exactly.  Rather  than  attempt  to  give  mathematical  expression 
to  these  deviations  an<l  apparent  discrepancies,  the  designing 
engineer  will  use  his  own  judgment  as  to  the  proper  allowance 
to  be  made  for  them.  Sudiciontly  accurate  iufoi-mation  has  been 
obtained  to  prevent  future  mistakes  in  the  construction  of  this 
type  of  valve  as  applied  to  the  described  conditions. 
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41  Second :  In  what  proportion  does  the  lift  of  the  valve 
change  with  the  speed?  In  Table  4  these  results  are  tabulated 
and  reduced  to  percentages,  where  they  can  be  studied.  The  com- 
paratively rough  and  uneven  covering  plate,  holding  the  leather 
in  place,  is  largely  responsible  for  these  erratic  deviations.    With 


Unweighted  Valves 

Weighted  Valves 
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Fig.  16    Ratio  of  Agreement  between  Calculated  and  Actual  Velocities 
THROUGH  the  Valve.     See  Col.  22,  Table  3 
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Fig.  17  Maximum  Velocity,  Feet  per  Second,  of  Plunger  and  of  Flow 
THROUGH  Throat  of  Valve  and  through  Discharge  Valve  at  20,  25, 
and  30  R.P.M.  AND  WITH  30,  45  and  60  Deg.  Angle  of  Valve  Seat 


a  smooth  valve  face,  as  shown  in  Fig.  10,  the  deviations  would 
probably  have  been  gradual  and  i)roi)()rli(mate  to  the  change  of 
angle  by  the  lift,  and  a  value  might  be  given  to  them  for  dillVr- 
ent  seat  angles,  but  that  will  not  be  attempted  here. 

42  Third :  The  speed  remaining  the  same,  how  does  a  change 
of  weight  atlect  tiie  lift  of  the  valve ^  Table  o  in  its  first  six  col- 
umns groups  together  data  previously  given,  and  in  column  7  is 
a])plie(l  the  theoretical  law  that  the  lift  should  be  inversely  pro- 
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portional  to  the  square  root  of  the  weight  of  the  valve.  That  is, 
taking  the  lighter  ^  alve  and  its  lift,  what  should  be  the  reduced 
lift  by  loading  it?  In  every  case,  it  will  be  observed,  the  valves 
lifted  higher  than  they  should,  according  to  this  rule.  On  the 
30-(leg.  seat,  this  variation  was  only  about  3  per  cent;  on  the  45- 
deg.  seat,  about  5  per  c;ent:  and  on  the  00-deg.  seat,  about  7.G  per 

TABLE  4     COMPAKISON  OF  LIFT  OF  VALVE  WITH  INCREASED  SPEED 

THBORETICALbY,    THE    LiFT    SHOULD    BE    DIRECTLY    PROPORTIONAL   TO    THE    SPBBD 


R.P.M. 

Light  or  Unweighted  Valve 

Heavy  or  Weighted  Valve 

Seat 
Angle, 
Deg. 

Actual, 
In. 

Theor- 
etical, 
In. 

Deviation 

Actual, 
In. 

Theor- 
etical, 
In. 

Deviation 

Per 
Cent 

Per 
Cent 

Per 
Cent 

Per 
Cent 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

30 
30 
30 

20 
25 
30 

1.43 
1.61 
1.90 

1.43 
1.79 
2.14 

100 
90 

88 

100 
98 

1.14 
1.29 
1.54 

1.14 
1.42 
1.71 

100 
91 
90 

100 
100 

45 
45 
45 

20 
25 
30 

1.46 
1.68 
1.95 

1.46 
1.82 
2.19 

100 
92 
89 

100 
96 

1.20 
1.38 
1.61 

1.20 
1.50 
1.80 

100 
92 
89 

100 
97 

60 
60 
60 

20 
25 
30 

1.51 
1.75 
2.00 

1.51 
1.89 
2.26 

100 
92 

88 

100 
95 

1.26 
1.47 
1.68 

1.26 
1.57 
1.89 

100 
94 

88 

100 
95 

40 

2.50 

2 .  50         47  revolutions 

Note. — These  last  valves  would  have  gone  to  their  .stops  at  40  and  47  r.p.m.  respectively. 

cent.  Why  should  it  have  lifted  higher  than  calculated?  The 
only  exphination  .seems  to  be  that  the  increased  weight  reduced 
the  angle  of  impingement  of  the  issuing  stream  against  the  face 
of  the  valve,  and  that  this  change  of  angle  was  proi)ortionately 
more  on  the  OO-dcir.  seat  than  on  the  others. 


NOTES 


43  In  Fig.  In  are  shown  tlie  areas  of  the  plunger  displace- 
ment and  the  valve  areas.  At  once  one  may  ask  Avhy  these  en- 
larged valve  areas  are  greater  than  that  of  the  valve  opening,  or 
outlet;  or  perhajis  more  pertinently,  why  does  not  the  engine 
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builder  open  the  valve  so  as  to  give  this  required  area  when 
specifications  call  for,  say,  valve  area  of  145  per  cent  of  plunger 
area?  Simply  because  he  cannot  do  it.  If  the  valve  was  made 
light  enough  to  open  to  this  height,  it  would  open,  but  it  would 
close  with  a  slam  that  would  sound  like  a  10-in.  gun  explosion. 

44     In  Fig.  17  are  plotted  the  plunger  velocities  and  velocities 
through  throat  and  outlet  of  valve,  and  it  will  be  observed  that 

TABLE  5     COMPARISON  OF  WEIGHT  AND  LIFT  OF    VALVE 

The  Lift  should  be  Inversely  Proportional  to  the  Sqoare  Root  of  its  Weight.      Dib- 

CHARQE  Valve   only 


Weight  per  Sq.  In. 

Lift  of 

Valve 

Seat 

R.P.M. 

Angle, 

Deg. 

Unweighted, 

Weighted, 

Unweighted, 

Weighted, 

According 

Deviation, 

Lb. 

Lb. 

In. 

In. 

to  Rule 

Per  Cent 

1 

2 

3 

4 

5 

6 

7 

8 

30 

20 

0.247 

0.409 

1.43 

1.14 

1.11 

1.026 

30 

25 

0.252 

0.415 

1.61 

1.29 

1.25 

1.028 

30 

30 

0.260 

0.425 

1.90 

1.54 

1.49 

1.036 

45 

20 

0.222 

0.363 

1.46 

1.20 

1.14 

1.050 

45 

25 

0.224 

0.367 

1.08 

1.38 

1.31 

1.051 

45 

30 

0.229 

0.373 

1.95 

1.61 

1.52 

1.054 

60 

20 

0.219 

0.363 

1.51 

1.26 

1.17 

1.074 

60 

25 

0.221 

0.364 

1.75 

1.47 

1.36 

1.078 

60 

30 

0.223 

0.366 

2.00 

1.68 

1.56 

1.076 

60 

30 

0.165 

2.50 

Note. — Thi.s  last  valve,  weighing  0.105  lb.  per  sq.  in.  of  seat  area,  making  30  r. p.m. ,  would 
have  gone  to  its  214  in.  stop. 


with  the  lightest  valve,  on  a  GO-deg.  seat,  the  velocity  through  the 
valve  reached  5.30  ft.  a  second,  while  the  plunger  made  5.33 
ft.  a  second.  And  yet,  late- waterworks  specifications  contain  the 
clause  that  "  the  velocity  through  the  valve  shall  not  exceed  3  ft. 
a  second"!  Such  low  velocity  r^as  never  obtained  through  a 
pump  valve.  It  would  call  for  a  valve  weighing  only  0.00  lb.  per 
sq.  in.  of  seat  area — 1/10  of  the  actual  pressure  or  weights  of 
valves,  in  practice.  The  writer  has  weighed  numerous  valve 
springs  on  modern  city  pumping  engines  and  found  them  to  be 
about  0.00  lb.  (more  and  less)  per  S(|.  in.  of  net  seat  area  at  the 
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start^  and  tifjlitoiiinj;  up  to  as  umch  as  1.50  11).  when  lifted  to  a 
stop  only  9/i()  in.  liigli,  entailing  a  velocity  of  at  least  9  ft.  to  15 
ft.  a  second. 

45  'J'urninj^'  to  \  ahe  card  No.  41,  it  will  he  seen  that,  it  closes 
promptly  even  at  .'50  r.p.ni.  with  a  2  in.  lift,  and  its  weight  at 
the  start  was  only  O.iil-J  Ih.  per  sc]..  in.  and  O.-JiiT  Ih.  at  its  full 
2^/^  in.  lift,  an  increase  of  weight  of  only  7.1  per  cent.    This  is 


TABLE  6     VALVE  RESISTANCE  BY  INDICATOR  CARDS  AND  BY  CALCULATION. 

SEE  FIG.  19 


R.P.M. 

Unweighted 

Weighted 

Seat  Angle, 
Deg. 

By  Indicator 
Per  Cent 

By  Weight 
of  Valve 
Per  Cent 

By  Indicator 
I'er  Cent 

By  Weight 
of  Valve 
Per  Cent 

1 

2 

3 

4 

5 

6 

30 
30 
30 

20 
25 
30 

2.75 
3.09 
4.29 

2.31 
2.37 
2.38 

4,10 
3  76 
2.91 

3.83 
3  89 
3.98 

45 
45 

45 

20 
25 
30 

2, .85 
3.46 
4.17 

2.08 
2,10 
2.15 

3.79 
4.12 
4.49 

3.40 
3.44 
3.50 

60 
60 
60 

20 
25 
30 

2.95 
3.27 
2.63 

2.05 
2.07 
2  09 

3.45 
2.95 
3.44 

3.40 
3.41 
3.43 

Averages. 

3.27 

2.18 

3.67 

3.59 

an  initial  weight  of  only  about  one-third  and  a  final  weight  of 
only  about  one-sixth  as  much  as  is  put  into  spring-operated 
pump  valves. 

VALVE   RESISTANCE 

4r>  It  will  be  noted  that  the  pressure  line  in  ])(»<h  suction  and 
discharge  chambers  was  traced  on  the  pump  indicator  cards. 
From  these,  the  valve  resistance  commonly  called  friction  could 
have  been  obtained  if  an  average  of  many  cards  had  licen  obtain- 
able: l)ut  those  taken  for  each  experiment  were  too  few  to  give 
rational  results.  In  Table  6,  columns  3  and  5  are  copied  from 
Mr.  Mayer's  records  and  plotted  in  Fig.  19.  The  fluctuations  are 
too  great  for  any  reasonable  deductions. 
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47  The  writer  has  therefore  attempted  to  make  a  calculation 
of  this  resistance  based  upon  the  weight  of  the  valve  which,  it 
seems  to  him,  is  the  source  of  this  loss.  Practically,  all  other  re- 
sistances  within   a    pump   are   of  rclalivoly   sninll   amount,   and 
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Fig.  18     Proportional  Areas  at  Maximum  Velocities 
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Fig.  19     Percentage  of  Valve  Friction  to  72-Ft.  Head 


hence  the  weight  of  a  valve  furnishes  a  reasonable  critci-ion  of 
pump  losses. 

48  It  will  be  recalled  that  the  apparent  velocity  through  the 
valves  is  given  in  column  17,  Table  3,  and  that  no  further  allu- 
sion was  made  to  the  effect  of  contraction  through  the  valve.  If 
a  calculation  for  loss  of  power  is  to  be  made,  its  amount  will 
depend  upon  the  amount  of  contraction,  for  the  velocity  must 
then  be  increased  in  an  inverse  ratio  to  the  contraction.  For  the 
purpose  of  illustrating  the  method  followed,  a  contraction  of  81 
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per  cent  has  been  assiinied.  That  would  increase  the  velocity  23 
per  cent  and  the  velocity  head  50  per  cent.  Taking  the  weight  of 
the  valve  as  given  in  coliinm  20  and  increasing  it  by  50  per  cent, 
gives  a  fair  basis  for  calculating  tiie  loss  of  power  within 
the  pump.  To  bring  this  to  a  percentage  basis  it  must  be  multi- 
plied by  two  to  apply  it  to  both  strokes  and  divided  by  32  lb.  for 
short  (•)1.74  lb.),  being  the  net  total  head  in  coliinm  .">.  Tabic  K 
and  these  values  are  given  in  columns  4  and  G,  Table  6,  and 
plotted  in  Fig.  19. 

49  It  must  be  left  to  the  reader  to  decide  whether  the  writer's 
assumptions  and  deductions  are  rational  and  justifiable. 

50  The  writer  wishes  to  express  his  obligations  to  Mr.  E.  (i. 
Grace,  General  Manager,  Bethlehem  Steel  Company,  for  permis- 
sion to  make  public  the  technical  information  obtained  by  these 
experiments. 


No.  1367 
DEVELOr.MEiNTS  IN  MACHINE  SHOP  TRACTICE 
DURING  THE  LAST  DECADE 

REPORT  OF  SUB-COMMITTEE  ON  MACHINE  SHOP  PRACTICE 

In  this  report  the  principal  improvements  in  machine  shop 
practice  developed  approximately  during  the  last  ten  years  are 
reviewed.  The  reason  for  presenting  an  extended  review  now, 
is  that  the  sub-committee  on  machine  shop  practice  should  record 
the  advances  made  each  year,  but  in  the  present  case  the  com- 
mittee having  been  only  recently  organized,  there  exists  in  the 
Society's  proceedings  no  consecutive  account  of  progress.  To 
carry  the  record  back  to  a  logical  date,  that  of  the  report 
nuide  by  Fred  J.  Miller  to  the  Bureau  of  the  Census,  in  1905, 
is  mentioned  but,  of  course,  the  actual  date  is  somewhat 
indefinite. 

2  The  review  is  incomplete  because  of  the  limitation  of  time 
to  prepare  it,  and  because  of  a  natural  diversity  of  opinion  as 
to  the  limitations  of  what  should  properly  be  considered  machine 
sho])  practice.  If  this  review  has  included  matters  generally 
regarded  as  outside  of  the  limitations,  it  may  be  considered  that 
the  larger  field  was  included  because  of  practical  difficulties 
in  drawing  a  well-defined  line  between  machine  shop  practice 
as  such  and  machine  design,  administration,  heat  treatment  of 
steel  and  other  factors  a  fleeting  production.  To  ignore  them  is 
impossible.  The  operation  of  metal-working  tools  and  their 
productive  capacity  are  as  much  matters  of  machine  design, 
arrangement  and  management  as  of  individual  skill.  In  fact, 
productive  capacity  in  the  past  depended  very  largely  on  the 
skill  and  initiative  of  the  workman,  but  now  the  rate  of  pro- 
duction in  many  branches  of  manufacture  is  almost  entirely 
governed  by  the  construction  of  machines,  so  that  the  designer, 
when  viewed  in  this  light,  is  closely  allied  Avith  shop  jiractice. 


Presented  at  the  Annual  Meeting  1912,  of  The  Amkrican  Socikty  of  Me- 
chanical Engineers. 
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"  The  transference  of  skill  "  by  the  machine  designer  from  the 
operators  to  the  machines  has  embodied  in  the  latter  much  of  the 
accumulated  experience  of  many  mechanics  working  on  simpler 
and  more  primitive  tools.  So  it  may  be  asserted  that  much 
of  the  improvement  in  machine  shop  practice  has  appeared  in 
the  improvement  of  machine  tools  themselves  in  one  way  or 
another. 

3  Vai'iety  of  Machine  Shop  Practice.  When  it  is  considered 
that  machine  shop  practice  embraces  a  very  wide  variety  of 
work,  ranging  from  the  smallest  to  the  largest  manufactured 
products,  and  all  kinds  of  repair  work,  the  difficulty  of  classify- 
ing and  differentiating  it  can  be  appreciated.  Locomotive  repair 
work,  for  example,  is  in  a  class  by  itself,  one  in  which  peculiar 
methods  have  been  developed,  differing  radically  from  those  fol- 
lowed in  doing  similar  work  in  other  lines.  The  slotter,  for 
example,  is  a  machine  tool  in  high  favor  in  railroad  shops  and, 

.  outside  of  shipyards,  has  been  little  used  elsewhere.  It  is,  how- 
ever, slowly  coming  into  use  in  manufacturing  works.  The 
milling  machine  until  a  few  years  ago  had  not  gained  a  foot- 
hold in  railroad  repair  shops,  largely  because  it  was,  and  still  is, 
not  so  well  adapted  to  handling  the  general  run  of  plane  finish- 
ing required  in  these  shops  as  the  planer  and  shaper.  The 
latter  are  adaptable  machines  peculiarly  suited  to  non-repeti- 
tive operations,  while  the  milling  machine  excels  in  manufac- 
turing. 

4  Increased  Weight  of  Machines.  One  of  the  noticeable 
changes  in  machine  shop  equipment  during  the  past  ten  j^ears, 
is  the  increased  weight  and  power  of  machine  tools,  which  was 
made  necessary  through  the  general  application  of  high-speed 
steel  cutting  tools.  While  the  increased  capacity  of  machines 
which  followed  in  the  wake  of  the  application  of  high-speed 
steel  was  directly  instrumental  in  bringing  about  such  increases 
in  the  weight  of  machines,  the  result  has  been  beneficial,  not 
only  in  increased  production  but  in  accuracy  of  product,  because 
of  greater  rigidity  and  consequent  better  preservation  of  align- 
ment. 

5  Foundations.  Progress  has  also  been  made  in  the  methods 
of  erecting  machinery.  With  large  size  machines  the  founda- 
tion plays  a  most  important  part  in  the  accuracy  of  the  work 
produced.  For  instance,  the  provision  of  a  massive,  well-built 
foundation  for  large  planers  is  imperative.    When  not  provided, 
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the  weight  of  the  machine  and  work  must  inevitably  cause  set- 
tling and  springing  out  of  shape.  Every  mechanic  knows  that 
such  a  disturbance  of  the  foundation  affects  the  alignment,  which 
means  that  the  work  produced  on  the  planer  will  be  inac- 
curate; the  use  of  leveling  plates  under  the  feet  of  planers 
to  provide  uniform  support  and  means  for  correcting  errors 
of  alignment  has  become  general;  the  elimination  of  de- 
fective action  due  to  Mant  of  support,  and  the  increased  mass 
and  rigidity  have  in  the  case  of  planers  resulted  in  the 
production  of  plane  surfaces  closely  approaching  theoretical 
planes  when  the  Avork  itself  affords  the  necessary  rigidity  and 
uniformity  of  section.  Hence,  hand-scraping  to  perfect  align- 
ment is  not  as  necessary  as  it  was  a  few  years  ago,  and 
it  may  be  said  that  on  some  classes  of  Avork  scraping  is 
now  largely  more  of  an  ornamental  than  a  corrective  process. 
On  high-grade  machines,  however,  scraping  or  grinding  prob- 
ably will  continue  to  be  necessary  for  correcting  inaccuracies  of 
surface  and  alignment. 

6  Electric  Motor  Drive.  The  subject  of  electric  motor  drives 
was  given  much  prominence  in  discussions  of  machine  shop 
practice  a  few  years  ago,  the  bias  being  generally  in  favor  of 
individual  motor  drive.  While  subsequent  experience  has  shown 
that  the  direct-connected  electric  motor  has  certain  limitations 
and  disadvantages  for  some  classes  of  work,  it  has  also  shown 
that  the  same  results  and  efficiency  cannot  be  obtained  with  the 
group  system  of  driving  modern  designs  of  machine  tools.  The 
investment  in  motors  is  less  with  the  group  .system,  but  the  flexi- 
bility of  the  independent  drive  is  lost.  AVhen  a  machine  driven 
by  an  indejiendent  motor  is  properly  equipj)ed  for  easy  handling, 
increase  of  production  o\er  that  of  the  same  machine  in  a  group 
system  is  practically  insured.  One  machine  tool  builder  has 
found  it  a  good  rule  to  apply  independent  motors  where\er  the 
power  requirement  is  5  h.p.  or  more.  ITartlened  steel  gears  in 
the  driving  train  reduce  gear  tivnibles  to  a  mininnim.  When  the 
character  of  work  is  constantly  changing  and  new  groupings  of 
machines  are  required  from  time  to  time,  (he  individual  drive 
is  at  great  advantage.  The  machines  can  then  be  placed  "  like 
men  on  a  checkerboard." 

7  Improvements  have  )»een  made  in  the  characteristics  of 
variable  speed   and    reversible   motors.     Automatic   controllers 
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have  been  introduced  which  make  the  stopping  and  starting  of 
machines  simply  the  matter  of  pushing  a  button.  These  devices 
protect  the  motors,  save  time  and  protect  the  machines  from 
shocks. 

8  Automatic  Machines.  Progress  has  been  made  in  the  de- 
\elopment  of  automatic  and  semi-automatic  machines  for  the 
production  of  duplicate  parts  from  bar  stock,  iron  and  brass 
castings.  Many  special  fixtures  have  been  designed  for  auto- 
matic screw  machines  which  have  widened  their  scope  to  include 
a  great  variety  of  small  parts  on  which  a  number  of  operations 
must  be  performed  before  cutting  off  from  the  bar,  such  as 
small  spiral  gears,  capstan  screws,  etc.  The  cost  of  production 
is  so  greatly  reduced  that  these  machines  are  generally  applied 
where  the  quantity  of  work  to  be  produced  warrants  the  cost  of 
installation  and  tool  maintenance.  The  scope  of  other  types  of 
automatic  machine  tools  is  wide  and  constantly  increasing.  Cer- 
tain examples  Avill  be  mentioned  later.  Many  pages  could  be 
devoted  to  the  improvements  in  these  machines  alone  without 
exhausting  the  topic;  but  attention  is  called  here  to  the  simplifica- 
tion of  equipment  required  for  the  manufacture  of  highly  de- 
veloped specialties  because  of  the  possibility  of  buying  the  bulk 
of  the  parts  from  screw  machine  product  specialists.  A  manu- 
facturer of  a  si^ecialt}^  can,  if  he  chooses,  organize  on  an  as- 
sembling basis,  confining  his  actual  manufacture  to  the  making 
of  a  few  principal  parts.  This  development  is  having  a  marked 
influence  on  our  export  trade. 

9  Training  Mechanics.  Modern  methods  of  manufacturing 
are  responsible  for  limiting  the  employment  of  men  to  specific 
operations  only,  and  pursuit  of  the  plan  is  making  it  hard  to 
secure  all-round  machinists.  Young  men  come  into  a  factory 
an<l  soon  acquire  the  skill  necessary  to  become  proficient  drill 
press  operators  or  milling  machine  operators.  They  are  able 
to  earn  fairly  good  wages  in  a  shorter  space  of  time  than  if 
they  served  the  necessary  term  of  apprenticeship  to  become 
competent  all-round  machinists.  The  endeavor  has  been  made 
in  the  larger  manufacturing  cities  to  offset  the  narrowing  effect 
of  specialized  training  by  the  introduction  of  training  schools 
in  which  young  mechanics  are  given  instruction  in  the  theoreti- 
cal side  of  their  work.  The  results  obtained  by  this  training  are 
beneficial.  Men  are  accpiiring  both  theoretical  and  practical 
knowledge,  so  that  to  a  limited  extent  at  least,  they  are  obtain- 
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ing  the  benefits  of  a  technical  education  coupled  with  practical 
training. 

1.0  /Scientific  Management.  One  of  the  noteworthy  improve- 
ments in  modern  shop  practice  is  the  application  of  the  principles 
of  scientific  nuinagenient.  While  the  details  and  elements  that 
make  up  the  complete  system  advocated  by  Mr.  Taylor  are  not 
widely  used  in  full,  undoubtedly  the  fundamental  principles  are 
coming  to  be  more  thoroughly  understood  and  are  being  quite 
generally  applied.  Some  of  the  more  specific  improvements  re- 
ferred to  in  the  following  may  not  be  strictly  modern,  but  doubt- 
less most  of  them  can  be  so  classified  because  they  are  now 
common,  whereas  ten  years  ago  they  were  found  in  compara- 
tively few  shops. 

11  Stitndardkatlon  of  Tool  GHnding.  The  turning  and 
{)laning  tools  in  many  shojKS  are  now  ground  to  standard  shai)es 
in  the  tool  room  on  special  tool  grinding  machines.  This  method 
not  only  saves  the  time  of  the  nuichine  tool  operator,  but  in- 
sures the  grinding  of  all  tools  to  the  correct  form  and  it  also 
saves  what  is  of  greater  value,  the  loss  of  the  productive  time 
of  the  machine  tool.  The  stock  of  tools  required  for  a  shop  is 
also  much  smaller. 

12  Checking  System  for  Small  Tools.  Most  shops  at  the 
pre^sent  time  keep  all  small  tools  in  the  store  room,  excei)t  t!u»so 
in  actual  use.  In  this  way,  the  tools  are  kept  in  good  condition 
and  a  much  smaller  stock  is  required.  Not  many  years  ago 
it  was  quite  common  for  each  workman  to  have  his  own  stock 
of  tools.  Conse(iuently  there  were  good  tools  and  poor  tools, 
just  in  proportion  as  there  are  good  workmen  and  bad  work- 
men. For  instance,  a  lathe  operator  had  his  own  stock  of  man- 
drels which  were  made  to  suit  each  particular  job,  and  when 
necessary  one  man  borrowed  from  another.  The  result  was 
that  the  workmen  wasted  a  great  deal  of  time  wandering  around 
looking  for  mandrels  and  other  auxiliary  equipment.  It  may 
.seem  somewhat  out  of  place  to  refer  to  this  well-known  method 
of  handling  small  tools  by  a  checking  system  in  a  paper  o;. 
modern  improvements,  because  it  is  an  old  feature  of  many 
shops.  This  system  was  not  generally  employed  ten  years  ago 
in  many  of  the  small  and  medium  sized  shops.    ' 

13  In  some  shops  in  which  scientific  management  has  been 
aj)plied,  and  where  the  work  in  connection  with  each  oi>eration  is 
planned  in  advance,  it  is  (lie  pracfice  to  make  \\\^.  ;i(  Ihc  lime  the 
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work  is  planned,  a  list  of  the  tools  that  will  be  required  for  the 
performance  of  each  operation,  this  list  being  sent  to  the  tool 
room  in  adxance  of  the  time  that  the  tools  will  be  required, 
and  the  tools  delivered  to  the  workman  by  a  tool  carrier,  thus 
saving  the  time  of  the  workman  as  well  as  that  of  his  machine. 

14  Speeds  and  Feeds.  The  important  questions  of  speed  and 
feed  in  connection  with  machining  operations  have,  during 
recent  years,  been  carefully  studied  by  many  superintendents 
and  foremen  who  formerly  relied  entirely  on  the  judgujent  of 
the  workmen,  which  was  sometimes  good  and  sometimes  bad. 
Speeds  and  feeds  are  fixed  in  the  planning  department  and  are 
based  on  the  power  of  the  machine  and  character  of  the  metal. 

15  Tool  Selection.  More  thought  is  now  given  to  the  selec- 
tion of  machine  tools  for  various  classes  of  work.  A  few  years 
ago,  many  shop  foremen  used  a  certain  type  of  machine  for 
a  given  class  of  work,  because  that  type  had  always  been  used 
for  that  purpose.  It  seems  that  there  is  much  less  conservatism 
today  and  precedent  dees  not  count  for  as  much  as  it  did  a  few 
years  ago.  The  tendency  is  to  design  the  machine  for  the  work 
instead  of  adapting  the  work  to  the  utachine  equipment. 

IG  Inspection  of  Finished,  Parts.  Machine  parts  are  now 
carefully  inspected  in  many  shops  by  an  independent  inspection 
department,  whereas  formerly  the  only  check  on  the  accuracy 
of  machined  work  was  in  the  erecting  department;  if  every- 
thing could  be  assembled,  the  work  was  considered  satisfactory. 
The  more  exacting  requirements  of  recent  years,  however,  made 
necessary  the  general  adoption  of  a  rigorous  system  of  inspec- 
tion. Thorough  inspection  and  testing  are  necessary  feature.-^ 
of  interchangeai)le  manufacturing  methods;  both  tools  and  .sys- 
tem have  become  higlily  specialized.  In  the  manufacture  of  fire- 
arms and  other  higli-grade  i)roducts,  from  fifty  to  one  hundred 
separate  tests  cr  gagings  on  a  single  part  are  not  uncommon. 

17  In  some  shops  doing  work  of  a  miscellaneous  character, 
it  is  the  practice  to  have  an  inspector  go  to  the  machine  at  the 
time  a  job  is  started  to  instruct  the  workman  as  to  the  degree  of 
accuracy,  the  kind  of  finish,  etc..  and  to  make  sure  that  he  under- 
stands all  the  requirements  with  reference  to  the  quality  of  the 
work  and  that  he  does  not  make  a  mistake  in  reading  his  draw- 
ing, setting  his  measuring  tools,  etc.  The  inspector  inspects  the 
work  done  in  the  operation  in  question  upon  the  first  piece  where 
there  ai'e  several  j)ioceK  to  be  done,  thus  avoiding  the  danger  of 
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an  ciror  in  the  first  piece  being  repeated  on  all  snhse(incnt  pieces. 
An  inspect  ion  is  also  made  npon  the  completion  of  each  opera- 
tion on  all  pieces  in  the  lot  I'oi'  the  purjxtse  of  detectinir  any  error 
that  may  have  been  made,  so  that  ste[)s  may  be  taken  for  its  cor- 
rection Avithont  delay. 

18  Cooling  Lnhri cants.  Another  iniprovcuicnl  in  shop  prac- 
tice worthy  of  mention  is  the  more  generous  use  of  cooling 
mediums  on  cutting  tools,  and  the  provision  of  distribution  sys- 
tems for  both  the  tools  and  the  bearings  supplied  from  a  central 
reservoir. 

19  Use  of  Multiple  Tools.  The  increasing  use  of  tools  in 
multiple  is  a  feature  that  is  noticeable  in  connection  with  the 
modern  machine  shoj).  Milling  niachines  are  now  quite  ex- 
tensively used  having  several  spindles,  making  possible  the  fin- 
ishing of  three  or  even  five  sides  of  a  casting  at  one  setting; 
many  holes  are  drilled  simultaneously  and  in  i)ractically  the 
same  time  formerly  required  for  drilling  <mc  hole,  and  so  on. 

20  Better  Facilities  for  Setting  up  Work.  The  up-to-date 
foreman  or  superintendent  has  come  to  realize  that  the  efficiency 
of  his  shop  depends  largely  on  the  amount  of  attention  given 
to  the  little  things.  The  furnishing  of  proper  clamps  and  bolts 
to  machine  tool  operators  is  a  case  in  point.  Poor  bolts  and 
warped  clamps  around  a  machine  often  double  the  time  required 
for  setting  up  work.  At  the  present  time,  most  shops  are  equipped 
with  proper  clamping  facilities  and,  in  many  cases,  clamps  of  the 
right  shape  and  bolts  of  the  right  length  are  furnished  for  each 
particular  job,  along  with  the  other  tools,  such  as  cutters, 
reamers,  etc. 

21  These  tools  are  being  kept  in  the  toolroom  instead  of  be- 
ing kept  at  the  machines  as  formerly ;  thus  the  responsibility  for 
their  maintenance  in  first-class  condition  is  concentrated  in  the 
tool  room,  where  they  are  inspected  upon  being  retin-ned  after 
their  use  in  connection  with  each  job,  and  any  necessary  repairs 
promptly  made.  The  difficulty  of  holding  a  large  number  of 
men  responsible  for  the  upkeep  of  these  tools  is  thus  avoided, 
and  each  workman  has  a  larger  variety  of  bolts,  clamps,  blocks, 
etc.,  to  draw  upon  than  he  can  possibly  have  where  each  man 
has  his  own  supply. 

22  Location  of  Tools  and  Lighting.  More  attention  is  given 
to  the  relative  location  of  tools  in  the  shop,  in  order  that  all 
machining  operations  can  be  performed  with  no  unnecessary 
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handling  of  the  work,  the  aim  being  to  finish  parts  by  advanc- 
ing them  from  one  tool  to  another  in  a  direct  line  without  any 
see-sawing  or  useless  movements.  Shops  are  constructed  so 
that  the  light  will  be  properly  diffused,  which  makes  it  easier  for 
the  machinist  to  do  accurate  work  and  reduces  the  amount  of 
spoiled  work.  The  physical  comfort  of  the  workmen  is  also 
receiving  more  and  more  attention, 

23  Drilling  Machines.  High-speed  steel  has  been  substituted 
for  carbon  steel  in  the  manufacture  of  twist  and  flat  twist  drills 
M'ith  marked  improvement  in  capacity.  The  speed  of  drilling 
has  been  increased  two  or  three  times,  if  not  more.  The  drilling 
machine,  the  most  conmion  machine  tool,  has  been  redesigned  to 
meet  the  new  requirements  and  so  rapid  are  some  of  the  most 
highly  developed  machines  on  the  market,  that  holes  can  be 
drilled  in  boiler  plate  more  quickly  than  they  can  be  punched. 

24  The  claim  is  made  by  engineers  who  have  carefully 
investigated  the  nuxtter,  that  SO  per  cent  of  all  the  holes 
drilled  in  general  manufacturing  are  three-quarters  inch  in 
diameter  or  less.  The  fact  is  pointed  out  that  general  purpose 
drills  with  a  capacity  of  from  one-eighth  inch  to  three  inches 
are  not  efficient  except  within  a  narrow  zone  somewhere  between 
the  two  extremes  cited,  desirable  as  they  are  when  on  deep  drill- 
ing or  on  large  diameters  requiring  a  geared  drive;  hence  the 
general  recognition  of  the  importance  of  comparatively  small 
capacity  drilling  machines  in  the  equipment  of  efficient  plants. 

25  Multiple  drilling  machines  with  from  two  to  fifty  or 
more  drills  in  operation  simultaneou.sly,  have  been  developed. 
Inverted  drilling  machines  with  which  the  capacity  of  drills  is 
increased  largely  because  of  the  rapid  clearing  of  chips  from 
the  holes  are  being  used  with  satisfaction,  also  multiple  drilling 
machines  working  in  several  planes  simultaneously,  making 
feasible  the  drilling  and  reaming  of  all  holes  in  machine  parts 
such  as  automobile  cylinders  at  one  operation.  Another  develop- 
ment is  the  rotary  table  semi-automatic  drilling  machines  which 
relieve  the  operator  of  lifting  and  lowering  the  spindle  and 
engaging  and  disengaging  the  feed. 

26  A  minor  improvement  of  machine  shop  equipment  which 
has  increased  the  productive  capacity  of  single-spindle  drilling 
machines  is  the~  so-called  roller  grip  drill  chuck  which  enables 
the  operator  to  insert  and  remove  drills,  reamers,  counterbores 
and  other  tools   without  stopping  the  spindle.     These  chucks 
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are  useful  for  certain  kinds  of  work  requiring  drilling,  ream- 
ing and  counterboring  operations.  In  the  same  connection,  men- 
tion should  be  made  of  tapping  attachments,  stud  setting  chucks, 
drill  speeders,  and  similar  attachments  which  improve  the  work- 
ing range  of  drilling  machines. 

27  The  need  of  the  old  style  reversing  countershaft  has  been 
eliminated  from  drilling  machines  by  automatically  reversing 
tapping  attachments,  automatically  opening  stud-setters;  and 
many  screw-threading  operations  are  now  performed  on  drill- 
presses  with  special  forms  of  automatically  opening  dies,  at  a 
great  saving  over  the  former  method'  of  chucking  the  work  on 
a  turret  lathe. 

28  Lathes.  The  improvements  in  lathes  have  been  chiefly 
in  matters  of  strength,  power,  and  details  of  construction. 
Spindles  are  made  larger  and  are  supported  in  longer  bearings, 
improvements  have  been  made  in  carriages,  tailstocks,  tool- 
rests,  apron  mechanism,  stops,  ways,  spindle  noses,  gear  boxes, 
change  gear  and  feed  mechanisms,  etc.  Three-stop  cone  pulley 
and  double  back  gear  headstocks  have  been  widely  adopted  for 
high-power  rapid  reduction  lathes,  this  construction  providing 
a  wide  range  of  speeds  with  simple  and  efficient  mechanism. 
Quick  change  gear  mechanisms  which  enable  the  selection  of 
gear  combinations  for  screw-thread  cutting  to  be  made  practi- 
cally instantaneously  have  been  generally  provided  by  lathe 
builders.  The  demand  for  simple  lathes,  that  is  lathes  without 
change  gears,  lead  screws  and  other  standard  features  of  com- 
plete engine  lathes,  has  not  been  insistent.  Hence  we  still  have 
the  anomaly  of  thousands  of  lathes  in  manufacturing  plants 
that  are  never  used  for  thread  cutting  but  which  have  the  change 
gears,  lead-screws  and  other  parts  required  for  screw  cutting. 

29  The  reason  ascribed  by  one  prominent  lathe  builder  is 
that  the  application  of  the  simpler  mechanism  required  for  feed- 
ing only,  makes  comparatively  little  dill'erence  in  the  cost  of 
a  lathe.  The  elimination  of  the  change  gears  reduces  the  number 
of  available  feeds.  But  the  chief  objection  is  the  loss  of  inventory 
value  when  regarded  as  second-hand  tools. 

30  Wheel  Lathes.  A  remarkable  increase  of  efficiency  has 
been  made  in  locomotive  driving  wheel  and  carwheel  lathes. 
Ten  years  ago,  turning  the  tires  of  two  pairs  of  drivers  was  a 
good  day's  work,  and  most  railway  shops  did  much  less.  High- 
speed steel  has  worked  j^erhaps  one  of  its  greatest  triumphs  in 
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this  field,  lire-turning  lathes  have  been  developed  to  equal 
the  capacity  of  the  best  steels  and  the  productive  capacity  has 
been  increased  to  eight  or  ten  pairs  of  drivers  a  day.  The  in- 
crease of  capacity  of  steel  tire  carwheel  lathes  is  nearly  as  great, 
having  been  raised  from  five  or  six  pairs  to  eighteen  or  twenty 
pairs  a  day. 

31  Planer  Drives.  A  weak  feature  of  planers  and  a  serious 
limitation  to  the  power  of  large  planers,  is  the  common  shifting 
belt  reversing  mechanism.  On  small  planers  even  the  shifting 
belts  are  objectionable  because  of  slipping  and  the  characteristic 
squeaking  noises,  but  on  large  planers  their  fault  is  of  more 
serious  nature.  Wide  belts  necessary  to  transmit  the  required 
power  at  practical  speeds  cannot  be  quickly  shifted  from  the 
tight  to  the  loose  pulleys  and  vice  versa.  Clutches  of  various 
designs  are  used  with  varying  degrees  of  success.  The  reversing 
electric  motor  direct  connected  to  the  planer  drive  has  been  de- 
veloped to  the  point  that  makes  its  success  assured.  Probably 
this  change  of  drive  is  the  most  marked  improvement  in  planers 
made  in  recent  years.  Many  details  have  been  improved  and 
the  greater  strength  and  rigidity  of  the  modern  planer  coupled 
with  excellent  workmanship  insures  accurate  work. 

32  Milling  Machines.  A  change  in  the  machines  for  produc- 
ing plane  surfaces  has  been  going  on  gradually  but  surely. 
Planers,  shapers  and  slotting  machines  are  being  displaced  by 
various  types  of  milling  machines  in  manufacturing  plants.  As 
plants  change  from  a  building  to  a  manufacturing  basis,  the 
superiority  of  the  milling  machine  as  a  manufacturing  machine 
gives  it  the  preference.  The  development  of  coarse-pitch  teeth 
milling  cutters  and  of  face  milling  machines,  are  two  of  the 
marked  improvements. 

33  Single  pulley  drive  with  which  the  maximum  power 
capacity  of  a  given  width  belt  can  be  transmitted  to  the  machine 
irrespective  of  the  work  spindle  speed,  and  geared  speed  boxes 
giving  a  wide  range  of  positive  speeds  are  other  important 
changes  in  design.  The  vertical  spindle  milling  machine  has 
been  developed  to  a  high  ])lane  of  elliciency,  es])ecially  for  small 
work.  Rotary  table  machines  with  quick  action  clamping  de- 
vices revolving  continually  while  the  operator  places  the  work 
in  position  and  removes  the  finished  parts,  are  coming  into 
extensive  use. 

34  Characteristics  of  modern  milling  machines  also  common 
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to  other  modern  machine  tools  are  convenience  and  ease  of  opera- 
tion, starting  and  stopping  levers  being  placed  where  the  opera- 
tor can  grasp  them  without  leaving  his  normal  position;  speed 
and  feed  levers  so  placed  as  to  permit  the  operator  to  control 
the  rate  of  cutting  while  watching  the  work;  power  traverse  of 
slides  on  heavy  machines ;  etc. 

35  Boiling  Mills  and  Bonng  Machines.  The  boring  mill  has 
taken  a  commanding  place  as  a  machine  tool  for  both  light  and 
heavy  work.  When  equipped  with  turret  heads  and  a  proper 
complement  of  tools  its  productive  capacity  has  been  made  second 
to  none.  Convenience  of  operation,  economy  of  floor  space,  com- 
pactness of  design,  adaptability  to  use  of  lubricants  on  cutting 
tools,  are  some  of  the  advantages  of  this  machine  which  have 
been  emphasized  in  the  new  designs  brought  out  in  recent  years. 
The  builders  have  studied  to  find  the  best  order  of  operations 
and  equip  with  chucks  and  tools  that  produce  an  output  far  in 
advance  of  that  possible  ten  years  ago. 

36  The  horizontal  boring  machine  of  the  bed  and  carriage  type 
which  has  been  developed  practicall}^  Avithin  the  past  ten  years, 
partakes  of  the  characteristics  of  the  lathe,  milling  machine  and 
boring  mill,  and  in  the  improved  designs  is  superior  to  any  one, 
for  certain  classes  of  work.  One  of  many  uses  to  which  it  is 
devoted  is  that  of  boring  jigs  and  fixtures  for  interchangeable 
production.  Not  only  is  it  useful  for  jig  making  but  it 
is  peculiarly  well  suited  for  manufacturing  machine  parts 
interchangeably  without  the  use  of  jigs.  This  important  fact 
enables  machine  tools  and  similar  high-grade  machines  to  be 
economically  produced  on  the  interchangeable  plan  during  the 
very  active  period  of  developing  the  design. 

37  Magnetic  Chucks.  Magnetism  for  holding  steel  and  iron 
parts  for  grinding,  planing  and  turning  operations  has  been 
made  useful,  especially  for  thin  parts  that  are  easily  sprung 
out  of  shape  by  ordinary  clamping  means.  Magnetic  grinding, 
planing  and  lathe  chucks  have  come  into  common  use  in  plants 
having  up-to-date  equipment. 

38  Grinding  Machines.  The  surface  grinder,  especially  the 
vertical  spindle  type,  has  made  great  strides  during  the  last 
few  years.  The  improvements  in  cylindrical  grinding  methods 
are  also  worthy  of  mention,  especially  the  use  of  the  heavy- 
duty  grinder  for  removing  stock  formerly  removed  by  a  second 
or  finishing  cut  in  a  lathe.     Grinding  stock  from  the  rough  as 
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in  the  finishing  of  drop  forged  crankshafts  is  also  a  good  ex- 
ample of  modern  practice.  The  stage  has  been  reached  in  cylin- 
drical grinding  practice  which  places  the  cylindrical  grinding 
machine  on  a  coordinate  l)asis  with  the  lathe  as  a  tool  for  finish- 
ing cylindrical  work,  A  feature  of  cylindrical  grinding  ma- 
chines which  has  greatly  increased  productive  capacity  in  mul- 
tiple diameter  work  is  the  stop  bar  or  semi-automatic  measuring 
attachment  which  enables  shouldered  shafts,  etc.,  to  be  duplicated 
without  measurement.  Machines  for  internal  grinding  of  non- 
revolving  work  with  planetary  spindles  provides  for  the  econ- 
omical and  accurate  sizing  of  engine  cylinders  and  other  parts 
difficult  to  rotate.  Vertical  grinding  machines  and  rotary  work- 
tables  utilizing  magnetic  chucks  or  other  quick  action  clamping 
means  for  quickly  securing  and  releasing  the  parts  to  be  ground 
have  come  into  extensive  use  for  high-grade  interchangeable 
manufacturing.  The  development  of  the  disk  grinder  from  a 
mere  smoothing  machine  to  a  powerful  machine  tool  of  great 
capacity  for  finishing  plane  and  curved  castings  from  the  rough 
is  one  of  the  most  interesting  phases  of  modern  practice. 

39  Srrev'-Thread  Milling.  One  of  the  notable  improvements 
in  the  cutting  of  lead  screws,  feed  screws  and  other  machine 
screws,  especially  those  required  to  be  exact  in  pitch  and  lead  is 
the  substitution  of  special  milling  machines  in  place  of  the  com- 
mon engine  or  screw  cutting  lathe.  Milling  screws  is  by  no  means 
a  new  idea  but  the  commerc-ial  development  of  special  screw 
thread  milling  machines  has  taken  place  within  a  few  years  past. 
The  machines  not  only  increase  accuracy  but  materially  reduce 
the  labor  cost,  one  man  being  able  to  tend  from  three  to  six 
machines. 

40  Jiga  <ind  Fixtures.  The  (li'\('I(»i)iiu'n(  of  jigs  and  fix- 
tures for  interchangeable  manufacturing  has  been  remarkable. 
Tlie  expansion  of  automobile  manufacture  has  been  enormous 
and  most  of  the  leadiun"  concerns  erMi)lov  jigs  and  fixtures  ex- 
(;lusively,  thus  insuring  interchangeability,  low  production  cost 
and  s^'stematic  production.  Many  improvements  have  been  nuule 
in  the  way  of  clamping  devices,  standardization  of  bushings, 
handles,  levers,  frames,  etc.,  too  numerous  to  mention  specifically. 
Toolmaking  has  been  developed  on  manufacturing  lines,  and 
in  fact,  several  concerns  specialize  on  the  making  of  tools,  jigs. 
fixtures,  punches  and  dies,  and  prodmc  (hcni  ('\<'Insi\ely  for 
manufacturing  plants. 
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41  Gear  Mahimj.  Tlie  denuinds  of  automobile  users  for 
(juiet  running  gems  ha\e  iniposeil  on  geai'  makers  conditions 
very  ditiicuit  to  meet.  Tlie  limits  of  error  in  shape  and  spacing 
of  teeth  have  been  greatly  reduced,  and  coupled  with  the  neces- 
sity of  making  highly  accurate  gears,  often  has  been  that  of  pro- 
ducing them  from  tough  alloy  steels,  heat  treated  after  cutting 
the  teeth.  Hardened  and  case-hardened  gears  are  also  demanded 
with  minimum  limits  of  error.  The  planing  process  has  been 
generally  substituted  for  milling  in  the  manufacture  of  high- 
grade  bevel  gears,  thus  producing  theoretically  correct  tooth 
shai)es  instead  of  the  approximation  possible  only  by  the  formed 
milling  cutter  process. 

42  Gear  bobbing  machines  have  been  widely  adopted  for 
cutting  spur  and  spiral  gears,  because  of  the  greatly  in- 
creased capacity  and  simplicity  of  operation.  Machines 
and  methods  of  cutting  cheaply  the  teeth  of  integral  herringbone 
gears,  have  been  develoj^ed,  thus  making  this  form  of  gear  gen- 
erally available  for  nuichinery  in  which  it  has  not  been  com- 
monly used  because  of  high  cost  of  the  two-part  type.  The 
demand  of  automobile  users  for  noiseless  gears  has  led  to 
grinding  the  teeth  of  gears  after  hardening  to  correct  form, 
aiul  form  grinding  generally,  including  splined  shafts  for  auto- 
mobile change  gear  shafts  and  similar  parts.  Progress  has  been 
ell'ected  in  the  u:aking  of  gears  by  the  hot  rolling  pr(K'ess.  pro- 
ducing a  product  of  exceptional  physical  characteristics  with 
a  minimum  waste  of  material.  Progress  has  been  made  in 
the  use  of  rotary  cutters  in  gear  manufacture.  The  substitu- 
tion of  high-speed  steel  for  carbon  steel  has,  of  course,  made 
higher  cutting  speeds  ])ossible,  and  improved  designs  of  gear 
cutting  machines  have  in  turn  made  the  cutters  work  more 
efficiently  because  of  greater  power  and  rigidity  of  support. 
Exhausts  to  draw  away  the  chips  and  cool  the  cutters  have 
made  a  notable  im})rovement  in  efficiency,  making  greater  speed 
and  smoother  cutting  possible. 

43  Small  Tools.  The  design  and  manufacture  of  small 
tools  have  been  imi)roved  principally  in  details.  There  has  been 
a  tendency  tow'ards  decreasing  the  number  of  teeth  of  milling  cut- 
ters, nuiking  possible  heavier  roughing  cuts  with  proportionately 
less  expenditure  of  ])ower.  While  the  extremely  coarse  spacing  of 
the  teeth  advocated  by  some  leading  engineers  has  not  been  gener- 
ally adopted,  all  manufacturers  of  milling  cutters  have,  to  some 
extent,    modified    the   tooth    spacing   of   their   cutters.      Several 
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special  milling  cutters  with  inserted  teeth  have  also  been  pro- 
posed and,  to  some  extent,  adopted.  The  tendency  has  been 
towards  the  design  of  easily  adjusted  removable  blade  type 
reamers,  and  several  satisfactory  designs  have  been  brought  out. 
The  fiat  twisted  high-speed  steel  drill  has  been  commercially 
developed,  and  several  modifications  of  it  have  been  placed  on  the 
market.  The  main  progress  in  tap  making,  perhaps,  has  been 
towards  a  more  satisfactory  shape  of  the  flute,  and  several  tap 
n.akers  have  made  experiments  in  this  direction. 

44  In  general,  there  has  been  an  attempt  to  design  inserted 
cutter  tools  to  a  greater  extent  than  formerly.  This  activity 
has  been  prompted  largely  by  the  high  price  of  high-speed  steel 
which  has  made  it  necessary  to  make  the  cutters  only  from  this 
material,  while  the  bod}''  and  shanks  of  the  tools  are  made  of 
machine  steel.  Many  experiments  have  been  made  to  find  the 
steels  best  adapted  for  a  given  service  and  the  best  heat  treat- 
n  ent  for  the  selected  steels.  Improvements  have  been  made  in 
the  tangs  of  twist  and  flat  drills  adding  strength  sufficient  to 
enable  them  to  stand  up  to  the  requirements  of  high-speed  drill- 
ing and  drilling  machines. 

45  Micrometers  and  Gages.  During  the  past  ten  years,  the 
n  icrometer  has  become  a  measuring  tool  of  general  use.  Almost 
every  mechanic  employed  in  up-to-date  shops,  who  owns  a  kit 
(;f  tools,  regards  a  '*  mike  "  to  be  as  necessary  as  calipers.  Many 
shcjjs  also  supply  them  from  the  tool  ro(;ms  on  the  workman's 
checks.  As  the  result  of  the  general  use  of  the  micrometer, 
oii'i-thousandth  inch  has  become  the  unit  of  measurement  for 
fixing  limits,  mikI  m  limit  of  one-oiiai-ter  tlioiisaiidth  is  not  un- 
common in  grinding  operations.  Xot  only  is  there  a  great  ad- 
^■antage  in  the  matter  of  accuracy  in  the  use  of  micrometers  over 
the  old  style  of  calipers  set  to  a  scale,  but  there  is  a  considerable 
saving  in  time  through  their  use,  both  in  the  matter  of  setting 
to  size  and  in  eliuiiuatiug  the  element  of  unrertaiuty,  peruiitting 
the  workuian  to  proceed  with  his  woi-k  with  greater  confidence. 
Sf»  general  has  the  use  of  this  unit  become,  and  so  con- 
venient is  it  for  suiall  dimensions,  that  a  strong  nu)vement  is 
under  way  to  make  it  the  standard  for  measuring  wire,  sheet 
metals,  etc.,  in  place  of  the  irrational  and  arl)itrai\v  wire  and 
sheet  metal  gages.  One  of  the  largest  electrical  concerns  aban- 
doned the  wire  and  sheet  metal  gage  systems  in  1904  and  adopted 
the  decimal  system  in  which  one  thousandth  inch  is  the  limit  for 
use  in  all  s^jecifications  of  wire,  sheet  metal,  fiber,  etc. 
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46  Standard  length  gages  have  been  improved.  The  so-callec] 
Swedish  gages  are  funiished  iiiidor  guarantee  of  an  error  of  not 
more  than  one  onediundred  thousandth  inch,  per  inch  length, 
this  limit  l)eing  proportional  to  the  length.  Thus  a  gage 
one-tenth  inch  long  has  an  error  limit  of  one-millionth  inch, 
and  so  on.  Hence  a  stack  of  these  gages  i)resents  an  over-all 
length  accurate  to  limit  of  one  one-hundred-thousandth  inch  per 
inch  of  length. 

47  Screw  Threads.  The  so-called  United  States  or  Sellers 
standard  screw  threads  have  come  into  general  use  for  machine 
construction  during  the  past  twenty  or  twenty-five  years  and 
have  proved  generally  satisfactory  for  locomotives,  cars,  steam 
engines,  and  other  typical  heavy  machinery  but  the  automobile 
brought  a  new  condition  for  which  the  standard  threads  were  not 
well  fitted.  It  was  found  that  the  jar  and  vibration  to  which 
motor  cars  are  subjected,  speedily  loosened  the  comparatively 
coarse  thread  screws  and  nuts  threaded  to  these  pitches,  and 
the  need  of  finer  pitches  was  soon  recognized.  We  now  have  the 
finer  screw  pitches  established  by  the  Society  of  Automobile 
Engineers,  and  the  merits  of  these  pitches  have  won  them 
recognition  in  other  lines  of  machinery  where  for  constructive 
reasons,  pitches  finer  than  the  United  States  standard  were 
desirable. 

48  The  A.  S.  M.  E.  standards  for  machine  screws,  which  were 
adopted  after  a  thorough  investigation  of  the  problem,  should 
be  mentioned  also,  in  this  connection.  No  work  that  this  Society 
has  done  is  of  greater  importance  than  that  of  fixing  on  standards 
of  screw  threads  to  be  recommended  to  the  engineering  professitm. 

49  Portable  Tools.  An  important  factor  in  shop  work  is 
the  portable  electric  motor  drilling  and  reaming  machine  which 
has  been  developed  in  several  efficient  forms  during  the  last 
decade.  These  portable  machines,  supplemented  with  the  pneu- 
matic riveting,  chipping  and  chalking  hammers,  have  virtually 
revolutionized  shipbuilding,  bridge-building,  and  structural  steel 
work,  and  in  the  erection  shop  have  wrought  great  changes,  mak- 
ing possible  rapid  and  efficient  machine  w'ork  on  the  parts  as 
erected  and  thus  saving  labor  and  time  through  the  elimination 
of  transport  to  and  from  stationary  machines. 

50  Power  Tlaeh  Saws.  The  first  power  hack  saw  machine 
was  put  on  the  market  about  twenty-five  years  ago.  During  the 
past  few  years  the  range  and  capacity  of  these  machines  has 
been  greatly  extended.    They  are  furnished  with  quick  return 
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stroke,  relief  action  lor  back  stroke,  means  for  using  the  full 
length  of  the  blade,  angle  chucks  and  other  improvements  that 
have  made  this  humble  machine  a  real  machine  tool  of  high 
efficiency  and  low  operating  cost.  Blades  of  great  durability  are 
furnished  at  low  cost, 

51  Bmss  Working/.  The  changes  in  brass  working  are  princi- 
pally in  the  development  of  automatic  and  semi-automatic 
machines  for  machining  standard  parts  made  in  large  quantities. 
Some  of  the  machines  have  elfected  great  reductions  in  cost, 
in  some  cases  reducing  the  labor  cost  to  one-fifth,  or  less,  of  that 
before  the  change  Avas  made.  Carbon  steel  tools  still  have  the 
call  in  some  plants  in  preference  to  high-speed  steel  tools;  carbon 
steel  holds  a  keener  edge  and  is  generally  more  satisfactory  for 
working  the  brass  used  in  the  manufacture  of  globe  valves,  cocks, 
etc.  It  is  claimed,  however,  that  much  of  the  difficulty  experi- 
enced in  using  high-speed  steel  on  work  of  this  character  is  due 
to  improper  heat  treatment  of  the  high-speed  steel,  and  this  con- 
tention seems  to  be  borne  out  in  practice  as  certain  shops  doing 
brass  work  of  this  character  are  using  high-speed  steel  exclusively. 

52  Chucks  operated  by  compressed  air  have  made  a  great  im- 
provement in  the  operating  efficiency  of  brass  lathes.  The  work 
can  be  chucked  and  removed  without  stopping  the  work  spindle, 
thus  saving  the  time  and  strength  of  the  operator.  The  develop- 
ment of  the  air  chuck  has  taken  place  chiefly  within  the  past 
few  years,  and  it  is  one  of  the  principal  improvements  made  in 
hand  operated  turret  lathes. 

5-j  M((iiiif(irfarc  of  (run.s  (iikI  I'isfoh.  The  iiictliods  of  mak- 
ing guns,  pistols  and  simihir  high-grade  prcxhicls  have  been 
I'cvolut ionized.  A  reprcsenlalixc  of  one  of  the  largest  iiiacliine 
tool  building  concerns  estimates  that  the  effi(ticncv  of  workmen 
in  these  lines  has  been  d()ul)l('d  by  the  introduction  of  improved 
niaciiinery  and  nietliods.  When  the  fact  is  considei'cd  that  high- 
grade  gini  parts  are  made  interchangeable,  the  limits  of  erroi- 
allowed  being  \L'vy  sniaii  indeed,  and  that  gunmaking  is  one  of 
the  oldest  industries,  the  importance  of  the  im|)i"o\ cments  made 
can  be  bettei*  appi'eciated. 

54  Press^vorJcing.  Pressworking  machines,  punches,  dies  and 
other  tools,  have  developed  to  an  extent  not  generally  realized 
by  engineers  in  lines  not  aft'ected.  Here  again  the  development 
of  highly  specialized  methods  of  manufacturing  automobiles 
has  had  a  mai'ked  influence.  Crank  presses  of  one  thousand 
tons  capacity  are  in  use.    Pressed  metal  forms  of  large  size  are 
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a  commonplace.  But  not  only  has  the  development  been  re- 
markable in  point  of  size,  but  also  in  detail  of  manipulation. 
Parts  requiring  several  operations,  for  example,  are  turned  out 
by  multiple  plunger  presses,  one  finished  piece  being  formed 
at  every  stroke.  An  interesting  feature  of  pressvpork  is  that 
shapes  are  produced  impossible  of  duplication  by  any  other 
known  process.  In  this  respect,  presswork  diU'ers  from  most 
other  machining  processes;  it  is  possible  to  duplicate,  for  ex- 
ample, lathe  or  planer  work  by  hand  tools,  but  not  so  many 
drawing  and  forming  operations  in  daily  use.  A  branch  of 
presswork  little  known  is  the  extrusion  of  shells,  tubes,  collapsible 
tubes,  etc.,  of  copper,  brass  and  alloys.  Extrusion  of  bars  in 
many  shapes  used  in  manufacturing  locks,  small  machines,  etc., 
has  become  a  large  industry  which  has  been  largely  developed  in 
recent  j'ears.  The  possibilities  of  extrusion  are  practically  un- 
limited, and  this  process  in  common  with  other  metal  WH)rking 
methods  extensively  used  has  an  important  etfect  on  the  prac- 
tice of  shops  using  the  shapes  in  their  products. 

55  Heat  Treatment.  The  advent  of  the  high-speed  steels  and 
the  alloy  steels  used  in  automobile  gears,  shafts  and  other  high- 
grade  machinery  .sul)jected  to  shocks,  has  necessitated  the  de- 
velopment of  furnaces  and  equipment  for  the  scientific  heat 
treatment  of  steel.  Accurate  determinations  of  quenching  and 
annealing  temperatures  are  absolutely  necessary,  and  the  pyro- 
meter has  bec^ome  an  inilispensable  insti'ument  in  the  furnace 
room.  Gas  and  oil  furnaces  have  been  greatly  improved  in  the 
matters  of  efficient  use  of  fuel  and  control  of  temperatures. 

5G  Die  Casting.  The  production  of  alloy  castings  in  metal 
dies  has  grown  to  large  proportions.  Gears,  bushings,  bearings, 
type  wheels,  machine  parts,  covers,  etc.,  are  produced  accurate 
to  pattern  and  free  from  fins.  This  phase  of  manufacturing 
machine  parts  has  a  decided  bearing  on  machine  design.  The 
extension  of  die  casting  to  include  not  only  the  low  melting 
alloys  but  also  brass  and  cast  iron,  promises  to  make  decided 
changes  in  some  lines.  Cast-iron  gears  true  to  pattern  on  which 
machine  work  is  reduced  to  the  boring  of  the  hub  for  the  shaft, 
may  become  conmion  in  agricultural  and  similar  grades  of 
machinery. 

57  Ball  Burnishing.  Finishing  processes  are  in>portant  in 
giving  atti-activeness  to  manufactured  goods.  Tland  methods 
are  slow  and  costly  and  the  natural  tendency  is  to  u.se  automatic 
mechanical  methods  for  finishing  as  well  as  for  making.     One 
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prccess  of  considerable  interest  because  of  its  simplicity  and 
effectiveness  is  the  steel  ball  burnishing  method,  consisting 
essentially  of  a  tumbling  barrel  partly  filled  with  the  articles 
to  be  finished  and  a  mass  of  hardened  steel  balls  of  various  sizes. 

58  Thermit  Welding.  An  effective  process  has  been  intro- 
duced extensively  during  the  period  covered,  for  welding  heavy 
sections  of  steel  and  iron.  The  thermit  process  is  being  success- 
fully used  for  welding  broken  locomotive  frames,  cylinders, 
crankshafts,  prepeller  shafts  up  to  any  thickness  and  diameter. 
The  fractures  are  soundly  united  by  a  steel  bond  applied  in  situ 
at  a  fraction  of  the  cost  of  removing  the  parts,  welding  them 
in  the  smith  shop,  finishing  in  the  machine  shop  and  replacing. 
Hundreds  of  locomotive  frames  have  been  welded  by  this  pro- 
cess with  almost  uniform  satisfaction  and  at  a  saving. 

59  Aufof/enoun  Fhone  Weh/inr/  and  Cutting.  The  develop- 
ment of  oxy-acetylene  and  oxy-hydrogen  welding  and  cutting 
torches  has  given  the  industrial  world  truly  remarkable  tools 
for  building  up  or  cutting  apart.  The  welding  of  sheet  metals 
is  accomplished  with  a  speed  and  evenness  hardly  possible  in 
any  other  process,  and  the  cutting  of  steel  or  wrought  iron  is 
done  close  to  the  line  and  with  such  rapidit}"  as  to  equal  or 
exceed  the  performance  of  any  machine  tool  adapted  to  the  same 
work.  Recent  ini]:)rovements  make  possible  the  cutting  of  all 
manner  of  shapes  fi'om  steel  plates  up  to  six  inches  thickness 
so  close  to  the  outline  of  the  pattern  that  a  light  finishing  cut 
suffices  to  transform  the  i)iece  into  a  finished  die. 

60  Cranes,  Hoists  and  Trolleys.  The  general  provision  of 
traveling  cranes,  jib  cranes,  hoists  and  trolleys  in  modern  shops 
has  made  a  great  change  in  the  mnuner  of  handling  work  and 
the  attitude  of  mechanics  to  big  jobs.  When  a  casting  weighing 
many  tons  had  to  be  machined  in  the  old-time  shop  it  was  a 
herculean  job  to  transport  it  from  one  machine  to  another  and 
fix  it  in  position.  So  general  has  the  power  traveling  crane 
become  in  the  past  few  years  that  it  is  a  commonplace  sight  to 
see  machine  parts  weighing  many  tons  being  transported  through 
shops  and  placed  on  machines  w'ith  no  fuss  and  requiring  the 
help  of  only  one  or  two  men  besides  the  crane  operator. 

61  Accident  Prevention.  The  prevention  of  industrial  ac- 
cidents has, received  wide  attention  in  industrial  establishments. 
In  machine  shops  accident  prevention  is  a  relatively  simple 
matter,  but  there  are  a  few  points  of  danger  which  have  become 
generally  apprecia.ted,  and  all  of  the  better  types  of  machines  are 
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equipped  with  guiirds  to  cover  gearings,  set  screws,  ll^wheels  aiul 
all  moving  parts  not  necessarily  exposed.  There  are  also  cer- 
tain sources  of  danger  w  hich  exist  in  practically  all  manufactur- 
ing plants  and  the  general  rules  to  prevent  accidents  from  slip- 
ping ladders,  piles  of  castings,  elevators,  etc.,  are  being  applied. 
ij'2  Time  and  space  will  not  permit  going  much  more  into 
detail,  and  the  following  are  enumerated  without  elaboration : 
Introduction  of  ball  bearings  in  the  construction  of  machine 
tools,  effecting  a  saving  of  power,  increasing  the  efficiency  of 
operation,  and  capacity  through  reduction  of  bearing  widths; 
development  of  cam  grinding  machinery  and  attachments  mak- 
ing possible  the  rapid  and  economical  production  of  camshafts 
having  cams  integral  with  the  shaft;  development  of  the  dynamic 
balancing  machine  and  the  general  recognition  of  the  need  of 
dynamic  balancing  for  high-speed  revolving  parts;  artificial 
production  of  highly  efficient  abrasives  or  cutting  particles  for 
grinding  wheels,  and  improvements  in  grinding  wheel  manu- 
facture; development  of  improved  lubricating  S3^stems  for  ma- 
chine tool  bearings;  development  of  machine  tools  to  their  utmost 
capacity  by  providing  means  for  working  the  tools  all  the  time, 
employing  extra  men  to  prepare  work  and  also  by  tooling  the 
machines  to  bring  them  up  to  their  highest  productive  capacity; 
development  of  spline  milling  machines  for  cutting  keyways, 
key  slots,  drift  holes,  cam  grooves,  recesses,  etc. ;  finishing  square, 
hexagon  and  other  shaped  holes  by  the  broaching  process,  insur 
ing  interchangeability  and  rapid  production  at  low  cost;  general 
improvement  in  sanitary  c(mditions  of  shops,  improved  lighting 
facilities  both  by  day  and  by  night  through  the  use  of  saw- 
tooth roofs,  large  windows  fitted  with  metal  window  frames, 
improved  electric  lights  and  means  of  distribution ;  provision 
<»f  lockers;  and  the  establishment  of  shop  restaurants  in  localities 
that  formerly  had  nothing  better  than  the  corner  saloon. 
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No.  1368 
THE  VAUCLAIN  DRILL 

By  a.  C.   V'auclain,  Philadelphia,  Pa. 

and 

Henry  V.  Wille,  Philadelphia,  Pa. 

Members  of  the  Society 

Speaking  generally,  there  can  be  no  better  definition  of  econ- 
omical drilling  than  "  rapid  drilling  " — the  saving  of  time.  The 
fact  that  a  drill  will  cut  at  some  phenomenal  speed  or  will  con- 
sume such  and  such  an  amount  of  power  means  nothing  so  far 
as  productive  capacity  is  concerned.  The  object  in  view  is 
the  removal  of  chips. 

2  The  productive  possibilities  of  any  metal-cutting  tool  are 
limited  by  its  stress  and  heat  resisting  capacities.  The  tempera- 
ture at  which  it  will  continue  to  operate  successfulh^  depends 
upon  the  excellence  of  material  and  manufacture,  but  the  rapid- 
ity of  heat  generation  and  the  stresses  set  up  in  the  tool  de- 
pend upon  the  design  of  the  tool  and  the  selection  of  feeds 
and  speeds. 

3  With  a  given  excellence  of  material  and  manufacture,  the 
.strength  of  the  tool  must  depend  u|)<)n  the  extent  and  disposi- 
tion of  the  section.  The  size  of  the  drill  is  necessarily  limited 
by  the  size  of  the  hole  to  be  drilled.  The  section  of  the  drill 
has  a  lesser  area  than  that  of  the  hole,  since  space  must  be  pro- 
vided for  the  discharge  of  chips  from  the  hole.  The  design  of 
the  drill  should  therefore  be  that  which  will  give  it  the  maxi- 
mum of  strength  and  strength  conservation. 

4  Cutting  stress  is  practically  independent  of  the  cutting 
speed  and  with  a  given  feed  is  proportional  to  the  lip  angle  of 
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the  cutting  edge.    The  cutting  stress  does  not  increase  as  rapidly 
as  the  feed. 

5  The  rapidity  with  which  cutting  heat  is  generated  depends 
upon  the  cutting  speed,  the  depth  of  feed  and  the  lip  angle  of 
the  cutting  edge. 

6  Since  both  the  stress  and  heat  are  influenced  by  the  keen- 
ness of  the  cutting-edge,  it  is  desirable  that  the  lip  angle  be  as 
small  as  possil)le.    But  it  must  be  blunt  enough  to  carry  off  the 


Fig.  1     Common  Type 
OF  Twist  Drill 


]) 


Fig.  2     Common  Type 
OF  Flat  Drill 


Fig.  3  Showing  Included  Angle  of  Cutting  Edges  of  118  Deg. 


heat  and  to  support  the  chip  pressure,  which  falls  more  or  less 
back  of  the  actual  cutting  edge,  according  to  the  depth  of  feed. 
Since  the  chip  is  toi-n,  not  cut  from  the  work,  rupture  between 
work  and  chip  precede-s  the  actual  cutting  edge.  The  heavier 
the  feed,  the  farther  back  from  the  cutting  edge  will  its  pres- 
sure fall  upon  the  tool. 

7  Under  ideal  conditions,  the  torsional  capacity  of  the  drill 
should  l)e  its  limit  of  cutting  strength.  This  does  not  obtain  in 
the  present  commonly  used  t3^pes  of  drill,  and  they  break  down 
very  considerably  below  their  torsional  strength.  Why  this  is 
so  will  be  explained  later  in  detail. 

8  The  feed  remaining  constant,  the  horsepower  consumption 
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will  be  proportional  to  the  speed.  This  is  true  both  of  the  power 
consumed  by  the  machine  and  that  consumed  in  cutting.  The 
speed  re!naining  constant,  the  power  consumed  in  cutting  does 
not  increase  as  rapidly  as  the  feed  and  the  power  consumed 
by  the  machine  remains  constant  for  all  feeds. 

9  From  this,  it  will  be  seen  that  the  most  economical  method 
of  chip  production  is. by  giving  preference  to  the  feeds,  rather 
than  the  speeds.     Power,  time  and  drills  will  be  saved  thereby. 

COMMONLY    USED    TYPES    OF    DIULLS 

10  Figs.  1  and  2  illustrate  the  section  scheme  of  drills  now 
commonlv  used.     "While  there  are  many  modifications  of  these. 


Fio.  4     Ordinakv  TypK  of  Drill  showing  how  Drill  Splits  Centrally 

IN  Heavy  Usage 

the  figures  suffice  to  illustrate  their  common  characteristic,  which 
is  that  the  cutting  edges  A  and  B  pass  to  one  side  of  the  axis 
of  motion  of  the  drill  instead  of  through  the  axis.  In  this  respect 
there  is  no  difference  between  Figs.  1  and  2. 

11  It  will  be  seen  that  in  this  scheme  the  drill  has  four  dis- 
tinct edges,  A^B,  C  and  />,  and  that  the  usual  name  given  to  it 
of  "  two-lip  "  drill  is  not  correctly  applied. 

12  Referring  to  Fig.  3,  it  is  customary  for  the  included  angle 
E  to  be  of  lis  deg.  and  the  cutting  edges  C  and  />,  Figs.  1  and  2, 
therefore  have  an  unfavorable  lip  angle.  These  edges  constitute 
what  is  commonly  called  the  chisel  point  and  their  cutting  resist- 
ance is  very  great.  The  cutting  edges  A  and  B  cut  more  freely 
than  the  cutting  edges  C  and  D  and  a  tendency  to  longitudinal 
fracture  of  the  drill  is  set  up  thereby.  This  is  the  cause  of 
the  splitting  of  drills  (Fig.  4).  In  explanation  of  this  splitting 
tendency,  Fig.  5  represents  a  section  of  brittle  wire  A  held  in  vise 
jaws  B.  If  sufficient  pressure  is  applied,  as  indicated  by  arrows 
X.  and  y,  the  wire  will  break  at  R  and  S^  due  to  the  resistance 
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of  the  vise  and  to  the  forces  JT  and  Y  tending  to  revolve  it  about 
its  axis. 

13  Those  portions  of  the  wire  not  within  the  vise  jaws  repre- 
sent, in  the  drill,  the  cutting  edges  A  and  B,  Fig.  1,  free  cutting, 
due  to  their  favorable  lip  angle.  That  portion  of  the  wire  held 
within  the  jaws  represents  the  cutting  edges  C  and  D,  or  the 
chisel  point,  imbedded  in  the  work  and  having  to  overcome  a 
high  cutting  resistance  due  to  the  unfavorable  cutting  lip  angle 
of  these  edges.  Under  very  heavy  feeds,  these  two  edges  tend 
to  stand  still,  while  edges  A  and  B  continue  to  cut  with  the 
rasult  that  the  drill  is  fractured  in  a  manner  similar  to  the  break- 
ing of  the  wire  in  Fig.  5.  In  the  drill  the  width  of  the  vise 
jaws  becomes  infinitesimal  and  the  fractures  It  and  S  coincide 
and  constitute  the  longitudinal  splitting  of  the  drill. 


A 


r-c 


^  B  y 

Fig.  5    Illustrating  Splitting  Actions  by  Means  of  Wire  held  in  Vise 

14  In  the  commonly  used  types  of  drills  there  are  but  two 
methods  of  reducing  the  chisel  point,  viz.,  by  thinning  the  drill 
at  its  center,  or  by  pointing.  By  the  former  method  the  resist- 
ance to  longitudinal  splitting  becomes  lowered  and  by  the  hitter 
method  the  cutting  edges  lose  their  support  at  and  near  the 
center  of  the  drill. 

15  By  the  foregoing  it  will  be  seen  that  the  feed  possibilities 
of  the  ordinar}'  types  of  drills  are  not  very  great.  Either  the 
drill  will  split  or  its  cutting  edges  will  break  under  heavy  feeds, 
long  before  its  torsicmal  capacity  is  reached.  Summed  up,  the 
disadvantages  of  this  type  of  drill  are  as  follows: 

a    Its  weakness. 

b     The  unfavorable  cutting  lip  angles  of  the  chisel  point 

which  create  a  tendency  to  longitudinal  splitting  of 

the  drills. 
c    If  the  chisel  point  is  reduced  by  central  thinning  of  the 

drill,    the    resistance    to    longitudinal    splitting    is 

lowered. 
d     If  the  chisel  point  is  reduced  by  pointing,  the  cutting 


A.    C.    VAUCLAIN    AND    HENRY    V.    WILLE 


871 


edges  are  deprived  of  their  essential  support  at  and 

near  the  center  of  the  drill. 
Essential  central  thickness  and  cutting  edge  support 

are  obtained  only  in  connection  with  a  considerable 

chisel  point. 
The  tendency  to  longitudinal  splitting  is  increased  by 

any  increase  in  the  extent  of  the  chisel  point. 
The  resistance  to  penetration  due  to  the  chisel  point 

is  very  great  and  is  increased  by  any  increase  in  the 

extent  of  the  chisel  ]>oiut. 


Fig.  6     Diagram  ili.ustuating  Puinch'lk  ov  Vauc'lain  Drill 


Fig.  7    Central  Edges  ok  Fig.  ti  shown  iieveled 

It  is  not  adapted  to  heavy  feeds,  and  must  therefore 
he  u.sed  under  the  conditions  of  moderate  feeds  and 
high  speeds,  the  least  economical  method  of  chip  pro- 
duction. 

There  are  four  cutting  edges,  two  of  which  do  not  pass 
thrf)Ugh  the  axis  of  motion,  hence  the  aggregate 
length  of  the  cutting  edges  is  excessive.  This  is  pro- 
ductive of  greater  torque,  hence  of  power  consumprKni. 


DESCRIFl'ION    OF   THE    VAUCLAIN    DRILL 

l<j  The  Viuiclain  drill  is  a  "'heavy  feed"  drill  adapted  to 
the  most  economical  method  of  metal  cutting  and  of  great 
strength,  due  to  its  design. 

17  In  order  better  to  describe  the  drill,  the  section  scheme 
will  first  be  explained  diagrammatically  and  the  development  of 
tile  actual  section  will  then  be  illustrated. 
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18  In  Fig.  6  is  shoAvn  a  bar  comprising  two  flat  bars  over- 
lapping and  integrally  connected,  as  indicated. 

191  By  beveling,'  as  shown  at  O  and  /',  Fig.  7,  the  edges  A 
and  B  are  made  to  meet  at  the  axis  of  the  bar.     Since  these 


Fig.  8    Showing  Fig.  7  ground         Fig.  9     Showing  Appearance 
TO  FORM  A  Drill  of  Drill  when  twisted 


y' 


"XHIJ 


Fig.  10    Successive  Sections  showing  Development  of  Bar  of  Fig.  6  into 
Form  adapted  for  Vauclain  Drjll 


beveled  surfaces  are  at  an  angle  with  the  axis  the  integral  con- 
nection between  the  two  flat  bars  remains  unbroken. 

20  Fig.  8  indicates  how  the  end  of  the  bar  would  appear 
when  ground  to  form  a  drill  and  Fig.  9  how  it  would  appear  if 
twisted. 
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21  Fig,  10-a  again  shows  the  section  or  end  view  of  the  bar 
in  its  original  form.  Introducing  fillets  at  R  and  S  gives  the 
form  shown  in  Fig.  10-&  and  removing  the  corners  W  and  V 
modifies  it  as  in  Fig.  \0-c.  In  Fig.  10-c?,  by  adding  areas  X  and 
Y  to  the  section,  its  torsional  value  is  increased. 

22  Fig.  11  shows  the  exact  section  profile  and  in  Fig.  12  is 
reproduced  a  photograph  of  three  of  these  drills. 

23  Tests  have  been  made  for  the  purpose  of  comparing  the 


Fig.  11     Diagram  showing  Exact  Form  of  Construction  of  Drill 

Circle  A  =  Circumference  of  Drill 
Diameter  of  Circle  B  =  3/1(3  Diameter  of  Drill 
Diameter  of  Circle  C  =  3/16  Diameter  of  Drill 
5  =  3/32  of  Diameter  of  Drill 
r  =  3/16  of  Diameter  of  Drill 
Zy  =  indicates  cutting  edges 


ordinary  and  the  Vauclain  types  of  drills.  In  order  to  secure 
uniform  conditions  care  was  taken  that  the  different  drill  tests 
should  be  alike  in  quality  of  drill  steel,  heat  treatment  and  tem- 
pering. The  material  drilled  was  a  tough  forging  grade  steel 
of  about  0.45  carbon.  Tables  1,  2  and  3  show  the  horsepower 
saved  by  giving  the  preference  to  the  feeds,  also  the  relative 
strength  and  endurance  of  the  ordinary  and  the  Vauclain  types 
of  drills.    The  size  of  drill  used  in  all  tests  was  1  .Vo4  inches. 

24  By  exaniination  of  these  diagrams  and  photographs  it 
will  be  seen  that  the  chisel  point  is  eliminated  without  central 
thinning  of  the  drill  and  without  weakening  the  cutting  edges. 


874  THE   VAUCLAIN   DRILL 

ADVANTAGES  OF  THE  VAUCLAIN   DRILL 

25     The  improved  design  of  this  drill  has  brought  about  the 
following  important  features: 

a    Essential  central  thickness  is  secured, 
h     Cutting  edges  are  properly  supported  at  all  points. 
c    Chisel  point,  with  its  unfavorable  lip  angles,  is  elimi- 
nated without  weakening  drill  or  cutting  edges. 


Fig.  12    Examples  of  the  Vatjclain  Drill 

d    Cutting  edges  pass  through  axis  of  motion. 

e    There  are  only  two  cutting  edges. 

/    Aggregate  length  of  cutting  edges  is  reduced  to  mini- 
mum. 
26    As  a  result  of  these  features  the  following  advantages  are 
secured : 

(J     Increased  strength  and  reduced  liability  to  splitting. 

h    It   is   adapted   to   heavy   feeds,   the  most  economical 
method  of  cutting  metal. 

i    Productive  capacity  is  increased. 

j    Horsepower  consmnption  per  unit  of  metal  removed 
is  reduced. 

h     Life  of  drill  is  increased  and  frequency  of  grinding 
is  less. 
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TABLK   1     STRENGTH   COMPARISONS 


Test 

Kind 

of 
Drill 

Feed 
per 
Rev. 

Speed 
[l.p.m. 

Inches 

per 
Min. 

Holes 
Drilled 

Total 
Inches 
Drilled 

Compare 
to 

Test 

Condition 
of  Drill 
After  Tost 

See 
Note 

1 

Regular 

0.009 

300 

2.70 

1 

3.875 

6 

O.  K. 

2 

Regular 

0.0145 

300 

4 .  35 

1 

3.875 

7 

O.  K. 

3 

Regular 

0.020 

300 

6.00 

1 

3.875 

8 

O.  K. 

A 

4 

Regular 

0.030 

300 

0.00 

1 

3.875 

9 

O.  K. 

5 

Regular 

0.050 

300 

15.00 

0 

0.  - 

10 

Broke — sec  note 

6 

Vauclain 

0.009 

300 

2.70 

1 

3.875 

1 

O.  K. 

1 

7 

Vauclain 

0.0145 

300 

4.35 

1 

3.875 

2 

O.  K. 

i 

8 

Vauclain 

0.020 

300 

6.00 

1 

3.875 

3 

0.  K. 

li 

9 

Vauclain 

0.030 

300 

9.00 

1 

3.875 

4 

O.  K. 

10 

Vauclain 

0.050 

300 

15.00 

1 

3.876 

5 

O.  K. — sec  note 

11 

Regular 

0.009 

170 

1.53 

1 

3.875 

ir. 

O.  K. 

12 

Regular 

0.0145 

170 

2.465 

1 

3.875 

17 

().  K. 

13 

Regular 

0.020 

170 

3.40 

1 

3.875 

IS 

O.  K. 

■  C 

14 

Regular 

0.030 

170 

5.10 

1 

3.875 

19 

O.  K. 

15 

Regular 

0.050 

170 

8.50 

see  note 

1.000 

20  note 

Broke — sec  note 

16 

Vauclain 

0.009 

170 

1.53 

1 

3.875 

11 

0.  K. 

17 

Vauclain 

0.145 

170 

2.465 

1 

3.875 

12 

O.  K. 

18 

Vauclain 

0.020 

170 

3.40 

1 

3.875 

13 

O.  K. 

D 

19 

Vauclain 

0.030 

170 

5.10 

1 

3.875 

14 

0.  K. 

20 

Vauclain 

0.050 

170 

8.50 

1 

3.875 

15 

0.  K. — see  note 

■ 

21 

Regular 

0.009 

170 

1.53 

1 

3.875 

26 

0.  K. 

' 

22 

Regular 

0.145 

170 

2.465 

1 

3.875 

27 

0.  K. 

23 

Regular 

0.020 

170 

3.40 

1 

3.875 

28 

O.  K. 

■  E 

24 

Regular 

0.030 

170 

5.10 

\see 

3.875 

29 

Broke  emerging 

25 

Regular 

0.050 

170 

8.50 

f  note 

:50-.31-32 

26 

Vauclain 

0.009 

170 

1.53 

1 

21' 

O.  K. 

27 

Vauclain 

0.0145 

170 

2.465 

22 

O.  K. 

28 

Vauclain 

0.020 

170 

3.40 

23 

O.  K. 

29 

Vauclain 

0.030 

170 

5.10 

1    see 

24 

O.  K. 

•  F 

30 

Vauclain 

0.050 

170 

8.50 

1  note 

25 

0.  K. 

31 

Vauclain 

0.050 

208 

10.40 

1 

25 

0.  K. 

32 

Vauclain 

0.050 

245 

12.25 

see  note 

J  1.000 

25 

Broke — see  note 

A  Drill  broke  after  point  had  penetrated  to  Ji  in.  diameter,  broke  into  many  pieces;  split. 
Torque  is  practically  proportional  to  the  square  of  the  diameter,  hence,  since  A  broke  when  point 
had  penetrated  to  only  Ji  in.  diameter,  B  showed  170  per  cent  the  strength  of  A. 

B  Drill  was  permitted  to  emerge  from  work  without  knocking  out  feed;  a  slight  crack  in  one 
cutting  edge  developed  after  drilling  at  rate  of  15  in.  por  min.  and  emerging. 

C  Drill  broke  into  many  pieces  after  penetrating  1  in.  in  last  hole.  Drilling  at  rate  of  8.50 
in.  per  min.  drill  split. 

D  Since  no  heavier  feeds  were  obtainable  in  the  machine  this  drill  was  afterward  run  at 
208  r.p.m.  and  0.050  feed  and  broke  only  when  emerging  from  bottom  of  hole;  drilling  at  rate  of 
10.40  in.  per  min.  and  emerging.  Taking  into  consideration  that  D  emergedfand  C  did  not,  the 
difference  in  strength  is  much  greater  than  that  indicated  by  the  difference  in  inches  per  minute. 

B    Split  longitudinally. 

F  In  order  to  get  an  actual  comparison  with  C  which  broke  at  1  inch  penetration,  this  drill 
was  not  allowed  to  emerge  from  the  work.  It  broke  drilling  at  rate  of  12.25  in.  per  min.;  after 
penetrating  1  in.     Drill  broke  toraionally  and  did  not  uplit. 
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I    Distress  in  machine  is  less  and  resistance  to  penetra> 

tion  is  reduced. 
m    Better  holes  are  produced  and  afterwork  of  reaming  is 

less. 


TABLE  2     ENDURANCE  TESTS 


Test 

Kind 
of 

Feed 
per 

Speed 
R.p.m. 

Inches 
per 

Holes 
Drilled 

Total 
Inches 

Compare 
to 

Condition 
of  Drill 

See 
Note 

Drill 

Rev. 

Min. 

Drilled 

Test 

After  Test 

33 

Regular 

0.009 

300 

2.70 

42 

162.75 

34 

Cutting  edges  worn 

V 

34 

Vauclain 

0.020 

208 

4.16 

42 

162.75 

33 

Cutting  edges  worn 

35 

Regular 

0.020 

300 

6.00 

21 

81.37 

36 

Cutting  edges  burned 

B 

36 

Vauclain 

0.030 

208 

6.24 

21 

81.37 

35 

Cutting  edges  O.K. 

37 

Regular 

0.020 

300 

6.00 

6 

23.25 

38-39 

Badly  burned 

38 

Vauclain 

0.030 

208 

6.24 

26 

105.75 

37 

Cutting  edges  O.K. 

C 

39 

Vauclain 

0.030 

208 

6.24 

35 

135.12 

37 

See  note 

D 

40 

Vauclain 

0.0145 

208 

3.02 

20 

41 

0.  K. 

41 

Regular 

0.009 

208 

1.87 

20 

40 

0.  K. 

42 

Regular 

0.009 

300 

2.70 

11 

43 

0.  K. 

43 

Vauclain 

0.0145 

245 

3.55 

11 

42 

O.  K. 

44 

Regular 

0.009 

300 

2.70 

10 

45 

O.  K. 

45 

Vauclain 

0.0145 

245 

3.55 

10 

44 

0.  K. 

46 

Vauclain 

0.020 

245 

4.90 

5 

47 

O.  K. 

47 

Regular 

0.0145 

245 

3.55 

5 

46 

0.  K. 

48 

Regular 

0.0145 

300 

4.35 

10 

49-52 

0.  K. 

49 

Vauclain 

0.020 

300 

6.00 

10 

48 

0.  K. 

50 

Regular 

0.020 

300 

6.00 

25 

51 

Burned  corners 

B 

51 

Vauclain 

0.020 

300 

6.00 

39 

50 

Burned  corners 

E 

52 

Vauclain 

0.020 

300 

6.00 

10 

48 

0.  K. 

A     Cutting  edges  of  Vauclain  drill  less  worn  than  regular  drill. 
B     Chisel  point  also  burned. 

C     Broke  in  26th  hole  by  running  into  another  hole. 

D    Spindle  of  machine  ran  hot,  causing  "jumping"  of  speed,  and  cutting  edges;  broken  by 
resulting  shocks.     Drill  at  one  period  stood  .still,  but  did  not  fracture  except  at  cutting  edges. 
E     Point  O.  K. 


TABLE  3      COMPARATIVE  TESTS  OF  REGULAR  AND  VAUCLAIN  DRILLS 


Test 

Kind 

Feed 

Speed, 

In. 

H.P. 

Per  Cent 

per  Rev. 

R.P.M. 

per  Min. 

Expended 

Saving 

53 

Regular 

0.00.599 

300 

1.797 

10.86 

54 

Regular 

0.02 

87 

1.74 

10.30 

55 

Vauclain 

0.02 

87 

1.74 

5.03 

51.2 

56 

Vauclain 

0.00599 

300 

1   797 

4.73 

56.4 
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J.  Seli.ers  Ban  CHOI' t  asked  if  any  ellorts  have  been  made  to 
ascertain  the  accuracy  of  diameter  of  holes  drilled  with  the  Vaii- 
clain  drill.  He  thought  it  would  be  dillicult  to  get  the  point  of 
the  drill  exactly  central,  and  in  the  production  of  holes  of  ac- 
curate size  it  is  necessary  for  the  reamer,  which  follows  the  drill, 
to  have  a  definite  amount  to  take  of!  throughout.  This  amount 
should  be  neither  more  nor  less. 

H.  P.  Fairfield.    The  report  of  the  horsepower  expended  as 
given  in  Table  3  shows  a  remarkable  diU'erence  between  the  reg- 
ular and  the  Vauclain  drills.    It  would  seem  as  if  such  differ- 
ences in  results  could  not  be  due  to  the  design  of  the  drills  them- 
selves, but  must  bo  the  residt  of  the  method  of  testing.    It  would 
be  interesting,  therefore,  to  know  how  these  tests  were  made 
and  the  apparatus  used  to  measure  the  elliciency  of  the  several 
drills.     The  reader  could  then  analyze  the  tests  and  judge  for 
himself  as  to  their  reliability  and  exactness.     In  much  of  the 
ordinary  drill  testing,  the  weaknesses  and  friction  losses  of  the 
drilling  machines  are  registered  and  charged  to  the  drills  being 
tested,  which   is  obviously  unfair.     Several   years   ago  at  the 
Worcester   Polytechnic   Institute   a    drill    testing   dynamometer 
was  de\eloped  which  obviates  such  errors,  registering  only  what 
is  taking  place  at  the  drill  point  and  entirely  eliminating  the 
drilling  machine  from  the  readings  taken.     If  anyone  compares 
his  dynamometer  results  with  the  power  input  of  this  machine 
he  will  be  shown  conclusively  that  tests  based  upon  the  differ- 
ences in  power  input  are  extremely  unreliable.     It  is  for  this 
reason  that  the  writer  believes  the  method  of  conducting  the 
tests  should  have  been  included.     In  a  series  of  dynamometer 
tests  upon  a  regular  and  a  Vauclain  drill  made  since  reading  the 
paper,  the  results  showed  no  material  differences  in  horsepower 
expended,  and  the  writer  cannot  see  why  there  should  be  such 
differences  as  shown  in  Table  3.    As  furnished  him,  the  Vauclain 
drill  is  essentially  a  point  thinned  drill.    Therefore  the  pressure 
at  the  point  is  reduced  and  the  distortion  in  the  machine  lessened. 
However,  if  the  regular  drill  is  point  thinned  as  is  often  done, 
the  results  in  thrust  are  e.ssentially  the  same. 

The  Vauclain  drill  appears  to  lend  itself  more  readily  to  the 
point  thinning  principle  than  does  the  regular  drill,  and  if  ex- 
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tended  use  and  tests  should  prove  this  to  be  so,  it  is  obvious  that 
an  advance  in  drill  construction  has  been  made. 

E.  C.  Peck,  This  paper  points  out  a  great  many  weaknesses 
of  the  well-known  twist  drill  and  has  attempted  to  prove  the 
superiority  of  a  new  type,  but  the  author  has  described  neither 
th^  apparatus  nor  the  exact  conditions  under  which  the  tests  were 
made,  in  a  way  such  that  the  student  may  judge  to  what  par- 
ticular detail  the  ditl'erence  in  results  is  traceable. 

In  Par.  1  he  says  the  best  definition  of  economical  drilling  is 
rapid  drilling;  this  is  not  necessarily  true.  The  writer  has 
drilled  cast  iron  4  in.  thick  with  a  lYo-in.  drill  at  the  rate  of 
04  in.  per  min.,  probably  the  record  at  this  date  for  rapid  drill- 
ing, but  it  was  not  economical  because  it  consumed  too  much 
power  and  the  drill  was  too  near  breaking  all  the  time.  A  better 
definition  of  economical  drilling  is  "  the  greatest  amount  of  drill- 
ing that  can  be  done  per  $1,  counting  the  cost  of  time,  power, 
machinery  and  drills." 

In  Par.  8  he  says  "  The  speed  remaining  constant — the  power 
consumed  by  the  machine  remains  constant  for  all  feeds."  It 
would  be  interesting  to  know  how  he  determined  this,  as  the 
coarser  the  feed  the  heavier  the  pressure  on  the  drill  to  make  it 
penetrate,  and  this  puts  more  pressure  per  square  inch  on  thrust 
bearings  and  feed  parts  which  in  turn  increases  friction. 

Referring  to  Fig.  1,  the  cutting  edges  A  and  B  being  ahead 
of  the  center  presents  an  advantage  that  the  author  has  not 
mentioned,  viz.,  they  make  a  shearing  cut  with  a  tendency  to 
carry  the  curling  chips  aw^a.y  from  the  axis  of  the  drill. 

The  author  lays  stress  on  the  splitting  of  drills  and  demon- 
strates the  reason  for  this  failure,  but  the  splitting  of  drills  is 
not  a  serious  matter  and  a  split  drill  usually  shows  a  defect  in 
the  material  or  improper  gi^nding,  a  fact  which  any  large  user 
of  drills  can  easily  verify  by  careful  observation.  The  writer  is 
in  a  position  to  observe  the  performance  of  several  thousand 
drills  each  month  which  are  tested  to  destruction  under  severe 
f'onditions  and  not  one  in  10,000  fnil  by  splitting.  If  the  chisel 
point  spoken  of  has  an  inclination  to  the  cutting  edges  A  and  B 
as  shown  in  Fig.  1,  there  will  be  enough  clearance  at  the  center 
and  the  chisel  point  will  cut  easily  enough  to  avoid  splitting. 

A  great  defect  in  the  author's  propo.sed  drill,  as  shown  by  the 
writer's  experience,  is  its  inability  to  penetrate  hard  material. 
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This  is  apparently  due  to  the  extremely  thin  center  not  being  able 
to  withstand  the  heavy  feed  pressure  necessary  to  penetrate  hard 
material.  A  more  serious  defect  is  the  actual  pressure  of  the 
chip  against  the  surface  O  in  Fig.  7.  It  does  not  curl  freely  as 
in  the  drill  shown  in  Fig.  1  because  there  is  no  room;  it  must 
slide  against  the  shoulder  0^  Fig.  7. 

In  the  regular  type  drill  the  cutting  edge  is  extended  past  the 
axis  an  amount  which  allows  free  curl  to  the  chips.  If  the 
regular  and  proposed  drill  used  in  the  author's  tests  Avas 
properly  thimied  to  the  same  thickness,  there  should  be  less 
power  consumed  by  the  regular  drill  because  it  bends  the  chi[)s 
better. 

Tests  with  Vauclain  and  regular  drills  made  from  the  same 
bar  of  steel  and  heat  treated  alike  showed  in  every  case  that 
to  withstand  heavy  feeds  (0.100  in.)  the  temper  of  the  Vauclain 
drill  had  to  be  lowered  20  to  30  points  below  the  regidar  drills  to 
keep  the  centers  from  breaking  and  they  were  then  too  soft  fin- 
high  speeds. 

The  tables  do  not  show  the  "  rapid  drilling  "  which  might  be 
expected  from  the  author's  statements.  The  highest  rate  given 
is  15  in.  per  min.  and  double  this  amount  can  be  done  with 
regular  drills.  It  would  therefore  seem  that  more  extensive  tests 
will  be  needed  to  make  the  superiority  of  the  Vauclain  drill  ap- 
parent. 

The  Author.  In  reply  to  Mr.  Bancroft's  question,  accurate 
grinding  of  any  drill  is  essential  to  the  production  of  holes  of 
accurate  size.  There  is  no  difficulty  in  obtaining  correct  grind- 
ing in  the  Vauclain  drill.  No  drill  should  be  hand  ground,  and 
proper  grinding  juachinery  has  been  designed  and  built  for 
grinding  the  Vauclain  drill  correctly.  It  is  interesting,  however, 
to  note  in  this  connection  that  much  of  the  grinding  of  the  Vau- 
clain drills  during  the  development  was  done  by  hand  until  the 
time  when  pro))er  grinding  machinery  was  available. 

Replying  to  Mr.  Fairfield,  the  author  wishes  to  state  that  the 
remarkable  difference  in  horsepower  expended  was  not  due  to 
the  method  of  testing  but  to  the  comparison  between  high  speeds 
and  heavy  feeds.  In  other  words,  with  a  given  rapidity  of  drill- 
ing a  high-speed  drill  is  made  to  depend  upon  high  speeds  and 
moderate  feeds.  The  Vauclain  drill  utilizes  heavy  feeds  and 
moderate  speeds,  the  speed  being  kept  just  high  enough  to  main- 
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tain  within  the  drill  a  sufficiently  high  temperature  to  operate 
most  successfully. 

The  author  is  not  aware  of  any  Vauclain  drills  having  been 
furnished  the  Worcester  Polytechnic  Institute  for  the  purpose 
of  tests,  and  is  of  the  opinion  that  perhaps  such  tests  may  have 
been  made  without  a  proper  understanding  of  the  intent  of  the 
drill  design. 

In  reply  to  Mr.  Peck,  the  apparatus  and  conditions  under 
which  the  tests  of  the  Vauclain  drill  were  made  were  as  follows : 

The  drilling  machine  used  was  a  60-in.  radial  drill  press,  one 
of  a  number  built  by  Wm.  Sellers  &  Co.,  Inc.,  of  Philadelphia, 
and  driven  by  a  20-h.p.  variable  speed  direct-current  motor. 
Current  was  supplied  by  an  independent  generator  so  that  the 
machine  was  entirely  segregated  from  shop  lines,  the  object 
being  to  maintain  as  constant  a  voltage  as  possible.  A  Westing- 
house  recording  wattmeter,  also  an  ammeter  and  voltmeter  for 
direct  readings,  were  located  about  75  ft.  from  the  machine  so 
that  readings  could  be  taken  without  encountering  the  dangers 
of  flying  parts  of  broken  drills.  In  this  same  location  there  was 
installed  a  cut-out  switch  so  that  the  machine  could  be  stopped  at 
any  time  without  approaching  it.  A  steel  guard  was  placed 
about  the  drill  spindle  as  a  further  protection  against  flying 
pieces  of  broken  drills. 

The  material  drilled  was  tough,  hammered  steel  of  approxi- 
mately 0.45  carbon.  Heavy  slabs  of  this  material  were  used  so 
that  holes  would  have  to  be  drilled  through  a  considerable  depth 
in  all  cases. 

The  author  in  stating  that  the  best  definition  of  economical 
drilling  is  rapid  drilling  believes  he  is  correct  and  that  Mr.  Peck 
has  misunderstood  the  statement.  The  most  costly  element  in 
drilling  is  that  of  time;  and,  by  the  saving  of  time,  assuming 
a  rational  design  of  drill  and  of  horsepower  consumption,  the 
amount  of  drilling  that  can  be  done  per  unit  of  cost  will  increase 
as  the  time  consumed  decreases. 

In  Par.  8,  referring  to  the  statement,  "  the  speed  remaining 
constant,  the  power  consumed  by  the  machine  remains  constant 
for  all  feeds,"  the  author  should  perhaps  have  explained  this 
matter  more  in  detail.  It  is  true,  as  Mr.  Peck  has  stated,  that  the 
coarser  the  feed  the  heavier  the  pressure  on  the  drill  to  make  the 
cut,  and  this  puts  more  pressure  on  the  thrust  bearings  and  feed 
parts,  which  in  turn  increases  friction.     Attention  is  called  to 
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the  fact,  however,  that  the  friction  due  to  end  thrust  of  the 
drill  is  so  small  as  compared  with  the  total  power  consumed  by 
the  friction  of  the  machine  that  it  may  be  considered  negligible 
so  far  as  power  consumption  is  concerned.  That  the  power  con- 
sumption varies  directly  as  the  speed  is  but  a  mechanical  law 
which  may  be  verified  at  any  time  and  by  anyone  by  electrical 
readings.  To  elaborate  this  further,  assume  that  with  a  certain 
size  drill  and  a  given  rate  of  feed  and  speed  there  is  a  gross 
consumption  of  G  h.p.,  and  that  half  of  this  power  is  c(msumed 
by  the  machine,  leaving  a  net  cutting  horsepower  consumed  of  3. 
Next  assume  an  approximate  doubling  of  the  rapidity  of  drill- 
ing. If  this  is  obtained  by  doubling  the  speed,  there  will  be  a 
gross  consumption  of  approximately  12  h.p.  If,  however,  the 
rapidity  of  drilling  is  approximately  doubled  by  increasing  the 
feed  and  permitting  the  speed  to  remain  unchanged,  the  gross 
consumption  will  be  approximately  somewhat  less  than  9  h.p. 
In  a  twist  drill  of  the  ordinary  design,  the  difficulty  of  pene- 
tration and  consequently  the  end  thrust  of  the  drill  is  aggra- 
vated  by  the  chisel  p6int.  In  the  Vauclain  drill,  there  being  no 
chisel  point,  the  end  thrust  upon  the  drill  is  very  much  less, 
consequently  heavier  feeds  can  be  used  in  the  Vauclain  drill  with 
less  distress  to  the  feed  mechanism  than  would  occur  with  the 
use  of  the  ordinary  type  of  twist  drill. 

The  author  cannot  agree  with  INIr.  Peck's  statement  that  the 
splitting  of  drills  is  not  a  serious  matter,  and  that  the  drill 
usually  shows  a  defect  in  the  drill  material  or  improper  grinding. 
The  author  has  had  a  very  large  and  intimate  acquaintance  with 
drills  of  all  kinds.  The  central  weakness  of  a  milled  drill  is 
well  known  to  all  drill  users.  In  the  break-down  tests  made  for 
the  purpose  of  comparing  the  Vauclain  drill  with  the  ordinary 
design  of  drill,  the  ordinary  designs  of  drill  almost  invariably 
split  longitudinally,  while  the  Vauclain  drills,  standing  up 
under  very  much  heavier  duty  as  shown  by  the  test  data  in  the 
paper,  fractured  only  when  the  torsional  capacity  of  the  section 
had  been  reached.  Some  of  the  drill  manufacturers  today,  ap- 
preciating the  seriousness  of  the  central  longitudinal  weakness 
of  the  ordinary  drill,  have  thickened  their  drills  in  the  center, 
but  this  has  increased  the  chisel  point,  consequently  the  difficulty 
of  penetration.  In  the  Vauclain  drill  there  is  no  chisel  point, 
consequently  it  may  be  made  sufficiently  thick  in  the  center  to 
enable  the  full  torsional  value  of  the  drill  section  to  be  realized. 
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The  author  jiiust  disagree  with  Mr.  Peck's  statement  in  refer- 
ence to  the  inability  of  the  drill  to  penetrate  hard  metal.  The 
Vauclain  drill  is  especially  adapted  to  the  penetration  of  hard 
metal.  It  has  no  "  extremely  thin  center."  The  so-called  point 
on  the  Vauclain  drill  is  merelj^  the  absence  of  a  chisel  point  and 
is  the  strongest  and  most  lasting  and  perfect  part  of  the  drill. 
It  will  not  burn  and  it  will  not  break  under  duties  which  would 
destroy  the  drill  in  every  other  respect. 

"With  regard  to  the  chip  not  curling,  this  is  also  incorrect. 
Since  the  cutting  edges  pass  through  the  axis  of  motion,  the 
chip  at  its  inner  edge  has  a  length  of  zero  while  the  maximum 
length  of  the  chip  is  at  the  outer  edge,  consequently  the  outer 
edge  of  the  chip  is  in  rapid  upward  motion  while  the  inner  edge 
is  approximately  at  rest.  These  circumstances,  combined  with 
the  flute  of  the  drill,  give  the  chip  the  proper  curl.  No  difficulty 
has  been  experienced  with  the  Vauclain  drill  in  this  respect. 

As  to  the  temper  of  the  drills  having  to  be  lower  than  that 
of  the  regular  drills,  this  is  not  at  all  necessary,  as  stated  by 
Mr.  Peck,  to  i)revent  the  centers  from  breaking.  The  author 
has  stated  that  the  Vauclain  drill  is  a  heavy-feed  drill  and  has 
pointed  out  and  substantiated  the  fact  that  high-speed  drilling 
is  less  economical  than  heavy-feed  drilling,  also  that  high-speed 
drilling  is  the  result  not  of  desire  or  advisability,  but  rather  of 
inability  to  obtain,  in  the  ordinary  type  of  drill,  any  great 
amount  of  phj'sical  strength.  In  the  Vauclain  drill  a  tough 
rather  than  a  hard  drill  is  required,  and  it  is  intended  that  these 
drills  shall  be  drawn  at  a  lower  temperature  than  the  high-speed 
drill  of  ordinary  type. 

With  reference  to  the  drilling  of  15  in.  per  minute,  it  is  to 
be  understood  that  this  was  done  in  a  piece  of  0.45  carbon  ham- 
mered steel,  approximately  4  in.  thick  and  that  the  drill  was 
permitted  to  emerge  from  the  bottom  of  the  work  under  full  feed 
without  the  slightest  injury  to  the  drill.  In  the  author's  opinion, 
the  drilling  of  64  in.  per  minute  with  V^-in.  drill  in  cast  iron 
is  not  to  be  compared  in  severity  with  the  test  just  referred  to. 
The  greatest  evil  of  end  thrust  on  an  ordinary  drill  is  that  under 
heavy  duty  it  is  apt  to  break  when  emerging  from  the  work. 
With  the  Vauclain  drill  feeds  of  i/g  in.  per  revolution  have  been 
successfully  carried  with  a  1  "/...(-in.  drill  at  high  speeds. 
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EFFICIENT  PRODUCTION  OF  CYLINDRICAL 

WORK 

By  C.  H.  Norton,'  Worcester,  Mass. 
Non-Member 
Turning  is  one  of  the  oldest  of  the  mechanic  arts,  and  the  hithe 
is  one  of  the  oldest  metal  working  machines;  but  the  lathe  has 
been  a  very  inefficient  tool  until  the  present  time.  We  now  have 
lathes  so  designed  that  they  can  be  made  efficient.  I  believe, 
however,  that  we  are  not  as  a  rule  using  the  modern  high  power 
lathes  as  we  should,  and  are  losing  what  they  were  designed  to 
save,  viz.,  time;  that  while  we  use  them  as  roughing  machines 
we  also  use  them  as  refining  machines. 

2  Most  cylindrical  work  must  finally  have  size  within  small 
limits  and  be  truly  cylindrical  within  still  smaller  limits,  which 
led  mechanics  in  the  past  to  study  the  art  of  refined  turning. 
When  this  art  had  reached  a  high  degree  of  refinement,  men  dis- 
covered that  it  did  not  satisfy  them  and  cylindrical  grinding 
was  introduced  to  give  more  refinement  than  could  be  obtained 
with  the  lathe.  The  natural  conclusion  at  that  time  was  that 
the  grinding  machine  should  take  up  the  work  of  refinement 
after  the  limit  of  refinement  had  been  reached  with  the  lathe 
and  the  early  grinding  machines  were,  therefore,  designed  with 
this  thought  in  view. 

3  Later,  however,  it  was  shoAvn  that  ground  cylindrical  work 
could  be  produced  at  a  cost  no  greater  than  the  turning  alone 
had  cost,  simply  by  using  the  lathe  to  remove  a  large  proportion 
of  the  metal  necessary  to  be  removed  and  not  at  all  as  a  means 
of  refinement;  transferring  the  entire  responsibility  for  refine- 
ment to  the  grinding  machine. 

4  While  some  understand  this  and  are  producing  cylindrical 
work  efficiently,  I  believe  the  great  majority  are  still  under  the 
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spell  of  tradition,  and  are  turning  what  they  call  "  good  work," 
work  that  shows  care  and  skill  on  the  part  of  the  operator  and 
accuracy  in  the  lathe.  Such  care  and  skill  with  turned  work 
is  even  more  senseless  today  than  the  old  time  practice  of  shaping- 
acorns  on  all  screw  heads  and  putting  cast-iron  eagles  on  the  tops 
of  machine  tools,  because  in  case  of  the  former  the  grinding 
machine  removes  all  trace  of  the  lathe's  accuracy  and  the  opera- 
tor's skill  in  a  moment  of  time,  while  the  latter  remained  for 
years  to  gratify  the  taste  of  those  who  had  an  eye  for  such 
artistic  embellishment. 

5  The  developments  of  the  last  few  years  have  brought  about 
the  facts  that,  except  in  rare  cases,  efficiency  in  the  production 
of  cylindrical  work  means,  {a)  the  use  of  the  lathe  as  a  roughing 
tool  only,  and  (h)  the  modern  grinding  machine  for  refinement. 

6  Most  lathe  operators  and  most  foremen  seem  to  understand 
roughing  to  be  simply  the  turning  of  work  a  few  thousandths 
over  the  finish  size,  when  in  reality  they  are  not  roughing 
at  all,  but  simply  turning  to  a  certain  degree  of  refinement  with 
the  notion  that  by  so  doing  they  are  (a)  doing  a  creditable 
job,  and  (h)  that  they  are  helping  the  grinding  machine.  It  is 
difficult  to  secure  roughed  work  from  lathe  operators,  i.e.,  work 
that  is  not  in  any  sense  refined. 

7  Tradition  impels  nearly  all  to  consume  much  more  time 
than  would  be  necessary  if  the  work  were  merely  roughed,  rough- 
ing being  ccmfused  with  a  certain  degree  of  refinement.  Rough- 
ing is  not  refinement  of  any  degree,  and  refinement  does  not 
necessarily  mean  perfection.  There  are  many  degrees  of  refine- 
ment, but  never  degrees  of  accuracy  or  perfection.  Accuracy 
and  perfection  are  final  and  fixed,  they  have  no  limits. 

8  Those  who  would  produce  cylindrical  work  efficiently  must 
recognize  the  fact  that  dilFerent  cases  require  different  degrees 
-of  refinement,  and  whether  the  work  requires  a  very  low  degree 
of  refinement  or  a  degree  closely  approaching  accuracy,  the 
lathe  work,  to  be  efficient,  should  be  the  same,  viz.  as  rough  and 
as  cheap  as  it  is  possible  to  make  it. 

9  The  lathe  today  should  be  a  roughing  tool  only,  and  the 
grinding  machine  a  refining  tool  only,  not  a  perfecting  tool. 
Some  grinding  machines  may  produce  greater  refinement  than 
others,  but  none  can  produce  literally  exact  and  perfect  cylinders. 
While  it  is  true  many  mechanics  look  upcm  a  high  degree  of 
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refinement  as  accuracy  and  speak  of  it  as  such,  it  is  easy  to  prove 
that  it  is  not  accuracy,  but  simply  a  high  degree  of  refinement. 
\Vhen  all  recognize  these  facts  there  will  be  greater  efficiency 
in  the  production  of  cylindrical  work. 

10  Because  these  facts  about  roughing  and  refining  are  not 
well  understood  and  men  do  not  combine  the  lathe  and  grinding 
machine  in  a  well  defined  and  efficient  manner,  the  machine 
industry  and  railroads  are  losing  large  sums  each  year  and  I 
will  try  to  show  where  some  of  the  loss  occurs. 

11  We  are  losing  because  we  turn  closer  than  ahout  1/32  in. 
above  the  finish  size.  I  use  the  word  ahout  because  we  lose  by 
turning  carefully.  To  require  lathe  work  turned  to  thousandths 
today  is  like  burning  money  for  the  fun  of  it.  We  are  losing 
by  allowing  workmen  to  use  any  but  the  coarsest  feeds  possible 
in  each  ease,  e\('7i  to  the  use  of  the  screw-cutting  gears  to  obtain 
them. 

12  Feeds  as  coarse  as  four  to  the  inch  should  be  used  in  some 
cases  and  six,  eight  and  ten  should  be  quite  common.  When  work 
is  too  frail  to  allow  such  feeds  wuth  one  cut,  then  another,  or  even 
three  cuts  should  be  made  at  faster  cutting  speed;  for,  while  it 
is  true  that  very  coarse  and  imperfect  turning  will  require  longer 
to  grind  than  close,  careful  turning,  the  combinati(m  of  coarse, 
cheap  turning  with  grinding  will  produce  cylindrical  work  more 
efficiently.  The  modern  grinding  machine  will  remove  metal 
most  efficiently  when  that  metal  is  in  the  form  of  coarse  screw 
threads. 

18  High  ridges  do  not  increase  the  cost  of  production.  We  lose 
money  when  workmen  are  allowed  to  caliper  cylindrical  work  on 
the  tops  of  the  ridges,  as  nearly  all  do.  This  accounts  for  the 
misunderstanding  about  coarse  turning  and  the  allowance  for 
grinding.  Calipering  on  the  tops  of  the  ridges  makes  it  necessary 
to  turn  with  relatively  fine  feed  to  enable  clean  grinding.  To 
avoid  this  some  workmen  use  a  broad  nose  tool  with  the  coarse 
feed  which  necessitates  slower  cutting  speed  because  more  metal 
is  removed  than  with  a  pointed  or  grooved  cutting  tool.  Tvidges 
left  bv  a  more  pointed  tool  do  not  increase  the  cost  of  producing 
that  work,  but  decrease  it. 

14  It  is  so  simple  to  feed  by  hand  a  slight  distance  at  the  end 
of  the  work,  where  the  calipering  can  be  done  correctly,  how- 
ever coarse  may  be  the  power  feed  later,  and  however  high 
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the  ridges.  Money  is  lost  by  allowing  workmen  to  measure 
roughed  work  elsewhere  than  at  the  end;  hours  are  wasted  by 
operators  calipering  at  several  points  and  then  because  of  spring 
or  tool  wear,  resetting  and  turning  that  portion  again  to  secure 
straight  work.  They  forget  that  the  modern  grinding  machine 
was  designed  to  do  all  of  the  straightening  and  all  of  the  sizing, 
regardless  of  what  the  errors  of  roughing  may  be.  They  for- 
get, or  have  never  known,  that  the  art  of  producing  cylindrical 
work  has  progressed  beyond  that  stage  where  it  was  necessary 
for  the  lathe  to  do  its  best  before  the  grinding  machine  assumed 
the  work  of  refinement. 

15  The  modern  grinding  machine  is  literally  a  correcting 
machine.  The  roughing  can  literally  be  rough,  and  roughness 
does  not  mean  an  approximate  refinement.  It  is  easy  to  figure 
the  saving  in  time  of  turning  a  piece  of  work  6  in.  in  diameter 
by  6  ft.  long  when  the  last  cut  before  grinding  is  made  with  a 
feed  of  six  per  inch,  instead  of  32  per  inch  which  is  very  com- 
mon. When  it  is  considered  that  the  grinding  machine  will 
grind  this  six  per  inch  work  to  the  finish  size  complete  in  less 
time  than  is  required  to  file  32  per  inch  work,  we  see  the  great 
possibilities  for  saving  cost  with  the  lathe,  if  combined  with  a 
modern  grinding  machine. 

16  In  some  cases  money  is  lost  by  roughing  at  all  in  the 
lathe.  Please  note  that  I  say  in  some  cases.  Efficient  production 
of  cylindrical  work  is  usually  accomplished  by  roughing  first  in 
the  lathe;  but  there  are  cases  when  the  difference  in  favor  of 
grinding  without  first  roughing  in  the  lathe  is  very  great. 

17  The  most  important  study  for  those  who  would  secure 
efficient  production  of  cylindrical  work  is  the  roughing  of  that 
work.  It  is  here  that  the  greatest  possibilities  for  saving  lie. 
If  all  would  make  a  careful  study  of  the  roughing  preparatory 
to  grinding  instead  of  trying  to  improve  upon  the  methods 
of  grinding  advocated  by  grinding  machine  makers,  there  would 
result  a  more  efficient  production  of  cylindrical  work  and  a 
clearer  view  of  the  real  reasons  why  the  grinding  machine  maker 
advocates  certain  methods,  and  why  the  modern  heavy  grinding 
machine  was  introduced. 

18  At  a  works  where  large  numbers  of  cylindrical  pieces  are 
manufactured  l'^  in.  in  diameter  and  about  10  to  11  in.  long,  5 
minutes  was  required  to  turn  each,  removing  about  1/16  in.  from 
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the  diameter  using  a  high-speed  steel  tool  and  revolving  as  rapidly 
as  the  tool  would  stand.  The  plan  was  to  turn  close  to  the  finish 
diameter  and  care  was  taken  to  secure  straight,  smooth  and 
round  work  to  save  time  when  grinding,  because  they  considered 
the  grinding  expensive,  and  that  this  expense  must  of  course  be 
added  to  the  cost  of  turning.  The  grinding  in  this  case  was  1 
minute.    The  total  time  for  producing  these  pieces  was  6  minutes. 

19  A  change  was  made  in  the  shape  of  the  tool  point  and 
the  size  limit  for  turning  increased.  The  traverse  feed  was 
increased,  the  cutting  speed  remained  unchanged  and  the  work 
was  turned  in  1  minute  each,  while  the  grinding  time  was 
doubled,  viz.,  2  minutes;  the  saving  was  3  minutes,  or  one-half 
of  the  original  time. 

20  Some  idea  of  what  is  lost  by  allowing  lathe  work  to  be 
turned  straight,  smooth  and  close  to  size  before  grinding  may 
be  obtained  from  the  following  illustration  of  actual  work  on 
some  forgings  about  4  ft.  6  in.  long,  turned  portion  to  finish 
2  in.  plus  or  minus  0.0005  in.  in  diameter,  and  3  ft.  long.  The 
lathe  operator  turned  these  in  the  same  manner  that  the  majority 
of  ttperators  are  now  turning  such  Avork,  viz.,  as  such  work  was 
turned  before  grinding  machines  were  introduced,  except  that 
0.010  in.  was  left  on  the  diameter  for  grinding.  The  turning 
required  two  cuts,  as  there  was  more  than  Vg  in.  to  remove  and 
the  work  was  somewhat  frail  as  well  as  irregular.  The  first 
cut  was  considered  by  the  workman  a  very  coarse  heavy  cut;  the 
.sec-ond  was  like  the  last  cut  in  the  majority  of  .shops,  viz.,  it  gave 
what  the  lathe  men  and  most  foremen  call  "  a  good  job."  When 
ready  for  grinding  the  time  consumed  by  turning  was  a  total 
of  251/2  minutes.  This  appears  to  be  too  slow,  but  the  forging 
was  too  slim  to  allow  little,  if  any  more,  with  one  rough  cut,  and 
the  lathe  was  an  old-time  weak  power  frail  machine.  The 
grinding  time  on  this  was  3  minutes,  making  a  total  of  28i/^ 
minutes. 

21  When  tradition  was  ignored  and  the  work  was  made 
ready  for  grinding  in  the  proper. way,  the  following  saving  was 
accomplished:  Two  roughing  cuts  were  taken,  because  {a)  the 
lathe  was  not  powerful,  and  (b)  the  work  was  frail.  The  feed 
was  10  per  inch,  cutting  deep  grooves;  the  time  complete  ready 
for  grinding  was  9  minutes.  The  work  was  not  straight,  and 
was  what  lathe  men  would  style  "  a  very  poor  job."    The  grind- 
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ing  time  to  the  exact  limits  was  9  minutes,  or  three  times  longer 
than  with  the  more  careful  turning;  a  total  of  18  minutes,  a 
saving  of  lOi/^  minutes  on  each  forging. 

22  An  attempt  to  rough  this  work  with  one  cut  instead  of 
two  resulted  in  a  loss  of  2  minutes.  A  modern  lathe  having 
more  power  with  the  direct  belt  would  have  carried  the  same 
feed  and  depth  of  cut  at  higher  cutting  speed  with  a  still  further 
reduction  of  time.  This  shows  what  may  be  accomplished  with 
weak  low  power  lathes. 

23  To  install  high  power  lathes  and  continue  to  turn  just 
as  smoothly  and  accurately  as  of  old,  simply  allowing  a  few 
thousandths  for  grinding,  would  seem  the  height  of  wasteful- 
ness. Whether  high  power  lathes  or  old  low  power  lathes  are  used 
mechanical  industries  are  losing  an  enormous  sum  each  year 
because  of  the  lack  of  understanding  of  the  real  problem  affect- 
ing the  efficient  production  of  cylindrical  work,  which  is  the 
proper  combination  in  each  individual  case  of  rough  turning 
and  grinding. 

24  Some  idea  of  what  we  are  losing  by  not  wearing  our 
"  thinking  caps,"  is  shown  by  the  following :  Some  plain 
shafts,  1  5/16  in.  in  diameter,  62  in.  long  were  to  be  made 
to  ordinary  limits  of  size  and  finish.  Tests  were  made 
to  determine  whether  it  was  better  first  to  turn  these 
or  to  grind  direct  from  the  rough  bars.  The  turning  re- 
quired 6  minutes  ready  for  finish  grinding,  while  to  grind  off 
the  same  amount  as  was  turned  off  required  9  minutes.  A 
number  of  mechanics  pronounced  it  cheaper  to  turn  the  shafts 
first.  "  Of  course."  But  in  this  case  after  turning  in  6  min- 
utes, each  shaft  required  straightening  before  grinding,  which 
consumed  10  minutes,  totaling  16  minutes.  When  the  roughing 
was  done  by  grinding  instead  of  turning  no  straightening  was 
necessary,  and  the  roughing  cut  was  removed  in  9  minutes. 

25  In  this  case,  therefore,  the  turning  was  actually  lost. 
There  may  be  similar  cases  where  the  shafts  will  require  some 
little  straightening  even  if  roughed  by  grinding,  so  that  each 
case  should  be  investigated  instead  of  making  a  rule  that  all 
must  or  muat  not  be  turned  first.  Usually,  however,  no 
straightening  is  necessary  when  the  roughing  is  done  by  grinding. 

26  Money  is  being  lost  because  the  majority  of  designers 
have  not  kept  pace  with  the  development  along  these  lines.    A 
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well-known  runuboiit  motor  car  has  a  frankshal't,  which  if  made 
about  1  in.  longer  over-all  could  be  produced  for  50 
cents  less  on  each  crank.  When  it  is  considered  that  about  80,000 
of  these  cranks  have  been  made,  representing  a  possible  saving  of 
$15,000,  we  see  the  importance  of  considering  the  combination 
of  lathe  and  grinding  work. 

27  Fig.  1  shows  a  design  of  crankshaft  that  is  expensive 
to  machine,  since  it  requires  carefully  finished  lathe  work.  It 
will  be  seen  that  this  shaft  has  a  flange  that  must  be  finished 
complete  w^ith  the  lathe.  Aside  from  the  ilange  also  the  design 
necessitates  lathe  finishing  of  the  majority  of  the  work.  Grinding 
is  a  small  part  of  the  whole. 

28  Fig.  2  shows  a  design  that  recjuires  no  lathe  work  what- 
ever, there  being  clearance  for  the  sides  of  the  grinding  wheel 
at  all  points.  The  illustration  shows  the  six  operations  necessary 
to  complete  the  shaft  after  cutting  off  the  ends  and  centering. 

29  These  shafts  are  finished  to  the  usual  limits  directly 
from  the  drop  forging  by  grinding.  The  net  labor  cost  for 
cutting  off  ends,  centering,  and  machining  complete  with  one  key- 
way  and  the  thread  ready  for  the  automobile,  is  55  cents. 
The  cost  for  grinding  wheels  is  2i/^  cents  each;  cost  for  diamonds 
to  true  and  shape  the  wheel,  is  2  cents  each. 

30  Another  feature  affecting  the  cost  of  production  is  the 
matter  of  ordinary  shoulders.  This  is  overlooked  by  many  de- 
signers and  practically  all  draftsmen.  It  is  easy  to  draw 
two  sharp  lines  that  cross  each  other  and  form  a  sharp 
corner  and  the  fact  that  it  costs  less  to  provide  room  for 
the  shoulder  fillet  on  the  other  member  than  to  make 
a  sharp  corner  in  the  cylindrical  member  is  lost  sight  of.  This 
no  doubt  is  the  result  of  the  experience  of  the  past  when  there 
were  no  powerful  grinding  machines  to  locate  and  form  such 
shoulders  cheaper  than  the  lathe.  Shoulders  to  be  made  with 
the  grinding  wheel  require  a  slight  fillet. 

31  When  numbers  of  duplicate  pieces  are  to  be  produced 
and  a  small  fillet  is  allowed,  not  only  can  the  cylindrical  por- 
tion be  roughed  with  the  lathe  and  not  at  all  refined,  but  the 
shoulders  can  also  be  roughed,  because  the  grinding  machine, 
when  required,  is  provided  with  a  locating  bar.  By  the  use  of  this 
bar,  the  exact  location  of  all  shoulders  can  be  secured  by  grind- 
ing and  without  measuring.     At  the  same  time  the  cylindrical 
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portion  can  be  ground  with  the  same  grinding  wheel.  The 
roughing  in  the  lathe  can  be  done  with  the  same  tool  that  roughs 
the  cylindrical  portion  because  the  lathe  in  this  case  is  not  re- 
(juired  to  give  to  the  shoulder  any  particular  shape.  When  it 
is  found  best  to  locate  and  -finish  shoulders  with  the  lathe  because 


Fig.   1  Example  of  Expensive  Design 


2  3  4  5  6 

Fig.  2  Examples  of  Inexpensive  Design 


tliere  is  no  locating  bar  for  the  grinding  machine,  it  should  not 
be  necessary  to  neck  in  at  the  shoulders  for  grinding.  This  is  an 
old  and  out-of-date  notion,  for,  with  a  shoulder  cut  sharp  by 
the  lathe  tool,  the  grinding  does  not  materially  change  the  corner. 
32     A  more  efficient  method  when  no  locating  bar  is  at  hand 
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is  to  rough  the  work  in  the  lathe,  leaving  the  shoulders  about 
1/3*2  in.  long  and  whatever  angle  the  roughing  turning  tool  may 
form.  Next  grind  the  cylindrical  portion  and  at  the  same  time 
cut  out  the  angle  at  the  shoulder  with  the  grinding  wheel.    The 


Fig.  3  Work  too  Sum  to  Turn  befork  Grinding 


Fig.  4  Work  Ground  without  Turning 


Avork  should  then  go  to  a  lathe  where  a  more  skilful  o]ierator 
can  locate  the  shoulders  exactly;  if  a  sharp  corner  is  really  neces- 
sary it  can  then  be  made. 

33     Fig.  3  shows  work  so  slim  that  turning  of  the  main  por- 
tion is  out  of  the  (juestion  if  it  is  to  be  produced  efficiently.    The 
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main  or  center  portion  should  be  ground  direct  without  turning. 

34  Fig.  4  shows  87  slim  shafts  ground  direct  from  the  black 
stock.  To  turn  them  first  would  be  a  waste  of  time.  They  were 
30  in.  long,  11/10  in.  in  diameter  in  the  rough,  ground  to  0,625 
iji.  plus  or  minus  0.0005  in. ;  handled  twice  and  ground  complete 
ia  17  minutes  each.    These  were  tool  steels. 

35  A  lot  of  00  countershafts,  35  point  carbon  steel,  finished 
size  2  3/16  in.  plus  or  minus  0.0005  in.  by  66  in.  long,  turned  8 
pitch,  leaving  about  1/32  in.  for  grinding;  ground  complete 
at  the  rate  of  35  minutes  each;  cubic  inches  ground  off,  278; 
cubic  inches  of  steel  removed  for  every  cubic  inch  of  wheel 
wear,  20.7;  total  cost  of  wheel  for  60  shafts,  38  cents;  total  cost 
of  power,  35  cents ;  wheel  used,  24  combination  grade  L  alundum ; 
radial  depth  of  cut,  when  roughing,  0.001  in.;  radial  depth  of 
cut,  when  finishing,  0.0005  in. ;  surface  speed  of  work,  roughing, 
42  ft.  per  min. ;  surface  speed  of  work,  finishing,  35  ft.  per  min. ; 
table  traverse,  roughing,  11  ft.  per  min.;  table  traverse,  finish- 
ing, 10  ft.  per  min.;  steady-rests  "  multiple  system." 

36  To  produce  cylindrical  work  efliciently  we  must  make  a 
study  of  all  that  alfects  the  problem  in  each  individual  case 
instead  of  following  tradition  which  is  costing  us  thousands  of 
dollars  each  year.  Lathe  builders  are  ofi'ering  some  very  efficient 
roughing  lathes,  but  are  we  roughing  with  them?  I  think  not 
in  most  cases.  The  real  roughing  lathe  needs  a  good  system  of 
multiple  steadyrests  to  enable  rapid  and  deep  coarse  cuts.  Will 
someone  come  forward  with  such  a  system  of  steadyrests? 

37  Instead  of  our  lathe  departments  and  grinding  depart- 
ments being  separate  as  is  common  now,  there  should  be  one 
department  of  cylindrical  Avork  under  one  head.  This  would 
check  the  tendency  of  the  lathe  department  to  treat  their  work 
as  a  finished  product,  and  the  tendency  of  the  grinding  depart- 
ment to  insist  upon  close  careful  turning  in  order  to  make  a 
better  showing  of  the  grinding  time,  regardless  of  the  real  cost  of 
production. 

38  There  is  much  yet  to  be  learned  about  the  preparation  for 
grinding  of  cylindrical  work;  no  two  pieces  of  work  require  the 
same  lathe  treatment.  There  is  a  great  need  for  thinking  men 
as  foremen  and  operators.  Such  men  can  effect  great  savings 
by  working  out  in  each  case  the  best  combination  of  turning 
and  grinding  of  cylindrical  work. 
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DISCUSSION 

K.  H.  Rice  said  that  in  his  opinion  one  of  the  most  important 
suggestions  made  in  the  paper  is  that  tha  lathe  and  grinding 
departments  should  be  one  and  the  same.  As  soon  as  this  idea 
is  well  inculcated  in  our  machine  shops,  the  full  benefit  of  the 
point  Avliich  Mr.  Xorton  has  suggested  will  be  secured. 

William  Kent  stated  that  efficiency  engineers  are  asking  for 
tabulated  data  on  matters  of  this  kind.  They  would  like,  for 
example,  to  know  the  time  required  for  turning  and  grinding 
a  cylinder  of  a  given  size  and  under  given  conditions.  Such 
information  is  too  valuable  to  be  hidden  in  the  text  of  papers 
and  he  suggested  that  where  possible  an  appendix  be  added  to 
such  papers,  giving  information  in  tabular  form,  so  that  they 
could  be  compared  with  data  of  the  same  kind  appearing  in 
other  papers. 

H.  P.  Fairfield.  Mr.  Norton's  paper  is  of  peculiar  interest 
to  me  because  of  a  series  of  tests  recently  made  under  my  direct 
supervision  in  the  interests  of  the  Worcester  Polytechnic  Insti- 
tute. 

The  tests  Avere  made  in  a  Worcester  shop  and  the  aim  was  to 
determine  in  what  manner  and  to  what  extent  the  lathe  could 
best  be  used  as  a  "  preparing  "  machine  for  cylindrical  work 
finished  in  the  grinding  machine.  Mr.  Norton's  remark  made  in 
my  presence,  that  a  piece  of  cylindrical  work  properly  prepared 
for  effective  gi-inding  should  "  look  like  a  storm  at  sea  "  led  to 
making  the  tests.  The  work  selected  was  a  lot  of  forgings  to  be 
finished  as  spindles  for  heavy  machine  tools,  also  a  lot  of  com- 
paratively long  and  slender  shaftings.  The  lathe  and  the  grind- 
ing machine  were  in  these  tests  considered  as  a  producing  unit 
and  worked  as  such.  The  first  cost  of  each  machine  was  noted, 
the  power  necessary  to  drive  each  machine  measured  and  rated, 
the  price  paid  the  operator  was  charged  to  each  machine  and 
tabulated  in  the  results  as  was  the  cost  and  wear  of  the  cutting 
tools.  The  work  had  the  usual  amount  of  excess  metal  to  be 
removed  and  the  problem  assumed  the  form  of  a  direct  question, 
what  is  the  method  of  least  final  cost  for  removing  the  excess 
of  stock  and  what  part  shall  each  machine  assume  in  doing  the 
work. 
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In  the  case  of  the  forgings  the  results  showed  that  a  certain 
excess  of  stock  could  be  removed  in  the  engine  lathe  with  a  lesser 
final  cost,  using  the  lathe  purely  as  a  roughing  out  machine,  tak- 
ing coarse  feeds  and-  whatever  cutting  speeds  the  cutting  tools 
would  stand  without  excessively  rapid  dulling  of  the  cutting 
edges.  In  the  case  of  the  longer  and  more  slender  shafts  it  was 
in  some  cases  found  that  they  could  be  roughed  out  and  finished 
at  a  lesser  final  cost  in  the  grinding  machine  without  previous 
lathe  operations. 

The  conclusions  drawn  were  that  the  cylindrical  Avork  in  most 
shops  could  be  well  classified  into  a  limited  number  of  groups 
of  machine  parts  arranged  according  to  their  weight,  form  and 
material.  Also,  that  the  lathes  and  grinding  machines  should 
be  arranged  as  a  production  unit  and  treated  in  all  cases  as  such. 
Further  that  each  class  of  parts  should  receive  an  accurate  time 
and  cost  study  with  the  results  carefully  tabulated  and  analyzed ; 
that  time  and  cost  studies  should  be  frequently  made  to  deter- 
mine whether  or  not  the  classification  of  parts  as  arranged  was 
the  better  one  and  whether  the  machines  and  tools  used  were 
the  best  obtainable  for  the  object  sought. 

The  Author.  The  facts  brought  out  in  this  paper  are  the 
result  of  12  years  of  patient  work  and  experimenting.  The 
majority  of  metal  machine  makers  still  labor  under  the  impres- 
sion that  grinding  is  an  additional  operation  in  the  creation  of 
cylindrical  work,  and  that  they  have  simply  to  turn  work  as  they 
have  always  done,  allowing  something  for  the  grinding  machine 
to  grind  off.  That  was  not  the  idea  that  created  the  modern 
cylindrical  grinding  machine,  although  it  was  the  idea  that  cre- 
ated the  original  cylindrical  grinding  machine.  The  modern 
grinding  machine  was  originated  to  assist  the  lathe  in  creating 
cylindrical  work  and  to  make  the  process  less  expensive  than  it 
hfid  been  l)efore  any  grinding  was  done — not  simply  to  replace 
filing. 

The  suggestion  of  Mr.  Kent  is  a  good  one.  In  Par.  3.5  are 
given  all  the  details  in  connection  with  grinding  certain  shafts, 
though  not  in  tabular  form.  These  are  what  might  be  called 
countershafts.  The  cost  of  the  wheels  is  given,  the  wear  of  the 
wheels,  the  cost  of  power,  time  and  amount  of  steel  removed 
with  every  cubic  inch  of  wheel,  etc. 
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INCREASE  OF  BORE  OF  HIGH-SPEED  WHEELS 
BY  CENTRIFUGAL  STRESSES 

WITH  FORMULAE  FOR  FORCE  AND  SHRINK  FITS 

By  SANroRD  A.  Moss,  West  Lynn,  Mass. 

Member  of  the  Society 

Recent  advances  in  high-speed  steam  turbines  and  the  apparatus 
driven  by  them  have  opened  up  a  great  many  new  problems.  One 
of  these  is  the  fact  that,  under  certain  circumstances,  unless  proper 
precautions  are  taken,  a  high-speed  turbine  wheel,  or  the  like, 
expands  at  the  hub  a  sufl&cient  amount  to  cause  an  appreciable 
increase  in  the  bore,  so  as  to  make  the  wheel  slightly  loose  upon  the 
shaft  and  capable  of  pounding  back  and  forth.  This  pounding 
causes  a  mechanical  increase  of  the  looseness,  so  that  the  machine 
soon  gives  evidence  of  distress. 

2  So  far  as  the  writer  knows,  the  first  one  to  direct  attention  to 
this  problem,  to  suggest  means  of  investigating  it,  and  to  offer  a 
solution,  was  Richard  H.  Rice,  chief  engineer  of  the  Lynn  works' 
turbine  department,  General  Electric  Company.  The  present  paper 
gives  an  account  of  work  on  the  problem  done  under  the  general 
direction  of  Mr.  Rice  by  various  members  of  his  department. 

COMPUTATION  OF  INCREASE  OF  BORE  OF  A  ROTATING  WHEEL 
NATURE  OP  STRESSES   IN   A   WHEEL   OR  RING 

3  It  is  the  purpose  first  to  give  a  general  account  of  methods  of 
computing  stresses  in  circular  bodies.  When  there  is  rotation  this 
becomes  a  very  intricate  subject  and  details  and  formulae  must  be 
sought  in  works  specially  devoted  to  it. 

4  It  is  assumed  that  the  disk  is  thin,  that  is,  that  the  thickness 
is  negUgible  compared  with  its  diameter.  Then  conditions  are  the 
same   at  all   points   on   a  line  parallel  to  the  axis.    This  is  not 
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strictly  true,  as  the  central  part  of  a  hub  is  strained  differently 
from  the  ends.    However,  in  most  cases  this  effect  is  slight. 

5  At  each  radius  in  the  disk  there  are  two  stresses,  one  in  the 
radial  direction  denoted  by  St  and  one  in  the  tangential  direction 
denoted  by  St.  If  we  consider  the  effect  of  these  stresses  on  the  metal 
of  a  thin  ring  at  the  interior  of  the  disk,  we  find  the  circumference 
of  the  ring  to  be  increased  mainly  by  virtue  of  the  tangential  stress, 
and  the  thickness  mainly  by  the  radial  stress.  However,  when  a 
metal  is  extended  in  one  direction  by  a  stress  there  is  a  shrinkage 
in  a  direction  at  right  angles,  the  ratio  of  the  deformations  being 
called  "Poisson's  ratio,"  which  we  will  denote  by  V.  For  ordinary 
kinds  of  steel  this  has  a  value  of  0.3.  That  is,  the  increase  of  cir- 
cumference of  a  thin  ring  in  the  interior  of  the  disk  is  less  than  that 
which  would  be  produced  by  the  tangential  stress  if  acting  alone, 
by  an  amount  which  is  0.3  of  the  extension  which  would  be  produced 
by  the  radial  stress  acting  alone.  Similarly  the  increase  in  the  thick- 
ness of  the  ring  is  less  than  that  produced  by  the  radial  stress  acting 
alone.  In  any  case,  the  ratio  of  stress  to  extension  per  unit  length 
produced  by  it  if  acting  alone,  is  given  by  the  modulus  of  elasticity 
E,  usually  taken  as  29,000,000  lb.  per  sq.  in.;  or,  if  I  is  the  total 
extension  in  a  distance  L,  we  have  the  well-known  law 

E  =  ^ Ul 

J 

L 

The  combination  of  the  above  principles  A^ith  the  laws  of  the  cen- 
trifugal forces  on  the  various  elements  of  the  disk  gives  formulae 
which  enable  computations  to  be  made  of  the  stresses  in  the  disk 
at  all  points  during  rotation. 

6  In  order  to  determine  the  safety  of  a  structure  where  there  are 
stresses  in  more  than  one  direction,  it  is  necessary  to  find  an  effective 
stress  which  corresponds  so  far  as  yielding  is  concerned  to  the  stresses 
in  a  specimen  of  the  same  material  subject  to  simple  tension  in  a 
testing  machine.  It  is  now  almost  universally  agreed  that  Guest's 
maximum  shear  law  is  the  proper  one.  This  states  that  in  cases 
such  as  the  present,  where  there  are  stresses  in  two  directions  only 
with  zero  stress  in  the  third,  and  where  the  stresses  are  either  both 
tension  or  both  compression,  the  greater  of  the  two  stresses  is  the 
effective  stress.  This  effective  stress  is  equal  to  a  simple  stress 
which  would  produce  like  results  so  far  as  yielding,  safety,  elastic 
limit,  etc.,  are  concerned. 

7  This  is  not  true,  however,  when  there  are  stresses  in  all  three  di- 
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rections,  as  in  the  case  with  a  rotating  disk  of  appreciable  thickness 
where  there  is  change  of  stress  in  the  axial  direction;  or  with  two 
stresses  with  opposite  sign,  as  in  the  stresses  in  the  hub  due  to  force 
fits,  discussed  in  Pars.  29-39.  In  such  cases  the  maximum  algebraic 
difference  between  the  greatest  and  least  of  the  stresses  existing  at 
a  point  taken  with  proper  sign  gives  the  effective  stress  or  equivalent 
simple  tension. 

8  In  most  cases  of  properly  designed  rotating  wheels  with  a  hole 
at  the  center  the  maximum  stress  is  the  tangential  stress  at  the 
bore.  This  is,  therefore,  the  stress  which  is  to  be  considered  in  order 
to  ascertain  if  the  wheel  is  safe  and  is  further  the  stress  which  must 
be  determined  in  order  to  discuss  the  problem  of  the  present  paper. 

FORMULA    FOR   INCREASE    OF   BORE 

9  As  we  proceed  outward  from  the  bore  in  a  rotating  wheel,  the 
radial  stress  mounts  up  rapidly,  due  to  the  fact  that  the  centrifugal 
forces  of  the  outer  portions  of  the  disk  pull  outward  on  the  inner 
portions.  The  nearer  the  center  the  less  the  material  in  the  inner 
circle,  and  therefore  the  less  resistance  to  radial  elongation.  At  the 
bore  there  is  no  force  whatever  resisting  radial  elongation,  so  that 
the  radial  stress  becomes  zero  as  this  inner  diameter  is  reached.  We 
have  then  on  the  inner  wall  of  the  cylinder  forming  the  bore,  material 
which  is  stressed  only  in  the  tangential  direction  and  the  increase  of 
circumference  is  exactl}"  the  same  as  if  we  had  a  straight  bar  of  the 
same  length  stressed  an  amount  equal  to  the  tangential  stress  at  the 
bore.  This  is  expressed  by  the  simple  relation  which  is  the  funda- 
mental equation  of  our  problem: 

X  =  ^'"  ^° [2] 

where 

A"  =  increase  in  diameter  in  inches  of  the  bore,  due  to  the 

centrifugal  stresses  at  a  given  speed 
>9to  =  tangential  stresses  at  the  bore  in  pounds  per  square  inch 

at  the  same  speed 
Z)o  =  original  diameter  of  bore  in  inches 
£;  =  modulus  of  elasticity,  29,000,000  for  steel 

10  It  can  be  shown  that  the  stresses  at  any  point  in  a  given 
wheel  or  at  a  similarly  situated  point  in  any  other  wheel  of  similar 
proportions,  are  directly  proportional  to  the  square  of  the  peripheral 
wheel  speed.  Hence  the  increa.«!e  of  bore  in  which  we  are  interested 
varies  directly  with  the  square  of  the  jieripheral  wheel  speed  with 
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a  given  wheel.  In  any  case  of  the  same  or  geometrically  similar 
wheels,  the  increase  per  foot  of  bore  increases  directly  with  the 
square  of  the  wheel  speed. 

NUMERICAL   MAGNITUDE    OF   INCREASE    OF   BORE 

11  The  allowable  values  of  the  tangential  stress  at  the  hub  are 
quite  high,  since  a  centrifugal  load  is  one  of  the  easiest  loads  which 
can  be  applied  and  is  of  the  nature  of  a  pure  dead  load  in  a  beam. 
It  is  not  possible  to  apply  or  remove  a  centrifugal  load  suddenly, 
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Fig.  1     Increase  of  Bore  of  a.  Rotating  Wheel 
Ratio  of  Diameter  of  Bore  to  Diameter  of  Disk  =  0.353.    This  Ratio  may  be 

changed  con.«iderably  without  appreciably  affecting  the  Results. 

Approximate  Dead  Weight  per  Pound  of  Disk  (equal  in  Both  Cases)  =  100,000 

Lb.  per  Ft.  of  Disk  Circumference  at  534  Ft.  per  Sec. 


but  only  in  the  most  gentle  manner.  Also  the  maximum  stress 
usually  occurs  only  in  a  single  set  of  fibers  which  are  reinforced  by 
adjacent  fibers  with  decreasing  stresses.  There  need  be  no  "factor 
of  ignorance"  and  maximum  stresses  can  be  known  with  as  great 
accuracy  as  it  is  dfsired  to  give  to  the  mathematical  computations. 
In  many  cases  20,000  lb.  per  sq.  in.  is  a  conservative  stress.  In  some 
cases  with  special  grades  of  steel  30,000  lb.  per  sq.  in.  is  possible. 
For  a  wheel  with  12-in.  bore  and  30,000-lb.  maximum  stress  the  in- 
crease in  bore  computed  from  [2]  is  0.0124  in.,  which  is  an  appreciable 
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amount.  For  other  stresses  and  other  dimensions  of  bore  the  in- 
crease of  bore  is  in  direct  proportion.  When  the  stress  is  29,000  lb. 
per  sq.  in.  the  increase  in  bore  is  1  mil  per  in.  of  bore. 

12  Fig.  1  gives  numerical  values  of  increase  in  bore  for  various 
wheel  speeds  for  two  different  shapes  of  disk.  The  upper  curve  is 
for  a  disk  of  uniform  thickness.  This  shape  is  only  possible  with 
comparatively  low  wheel  speeds  and  the  stresses  become  excessive 
with  speeds  ordinarily  used  in  turbine  practice.  The  lower  curve  is 
for  a  disk  of  the  more  efficient  shape  shown  in  Fig.  2.  In  both  cases 
the  computations  are  made  for  a  turbine  bucket  wheel  with  a  load 
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Diagram  of  Device  for  Measuring  the  Increase  of  Bore  during 
Rotation 


due  to  centrifugal  force  of  buckets  at  3600  r.p.m.  of  100,000  lb.  per 
ft.  of  circumference.  The  shapes  of  the  curves  are  affected  somewhat 
by  the  magnitude  of  this  outer  dead  load.  In  both  cases  the  ratio  of 
bore  to  disk  diameter  is  0.353.  The  curves  are  not  greatly  affected 
by  difference  in  this  ratio.  The  curves  give  very  nearly  the  values 
of  increase  in  bore  per  foot  of  bore  for  various  wheel  speeds  for  a 
disk  of  uniform  thickness,  which  is  about  as  poor  a  shape  as  would 
ever  be  used,  and  for  a  disk  of  what  is  probably  as  efficient  a  shape 
as  would  ever  be  used,  with  an  average  bucket  load.  The  increase 
in  bore  for  any  shaped  disk  whatever  will  probably  lie  between  the 
two  curves. 

13    The  curves  of  Fig.  1  were  constructed  as  follows:  The  wheel 


900  INCREASE    OF    BORE    BY    CENTRIFUGAL   STRESSES 

whose  dimensions  are  given  in  Fig.  2  is  the  wheel  of  a  standard  steam 
turbine  with  a  web  diameter  of  34  in.  In  the  course  of  the  design 
of  this  wheel  the  maximum  stress  was  computed  for  the  rated  speed, 
3600  r.p.m.,  and  came  out  about  20,400  lb.  per  sq.  in.  From  the 
value  of  this  stress  and  formula  [2],  the  increase  in  bore  at  the 
rated  speed  was  found.  The  effective  bore.,  taking  account  of  key- 
w^ays,  was  12  in.  From  the  law  that  the  stress  and  hence  the  in- 
crease in  bore  varies  directly  with  the  square  of  the  wheel  speed, 
the  lower  curve  of  Fig.  1  was  drawn,  taking  bore  as  12  in.,  however. 

14  Next  was  taken  the  case  of  the  upper  curve  for  a  flat  disk. 
From  the  formulae  for  stresses  in  flat  disks  given  in  Stodola's  "Die 
Dampfturbinen,"  fourth  edition,  pp.  248  and  249,  can  be  deduced 
the  following  formula  for  the  tangential  stress  at  the  bore  of  a  flat 
disk  Sto,  where  *Sri  is  the  radial  stress  at  the  circumference  due  to 
bucket  load,  W  is  the  wheel  speed  in  feet  per  second  and  R  is  the 
ratio  of  bore  diameter  to  web  diameter 

>Sto  =  0.0261^2  (0.77^2+3  3)  _^f^iJ_ [3] 

1-R^ 

15  This  is  for  a  steel  disk  whose  modulus  of  elasticity  is  29,000,000 
lb.  per  sq.  in.,  Poisson's  ratio  0.3  and  density  0.28  lb.  per  cu.  in. 

16  The  centrifugal  force  due  to  the  bucket  load  on  the  previous 
disk,  100,000  lb.  per  ft.  of  circumference,  was  taken  as  being  applied 
to  a  flat  disk  of  about  the  same  weight,  giving  1\  in.  axial  width, 
and  34  in.  web  diameter.  This  gives  a  radial  stress  *Sr)  of  6670 
lb.  per  sq.  in.  at  the  circumference  of  the  flat  disk.  The  ratio  of  the 
diameter  of  bore  to  the  web  diameter  R  was  taken  as  in  the 
previous  disk  0.353. 

EXPERIMENTAL   MEASUREMENT  OF  INCREASE  OF  BORE  OF  A 
ROTATING  WHEEL 

17  The  magnitudes  of  the  increase  of  bore  in  a  number  of  actual 
turbine  wheels,  as  determined  by  substituting  computed  stresses  in 
equation  [2]  came  out  so  large  that  it  was  decided  to  make  an  actual 
measurement  of  the  increase  in  bore  when  a  wheel  was  rotating. 

18  Fig.  2  shows  the  apparatus  diagrammatically  and  Fig.  3  the 
results  obtained.  The  turbine  wheel  was  mounted  on  a  shaft  with 
a  light  force  fit.  A  delicate  micrometer  arrangement  was  provided 
so  that  change  in  bore  of  the  wheel  while  it  was  rotating  with  the 
shaft  could  be  observed.  The  wheel  was  gradually  increased  in 
speed  and  meanwhile  the  readings  of  the  micrometer  taken.    These 
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showed  that  the  bore  expanded  at  each  speed  an  amount  almost 
exactly  the  value  computed  by  the  methods  previously  given.  The 
micrometer  arrangement  proved  very  positive  and  there  was  no 
uncertainty  regarding  the  measurement  of  the  increase  of  bore.  The 
maxinnim  amount  measured  was  about  0.007  in.  The  observations 
were  accurate  to  about  0.0005  in. 

19  The  wheel  was  forced  on  the  shaft  with  a  force  fit  of  0.0014 
so  that  it  was  loose  on  the  shaft  by  about  0.0050  at  maxinmm  speed. 
The  duration  of  the  tests  was  not  great  enough  to  show  any  difficulty 
due  to  this. 

MEASURING    DEVICE 

20  The  measuring  device  sho\\ai  in  Fig.  2  consisted  of  three 
pistons  sliding  in  radial  holes  in  the  shaft  pushed  outward  by  means 
of  a  tapered  plug  moving  axially  in  a  hole  in  the  center  of  the  shaft. 
The  motion  of  the  central  plug  was  given  by  means  of  a  lever  with 
a  ball  and  socket  joint  fulcrumed  so  as  to  give  considerable  mul- 
tiplication and  read  by  a  pointer  passing  over  a  scale.  A  displace- 
ment of  the  pointer  by  1  in.  corresponded  to  an  increase  of  bore  of 
0.004  in.     The  position  of  the  pointer  was  certain  to  within  about 

1  in.  motion  along  its  scale,  corresponding  to  0.0005  in.  change  of 
bore.  While  the  speed  was  being  varied  an  attendant  kept  his  hand 
on  the  pointer,  moving  it  back  and  forth  a  slight  amount  so  as  always 
to  keep  it  just  in  the  proper  position.  As  the  speed  varied  from 
low  values  to  maximum  value  the  pointer  moved  a  distance  of  about 

2  in.  so  that  the  change  in  bore  was  quite  perceptible. 

21  Owing  to  the  fact  that  the  increase  of  bore  varies  with  the 
square  of  the  speed  there  was  no  perceptible  change  below  about 
750  r.p.m.,  and  this  was  the  lowest  speed  used.  The  highest  speed 
was  3900  r.p.m. 

CALIBRATING   SLEEVE   TEST 

22  In  order  to  find  the  relation  between  the  readings  of  the 
pointer  and  the  actual  values  of  increase  of  bore,  and  also  to  demon- 
strate that  the  apparatus  would  give  correct  measurements  at  high 
speed,  a  calibrating  sleeve  was  made.  This  was  a  thin  sleeve  bored 
out  at  each  end  so  as  to  be  a  sliding  fit  on  the  shaft  and  with  two 
different  bore  diameters  in  the  central  portion,  either  of  which 
could  be  brought  over  the  pistons  of  the  measuring  device.  Read- 
ings of  the  pointer  were  taken  at  each  of  these  bores,  stationary  and 
rotating,  at  various  speeds.  The  stationary  readings  gave  the 
motion  of  the  pointer  for  the  known  change  of  bore  calibrating  the 
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entire  apparatus.    The  readings  while  rotating  showed  that  the  in- 
strument gave  correct  readings  at  all  speeds. 

TEST   WITH   ROTATING   WHEEL 

23  Next  the  rotating  wheel  was  pressed  on  the  shaft.  A  num- 
ber of  readings  of  the  diameter  of  shaft  and  bore  of  wheel  showed 
that  the  average  amount  of  force  fit  was  0.0017  in.  After  this, 
a  pair  of  outside  cahpers  was  set  to  fit  the  shaft  at  various  points 
and  a  pair  of  inside  ones  set  to  fit  the  wheel  bore.    The  difference 

TABLE   1     READINGS  OF   POINTER  IN  TESTS  WITH   ROTATING    WHEEL,  CON- 
DUCTED MARCH  11.  1911 


Test  No.  9 

Test  No.  10 

Test  No.  11 

Test  No.  12 

Test  No.  13 

R.P.M. 

Up 

Down 

Up 

Down 

Up 

Down 

Up 

Down 

Up 

Down 

0 

2.61 

2.62 

2.62 

2.63 

2.62 

2.63 

2.63 

2.62 

2.61 

2.62 

750 

2.61 

2.54 

2.63 

2.59 

2.63 

2.59 

2.64 

2.62 

1050 

2.64 

2.58 

2.70 

2.68 

2.68 

2.67 

2.66 

2.70 

1200 

2.69 

2.63 

2.74 

2.72 

2.72 

2.74 

2.72 

2.75 

1500 

2.72 

2.70 

2.80 

2.82 

2.82 

2.80 

2.84 

2.90 

1800 

2.78 

2.79 

2.90 

2.96 

2.92 

2.90 

2.96 

3.00 

2100 

2.84 

2.89 

3.03 

3.10 

3.02 

3.10 

3.11 

3.20 

2400 

2.99 

3.14 

3.18 

3.25 

3.18 

3.24 

3.26 

3.40 

2700 

3.16 

3.30 

3.32 

3.44 

3.32 

3.48 

3.48 

3.56 

3000 

3.30 

3.45 

3.54 

3.63 

3.54 

3.63 

3.70 

3.75 

3150 

3.50 

3.64 

3.70 

3.78 

3.75 

3.85 

3.85 

3.85    1 

3300 

3.65 

3.70 

3.85 

3.94 

3.85 

3.98 

4.00 

4.00 

3450 

3.80 

3.80 

4.01 

4.08 

4.00 

4.08 

4.10 

4.08 

3600 

4.00 

4.00 

4.13 

4.20 

4.15 

4.18 

4.24 

4.20 

3750 

4.12 

4.12 

4.24 

4.28 

4.30 

4.29 

4.34 

4.33 

3900 

4.30 

4.30 

4.34 

4.34 

4.38 

4.38 

4.38 

4.38 

4.38 

4.38 

between  the  two  calipers  was  then  found  by  means  of  a  thickness  gage. 
The  mean  of  these  observations  gives  0.0011  in.  as  the  amount  of 
force  fit.  The  mean  of  these  two  values  0.0014  in,  is  considered  to 
be  the  actual  amount  of  force  fit.  It  was  necessary  to  know  the 
amount  of  this  force  fit  in  order  to  make  comparisons  between  the 
computed  and  observed  amounts  of  increase  of  bore  of  the  rotating 
wheel,  since  the  wheel    at  zero  speed  is  expanded  somewhat. 

24  Fig.  2  is  a  diagram  of  the  arrangement  of  the  apparatus  when 
the  wheel  was  on  the  shaft.  Readings  of  the  pointer  were  taken  at 
various  speeds  as  shown  by  Table  1  and  the  results  plotted  in  Fig.  3. 
The  pointer  readings,  as  well  as  the  corresponding  values  of  actual 
increase  in  bore  as  shown  by  the  previous  calibrations,  are  given 
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on  the  left.  Owing  to  the  fact  that  the  wheel  was  forced  on  the 
shaft,  the  measured  diameter  of  the  wheel  at  zero  speed  is  greater 
than  the  actual  free  diameter  of  the  wheel.  By  methods  given  in 
Pars.  29-39,  it  was  computed  that  the  wheel  was  expanded  by  the 
force  fit  one-half  of  the  difference  in  free  diameters,  the  remainder 
being  compression  of  the  shaft.  Hence  the  base  line  for  increase  in 
bore  of  the  wheel  from  the  free  condition  is  the  lower  line  of  Fig.  3, 
which  is  0.0007  in.  below  the  base  line  for  increase  in  bore  from  the 
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Fig.  3    Increase  in  Bore  of  a  Rotating  Wheel 
Points  from  Test  with  Rotating  Wheel  (Table  1);  Curve  drawn  from  Com- 
putations. 

actual  initial  value  when  on  the  shaft.  The  computed  curve  for  the 
increase  in  bore  for  the  free  wheel  at  the  various  speeds  is  drawn  in 
Fig.  3  begirming  with  the  lower  base  line.  At  that  speed  where  the 
expansion  of  the  free  wheel  is  equal  to  the  amount  of  the  force  fit, 
0.0014  in.,  the  shaft  is  just  released  from  its  compression  and  wheel 
and  shaft  are  just  of  the  same  diameter.  For  speeds  beyond  this 
point  the  wheel  expands  exactly  as  if  there  was*  no  initial  force  fit. 
The  wheel  is  loose  on  the  shaft  by  whatever  increase  in  bore  occurs 
beyond  this  point.  The  observed  points  are  seen  to  fit  very  closely 
the  computed  curve.  For  all  speeds  below  that  at  which  the  wheel 
and  shaft  just  touch  there  is  compression  of  the  shaft  and  expansion 
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of  the  wheel  by  the  force  fit,  tlie  amount  being  successively  less  as 
the  speed  increases.  The  effective  force  fit  at  any  speed  is  the  differ- 
ence between  the  force  fit  at  rest,  and  the  expansion  of  the  free  wheel 
at  the  given  speed.  The  effective  force  fit  is,  therefore,  the  difference 
between  the  dotted  curve  and  the  upper  horizontal  line.  As  shown 
later,  when  there  are  different  amounts  of  force  fit  with  a  given 
wheel  and  shaft,  the  expansion  of  the  wheel  is  always  a  constant 
fraction  of  the  amount  of  force  fit.  This  is  one-half  in  the  present 
case.     Hence  the  curve  showing  the  increase  in  bore  of  the  wheel, 
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Fig.  4     Ratio  of  Expansion  of  Bokk  to  Fokce  Fit 
Figures  on   Curves  denote  Ratio  of  Diameter    of  Hole   in   Inner  Ring  to 

Diameter  of  Bore  of  Outer  Ring  — 

n 

as  the  force  fit  is  gradually  relieved,  is  drawn  halfway  between  the 
dotted  curve  and  the  upper  horizontal  line. 

25  In  the  present  case  the  amount  of  the  force  fit  is  confparatively 
small.  It  was  originally  intended  to  repeat  the  experiments  with 
successively  increasing  amounts  of  force  fit.  The  measuring  ap- 
paratus was  arranged  so  that  it  could  be  torn  down  and  reassem- 
bled without  change  in  the  absolute  initial  value  of  the  readings. 
This  was  done  with  the  idea  actually  of  measuring  the  change 
in  the  initial  bore  of  the  wheel  when  put  on  the  shaft  with 
different  amounts  of  force  fit,  giving  curves  in  Fig.  3  which  would 
start  with  successively  greater  amounts  of  force  fit  and  meet  the 
curve  of  a  free  wheel  higher  up.  However,  the  results  of  the  first 
experiment  agreed  so  closely  with  the  theory  and  everything  was 
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SO  obvious  after  study  of  the  subject  that  no  further  experiments 
were  made. 

DESIGN  OF  WHEELS  SUBJECT  TO  INCREASE  OF  BORE  BY  CEN- 
TRIFUGAL STRESSES 

2G  The  method  used  to  prevent  difficulty  due  to  loose  wheels  is 
to  force  the  wheel  on  the  shaft  with  a  force  fit,  or  difference  in  diam- 
eters between  wheel  bore  and  shaft,  greater  than  the  computed 
amount  of  increase  of  bore  at  maximum  speed.  In  some  cases  this 
has  resulted  in  large  amounts  of  force  fit  requiring  very  heavy  pres- 
sures for  forcing.  Special  material  is  necessary  for  the  bushings 
between  the  wheel  and  the  shaft.  However,  all  of  these  points  have 
been  successfully  met  and  ill  effects  due  to  loosening  of  the  wheels 
wholly  eliminated. 

27  In  some  cases  the  wheel  hubs  do  not  fit  along  their  entire 
length  but  only  in  places.  The  radial  pressure  when  the  fit  only 
occurs  for  a  short  distance  is  obviously  increased  by  the  ratio  of  the 
total  length  of  hub  to  the  actual  length  of  the  fit.  The  numerical 
values  of  this  radial  pressure  on  the  bushings,  computed  by  methods 
discussed  in  Par.  33,  come  to  very  high  figures  in  many  cases.  Of 
course,  some  relief  is  offered  by  the  fact  that  this  pressure  is  pure 
compression  and  that  the  metal  of  the  bushings  is  constrained  on 
nearly  all  sides  so  that  the  resistance  to  flow  is  considerable.  Under 
such  circumstances  much  higher  values  of  compression  stress  can 
be  used  than  when  there  is  no  resistance  to  the  deformation  which 
the  compression  tends  to  cause.  There  is  reason  to  believe  that  in 
the  ideal  case  of  a  piece  subject  to  pure  compression  in  every  direc- 
tion, there  would  be  no  failure  even  with  an  infinitely  large  stress. 

28  It  is  to  be  remarked  that  when  the  force  fit  is  just  sufficient 
to  prevent- loosening  at  full  speed  and  the  shaft  is  solid,  the  effective 
stress  in  the  hub  due  to  the  force  fit  when  at  rest,  is  exactly  equal 
to  the  stress  at  full  speed. 

COMPUTATION  OF  FORCE  AND  SHRINK  FITS  WITH  STEEL 

29  A  complete  treatment  of  the  subject  based  on  the  maximum 
shear  law  previously  mentioned  is  given  for  the  first  time  so  far  as 
known.  The  general  nature  of  ring  stresses  is  in  Pars.  3-8.  The 
mathematical  derivation  of  the  formulae  is  given  in  the  Appendix. 

30  It  turns  out  that  a  wheel  hub  is  affected  only  for  a  very  short 
distance  outward  so  that  the  nature  of  the  outer  portion  has  little 
or  no  influence.    The  condition  near  the  hub  in  a  flat  disk  with  an 
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outer  diameter  only  ten  times  the  diameter  of  the  bore  is  practically 
the  same  as  in  a  disk  with  an  infinitely  large  outer  diameter.  We 
therefore  consider  only  the  case  of  a  ring  forced  upon  another  ring 
of  equal  axial  length.  We  estimate  the  outer  diameter  of  the  outer 
ring  so  as  to  make  it  equivalent  so  far  as  expansion  is  concerned  to 
a  given  wheel  of  any  shape.  For  instance,  for  a  solid  wheel  com- 
paratively thin  at  the  outer  portion,  we  would  estimate  the  equivalent 
flat  disk  to  have  one-half  or  one-third  the  diameter  of  the  wheel. 
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Fig.  5    Radial  Stress  at  Bore  *Sro-    Force  fit  of  0.001  In.  per  In.  of  Bore 

Stre.ss  is  directly  proportional  to  Force  Fit  per  Inch  of  Bore.    Figures  on  Curves 

denote  Ratio  of  Diameter  of  Hole  in  Inner  Ring  to  Diameter  of  Bore  of  Outer 

Ring  — . 

To 


For  a  wheel  with  spokes,  we  have  little  more  than  the  hub  only. 
We  also  estimate  an  equivalent  inner  ring  if  we  do  not  have  a  solid 
or  hollow  shaft.  Owing  to  the  comparatively  slight  influence  of  the 
parts  of  the  rings  furthest  from  the  fit,  a  considerable  error  in 
estimation  of  the  diameters  of  the  equivalents  will  cause  compara- 
tively small  error  in  the  results. 

31     Figs.  4,  5  and  6  give  amount  of  expansion  and  stresses  in  an 
outer  ring  or  hub  pressed  or  shrunk  on  inner  ring  or  shaft. 
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32  The  difference  in  the  free  diameters  is  called  the  force  fit, 

which  we  will  denote  by  X.    When  the  hub  is  in  place  on  the  shaft 

and  there  is  no  rotation  so  as  to  loosen,  it  is  expanded  by  a  certain 

amount  F'o-    The  shaft  is  also  compressed  by  a  considerable  amount. 

The  sum  of  the  increase  of  hub  bore,  F'o,  and  the  compression  of 

the  shaft  is  evidently  the  amount  of  the  force  fit.    Fig.  4  gives  values 

F' 
of  — ^the  fraction  of  the  force  fit  which  the  hub  expands. 

X 

33  Fig.  5  gives  the  radial  stress  at  the  bore  of  the  hub,  which  is 
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Fig.  6    Effective  Tensile  Stress  at  Bore  of  Outer  Ring.    Force  Fit  of 
0.001  In.  per  In.  of  Bore 
Stress   is   directly   proportional   to   Force   Fit   per   Inch  of  Bore 


on  Curve  denote  Ratio  of  Inner  Diameter  of  Inner  Ring  to  Bore  Diameter 


Figures 


To 


also  the  stress  at  the  outside  of  the  shaft,  as  well  as  the  pressure  per 
square  inch  between  when  there  is  actual  contact  for  the  full  length 
of  hub. 

34  Fig.  6  gives  the  maximum  effective  stress  at  the  bore  of  the 
hub.  This  is  the  greatest  stress  in  the  system  unless  the  shaft  is 
hollow  and  relatively  thin.  Figs.  5  and  6  are  for  a  force  fit  of  one  mil 
per  inch  of  bore.     Stresses  for  other  values  are  in  proportion. 

35  The  abscissae  of  these  figures  give  the  ratio  of  the  bore  to 
the  outer  diameter  of  the  hub.    The  upper  curve  in  each  of  these 
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three  figures  is  for  a  solid  shaft  or  one  with  a  small  hole  and  the 
other  curves  are  for  rings  with  various  sizes  of  holes.  When  the 
abscissa  is  zero  the  outer  diameter  of  the  hub  is  infinitely  large  as 
compared  with  the  bore.  The  curves  are  nearly  horizontal  for  a 
considerable  distance  in  this  region  and  the  results  for  an  outer 
diameter  ten  times  the  diameter  of  the  bore,  that  is,  a  ratio  of  0.1, 
are  almost  the  same  as  for  an  infinite  outer  diameter.    The  values 


Z8000 
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Fig.  7    Compressive  Tangential  Stress  *S't2  at  Inner  Diameter  of  Inner 
Ring.     Force  Fit  of  0.001  In.  per  In.  of  Bore 
Stress   is   directly   proportional   to   Force   Fit  per   Inch   of  Bore.     Figures 
on  Curves  denote  Ratio  of  Inner  Diameter  of  Inner  Ring  to  Bore  Diameter 

— .     Values  given  are  the  Maximum  Effective  Stresses  in  Inner  Ring. 


for  an  outer  diameter  five  or  three  times  the  diameter  of  the  bore 
change  but  little. 

36  Similarly,  as  will  be  seen  by  noting  the  curves  for  the  various 
values  of  the  ratio  of  the  diameter  of  the  hole  in  the  shaft  to  the 
shaft  diameter,  the  hole  has  but  little  influence  unless  it  is  com- 
paratively largo.  The  usual  case  of  a  shaft  with  a  comparatively 
small  hole  is  practically  equivalent  to  a  solid  shaft.  As  will  be  seen 
by  a  study  of  the  curves,  the  case  where  the  diameter  of  the  hub 
is  seven  times  the  diameter  of  the  bore,  giving  a  ratio  of  0.14,  and 


SANFORD    A.    MOSS  909 

where  the  hole  in  the  shaft  is  0.3  of  the  shaft  diameter,  gives  very 
nearly  the  results  of  any  usual  case.  Hence,  for  usual  cases  the  hub 
bore  expands  about  0.6  of  the  amount  of  the  force  fit  and  for  a  force 
fit  of  one  mil  per  inch  of  bore  the  radial  stress  is  about  13,000  lb.  per 
sq.  in.  and  the  effective  tangential  stress  is  about  27,000  lb.  per  sq.  in. 

37  For  a  solid  shaft,  however,  the  maximum  effective  stress  is 
29,000  lb.  per  sq.  in.  for  a  force  fit  of  1  mil  per  in.  of  bore,  regard- 
less of  the  character  of  the  wheel  or  hub.  The  stress  for  other 
amounts  of  force  fit  is  in  proportion. 

38  Force  fits  of  1  mil  per  in.  are  therefore  about  large  enough 
to  give  no  permanent  set  of  the  hub  for  steel  and  a  solid  shaft. 
Force  fits  up  to  about  1|  mils  are  frequently  used.  These  give, 
some  set  of  the  fibers  very  near  the  bore.  This  set  is  almost  entirely 
eliminated  by  the  elastic  force  of  the  outer  fibers  if  the  hub  is  ever 
removed  from  the  shaft,  however. 

^  39  Fig.  7  gives  the  maximum  stress  (at  the  inside)  in  the  shaft 
or  inner  ring.  This  is  usually  less,  but  for  a  relatively  thin  ring  may 
be  greater,  than  the  stress  in  the  hub.  A  solid  shaft  has  a  stress 
one-half  as  great  as  one  with  a  small  hole. 

40  A  rational  expression  for  the  force  in  pounds  to  press  the  hub 
on  the  shaft  is 

0.12  dolSro 

where  I  is  the  length,  do  the  diameter  of  bore  of  the  hub  in  inches 
and  Sro  the  radial  stress  at  the  bore  found  from  Fig.  5.  The  co- 
efficient of  0.12  was  obtained  from  actual  tests  and  gives  a  coeflEicient 
of  friction  of  0.038. 

41  For  a  force  fit  of  one  mil  per  inch  of  bore  the  forcing  pressure 
in  our  usual  case  is  about  1560  lb.  per  in.  of  bore  and  per  in.  of  hub 
length. 

42  The  forcing  pressure  of  course  varies  widely  on  account  of 
the  influence  of  surfaces  and  lubricant.  The  formula  gives  an 
average  value. 


APPENDIX 
DERIVATION    OF    FORMULAE    FOR    FORCE    AND    SHRINK    FITS 


NOTATION 
.    (Sr  =  Radial  stress,  lb.  per  sq.  in. 
<St  =  Tangential  stress,  lb.  per  sq.  in. 
r  =  Radius,  inches 

£  =  Modulus  of  elasticity  taken  29,000,000  lb.  per  sq.  in. 
F  =  Poisson's  ratio,  taken  0.3 

X  =  Amount  of  force  fit,  or  difference  in  diameters,  inches 
F  =  Increase  of  diameter,  inches 

40  We  take  the  case  of  two  steel  rings,  the  outer  one  being  forced  on  the 
inner  one.  A  subscript  after  any  symbol  denotes  the  value  for  a  particular 
radius:  1  denotes  the  outer  diameter  of  the  outer  ring  or  hub;  0  denotes  the 
common  diameter  where  the  force  fit  occurs  and  2  denotes  the  bore  of  the  inner 
ring.  We  will  also  use  an  index  '  to  denote  values  for  the  outer  ring  in  general 
and  indexes  '  to  denote  the  inner  ring. 

F 

41  The  increase  in  radius  of  an  elementary  ring  is  —  and   the  tangential 

strain  is 

F    St-VSr 


2r  E 

The  radial  strain  is 

IdF     Sr-VS, 

2dr~      E 
and  by  using  the  preceding  value  of  B'  we  obtain  a  fundamental  equation  applying 
to  any  circular  body 


^(5,+/|'-.5.)=5.+r|:*-5,. 


.[4] 


42     The  statement  that  the  radial  forces  on  an  elementary  segment  in  a 
stationary  cylinder  are  balanced  is 

e 
Srdrd  e+r  de  dSr-2  S^dr  sin  d  -  =0 

This  reduces  to  a  second  fundamental  differential  equation 

S,+/p-St=0 [5] 

dr 

This  enables  reduction  of  the  first  fundamental  equation  to  the  form 

•  Thia  section   was  written   witli   the  assistance  of  Mr.  C.   A.   Soliolieiis    of    the    Genera 
Electrio  Company.   Lynn,   Mass. 
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5t+/^-5,=0 [61 

ar 

We  integrate  these  simultaneous  differential  equations  by  adding  and  integrating, 

giving 

5.+5t=2A 

We  add  this  to  the  second  fundamental  equation  which  separates  the  variables. 

By  multiplying  by  r  we  obtain  the  exact  differential  of  r^St  so  that  we  obtain  the 

integral  directly.    From  the  equation  above  we  obtain  the  other  integral,  giving 

the  equations 

B' 

S,'  =  A'-- 
r* 

B' 

S,'  =  A'+  - 
r^ 

B" 
S/^A'- ■ 
r* 

B' 
r* 

43  A'  B'  A'  B'  are  four  constants  to  be  determined  by  the  boundary  condi- 
tions. Two  of  these  are  that  the  radial  stresses  at  the  inner  and  outer  radii  ri  and 
ft  are  zoto  for  the  case  of  a  hole  in  the  inner  ring.     That  is 

^',1=0 

Substituting  these  values  in  the  above  equations 

B' 

t\ 

B' 

0  =  A"-  - 

44  This  enables  us  to  eliminate  two  constants  giving  a  new  set  of  fundamental 
equations 


St'  =  B 

45    The  third  boundary  condition  is  that  the  radial  stresses  at  the  common 
surfaces  are  equal,  that  is 

O   rO  =0    rO 

giving 


^€-a--e^-^) 


46     The  fourth  condition  is  that  the  algebraic  difference  between  the  de- 
formations at  the  common  radius  is  equal  to  the  force  fit.    That  is 
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47     In  general  the  radial  deforination  at  any  radius  is  given  by 

F 

9 


jiiiiaiiuii   ill    cvii^ 


Outward  ileformaliun  and  tensile  stress  are  counted  positive. 
48     Then  we  have,  after  noting  that  S'ro=S''ro 
2rol 


i  'S'to— <S"to  r  —X 

Substituting  the  stresses  from  the  last  set  of  equations  and  substituting  for  B" 
from  the  equation  given  by  the  third  boundary  condition,  this  becomes 


jj    11         WrilU     rill 

V  (H)    I 
-(-3) 


EX    '\       rU  (71 

Hence  B' = \ — f- • ^' ' 

4ro      r,     r. 

This  gives  a  value  of  B'  which  we  can  substitute  in  the  fundamental  equations. 
The  value  of  the  radial  stress  at  the  common  radius  then  comes  out 


(i-)  i^-tl. 


o,  _   p^  Vto lA r«/ 181 

4ro  ii_'l_ 

rl    rl 
This  is  a  compressive  stress.     The  stress  varies  in  the  outer  ring  from  the  above 
value  at  the  bore  to  zero  at  the  outside. 

49  Fig.  5  gives  values  computed  from  this  equation.    Values  of  radial  stress 

<Sro  arc  ordinates,  for  a  value  of —  ,  the  force  fit  per  inch  of  bore,  of  one  mil 

2r„ 

per  inch.     Values  of — are  abscissae.    Each  of  the  curves  is  for  a  given  value 

of^ 

50  The  fraction  of  the  force  fit  which  the  outer  ring  expands  is  given  by 

EX     IrVrV 


.l-:^-(i-0}(-a 


[9J 


2         2 

'0        '0 

51     Fig.  4  gives  values  computed  from  this  equation.    The  ordinates  are  values 
t'/  J- 

of         ,  the  fraction  of  force  fit  which  the  outer  ring  expands.      Values  of  - 
X  U 
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are  absciesac.    Each  of  the  curves  is  for  a  given  value  of 

To 

52  If  we  substitute  the  vahic  of  li'  in  the  last  set  of  fundamental  equations 
and  obtain  the  value  of  S't  we  find  that  there  is  a  tangential  tensile  stress  in  the 
outer  cylinder  with  greatest  value  at  the  bore.  Hence,  since  the  radial  stress 
at  this  point  is  compressive,  we  have  as  the  greatest  value  of  the  effective  stress 
in  the  outer  cylinder,  at  the  bore 

.S'to-5',o  =  ^,-— ?-; 110] 

2ro     _rjn 

53  Fig.  6  gives  values  computed  from  this  equation.  For  a  small  hole  in  the 
inner  cyhnder,  and  also,  as  will  be  shown  later,  for  a  solid  shaft,  this  maximum 
stress  in  the  outer  cylinder,  at  its  bore,  becomes 

E  — 
2ro 

This  value  of  the  maxinmm  effective  stress  in  a  hub  on  a  solid  shaft,  obtained  in 
the  conect  way  by  adding  the  tangential  stress  due  to  hub  extension  and  radial 
stress  due  to  shaft  compression,  turns  out  to  give  the  same  final  results  as  the 
incorrect  method  of  finding  the  tangential  stress  in  the  hub  with  an  incom- 
pressible shaft. 

54  From  the  relation  between  B'  and  B"  and  the  value  of  B'  we  can  sub- 
stitute in  the  last  set  of  fundamental  equations  and  obtain  the  stresses  in  the 
inner  ring.  Both  stresses  are  compressive  throughout  so  that  the  greatest  gives 
the  maximum  efTective  stress  direct. 

55  The  radial  compressive  stress  increases  from  zero  at  the  inner  diameter 
to  a  maximum  at  the  outer  diameter  of  the  inner  ring,  where  it  has  the  value 
already  given  for  the  bore  of  the  outer  cylinder  and  .'<hown  in  Fig.  5.  The 
tangential  compression  stress  increases  from  the  outer  diameter  to  the  diameter 
of  the  central  hole  where  it  is  the  maximum  stre.ss  in  the  inner  cyhnder  and  is 


[11] 


Values  of  the  exjiression  arc  plotted  in  Fig.  7.  It  is  to  be  noted  that  in  case  the 
ratios  of  radii  of  both  rings  are  alike,  the  above  expression  for  maximum  stress 
in  the  inner  ring  coincides  with  the  previous  expression  for  maximum  effective 
stress  in  the  outer  ring.  It  can  also  be  .seen  that  the  greater  of  the  two  maximum 
stresses  is  in  that  ring  which  has  the  greatest  ratio  of  inner  to  outer  diameter, 
i.  e.,  which  is  relativelj'  thinnest. 

56  The  preceding  work  has  been  for  the  ca.se  where  there  was  a  hole  in  the 
inner  cylinder.  For  a  sohd  shaft,  the  inner  boundary  condition  in  the  inner 
cylinder  becomes 

instead  of 

the  other  conditions  remaining  the  same.  From  the  first  set  of  fundamental 
equations  and  the  above  relation 
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A''r.,-B"=A"r2+B" 
If  we  now  put  r2  =  0  wo  have 

B"  =0  and  S\=S\=  A" 
That  is,  the  radial  and  tangential  stresses  are  equal  and  constant  throughout  a 
sohd  shaft.    This  is  a  well-known  property  of  any  solid  with  uniform  normal  stress 
over  the  entire  surface. 

57  By  iaserting  the  remaining  boundary  condition  we  obtain  final  values 
for  the  stresses  in  the  outer  cylinder  exactly  the  same  as  the  previous  values  for 
a  hollow  shaft  when  the  radius  of  the  inner  hole  rt  is  made  equal  to  zero,  giving 
an  infinitely  small  hole.    The  value  of  the  uniform  stress  throughout  the  shaft  is 

S\=S\=-^  ^  (  l-''^ ■   [12] 


2  2ro  \        ry 


58  Values  of  this  expression  are  given  by  the  lower  curve  of  Fig.  7.  It  is 
exactly  one-half  the  previous  value  of  the  stress  at  the  center  of  a  ring  when  the 
radius  of  the  inner  hole  rj  is  made  equal  to  zero,  giving  an  infinitely  small  hole. 
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DISCUSSION 

IliGiiAKD  H.  liiCE  said  that  the  paper  showed,  first,  that  the 
computations  made  for  stresses  in  wheels  running  at  high  speed 
are  correct.  The  forms  of  wheels  used  in  turbines,  in  air  com- 
pressors and  other  high-speed  machinery  are  complex,  as  are  also 
the  analyses  for  the  solution  of  the  stresses  and  strains  in  such 
wheels.  It  is  gratifying  to  find  that  actual  measurements  on  the 
many  wheels  measured  confirm  accurately  our  computations  and 
show  that  the  formulae  are  adequate  for  the  purpose. 

The  paper  also  shows  that  wheels  running  at  high  speeds  do 
expand  in  the  bore,  although  some  little  question  has  been  raised 
as  to  this,  and  the  amount  of  expansion  can  be  accurately  com- 
puted. It  also  shoAvs  that  such  expansion  can  be  adequately 
taken  care  of  and  that  it  is  a  matter  of  no  importance,  so  long  as 
the  designer  knows  the  amount  of  expansion  so  that  he  can  pro- 
vide a  forced  fit  somewhat  greater  than  the  expansion. 

Wm.  H.  Kenerson  said  that  it  would  help  in  an  interpreta- 
tion of  the  results  of  the  tests  described  in  the  paper  to  know 
something  of  the  length  and  character  of  the  end  of  the  little 
piston  pieces  running  from  the  sleeve  in  the  shaft  to  the  hole 
whose  diameter  is  being  measured,  and  he  hoped  the  author  would 
tell  something  about  this,  to  furnish  an  idea  of  how  much  that 
distance  changes  when  the  shaft  is  going  at  high  speed. 

Mr.  Rice  replied  to  Professor  Keners<m's  question  that  that 
point  is  provided  for  in  the  preliminary  calibrations  where  the 
readings  were  calibrated  by  working  on  sleeves  of  Icnown  di- 
ameter. In  rejjly  to  a  further  question  he  added  that  the  sleeves 
provided  were  of  such  small  diameter  their  expansion  was  negli- 
gible. 

Wm.  Kent  asked  how  Poisson's  ratio  had  been  determined,  and 
said  that  while  he  had  seen  many  figures  published  of  Poisson's 
ratio,  he  had  never  seen  a  statement  of  how  it  was  measured.  He 
desired  to  know  whether  there  were  any  American  experiments 
on  the  subject  to  determine  Poisson's  ratio. 

Elmer  A.  Sperry  wrote  that  he  was  personally  interested  in 
the  paper,  as  he  had  himself  pursued  similar  investigations 
especially  upon  the  subjects  treated  in  the  first  part  of  the  paper, 
and  apparently  had  carried  them  even  further  than  the  author. 

As  a  basis  of  two  large  gyroscopes  which  together  constitute 
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t 

by  far  the  most  powerful  gyroscope  plant  ever  undertaken,  he 
had  two  50-in.  wheels  weighing  on  the  order  of  5000  lb.  each, 
upon  which  rupturing  tests,  so  called,  were  run.  The  real  object 
of  the  tests  was  (a)  to  determine  the  integrity  of  the  specific 
strength  of  the  wheels;  (b)  to  check  them  up  with  the  elastic 
limit  as  indicated  by  a  number  of  test  bars  taken  from  wheels; 
and  (c),  the  most  important,  to  make  the  interior  portion  of 
these  wheels  flow  in  such  a  way  that  in  their  natural  state  the 
whole  interior  of  the  wheel  would  be  under  pressure  before  fin- 
ished boring.  The  speed  was  calculated  at  which  the  central 
part  of  the  bore  of  the  wheels,  the  general  shape  of  the  hubs  of 
which  were  similar  to  Fig.  2  of  the  paper,  would  take  a  perma- 
nent set  to  the  extent  of  several  thousandths  of  an  inch.  The 
wheels  were  then  put  to  this  speed  and  the  bore  searched  care- 
fully for  evidences  of  the  permanent  set.  In  each  case  it  was 
found  that  this  not  only  existed  but  was  practically  in  accord 
with  the  quantities  calculated.  This  was  also  an  assurance  that 
the  wheels  were  solid  and  reliable  in  this  critical  zone  or  central 
region.  Experience  with  these  wheels  would  corroborate  the 
statements  made  in  the  paper,  which  is  an  extremely  valuable 
and  reliable  contribution  to  the  knowledge  on  the  subject. 

The  Author.  As  Mr.  Rice  has  already  stated.  Professor  Ken- 
erson's  point  in  regard  to  the  validity  of  the  measurements  at 
high  speeds  was  covered  by  the  calibrating  sleeve  tests  discussed 
in  Par.  22.  As  stated,  this  sleeve  had  two  different  bore  diam- 
eters, each  being  accurately  known.  The  sleeve  was  a  thin  ring 
so  that  its  increase  of  bore  at  full  speed  was  very  small  and  could 
be  accurately  computed.  The  amount  was  0.0012  in.  The  in- 
crease of  the  bore  shown  by  the  instrument  agreed  exactly  with 
this,  showing  that  there  was  no  compression  of  the  pistons  by 
centrifugal  force,  indentations  of  the  wheel  bore  by  the  piston 
ends  or  other  unlooked  for  effects  at  high  speeds.  The  decrease 
in  length  of  the  pistons  due  to  centrifugal  force  was  computed 
and  found  to  be  absolutely  insignificant.  The  ends  of  the  pistons 
were  rounded  and  carefully  hardened. 

In  regard  to  Poisson's  ratio  there  is  but  one  published  set  of 
American  experiments  so  far  as  I  know;  the  matter  has  been 
completely  settled  by  many  European  experiments,  however. 
Through  the  kindness  of  Mr.  C.  A.  Schellens  I  am  able  to  append 
Table  2  giving  the  principal  references  in  this  matter. 


No.  1371 

INVESTK.ATION    OF    EFFICIENCY    OF    WORM 
GEARING  FOR  AUTOMOBILE  TRANSMISSION 

By  Wm.  H.   Kenerson,  Providence,  R.  I. 
Member  of  the  Society 

This  investigation  was  made  at  the  plant  of  the  Brown  & 
Sharpe  Manufacturing  Company  for  the  purpose  of  determin- 
ing the  efficiency  of  three  types  of  worm  gearing  for  use  in  an 
automobile  transmission  system  and  the  heating  etfect  due  to  con- 
tinuous running.  The  power  for  these  tests  was  obtained  from  a 
50-h.p.  induction  motor,  running  approximately  870  r.p.m.  at 
full  load. 

2  Between  the  motor  and  the  worm  gear  case  was  placed  an 
automobile  transmission  gear  case  to  enable  tests  to  be  made  at 
two  lower  speeds.  Between  this  and  the  w^orm  gear  case  was 
placed  a  transmission  dynamometer  designed  by  the  author  and 
described  in  a  paper  presented  before  this  Society  and  pub- 
lished in  Vol.  31  of  Transactions.^  An  Alden  brake  was  used  to 
absorb  and  measure  the  power  transmitted  by  the  gears  under 
test.  The  arrangement  of  the  apparatus  is  shown  in  Fig.  1  which 
shows  the  transmission  dynamometer  set  up  for  comparison  with 
the  Alden  brake,  and  in  Fig.  2  which  shows  the  whole  apparatus 
mounted  ready  for  testing  the  worm  gear  efficiency.  Referring 
especially  to  Fig.  2,  A  is  the  motor,  B  the  automobile  transmission 
gear  case,  C  the  transmission  dynamometer,  D  the  case  containing 
the  worm  gear  under  test,  E  the  Alden  brake,  and  F  the  platform 
scale  which  measured  the  load  on  the  Alden  brake. 

3  The  apparatus  was  so  arranged  that  as  the  load  was  im- 
posed the  weight  on  the  platform  scale  was  removed  and  all 
vibration  of  the  scale  beam  was  eliminated  by  interposing  springs 
S  between  the  blocks  FF  which   sustained  the  weight  on  the 

iWm.  H.  Kenerson,  A  New  Transmission  Dynamometer,  p.   171. 


Presented  at  the  Annual  Meeting  1912,  of  The  American  Society   op   Me- 
chanical Engineers. 
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scale,  and  also  by  suspending  by  a  wire  from  the  weight  at  the 
end  of  the  scale  beam  a  plate  which  dipped  into  a  pail  of  oil, 
thus  acting  as  an  efficient  dashpot.  It  was  found  possible  by  care- 
ful manipulation  to  maintain  a  steady  and  easily  read  load  on 
both  the  transmission  and  absorption  instruments. 

4    The  transmission  d3"namometer  and  brake  were  first  com- 
pared by  arranging  them  as  shown  in  Fig.  1,  in  which  position 


Fia.  3    Section  through  Gear  Case 


runs  were  made  at  various  loads,  and  the  torques  correspond- 
ing to  horsepower  per  100  r.p.m.  marked  on  the  dial  of  the 
transmission  instrument  corresponding  to  similar  loads  as  in- 
dicated on  the  brake.  It  is  evident  that  by  this  method  of  com- 
parison the  two  instruments  must  check  each  other  exactly. 
5    A  thermometer  placed  in  the  oil  well  at  the  back  of  the 
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worm  gear  case  D  indicated  the  temperature  of  the  oil,  and  an- 
other thermometer  phiced  on  the  wall  near  the  apparatus  indi- 
cated the  room  temperature. 

6  The  oil  employed  to  lubricate  the  gears  was  one  intended 
for  use  with  superheated  steam,  having  a  specific  gravity  of 
26  Baum6,  flash  point  G25  fahr.,  and  viscosity  at  212  deg.  2G0  to 
265.    The  case  contained  about  5  quarts  of  the  oil. 


Fig.  4    Section  through  Gear  Case 


7  In  all  the  trials  the  worm  was  located  underneath  the  gear. 
Figs.  3  and  4  show  sections  through  the  gear  case.  As  indicated, 
both  shafts  are  mounted  on  ball  bearings  and  end-thrust  ball 
bearings  take  care  of  the  thrust  on  the  worm  and  wormwheel. 
All  the  worms  were  made  of  machinery  steel,  case-hardened,  and 
the  wormwheels  of  phosphor  bronze. 
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8  The  first  worm  and  Avlieel  tested  are  shown  in  Fig.  5,  and 
are  similar  to  those  used  for  driving  the  spindle  on  the  Brown  & 
Sharpe  automatic  spur  gear  machines.  This  pair  of  gears  is  an 
unusual  case  of  the  worm  and  woriviwheel.  The  smaller  gear  is 
hobbed  with  a  hob  of  the  size  of  the  larger  gear,  thus  making 
possible  adjustment  of  the  larger  gear,  which  would  not  other- 
wise be  the  case.  While  in  appearance  this  gear  resembles  a 
Hindley  worm,  it  is  not  such  in  reality. 


Fig.  5     First  Worm  and  Wheel  Tested 


9  Although  not  strictly  in  accordance  with  usage,  the  smaller 
gear  will  be  called  the  worm  and  the  larger  the  wormwheel  in 
the  following  description.  Figs.  5  and  6  give  the  dimensions 
and  a  good  general  idea  of  this  i)air.  The  wormwheel  was  cut 
with  the  cutter  shown,  and  the  shape  of  the  teeth  on  a  section 
through  the  worm  and  wormwheel,  parallel  to  the  axis  of  the 
worn),  is  also  shown. 

10  All  necessary  information  pertaining  to  j)airs  Nos.  2  and  3 
is  given  in  Figs.  7,  8  and  9.  The  difference  between  gears  2  and 
3  is  princi])ally  one  of  shape  of  the  worm  tlireads.  This  differ- 
ence is  clearly  brought  out  in  the  sections  of  the  worm  and  wheel 
shown  in  Figs.  10  and  11. 
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11  The  shape  of  the  (eetli  on  the  wc.iiii  in  V\g.  10  was  pro- 
duced with  a  cutter,  tiie  inchidetl  angle  of  which  was  29  deg., 
and  the  depth  of  tooth  0.570  in.  This  depth  was  based  on  the 
axial  pitch,  when  the  usual  method  on  multiple  worms  is  to  base 
the  depth  on  the  normal  pitch.  The  object  in  using  this  cutter 
was  to  obtain  as  many  teeth  as  possible  in  contact  at  one  time, 
and  also  a  shape  that  could  be  ground  with  a  straight-sided  emery 
wheel. 


-0.282 
0.3bb2 


X  T0.162S" 


H^ 


Fig.  6     No    1  Worm  and  Worm  wheel 

Wormwhecl,  Phosphor  Bronze.  No.  of  teeth,  43  L.  H.;  Pitch  diameter,  10.95; 
Out.'^ide  diameter,  11.28;  Circular  pitch,  0.800;  Angle  of  teeth  with  axis,  45  deg.; 
Normal  circular  pitch,  0.5657;  Pitch  of  cutter,  5.553;  Addendum,  0.1628  (not 
standard);  Thickness  of  tooth,  0.282;  Whole  depth,  0.3882;  Included  angle  of 
cutter,  45  deg. 

12  The  teeth  of  the  worm  in  Fig.  11  were  cut  with  a  cutter 
shaped  as  shown,  which  is  an  arbitrary  shape  made  to  produce 
at  one  instant  the  greatest  effective  breadth  possible,  as  shown 
in  the  figure. 

13  In  conducting  the  trials  the  load  was  maintained  at  the 
desired  point  by  one  observer  who  adjusted  the  brake.  Readings 
were  then  taken  on  the  transmission  instrument  by  two  independ- 
ent observers.     The  speed  of  the  motor  was  observed  in  each 
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case  and  from  this,  knowing  the  gear  ratio,  all  the  other  speeds 
were  easily  computed.  Temperatures  were  taken  immediately 
following  each  series  of  observations. 

14  For  purposes  of  comparison  a  series  of  trials  was  run  on 
a  pair  of  bevel  gears,  the  principal  dimensions  of  which  are 
shown  in  Fig.  12.  Table  1  is  a  record  of  one  set  of  observations 
typical  of  the  series.    Table  2  is  a  summary  of  the  results  of  all 


Fig.  7    Nos.  2  and  3  Worm  and  Wormwheel 

Worm  wheel,  phosphor  btonze;  Number  of  teeth,  40;  Pitch  diameter,  10.5704; 
Throat  diameter,  10.9964;  Circular  pitch,  0.8302;  Angle  of  teeth  with  axis, 
38°  16'  5";  Normal  circular  pitch,  0.6518;  Pitch  of  cutter,  4.8196;  Addendum, 
0.213;  Thickness  of  tooth,  0.3568;  Whole  depth,  0.4586;  Worm:  Aurora  Steel, 
Case-Hardened ;  Number  of  teeth,  9;  Pitch  diameter,  3.015;  Outside  diameter, 
3.441;  Circular  pitch,  1.0524;  Angle  of  teeth  with  axis,  51°  43'  55";  Thickness  of 
tooth,  0.295;  Lead,  7.4719;  Ratio  of  Wheel  to  Worm,  40  to  9. 

the  trials,  and  the  curves  of  Fig.  13  show  in  graphic  form  the 
average  efficiency  of  the  different  gears  at  the  various  loads  and 
speeds. 

15  In  conjunction  with  the  efficiency  trials  a  series  of  runs 
was  made  to  determine  the  heating  effect  due  to  continuous  run- 
ning.    In  these  trials,  which  were  in  effect  endurance  tests,  a 
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Fig.  8     No.  2  Worm  and  VVormwheel 


Fig.  9     No.  3  Worm  and  Wormwheel 
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Figs.  10  and  11     Section  of  Nos.  2  and  3  Worm  and  Wormwheel 


«5 


Fig.  12     Driving  Gear  and  Pinion 

Driving  Pinion,  5  Per  Cent  Nickel  Steel,  Case-Hardened ;  Pitch,  5;  Number  of 
teeth,  14;  Angle  of  edge,  15°  4';  Angle  of  face,  71°  5';  Outside  diameter,  3.3359. 
Driving  gear,  5  per  cent  nickel  .steel,  case-hardened;  Pitch,  5;  Number  of 
teeth,  52;  Angle  of  edge,  74°  56';  Angle  of  face,  13°  47';  Outside  diameter,  10.4627. 
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constant  load  was  transmitted  through  the  gearing  and  the  tem- 
perature of  the  oil  in  the  gear  case  and  the  temperature  of  the 
room  noted  at  frequent  intervals. 

16  From  these  observations  it  was  found  that  at  the  begin- 
ning of  the  run  the  oil  temperature  rose  rapidly  and  somewhat 
irregularly.  As  the  run  continued,  however,  the  rise  became 
much  more  gradual  and  regular.    In  the  runs  where  the  smaller 

Heat  Curves 
No.  1  Wonn  Gciu'-  Direct  Speed 
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amounts  of  power  were  transmitted  a  point  was  reached  where 
the  temperature  remained  constant.  This  indicated  that  radia- 
tion was  sufficient  to  carry  away  the  heat  due  to  power  lost 
through  friction  in  the  gearing,  or  in  other  words  that  the  gears 
would  run  indefinitely  at  the  load.  The  heat  curves  of  the  No.  1 
worm  and  gear  are  shown  in  Fig.  14. 

17  The  higher  loads  indicated  were  abnormal  for  the  gears 
under  consideration  and  would  not  occur  in  any  use  to  which  the 
gears  would  normally  be  put.  The  fact  that  these  trials  con- 
tinued for  from  60  to  80  minutes  without  failure  indicates  that 
the  structure  is  both  strong  and  enduring  and  that  should  such 
temperatures  be  reached  for  any  accidental   reason  the  gears 
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would  not  be  destroyed.  The  result  of  the  trials  was  of  particu- 
lar interest  because  of  the  very  high  efficiency  and  carrying  ca- 
pacity of  the  gears  tested. 

18  Every  possible  precaution  was  taken  to  secure  accuracy  in 
the  results,  and  the  high  degree  of  accuracy  obtained  is  due 
largely  to  the  skill  and  care  of  Mr.  B.  F.  Waterman  of  the  Brown 
&  Sharpe  Manufacturing  Company,  under  whose  personal  super- 
vision the  apparatus  was  erected  and  all  the  trials  were  con- 
ducted. 

DISCUSSION 

Elmer  A.  Sperry.  Question  was  raised  as  to  the  correctness 
of  the  evidence  contained  in  the  paper  that  the  coefficient  of  fric- 
tion decreases  with  increase  of  pressure.  Within  the  past  year 
the  writer  has  conducted  some  interesting  experiments  on  two 
large  gyroscopas  with  oil  bearings  and  running  up  to  about  50 
ft.  per  sec.  w^ith  loads  varying  through  a  range  of  about  3000  per 
cent  upon  the  lower  half  of  tlie  bearing  and  more  than  this  on  the 
upper  half.  Upon  the  lower  half  of  the  bearing  the  actual  load 
ranged  ai)proxiniately  from  2200  lb.  to  G5,000  lb.,  whereas  on  the 
upper  half  of  the  bearings  the  load  varied  from  zero  to  00,000  11). 
This  pressure  could  be  applied  at  Avill,  practically  rising  and 
falling  in  the  form  of  a  sine  curve  between  the  minimum  and 
maximum. 

The  coefficient  at  gravity  load  was  about  0.008,  and  for  the 
highest  load  al)out  0.0036  to  0.004,  as  nearly  as  it  could  be  deter- 
mined. The  writer's  experience  has  invariably  been  that  as  the 
pressure  would  increase  the  coefficient  would  come  down  under 
the  conditions  named,  the  apparent  range  being  somewhat  in 
excess  of  100  per  cent.  The  results  being  entirely  concordant 
and  dealing  as  they  did  with  large  quantities,  they  may  be  con- 
sidered as  relial)le  and  possibl}'  contributing  further  to  our 
knowledge  on  this  extremely  important  subject. 

Regarding  IVIr.  Kent's  remarks  on  the  influence  of  the  area  of 
contact  up(m  the  coefficient  of  friction,  is  it  not  possible  that 
the  efficiency  would  be  quite  independent  of  the  area  actually 
involved?  For  instance,  in  the  journals  above  referred  to,  which 
were  ordinary  oil  l)earings  provided  with  excellent  oil  circula- 
tion employed  for  the  twofold  reason  of  lubrication  and  cooling, 
it  was  observed  that  after  100,000  precessions  of  these  gyros, 
involving  very  heavy  j>ressures  on   fhc  journals,  tlierc  was  an 
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entire  lack  of  evidence  of  metallic  contact,  or  that  only  a  small 
portion  of  the  entire  area  had  ever  been  involved  in  sustain- 
ing these  loads.  For  instance,  one  photographic  record  shows 
that  only  about  20  per  cent  of  the  projected  area  had  ever  been 
employed  in  the  actual  work  as  the  original  tool  marks  are  pres- 
ent over  the  remaining  surfaces. 

W.  C.  Marshall.  I  would  ask  why  the  efficiency  increases 
with  the  increase  of  load  and  speed,  and  why  it  is  greater  on 
the  first  and  second  speeds  than  on  the  direct  drive.  In  the  case 
of  first  and  second  speeds  other  gears  are  introduced  and  the 
efficiency  should  be  less.  In  some  cases  it  is  greater  with  other 
gears  introduced  than  with  the  direct  drive.  The  rubbing  veloc- 
ity at  lower  speeds  is  less,  but  Mr.  H.  Kerr-Thomas  of  the  Fierce- 
Arrow  Company  definitely  states  that  in  all  his  tests  the  effi- 
ciency does  not  vary  appreciably  between  low  and  high  speed 
with  varying  loads.  The  efficiency  depends  on  the  frictional 
resistance  which  varies  with  the  square  root  of  the  velocity,  and 
inversely  as  the  pressure  on  the  teeth.  With  an  increase  of 
pressure  on  the  teeth  and  the  velocity  uniform  there  would  be 
a  reduced  coefficient  of  friction.  But  if  the  velocity  is  increased 
and  the  pressure  uniform  the  numerator  of  the  frictional  coeffi- 
cient will  be  increased  and  consequently  the  resistance.  If  both 
quantities  are  varied  (the  denominator  and  the  numerator),  the 
result  will  remain  nearly  constant.  Of  course,  this  does  not 
apply  to  extremely  high  speeds. 

In  the  author's  tests,  however,  the  efficiency  decreases  in  several 
cases  with  increase  in  load  and  speed,  which  I  do  not  understand. 
It  seems  to  point  to  the  destructive  coefficient  which  comes  into 
play  at  high  speeds  and  large  loads.  This  coefficient  is  the  prod- 
uct of  the  pressure  and  the  velocity  and  the  tendency  is  for  it 
to  cause  heating.  This  is  shown  in  these  experiments,  as  the  oil 
becomes  thinner  and  allows  metallic  contact,  which  reduces  the 
efficiency. 

It  seems  to  me  that  the  coefficient  of  friction  in  these  experi- 
ments is  rather  high  for  a  large  load,  as  indicated  by  the  rising 
temperature  ojf  the  oil,  and  I  have  made  one  or  two  calculations 
to  find  out  what  this  coefficient  was,  taking  the  figures  given  in 
the  first  line  of  Table  1.  From  the  specific  heat  of  the  oil,  the 
weight  of  the  oil,  and  the  number  of  heat  units  given  to  this  oil 
in  0  minutes,  I  find  131  B.t.u.  were  given  to  the  oil  in  1  minute. 
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Substituting  that  in  the  expression  //  =  — for  heat  units  in 

terms  of  the  pressure,  coefficient  of  friction,  velocity  and  Joules' 
equivalent,  the  coefficient  of  friction  conies  out  as  0.033.  Work- 
ing with   that  coefficient,  which   is  rather  large,  the  efficiency 

of  these  gears  would  figure  out  as  93  per  cent  E  = _ -• 

1  -|-  /i,  tan  a 

It  did  not  figure  out  anywhere  near  93  per  cent  in  this  case.  If 
Unwin's  recommendation  for  the  coefficient  of  friction  =  0.002 
is  used  in  such  cases,  the  efficiency  will  be  in  the  neighborhood 
of  0.996.  Mr.  Thomas  uses  the  same  one  in  making  calculations 
on  worm  gears,  in  which  case  the  efficiency  comes  out  at  0.996 
per  cent,  which  is  a  great  deal  higher  than  any  of  the  experi- 
ments shown  in  the  paper.  The  angle  a  or  the  helix  angle  is 
38  deg. 

Bevel  gears  afford  such  a  high  efficiency  that  it  does  not  seem 
at  all  advantageous  to  use  worm  gears  in  driving  automobiles 
imless  the  noise  is  a  consideration.  I  w'ould  like  to  know  if  there 
was  noise  in  connection  with  the  test  on  bevel  gears.  That  is  an 
iu)portant  point,  especially  if  there  is  any  resonant  quality  to 
the  support. 

In  a  test  made  on  worm  gears  by  Frank  Burgess  a  curve  of 
efficiencies  is  given  which,  using  small  h.p.,  runs  almost  in  a 
straight  line  from  1  h.p.  up  to  3  h.p.,  where  the  efficiency  is  93 
per  cent,  then  rises  in  the  case  of  4  h.p.  to  95  per  cent,  and  then 
begins  to  drop  at  a  steady  rate  to  91  per  cent  at  8  h.p.  Professor 
Kenerson's  experiments  do  not  show  anything  like  this.  There 
is  no  drop ;  always  a  rise.  But  there  must  be  a  point  where  the 
drop  takes  place,  and  I  would  like  to  see  some  results  to  show  it. 
The  automobile  transmission  is  important  and  it  should  be  ascer- 
tained where  the  efficiency  decreases.  Also  there  must  be  high 
efficiency  at  low  speed,  since  nine-tenths  of  the  time  automobiles 
are  running  under  reduced  power,  and  if  the  efficiency  is  very 
low  it  does  not  pay  to  use  w'orm  gearing. 

Mr.  Kerr-Thomas  has  proved  that  under  certain  conditions, 
such  as  truclving,  the  efficiency  is  just  as  high  at  low  speeds  as 
at  high.  Professor  Kenerson  does  not  agree  with  him  at  all,  and 
I  would  like  to  get  an  expression  of  opinion  from  other  members 
of  the  Society  in  regard  to  this  point. 
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Wii.MAM  Kent  said  he  would  like  J'rofessur  Kenersoii  to  give 
some  theoretical  reason  why  at  uniform  speed  of  rotation  and 
increasing  ])ressures,  and  consocjm'utly  increased  horsepower,  the 
efliciencv  increases.  It  might  he  possihle  in  starting  on  h)W  speeds 
where  the  worm  gears  were  imperfectly  polished,  that  they  were 
not  as  smooth  as  they  should  be  and  that  the  viscosity  of  the  oil 
was  greater  at  the  low  tem[)eratures,  but  it  is  improbable  that 
either  of  these  causes  would  be  sutficient  to  account  for  the  lower 
efficiency  at  low  pressures. 

In  regard  to  calculating  the  coefficient  of  friction,  Mr.  Kent 
saw  no  way  that  it  could  be  done,  because  it  was  impossible  to 
calculate  the  area  of  the  surface  that  is  subjected  to  pressure,  that 
is,  the  area  of  contact. 

L.  B.  Taylor.  Mr.  Kent  called  attention  to  the  fact  that  the 
coefficient  of  friction  has  usually  been  considered  to  increase  with 
the  increasing  specific  pressure,  Avhile  the  experiments  in  question 
indicate  the  reverse. 

The  laws  governing  copiously  lubricated  surfaces,  as  deter- 
mined by  Petroff  and  given  in  the  HiUte,  1011  edition.  Vol.  1, 
Page  244,  are  as  follows : 

The  coefficient  of  friction  varies 

a  directly  as  the  coefficient  of  the  internal  friction  of  the 

oil  used  at  the  teni])erature  prevailing 
h  directly  as  the  relative  vekicity  of  the  rubbing  surfaces. 
On  the  other  hand  the  coefficient  varies 

c  inversely  as  the  actual  mean  thickness  of  the  layer  of 

oil  betAveen  the  rubbing  surfaces 
d  inversely  as  the  specific  pressure  exerted  between  the 

contact  surfaces 
e  at  constant  temperature  the  thickness  of  the  layer  of  oil 
is  inversely  proportional  to  the  square  root  of  the 
specific  loading  of  the  surfaces  in  contact. 
Since  these  laws  were  discovered  the  specific  pressure  allowed 
on  steam  turbine  bearings  has  been  increased  50  per  cent. 

The  AuTiioif.  Keferring  to  Professor  Marshall's  remarks,  his 
understanding  that  the  use  of  speed  gears  will  affect  the  efficiency 
is  incorrect.  The  dynamometer  is  placed  between  the  change 
gears  and  the  gear  under  test. 

In  comparing  the  results  of  the  Burgess  test  with  those  under 
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considenition,  it  should  bo  bonie  in  iiiiiul  that  the  gears  were 
tested  under  very  light  k)ads.  Mr.  Kerr-Tlionuis'  statement 
that  under  certain  conditions,  such  as  trucking,  efficiency  is  as 
high  at  low  speeds  as  at  high,  undoubtedly  refers  not  alone  to 
the  worm  gearing  but  to  the  whole  mnchinc. 

This  statement  is  undoubtedly  true  because  of  the  fact  that 
the  power  lost  in  the  tires  of  an  automobile  is  much  in  excess 
of  that  lost  in  the  transmission,  and,  of  course,  decreases  with 
the  speed.  The  question  raised  l)y  both  Professors  Marshall  and 
Kent  regarding  the  decrease  in  coeflicient  of  friction  with  the 
increased  load  is  referred  to  and  answered  l)y  others  in  the  dis- 
cussion. 

There  are  so  many  factors  to  be  considered  that  T  believe  it 
impossible  to  calculate  a  coefficient  of  friction  as  suggested  by 
Professor  Marshall. 

Professor  Kent's  question  regarding  the  reason  for  increased 
efficiency  with  the  load  is  answered  by  the  fact  that  the  friction 
does  not  increase  dii-ectly  with  the  horsepower. 
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Bt  Marcus  T.  Lothrop,  Canton,  Ohio 
Junior  Member  of  the  Society 

During  the  last  decade  the  better  understanding  of  the  consti- 
tution ol  ferrous  alloys  and  the  improvement  in  apparatus  have 
led  to  great  advances  in  the  commercial  heat  treatment  of  steel. 
The  progressive  manufacturer  today  carefully  inspects  the  steels 
as  received  and  before  he  allows  them  to  enter  his  shop  knows 
their  composition  and  their  physical  condition.  After  the  raw 
material  is  fabricated  into  finished  parts,  these  parts  are  heat 
treated  to  show  the  desired  physical  properties.  This  opera- 
tion of  heat  treatment  must  be  conducted  with  certainty  and 
uniformity  and  an  inspection  of  existing  conditions  indicates 
that  the  uniformity  is  much  greater  when  the  manufacturer 
does  not  change  the  composition  of  the  metal  being  heat  treated. 
Case  carbonizing,  however,  requires  that  the  carbon  content  of 
the  material  on  the  surface  be  increased  while  the  original  com- 
position of  the  material  in  the  interior  is  retained.  The  opera- 
tion requires  that  the  user,  in  a  sense,  make  his  own  steel  and 
the  details  of  the  operation  must  be  understood  to  the  end  that 
the  operation  may  be  conducted  with  the  minimum  cost  and 
with  the  maximum  certainty  and  that  variations  and  irregulari- 
ties shall  not  creep  into  the  product. 

2  The  investigations  indicate  that,  commercially,  the  case- 
carbonizing  operation  can  be  performed  in  such  a  manner  that 
the  final  result  will  be  absolutely  uniform  and  that  the  ad- 
vantages which  accrue  from  case  carbonizing  represent  the  most 
efficient  manner  of  obtaining  the  desired  physical  properties  in 
many  constructions.  It  was  with  the  object  of  pointing  out  the 
causes  of  and  the  results  effected  by  irregularity  and  the  means 
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uiid  i)recautions  which  must  be  employed  to  produce  uniformity, 
that  these  researches  were  undertaken. 

3  The  following  points  were  studied: 

a     The  effect  of  the  composition  of  the  steel  on  the  rate 
and  depth  of  carbonization. 

h     The  effect  of  heat  treatment  on  case-.carbonized  steel. 

c    The  effect  of  time  on  the  rate  and  depth  of  carboniza- 
tion. 

d     The  effect  of  temperature  and  of  composition  of  the 
steel  on  the  depth  and  nature  of  carbonization. 

e     The     efficiency     of     various     commercial     carbonizing 
nuiterials. 

/     The  etfect  of  depth  of  case  carbonizing  on  the  physical 
properties  of  the  finished  materials. 

g     The  conmiercial  thermal  conductivit}'  of  the  various 
case-carbonizing  uaterials. 

h     The   efficienc}^   of  copper   plating   in   preventing  car- 
bonization. 
The  materials  used  are  summarized  in  Table  1. 

EXPERIMENT  NO.  1 

THE  EFFKfT  OF  HEAT  TREATMENT  IN  CASE-CARBONIZING 
STEELS  (TABLES  12-21) 

4  The  determination  of  a  test  method  which  would  indicate 
the  physical  properties  of  the  metal  tested  required  considerable 
trial.  A  case-carbonized  piece  of  metal,  consisting  of  a  hard 
exterior  and  a  soft  and  tough  interior,  is  so  dual  in  its  phj^sical 
characteristics  that  tensile  tests  are  not  adequate.  This  is  due 
to  the  fact  that  when  the  case  which  is  hard  and  brittle  fails, 
the  pull  is  suddenly  applied  to  the  reduced  section  of  the  core 
and  causes  it  to  fail  so  quickly  that  the  expected  ductility  of 
the  material  fails  to  appear. 

5  The  test  finally  decided  upon  was  a  transverse  test  which 
has  the  advantage  of  approaching  the  condition  of  stress  gener- 
ally encountered  in  service.  The  test  piece  adopted  was  V2  i^- 
round,  12  in.  long,  with  10  in.  between  supports,  loaded  at  the 
center.  A  round  section  gives  a  case-carbonized  zone  of  uniform 
depth  in  all  parts  and  for  this  reason  is  superior  to  the  flat 
section  which  has  excessive  depth  in  the  corners.  The  10-in. 
center  to  center  distance  between  supports  allows  loads  large 
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enough  to  be  ineiisured  accurately  and  gives  a  dellection  at  rup 
ture  great  enough  to  be  easily  measured.    By  means  of  this  test, 
pieces  of  the  same  material  and  heat  treated  in  identically  the 
same  way  give  results  for  strength  and  toughness  which  check 
closer  than  by  any  other  method  tried. 


HEAT   TREATMENT    IMiyillOU 


G     These  test  pieces  were  packed  in  wrought-iron  pots  23  in. 
long  by  5  in.  round,  with  0.'25  in.  walls,  so  that  each  was  1  in. 


TABLE   1      MATERIALS  USED 


No. 

C 

Si 

Mn 

P 

S 

Cr 

Ni 

V 

2 
3 
4 
5 

0. 15%  C  basic  open  hearth 

0.20%  C  basic  open  hearth 

0.25%  C  basic  open  hearth 

0. 10%  C  Halcomb  electric  furnace 

0.15 
0.20 
0.25 

0.10 

0.15 

0.20 

0.25 

0.31 

0.20 

0.49 

0.48 

0.02 
0.02 
0.04 

0.13 

0.09 

0.18 

0.21 

0.18 

0.13 

0.15 

0.16 

0.68 
0.66 
0  61 

O.CG 

0.70 

0.69 

0,74 

0.70 

0.50 

0.80 

0.44 

0.054 
0.038 
0.038 

O.OIO 

0.009 

0.007 

0.009 

0.009 

0.009 

0.009 

0.009 

0.043 
0.044 
0.046 

0  025 

0.013 

0.013 

0.009 

0.010 

0.010 

0.021 

0.009 

1.00 
1.18 
0.98 

3.60 
3  54 
3.59 
3.55 
3.70 

2.02 

6 

0. 15%  C  Halcomb  electric  furnace 

0.20%  C  Halcomb  electric  furnace 

8 

0.25%  C  Halcomb  electric  furnace 
nickel  steel 

9 

0.31%  C  Halcomb  electric  furnace 

10 
U 
12 

0.20%  C  Halcomb  electric  furnace 
chrome  vanadium  steel 

0.50%  C  Halcomb  electric  furnace 
chrome  vanadium  steel 

0.50%  C  Halcomb  electric  furnace 

0  15 
0.19 

from  the  inside  wall  of  the  pot  and  1  in.  from  each  other.  Case- 
carbonizing  compound  No,  V  was  used  in  this  experiment.  The 
precaution  of  having  everything  clean  and  dry  and  the  pots  well 
and  uniformly  tamped  down  was  carefully  observed,  and  identi- 
cal conditions  of  rate  of  heating,  cooling  and  temperature  main- 
tained. The  temperature  was  1700  deg.  fahr.  with  a  variation  of 
not  greater  than  plus  or  minus  15.  The  test  pieces  after  case 
carbonizing  were  cleaned  and  reheated  in  a  neutral  atmosphere 
to  the  temperatures  given  in  Tables  12-121,  Appendix  No.  1, 
which  are  correct  to  plus  or  minus  10  deg.  fahr.    Table  2  sum 

'  Thr  analysp.s  of  thes^c  and  other  rompounds  are  given  in  Table  7 
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mtiiizes  the  results  due  to  reheating  and  annealing,  showing 
the  increases  in  strength  and  toughness.  Table  3  gives  the  tem- 
peratures at  which  the  case  ceases  to  be  file  hard  as  a  result  of 
drawing.  All  the  tests  recorded  in  the  tables  are  the  average  of 
closely  agreeing  duplicates,  and  were  made  <^)n  test  pieces  whicli 
after  heat  treatment  were  file  hard. 

GENERAL    CONCLUSIONS.    EXPERIMENT     NO.   1 

7  A  study  of  the  tables  leads  to  the  following  conclusions: 
a  Strength  and  toughness  decrease  with  increasing  depth 
of  case.  This  is  important  commercially  for  with  a 
certain  steel  and  a  certain  heat  treatment  uniformity 
of  strength  and  toughness  is  impossible  if  the  depth 
of  case  varies. 

TABLE  3     EFFECT  OF  DRAWING  IN  CASE-CARBONIZED  STEELS 


Temperatu 

re 

at  which  Case  Ceases 

No. 

Steel  No.  and  Grade 

to 

be 

G 

ass  Hard,  deg.  fahr. 

1 

1 — .10  per  cent — C — Bessemer 

425 

2 

2— .15  per  cent— C— 0.  H. 

425 

3 

3— .20  per  cent— C— 0.  H. 

425 

4 

4 — .25  per  cent— C— 0.   H. 

425 

5 

6— .10  per  cent— C— E.  F.  Ni. 

425 

6 

6— .15  per  cent— G— E.  F.  Ni. 

425 

7 

7— .20  per  cent— C— E.  F.  Ni. 

425 

8 

8— .25  per  cent— C— E.  F.  Ni. 

425 

0 

9 — .30  per  cent — C — E.  F.  Ni. 

425 

10 

10— .20  per  cent— C— E.  F.  Cr.  V. 

450 

The  temperatures  are  such  that  the  case  can  just  be  touched  with  a  new  fine  file. 

h  The  critical  depth  of  case  at  which  maximum  brittle- 
ness  and  minimum  strength  occur,  depends  upon  the 
initial  carbon  content  of  the  steel  which  is  case  car- 
bonized. The  higher  the  original  carbon  content,  the 
smaller  the  ratio  of  depth  of  case  to  diameter  of  core 
at  the  point  where  this  brittleness  occurs.  The  com- 
mercial importance  of  this  point  is  that  the  manu- 
facturer using  the  steel  for  case  carbonizing  should 
know  its  composition  and  should  vary  the  depth  of 
the  carbonizing  effect  as  demanded  by  the  composi- 
ti(m  of  the  metal  being  used. 
(;     Strength  and  toughness  increase  with  double  heat  treat- 
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iiient  This  result  is  to  be  expected,  for  the  dual 
nature  of  case-carbonized  steel  requires  two  thermal 
treatments   properly   to   refine   the   composite   metal, 

d  Strength  and  toughness  increase  when  the  temper  is 
drawn  at  380  deg.  fahr.  This  operation  does  not  de- 
crease the  hardness  but  relieves  in  a  greater  or  less 
degree  the  strains  set  up  in  hardening  and  makes  for 
uniformity  as  well  as  more  pronounced  physical 
properties. 

e  Annealing  after  case  carbonizing  is  a  doubtful  opera- 
ti(m.  The  physical  improvement  with  single  heat 
treatment  may  be  obtained  by  resorting  to  double  heat 
treatment,  for  the  results  will  be  better  and  the  time 
consumed  in  the  operation  much  shorter.  Annealing 
does  not  improve  the  double  heat  treated  pieces  and 
may  even  cause  loss  of  strength  and  toughness,  due 
to  the  decarbonization  which  may  take  place.  An- 
nealing is  not  to  be  recommended. 

/  'J'he  case-carbonized  steel  will,  with  either  double  or 
single  heat  treatment,  become  file  hard  at  tempera- 
tures too  low  for  the  best  development  of  the  maxi- 
mum sti-ength  and  toughness.  Althougli  seemingly 
paradoxical,  the  dual  nature  of  the  steel  after  case 
carbonizing  will  explain  this  established  fact,  when 
one  recalls  that  the  transformations  of  the  exterior 
are  first  completed  at  low  temperatures,  and  that 
those  of  the  interior  are  last  completed  at  higher 
temperatures. 

g  All  steels  lose  their  file  hardness  when  drawn  at 
425  deg.  fahr.,  save  chrome  vanadium  which  loses  it 
at  4.50  deg.  fahr. 

h  The  ideal  heat  treatment  for  a  case-carbonized  steel 
may  be  assumed  to  be:  Case  carbonize  to  the  thinnest 
possible  depth  of  case  demanded  b}-  the  conditions 
of  service;  reheat  for  the  core;  quench  in  a  suitable 
fluid;  reheat  for  the  case;  quench  in  a  suitable  fluid; 
draw  the  temper  as  far  as  the  conditions  of  service 
will  permit. 

i  Case-carbonized  steel  parts,  such  as  gears,  etc.,  may 
be  stronger,  tougher  and  harder  than  similar  parts 
made  from  oil-hardened  steels. 
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EXPERIMENT  NO.  2 

MICKOSCOriC   EXrKKIMENT   ON   THE    EFFlXri'   Ul"    IlKAT   TllEAT 
ME.NT  AFTER   CASE   CAliBOXIZING 

8  The  object  of  this  experiment  was  to  deteiiniiie,  if  pos- 
sible, the  foiistitutional  tlitl'ereiice  between  a  case-i'arb(  nized  bar 
of  steel  which  had  received  a  single  heat  treatment  (reheating 
being  a  compromise,  in  that  the  temperature  selected  may  be  a 
little  too  high  for  the  best  refinement  of  the  carbonized  zone,  and 
a  little  too  low  for  the  best  refinement  of  the  core),  and  a  piece 
of  the  same  metal  carbonized  in  the  same  mannei-  which  iiad 
received  a  double  heat  treatment,  the  first  reheating  designed 
to  be  the  best  possible  for  the  interior  or  the  cure  and  the 
second  reheating  designed  to  be  the  best  possible  for  the  case  or 
carbonized  zone. 

9  Steels  Nos.  3,  7  and  10  were  case  carbonized  at  loOO,  1400, 
1500,  1600  and  1800  deg.  fahr.,  and  were  treated  with  the  best 
single  and  double  heat  treatments  as  detailed  in  Experiment 
No.  1.  The  specimens  were  etched  for  10  seconds  in  a  1  pei' 
cent  nitric  acid  solution.  All  specimens  were  martensitic  with 
double  heat  treatment. 

a  The  martensite  was  easily  distinguished  in  steel  No.  ?. 
(0.20  per  cent  carbon  open  hearth)  at  100  diameters 
magnification. 

h  The  martensite  was  distinguished  with  ditliculty  in  the 
No.  7  steel  (0.20  per  cent  carbon  electric  furnace 
nickel  steel)  at  100  diameters  magnification. 

c  The  martensite  was  not  distinguishai)le  in  steel  No. 
10  (0.20  per  cent  carbon  chrome  vanadium  steel) 
at  100  diameters  magnification.  Martensite  was 
barely  distinguishaijle  in  this  steel  at  -100  diameters 
magnification. 

10  With  single  heat  treatment 

a  The  martensite  was  very  easily  distinguished  in  the 
No.  3  steel  at  100  diameters  magnification. 

h  The  martensite  was  easily  distinguished  in  the  No.  7 
steel  at  100  diameters  magnification. 

c  The  martensite  was  just  barely  distinguishable  in  the 
No.  10  .steel  at  100  diameters  magnification.  At  400 
diameters  the  martensite  with  this  steel  was  easily 
distinguished. 


946  CASE    CARBONIZING 

11  The  results  of  this  experiment  indicate  that  the  double 
heat  treatment  increases  the  strength  and  toughness  of  case- 
carbonized  steels  due  to  the  smaller  and  finer  martensitic  struc- 
ture developed. 

EXPERIMENT  NO.  3 

THE    EFFECT    OF   TEMPERATURE    USED    IN   CASE    CARBONIZING 

12  The  object  of  this  experiment  was  to  determine  the  lowest 
temperature  at  which  case  carbonizing  begins;  the  lowest  tem- 
perature with  each  of  the  three  different  types  of  case-carboniz- 
ing steels  (straight  carbon  and  alloy,  all  of  the  same  carbon 
content)  at  which  it  might  be  most  efficiently  conducted  in 
practice;  and  the  best  temperature  for  the  case  carbonizing  of 
steel. 

13  The  following  steels  were  used: 

a    No.  3      0 .  20  per  cent  carbon  open-hearth  carbon  steel 

6     No.  7      0 .  20  per  cent  carbon  electric  nickel  steel 

c     No.  10    0 .  20  per  cent  carbon  electric  chrome  vanadium  steel 

14  The  test  pieces  were  1/2  in.  round  and  6  in.  long,  properly 
numbered  for  identification;  three,  one  of  each  grade  of  st^el, 
were  packed  in  a  pot  for  each  run.  The  pot  used  in  this  experi- 
ment was  made  of  wrought  iron  4  in.  round  and  8  in.  long  with 
i/4-in.  wall.  A  solid  steel  plug  was  welded  into  one  end,  and 
the  other  end  was  fitted  with  a  removable  sheet-steel  cover  which 
was  drilled  in  the  middle  with  a  hole  large  enough  to  accommo- 
date the  electro-thermo-couple  protection  tube.  The  test  pieces 
were  placed  in  the  pot,  equally  spaced  about  the  electro-quartz 
protection  tube  in  the  center  and  packed  tightly  in  case-carboniz- 
ing compound  No.  1.  All  heating  was  done  in  a  gas-fired  muffle 
furnace.  Temperature  readings  of  the  furnace  temperature  and 
the  inside  temperature  of  the  pots  were  taken  every  15  minutes. 
Standardized  platinum  platinum-rhodium  thermo-couples  were 
used.  Six  runs  of  5  hours  each  at  a  definite  temperature  were 
made,  using  the  same  apparatus  and  procedure.  The  six  runs 
were  at  the  following  temperatures  in  deg.  fahr. : 


No  1 

1300 

1400 

No  3 

1500 

No.  5 

No.  6 

1700 

No.  2 

No.  4 

1600 

1800 

15     The  furnace  was  started  cold  in  each  case  and  time  was 
counted  from  the  moment  the  pot  couple  showed  a  temperature 
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inside  the  pot  corresponding  to  the  temperature  for  which  the 
run  was  intended.  After  this,  the  pot  temperature  was  main- 
tained as  close  as  possible  to  this  point  for  an  uninterrupted 
period  of  5  hours,  at  the  end  of  which  time  the  pot  couple  was 
removed,  the  pots  pulled  from  the  furnace  and  allowed  to  become 
cold. 

16  The  temperature  records  of  this  series  of  experiments  are 
given  in  Tables  22-27  of  Appendix  No.  2.  Following  these  tables 
in  the  same  appendix  is  a  detailed  analysis  of  the  microscopic 
examinations  of  the  various  test  pieces  after  being  subjected  to 
the  heat  treatment  and  specimen  microphotographs  are  repro- 
duced in  Figs.  18  to  30,  shown  full  size. 

17  The  conclusions  to  be  drawn  from  this  analysis  follow 
herewith,  together  with  a  tabulated  statement  (Table  4)  of 
the  thicimess,  in  millimeters,  of  the  zone  of  excess  cenientite,  of 
the  eutectic,  of  the  gradation  zone  and  the  total  penetration  of 
carbon  in  millimeters  for  the  different  steels. 

CONCLUSIONS     FROM     MICROSCOPIC     INVESTIGATION     OF     OPBN-HBARTH 
STEELS  CASE  CARBONIZED  AT   1300  TO  1800  DEG.   FAHR. 

18  In  the  specimen  treated  at  1300  deg.  fahr.  a  small  zone  of 
carbonization  was  clearly  separated  from  the  interior  material 
having  a  great  number  of  penetrating  bands  containing 
the  so-called  nitrides  in  very  minute  needles.  In  the  gradation 
zone  these  nitrides  appeared  in  large  quantities  in  larger  needles. 

19  In  the  specimen  treated  at  1400  deg.  fahr  the  carbonized 
zone  was  slightly  thicker  and  the  gradation  zone  larger,  giving 
a  more  gradual  division  between  the  carbonized  and  interior 
material.  The  penetrating  bands  were  present  as  before  in  large 
numbers.  Nitrides  were  still  present  inside  the  eutectic  zone,  but 
not  in  such  great  numbers  as  in  the  first  specimen. 

20  In  the  specimen  treated  at  1500  deg.  fahr.  the  carbon 
penetration  was  slightly  deeper,  and  a  zone  of  excess  cementite 
was  found  on  the  outside,  which  appeared  as  large  irregular 
areas  and  as  polygonal  outlines.  No  nitride  needles  of  any  kind 
were  visible. 

21  The  specimens  treated  at  1600  deg.  fahr.  and  1700  deg. 
fahr.  showed  still  deeper  penetration  of  carbon,  greater  excess. 
of  cenientite,  and  a  larger  number  of  cementite  needles. 

22  At  1800  deg.  fahr.  there  was  a  much  greater  penetration 
of  carbon  with  an  outer  zone  of  excess  cementite,  but  this  cement- 
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ite  did  not  occur  in  polygonal  outlines,  except  in  a  few  places. 
The  general  appearance  of  the  carbonized  zone  was  that  of  a 
eutectic,  containing  areas  of  excess  cementite,  grading  to  the 
norn;al  carbon  content  of  the  interior. 

CONCLUSIONS    FROM   MICROSCOPIC    INVESTIGATIONS    OF   NICKEL    STEELS 
CASE  CARBONIZED  AT   1300  TO   1800   DEG.   FAHR. 

23     In  this  series  there  was  a  slight  carbonization  in  the  speci- 

TABLB  4     SUMMARY  CASE-CARBONIZING  EXPERIMENT  NO.  3> 


Excess  CemeStite 

Thickness  of  Eutectic 

Tempera- 

ture. 

O.  H. 

Ni 

Cr  Va 

O.  H. 

Ni 

Cr  Va 

Deg.  Fahr. 

1100 

1200 

1300 

0.008 

trace 

0.090 

1400 

0.090 

0.009 

0.120 

0.203 

0  0.30 

1500 

0.128 

0.056 

0.285 

0.150 

0.278 

0.135 

1600 

0.135 

0.158 

0.375 

0.210 

0.390 

0.180 

1700 

0.225 

0.293 

0.465 

0.338 

0.488 

0.248 

1800 

0.293 

0.390 

0.338 

0.450 

0.390 

0.405 

Gradat 

ON   Zone 

Total  Penetration  of 

Carbon 

0.  H. 

Ni 

Cr  Va 

0.  H. 

Ni 

Cr  Va 

1100 

1200 

1300 

0.034 

0   ISO 

0  016 

0.140 

0.030 

0.180 

1400 

0  188 

0.390 

p.  300 

0.410 

0.590 

0.420 

1500 

0  420 

0  510 

0  338 

0.710 

0  830 

0.770 

1600 

0  450 

0  083 

0.278 

0.770 

0.990 

0.890 

1700 

0  000 

0  975 

0  450 

1.160 

1.500 

1  370 

1800 

0  083 

0  900 

0.675 

1.640 

2  030 

1.750 

•The  measurements  in  this  table  give  the  width  of  zones  in  millimeters. 

men  treated  at  1300  deg.  falir.  only,  and  no  penetration  bands 
similar  to  those  of  the  open-hearth  series  which  contained 
nitrides. 

24  In  the  specimen  treated  at  1400  deg.  fahr.  there  was  a 
better  penetration  of  carbon,  but  no  higher  carbon  content  on 
the  outside  than  eutectic.  Several  of  the  penetrating  bands  were 
present. 
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25  At  1500  tleg.  fahr.  there  was  a  still  greater  penetration 
of  carbon,  but  little  if  any  excesis  cenientite  on  the  outside,  and 
few  of  the  penetration  bands  were  present  in  this  specimen. 

20  In  the  IGOO  deg.  fahr.  specimen  there  was  a  normally  in- 
creasing depth  of  case,  with  a  slight  amount  of  excess  cementite 
on  the  outside  and  liands  of  i)cnetraling  material. 

27  In  the  specimen  treateil  at  1700  deg.  fahr.  there  was  still 
greater  penetration  of  carbon  and  an  increase  in  the  excess 
cementite  on  the  outside  of  the  carbonized  zone.  In  this  speci- 
men there  were  also  a  few  penetrating  bands.  The  cementite 
existed  as  crystal  boundaries  and  as  needles  in  the  crystal 
cleavages. 

28  In  the  specimen  treated  at  1800  deg.  fahr.  a  great  deal 
of  excess  cementite  was  found  on  the  outside,  as  well  as  greater 
penetration  of  carbon  and  no  penetrating  bands.  This  series 
diifered  from  the  open-hearth  series  in  that  the  excess  cementite 
and  the  excess  ferrite  in  their  respective  zones  did  not  tend  so 
uniformly  to  form  the  polygonal  outlines  as  they  did  in  the 
open-hearth  series.  Also  either  no  nitrides  were  present  in  this 
series,  or,  if  they  were  in  the  penetrating  bands,  they  were  in 
a  dirterent  form  from  any  nitrides  so  far  observed. 

CONCLUSIONS    FUO.M    MICROSCOriC     INVESTIG.VTION    OF    CHROME    VANA- 
DIUM  STEELS   CASE   CARBONIZKD   AT    1300   TO    ISOO   DEG.    FAHR. 

29  In  this  series,  the  specimen  treated  at  1300  deg.  fahr. 
showed  a  small  zone  of  carbon,  the  highest  carbon  content  on 
the  outside  being  about  eutectic. 

-30  In  the  specimen  treated  at  1400  deg.  fahr.  there  Avas  a 
very  slight  rim  of  cementite  and  pearlite  in  about  equal  amounts, 
while  at  1500  deg.  fahr.  the  e.xcess  cementite  was  found  in  two 
distinct  zones,  the  outer  zone  containing  the  cementite  in  large 
globules  intermingled  with  pearlite,  the  inner  zone  of  polygonal 
outlines  of  cementite  surrounding  pearlite  areas. 

31  At  1000  deg.  fahr.  the  cementite  appeared  in  two  zones  as 
at  1500  deg.  fahr. 

32  At  1700  deg.  fahr.  the  double  zone  appearance  of  the 
cementite  was  not  so  u'arked,  and  at  1800  deg.  fahr.  only  one 
zone  contained  the  cementite  in  polygonal  outlines.  The  poly- 
gons as  a  rule  ai)peared  to  be  larger  towards  the  inner  part 
of  the  zone. 
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GENERAL     SUMMARY     OF     THE     EFFECT     OF     TEMPERATURE     IN     CASE 

CARBONIZING 

33  The  following  is  a  general  summary  of  the  effect  of 
temperature  in  case  carbonizing: 

a  The  depth  of  case  carbonizing  effect  in  a  given  time 
increases  with  the  temperature. 

h  The  carbon  content  in  the  case-carbonized  zone  in 
a  given  time  increases  with  the  temperature.  This 
affords  the  commercial  opportunity  of  varying  the 
depth  of  case-carbonizing  effect  as  desired  by  chang- 
ing the  time,  and  of  varying  the  carbon  content  of 
the  case-carbonized  zone  by  changing  the  case-car- 
bonizing temperature.  It  is  poor  practice  to  raise  the 
temperature  of  the  case-carbonizing  operation  for  the 
purpose  of  reducing  the  time  which  the  operation 
consumes,  for  this  will  increase  the  maximum  carbon 
content  of  the  case-carbonized  zone  and  may  change 
the  character  of  the  physical  properties  of  the  finished 
product. 

c  The  minimum  temperature  at  which  uniform  penetra- 
tion of  carbon  can  be  obtained  with  case  carbonizing 
seems  to  be  1500  deg.  fahr.  With  lower  temperatures 
the  carbon  maximum  is  not  uniform  in  its  distribution 
and  the  penetration  too  slow. 

d  The  presence  of  excess  cementite  in  the  form  of  needles 
within  the  pearlite  grains,  so  conspicuous  in  nickel 
and  carbon  steels,  indicates  a  temperature  during  case 
carbonizing  which  overheats  the  metal  being  so 
treated. 

e  Nickel  steel  gives  the  greatest  total  penetration  and 
greatest  gradation  zones. 

/  Chrome  vanadium  gives  the  highest  carbon  maximum 
and  finest  grained  steel. 

g  When  case  carbonizing  is  conducted  at  1400  deg.  fahr. 
^  or  lower,  the  carbon  maximum  does  not  exceed  the 

eutectic.  As  the  case-carbonizing  temperature  in- 
creases, a  zone  of  hypereutectic  composition  develops 
which  increases  in  depth  with  the  temperature.  The 
depth  of  this  zone  becomes  important  when 
sufficient  warpage  takes  place  in  the  piece  being  hard- 
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ened  to  demand  grinding  after  the  final  heat  treat- 
ment. It  has  been  demonstrated  often  that  a  carbon 
content  of  more  than  1  per  cent  in  the  surface  of  a 
case-carbonized  part  is  undesirable  when  there  is  the 
least  shock  to  be  reckoned  with,  because  in  such  in- 
stances the  excess  of  carbon  exists  in  the  form  of 
films  of  carbide  between  the  grains  of  the  metal  which 
are  brittle  and  hard,  weakening  the  steel  and  render- 
ing it  liable  to  fail  by  ilaking  oil'  or  spawling.  There- 
fore it  would  be  inadvisable  to  select  a  practice  or 
a  material  which  produces  such  a  condition  in  the 
surface.  On  the  other  hand  if  the  carbon  percentage 
is  lower  than  0.90  to  1.00  per  cent  the  case  will  not 
show  its  maximum  hardness.  Therefore,  when  pieces 
are  to  remain  unground  practice  should  aim  at  a 
production  of  a  0.90  per  cent  carbon  surface  but  when 
a  portion  of  the  steel  is  to  be  ground  off,  after  the 
heat  treatment,  it  is  advisable  to  drive  in  an  excess  of 
carbon  so  as  to  leave  this  optimum  percentage  of 
0.9  to  1.00  per  cent  in  the  final  surface. 

h  All  carbonized  zones  widen  with  increase  of  tempera- 
ture. While  wide  gradation  zones  are  desirable  from 
the  point  of  view  of  tenacity  of  the  case  to  the  core, 
other  considerations  enter  into  the  commercial  side 
of  the  problem.  The  first  is  the  cost  of  maintaining 
the  high  heats.  The  factors  of  fuel  cost  and  increased 
furnace  up-keep  cost  at  the  upper  temperatures  are 
self-evident.  The  second  is  the  difference  in  the  na- 
ture of  the  case.  Inspection  will  show  that  at  1500 
deg.  fahr.  the  width  of  the  eutectic  zone  is  consider- 
ably greater  than  that  of  the  hypereutectic  zone  and 
the  hypoeutectic  zone  of  the  decreasing  carbon  con- 
tent is  wider  still,  which  means,  of  course,  that  the 
case  carbonizing  is  proceeding  gradually  and  that  the 
case  and  core  are  merging  into  each  other  by  gentle 
degrees.  At  1600  deg.  fahr.  the  ratio  of  the  high  car- 
bon exterior  zone  to  the  inner  zones  rises  and  at  1700 
and  1800  deg.  fahr.  the  increase  is  more  marked  still. 

The  meaning  of  all  this  is  that  as  the  temperature  goes 
up  carbon  is  forced  by  the  heat,  as  it  were,  to  rush 
into  the  surface  of  the  steel  faster  than  it  can  be 
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assiniiltitetl  by  the  adjacent  grains  and  so  the  outside 
layers  at  the  high  heats  are  gorged  with  carbon  which 
has  not  time  to  diffuse  gradually  toward  the  center 
of  the  case.  This  condition  of  affairs  is  highly  unde- 
sirable, because  the  product  then  shows  a  sharp  de- 
marcation between  case  and  core,  the  transition  from 
one  material  to  another  being  too  abrupt;  the  pro- 
perties necessarily  vary  accordingly  and  in  the  fin- 
ished piece  have  a  tendency  to  set  up  high  physical 
strains.  This  causes  flaking  off  of  the  case  from 
the  core,  a  phenomenon  familiar  enough  to  those  en- 
gaged in  the  trade.  The  remedy  is  to  case  carboniz? 
,it  a  moderate  heat  for  a  length  of  time  sufficienj 
to  obtain  a  reasonable  depth  of  case  with  gradual 
transition  from  case  to  core.  This  temperature  ap- 
pears in  this  experiment  to  be  about  1650  deg.  fahr. 
with  open-hearth  carbon  steel,  1600  deg.  fahr.  with 
electric  nickel  steel,  and  1650  deg.  fahr.  with  electric 
chrome  vanadium  steel. 
In  deciding  upon  the  best  carbonizing  temperature,  the 
effect  of  heat  on  the  size  of  grain  in  the  steel  must 
also  be  considered.  This  as  is  well-known,  is  a  very 
decided  reaction,  the  grain  coarsening  rapidly  with 
increasing  temperatures.  In  this  connection  a  care- 
ful investigation  showed  marked  contrast  between 
the  behavior  of  ordinary  carbon  steel  and  the  two 
alloy  steels;  the  former  began  to  coarsen  rapidly  at 
1500  deg.  fahr.;  nickel  steel  also  showed  the  same 
effect  at  the  same  temperature  but  in  a  much  less 
marked  degree  and  chrome  vanadium  steel  retained 
its  fine  grain  up  to  1700  deg.  fahr.  and  over,  not 
reaching  even  at  1800  deg.  fahr.,  the  grain  size  of* 
other  steels.  This  is  in  line  with  the  common  belief 
that  chrominm  and  vanndinin  j'otnin  fineness  of  grain 
in  steel. 
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EXPERIMENT  NO.  4 

THE  EFFIXT  OF  TIIH  ("OAirOSlTK  >\  OF  TIIF  STFHL  BEING  CASE 
CAKnOMZEl)  OX  THE  KATE  AM)  DEl'TII  OF  CAUl'.ONIZATION 

34  The  object  of  this  experiment  was  to  determine  by  chemi- 
cal analysis  the  depth  of  carbonizino:  ell'cct  and  carbon  content 
of  several  zones  of  case  carbonizing  etl'ect  as  atl'ected  by  the 
composition  of  the  steel  being  ease  carbonized. 

35  Test  bars  8  in.  long  and  II/2  in.  round  \Yere  prepared  by 
machining  on  centers  in  a  lathe  and  packed  in  case-carbonizing 
compound  No.  1,  care  being  taken  to  see  that  all  bars  were 
evenly  spaced.  The  bars  Avere  case  carbonized  at  1700  deg.  fahr. 
for  7  hours.    The  pot  was  then  removed  from  the  furnace  and 


TABLE  5    EFFECT  OF  COMPOSITION  OF  STEEL  IN    CASE   COMPOSITION  AFTER 

CARBONIZING 


Percentage  of  Carbon  in  Cuts  of   Various 

• 

Depths,   In. 

No. 

M.ilcrial 

0  to 

0.005  to 

0.010  to 

0.015  to 

0.020  to 

0.025  to 

0.005 

0.010 

0.015 

0.020 

0.025 

0.030 

1 

No. 

1     O.lO'/o  C  Bessemer 

0.90 

0.63 

0.32 

0.16 

0.13 

O.Il 

2 

No. 

3     0.20%  C  0.  H. 

0.95 

0.78 

0.47 

0.27 

0.20 

0.20 

3 

No. 

6     0.157o  C  E.  F.  Ni 

0.90 

0.65 

0.44 

0.28 

0.19 

0.15 

4 

No. 

9     0.30%  C  E.  F.  Ni 

0.95 

0.75 

0.55 

0.34 

0.30 

0.30 

5 

No. 

10     0.20%  C  Cr  Va 

1.22 

0.78 

0.49 

0.30 

0.20 

0.20 

allowed  to  become  cold,  when  it  was  unpacked  and  the  bars 
removed  and  cleaned.  The  bars  were  set  up  in  a  lathe  and  cuts 
0.005  in.  deep  taken.  The  sample  thus  obtained  was  analyzed 
by  combustion  and  in  dui)licate  for  carbon,  and  the  results  will 
be  found  in  Table  5.  The  information  obtained  from  this  ex- 
periment indicates  that : 

a    The  higher  the  carbon  ccmtent  of  the  steel  case  car- 
b(mized,  the  higher  will  be  the  maximum  carbon  con- 
tent of  ca.se  when  case  carbonizing  is  performed  at 
a  given  temperature  for  a  given  time. 
h     The  original  carbon  content  does  not  affect  the  depth 

of  case  under  the  conditions  of  this  experiment. 
c    The  nickel  and  carbon  steels  behave  similarly  in  regard 
to  carbon  maximum. 
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d  Chrome  vanadium  steel  takes  a  higher  carbon  maxi- 
mum than  nickel  steel  and  carbon  steel  under  the 
same  case-carbonizing  conditions. 

EXPERIMENT  NO.  5 

EFFICIENCY   OF   CASE-CARBONIZING   MATERIALS 

3G  This  experiment  was  undertaken  to  determine  the  com- 
mercial efficiency  of  case-carbonizing  materials  and  to  show  the 
elements  which  affect  their  value  commercially. 

3T  Fourteen  case-carbonizing  materials  were  selected,  repre- 
senting the  most  prominent  compounds  used  in  this  country. 
Fifty-pound  samples  were  obtained  on  the  open  market  from 
the  several  manufacturers,  with  prices,  general  description,  etc. 
As  soon  as  received  average  samples  of  about  1  pint  each  were 
taken,  put  in  stoppered  bottles,  and  sent  to  the  chemical  labora- 
tory for  analysis  and  specific  gravity  determination.  These 
compounds  are  designated  as  Nos.  1,  2,  3,  etc.,  in  Table  4. 
The  bars  used  in  making  up  the  test  pieces  (Table  1)  were 
selected  by  chemical  analysis  and  were  all  of  0.20  per  cent  carbon. 
38     The  test  pieces  were  of  three  different  types: 

a  Solid  cylinders  6  in.  long  by  1.344  in.  in  diameter. 
These  were  cut  to  length  and  turned  from  1%  in. 
diameter  hot  rolled  and  annealed  bars;  set  up  on 
centers  in  lathe  and  rough  turned  true  and  straight 
and  close  to  finish  size;  finished  absolutely  straight 
and  to  size  by  grinding  on  centers.  This  left  the  bars 
entirely  bright  and  with  an  almost  polished  surface 
ready  for  carbonizing. 
h  Hollow  cylinders  6  in.  by  I14  in.  outside  diameter 
by  1/4  in.  thick  wall.  These  were  also  made  from 
1%  in.  diameter,  hot  rolled  and  annealed  bars,  turned 
to  size  and  bored ;  not  ground. 
c  Solid  rod  i/>  in.  in  diameter  by  6  in.  long.  Samples 
were  cut  to  size  from  V2  in.  in  diameter  (cold  drawn) 
bars  and  sand-blasted,  and  all  test  pieces  properly 
numbered  for  identification.  Carbonizing  pots  used 
were  new  and  of  cast  iron,  rectangular  in  shape,  in- 
side dimensions  10  in.  by  614  in.  deep,  with  ^2  in. 
thick  wall.     They  were  supported  on  legs  %  in.  off 
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furnace  floor  and  prevented  from  touching  each  other 
in  furnace  by  a  boss  IV2  i^i-  l^^^g  ^^^  each  end  (Fig.  1). 

39  The  pots  were  as  carefully  and  as  nearly  uniformly 
packed  in  each  case  as  possible.  Three  test  pieces,  one  of  each 
type,  were  used  in  each  pot  and  were  spaced  as  indicated. 

40  A  layer  of  carbonizer  about  lyo  in.  thick  was  put  in 
first  and  tamped  down,  then  the  lowest  bar  with  more  carbon- 
izer, etc.,  tamping  in  snugly  throughout,  and  so  on  until  the  pot 

TABLE  6     PHYSICAL  AND  PRICE  DATA  ON  CARBONIZING   MATERIALS 


Carbonizing 

Weight  of 

Approximate 

Weight  of 

Volume  of 

Cost 

Material 

1   Pt., 

Specific 

1  Cu.  Ft.. 

1  Ton, 

per 

No. 

Grains 

Gravity 

Lb. 

Cu.  Ft. 

Cu.  Ft. 

1 

450 

0.954 

59.4 

33.7 

$1.84 

2 

365 

0.774 

48.1 

41.5 

1.30 

3 

438 

0.930 

57.5 

34.5 

1.50 

4 

418 

0.870 

55.5 

36.3 

1.48 

5 

436 

0.925 

57.5 

34.8 

1.68 

6 

285 

0.604 

37.6 

53.2 

0.85 

7 

259 

0.550 

34.2 

58.5 

1.02 

8 

373 

0.720 

49.2 

40.6 

0.86 

9 

248 

0.526 

32.7 

61.1 

1.64 

10 

126 

0.267 

16.6 

120.4 

11 

363 

0.770 

47.8 

41.8 

1.31 

12 

448 

0.950 

59.1 

33.8 

13 

287 

0.608 

37.8 

52.9 

1.32 

14 

298 

0.630 

39.3 

■ 

50.9 

1.77 

was  full.     The  cast-iron  covers  were  luted  on  with  clay,  small 
"  tell-tales  "  inserted  in  one  end,  and  pots  put  into  the  furnace. 

41  The  original  weight  of  test  pieces  and  carbonizing  ma- 
terial used  in  each  pot  were  obtained  before  each  run. 

42  The  American  Gas  Furnace  Company's  gas-fired  muffle 
furnace  No.  4  was  used  in  case  carbonizing.  It  was  found 
possible  to  run  six  pots  at  a  heat,  equally  spaced  in  muffle,  not 
touching  each  other  or  the  sides  of  furnace.  Furnace-working 
temperatures  were  obtained  by  regular  Le  Chatelier  type  thermo- 
couple, the  hot  end  of  which  projected  down  between  the  pots 
in  the  middle  of  the  muffle.  Each  of  the  six  pots  used  in  a 
run  contained  a  dill'erent  kind  of  carbonizing  agent.  Three 
consecutive  runs  were  made  on  each  kind,  the  material  frou) 
the  preceding  run  being  used  in  each  case  except,  of  course,  the 
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first  run,  which  was  on  new  raw  material.    New  test  pieces  were 
used  for  each  run  of  each  kind  of  carbonizer. 

43  In  conducting  the  carbonizing  runs,  the  furnace  working 
conditions  were  maintained  as  near!}'  uniform  in  each  as  possible. 
Pots  were  arranged  in  the  muffle  in  the  afternoon  ready  for 
starting  and  at  7  a.m.  the  furnace  was  lighted.  The  tempera- 
ture was  worked  up  at  a  fairly  rapid  rate  and  very  close  to  9  a.m. 
it  had  reached  1750  deg.  fahr.  in  all  cases.  This  temperature 
was  maintained  uniformly  throughout  the  day  and  up  to  G  p.m. 
wlien  the  furnace  was  shut  olf  and  furnace  and  pots  were  allowed 
to  cool  slowly  over  night.     Subsequent  examination  included : 


Fia.  1     Diagram  showing  Location  of  Test  Pieces  in  Carbonizing  Pot 


Thorough  examination  of  general  appearance  of  pots, 
carbonizing  material  and  test  pieces  after  unpacking: 
weights  obtained  to  show  loss  of  weight  of  carbon- 
izer, or  gain  of  w^eight  of  test  pieces,  loss  of  volume 
of  carbonizer.  The  mixtures  were  carefully  saved 
and  used  without  further  rejuvenation,  in  packing 
the  pots  for  the  next  run.  Shrinkage  in  volume  was 
taken  care  of  by  using  sufficient  sand  to  fill  up  pots. 
This  was  done  In'  placing  the  added  sand  in  the 
bottom  of  the  pot. 

Taking  of  cuts  from  solid  cylinders  for  analysis.  Bars 
after  carbonizing,  were  carefully  cleaned  of  all  dirt, 
etc.,  .set  up  on  centers  and  tested  for  straightness  or 
straightened,  if  necessary,  until  they  ran  absolutely 
true  on  centers.  Then  11  consecutive  cuts  of  0.005  in. 
each  on  radius  were  taken,  the  length  of  the  bar 
and  turnings  carefully  kept  separate  and  put  in  en- 
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TABLE  8 


MEASUREMENTS    IN    MILLIMETERS  OF  ZONES  AND  CARBON  PENE- 
TRATION OF  TEST  PIECES 
See  Appendix  No.  2 

Run  No.  1 


Case-CarboniB- 

Zone  of  Excess 

Eutectic 

Gradation 

Total  Penetration 

in?  Material  No. 

Cementite 

Zone 

Zone 

of  Carbon 

1 

0.455 

0.455 

0.650 

1.560 

2 

0.450 

0.650 

0.748 

1.848 

3 

0.520 

1.235 

1.755 

4 

0.975 

1.300 

2.275 

5 

0.780 

0.520 

0.975 

2.275 

6 

1.235 

1.235 

7 

0.325 

0.520 

0.975 

1.920 

8 

0.455 

0.520 

0.975 

1.950 

9 

1.235 

0.423 

0.780 

2.438 

10 

0.975 

1.105 

2.080 

11 

0.195 

1.300 

1.495 

12 

0.339 

1   235 

1.574 

13 

0.325 

0.520 

1.300 

2.145 

14 

1.040 

0.339 

0  650 

2.029 

Run  No.  2 


1 

0.715 

1.001 

1.716 

2 

0,650 

1.073 

1.723 

3 

0.520 

1.300 

1.820 

4 

0.878 

0  975 

1.853 

5 

0.780 

0.975 

1.755 

6 

0.975 

0.975 

7 

2.260 

1.300 

1  560 

8 

0 

325 

0  715 

0  910 

1.950 

9 

1 

075 

0.455 

0.780 

2.300 

10 

0.065 

1.170 

1.235 

11 

1.658 

1.658 

12 

0.130 

1.560 

1.690 

13 

0.520 

1.170 

1.690 

14 

1  300 

0.450 

1.105 

Run  No.  3 


1 

0.358 

1.138 

1.496 

2 

0.975 

0.975 

3 

0.325 

0.325 

4 

0.455 

0.975 

1.430 

5 

0.225 

1.300 

1.525 

6 

0.040 

0.040 

7 

0.715 

1.170 

1.995 

8 

0.195 

0.650 

0.650 

1.495 

9 

0.325 

0.845 

0.975 

2.145 

10 

0.910* 

0.975* 

11 

1.235t 

1.242t 

12 

0.007 

1.560 

1.567 

13 

0.293 

1.170 

1.463 

14 

1.170 

0.845 

1.300 

3.315 

*  On  the  outside  of  this  specimen  there  was  a  rim  of  almost  pure  ferrite  0.065  mm.  thick, 
t  On  the  outaide  of  this  specimen  there  was  a  rim  of  almost  pure  ferrite  0.007  mm.  thick. 
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velopes  for  subsequent  determinations  of  carbon,  phos- 
phorus and  sulphur. 

c  Breaking  of  carbonized  tube  for  general  appearance 
and  action  of  carbonizer  in  tubes,  etc. 

d  Breaking  of  ^-i-in.  round  rod.  (some  after  heat  treat- 
ment) for  general  appearance,  depth  of  case,  and 
microscopic  examination. 

44  In  Table  C  are  listed  data  concerning  the  14  carbonizing 
materials  and  in  'J'alde  7  are  given  the  analyses.  In  Figs.  2  to  15 
are  shown  graphically  the  carbon  contents  of  the  carbonized 
sections  of  the  test  bars  at  successive  depths,  as  explained  in 
Par.  43&.  The  captions  of  these  diagrams  give  also  the  phos- 
phorous and  sulphur  contents  in  each  case  in  the  first  cut  of  0.005 
in.  and  of  the  core,  respectively. 

45  In  Appendix  No.  3  is  a  detailed  description  of  the  results 
of  the  microscopic  examination  of  the  several  bars  and  in 
Table  8  is  summarized  the  measurements  in  millimeters,  de- 
termined by  the  microscopic  examination,  of  the  zone  of  excess 
cementite,  the  eutectic  zone,  the  gi-adation  zone  and  the  depth 
of  carbon  penetration. 

46  In  Table  9  are  summarized  physical  and  price  data  on 
the  carbonizing  materials  in  relation  to  the  carbon  penetration 
of  the  test  bars. 

47  The  results  of  the  experiment  on  the  efficiency  of  case- 
carbonizing  materials  may  be  summarized  as  follows: 

a  The  volume  per  ton  of  case-carbonizing  materials 
varies.  As  these  materials  are  used  by  volume,  not 
by  weight,  this  volume  per  ton  must  be  considered 
in  the  economic  purchase  of  this  grade  of  material. 

h  All  the  compounds  show  shrinkage  of  volume  and  in 
most  instances  a  loss  of  potency  with  continued  ser- 
vice. This  point  is  of  greatest  commercial  interest 
since,  if  steel  of  variable  carbon  content  is  produced 
in  the  case-hardening  process  the  manufacturer  can- 
not hope  for  uniform  results. 

c  With  the  compounds  on  the  market,  any  desired  maxi- 
mum carbon  content  in  the  case  can  be  obtained  with 
a  given  temperature  simply  by  varying  the  com- 
pounds used. 

d    When  parts  are  produced  which  require  grinding  after 
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FiQ.  2     Carbon  Penetration  Curves  for  Test  Bars  treated  with 

Carbonizing  Material  No.  1     (See  Par.  44) 

Phosphorus  Content  0  n2.'j%-0.029%;    Sulphur  Content  0.04%-0.04% 
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Fig.  3     Carbon  Penetration  Curves  for  Test  Bars  treated  with 

Carbonizing  Material  No.  2 

Phosi-horus  Content  0.030%-0.032% 
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Fio.  4     Carbon  Penetration  Curves  for  Test  Bars  treated  with 

Carbonizing  Material  No.  3 

Phosphorus  Content  0.029%-0.033% 
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FiQ.  5     Carbon  Penetration  Cur\'t;s  for  Test  Bars  treated  with 

Carbonizing  Material  No.  4 

Phosphorus  Content  0.029%-0.036% 
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Fia.  6     Carbon  Penetration  Curves  for  Test  Bars  treated  with 

CarbO'Nizing  Material  No.  5     (See  Par.  44) 

Phosphorus  Content  0.032%-0.038% 
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Fig.  7     Carbon  Penetration  Curves  for  Test  Bars  treated  with 

Carbonizing  Material  No.  6 

Pho-sphorus  Content  0.028%-0.030%;  Sulphur  Content  0.034%-0.040% 
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Fig.  8     Cahbon  Penetration  Curves  for  Test  Bars  treated  with 

Carbonizing  Material  No.  7 

Phosphorus  Content  0.024%-0.033%;  Sulphur  Content  0.040%-0.044% 
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Fig.  9     Carbon  Penetration  Curves  for  Test  Bars  treated  with 

Carbonizing  Material  No.  8 

Phosphorus  Content  0.028%-0. 031%;  Sulphur  Content  0.042%-0. 046% 
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Fig.  10     Carbon  Penetration  Curves  for  Test  Bars  treated  with 
Carbonizing  Material  No.  9     (See  Par.  44) 
Phosphorus  Content  0  026%-O.O.S6%;   Sulphur  Content  0.050%-0.054% 
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Fig.  11     Carbon  Penetration  Curves  for  Test  Bars  treated  with 

Carbonizing  Material  No.  10 

Phosphorus  Content  0.042%-0.035%;  Sulphur  Content  0.044%-0.042% 
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Fig.  12     Carbon  Penetration  Curves  for  Test  Bars  treated  with 

Carbonizing  Material  No.  11 

Phosphorus  Content  0.033%-0.036%;   Sulphur  Content  0.042%-0.042% 
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Fig.  13     Carbon  Penetration  Curves  for  Test  Bars  treated  with 

Carbonizing  Material  No.  12 

Phosphorus  Content  0.031%-0.036%;   Sulphur  Content  0.044%-0.044% 
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Carbon  Penetration  Curves  for  Test  Bars  treated  with 
Carbonizing  MA-ramiAL  No.  13     (See  Par.  44) 
Phosphoexjs  CoNTEiiT  0.032%-0.032%;  Sulphur  Content  0.044%-0.042% 
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Fig.  15    Carbon  Penetration  Curves  for  Test  Bars  treated  with 

Carbonizing  Material  No.  14 

Phosphorus  Content  0.036%-0.034%;  Sulphur  Content  0.036%-0.042% 
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TABLE  0    PHYSICAL  AND  PRICE  DATA  ON  CARBONIZING   MATERIALS  IN  RELA- 
TION TO  CARBON  PENETRATION 


Carbon  in  Test  Bars, 

Per  Cent 

Relative  C 

Yielded    in 

Satisfactorj' 

Tests  per 

Unit  Volume 

Price 

per 

Cu.  Ft. 

Cost 

Carbonizing 

Depth  of 
0.005  In. 

Depth  of 

0.025  In. 

per 

Cu.  Ft. 

per 

Material  No. 

Unit 

1st 

2d 

3d 

1st 

2d           ; 

5d 

1 

1.02 

0.93 

0.81 

0.87 

0.80 

1.67 

$1.84 

SI.  10 

2 

1.00 

0.91 

0.83 

0.91 

0.76 

1.67 

1.30 

0.78 

3 

0,89 

0.85 

0.83 

1.50 

4 

0.96 

0.93 

0.85 

0.88 

0.81 

1.69 

1.48 

0.87 

5 

0.96 

0.93 

0.88 

0.85 

0.80 

1.65 

1.58 

0.96 

6 

0.65 

0.38 

0.72 

0.85 

7 

1.07 

0.78 

0.91 

0.88 

0.80       0 

73 

2.41 

1.02 

0.42 

8 

1.01 

0.93 

0.94 

0.85 

0.88        0 

93 

2.56 

0.86 

0.34 

9 

1.21 

1.05 

1.03 

0.95 

0.90        0 

90 

2.90 

1.64 

0.56 

10 

0.78 

0.52 

0.43 

11 

0.72 

0.63 

0.57 

1.31 

0.85 

12 

0.81 

0.78 

0.59 

13 

0.94 

0.91 

0.74 

0.78 

0.78 

1.56 

1.32 

5.33 

14 

1.19 

1.20 

1.17 

1.06 

1.13        1 

13 

3.32 

1.77 

TABLE   10     THERMAL  CONDUCTIVITY  OF  CARBONIZING  COMPOUNDS 


Price 

Weight 

Time  to 
Heat  to 

Per  Cent 

Per  Cent 

No. 

per 

per 

1200°  F., 
Min. 

of 

of 

Ton 

Cu.  Ft 

Fastest 

Slowest 

1 

New  case-carbonizing  compound  No.  8 

$60 

28 

52 

153 

34.7 

2 

Old  case-carbonizing  compound  No.  8 

$60 

28 

34 

100 

22.7 

3 

Now  case-carbonizing  compound  No.  1 

$57 

52 

145 

425 

96.5 

4 

Old  case-carbonizing  compound  No.  1 

$57 

52 

99 

291 

66.0 

5 

New  case-carbonizing  compound  No.  14 

$90 

35 

96 

282 

64.0 

6 

Old  case-carbonizing  compound  No.  14 

$90 

35 

110 

324 

73.5 

7 

New  case-carbonizing  compound  No.  17 

$40 

51 

114 

336 

76.0 

8 

Old  case-carbonizing  compound  No.  17 

$40 

51 

76 

223 

50.5 

9 

Case-carbonizing  compound  No.  15 

$80 

45 

112 

330 

74.5 

10 

Case-carbonizing  compound  No.  1 1 

$40 

143 

424 

95.5 

11 

Case-carbonizing  compound  No.  16 

150 

442 

100.0 
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treatment,  a  compound  should  be  selected  which  gives 
a  high  maximum  carbon  content. 

e  When  parts  are  produced  which  require  resistance 
to  shock  after  heat  treatment,  a  compound  should  be 
selected  which  gives  a  carbon  maximum  sufficient  for 
the  hardness  desired  and  not  in  excess  of  this  amount, 
or  brittleness  will  result. 

/  The  ideal  case-hardening  compound,  as  indicated  by  the 
experiment,  would  possess  the  following  character- 
istics: (1)  large  volume  per  ton;  (2)  small  shrinkage 
per  run;  (3)  high  resistivity  to  change  of  shape  or 
powdering;  (4)  cleanliness  and  freedom  from  dust; 
(5)  uniform  case-carbonizing  power  at  all  runs;  (6) 
capability  of  being  used  an  innumerable  number  of 
times. 

48  These  specifications  may  seem  impossible  for  any  com- 
pound. There  is  now  on  the  market,  however,  a  material  which 
can  be  used  over  and  over  again  without  loss  of  carbonizing 
power,  by  the  addition  of  new  material,  w^hich  fulfils  the  condi- 
tions mentioned. 

EXPERIMENT  NO.  6 

EXPERIMENT    OF    THE    THERMAL    CONDUCTIVITY    OF    CARBON- 
IZING  MATERIALS 

49  The  object  of  this  experiment  was  to  determine  the  rela- 
tive rapidity  with  which  different  carbonizing  materials  would 
heat  up.  This  factor  is  of  great  practical  importance  in  deter- 
mining the  length  of  time  required  for  the  carbonizing  opera- 
tion, inasmuch  as  previous  experiments  have  shown  that, 
using  standard  round  carbonizing  pot  9  in.  in  diameter  and 
15  in.  high  and  carbonizing  material  No.  1,  more  than  two- 
thirds  of  the  total  time  needed  to  attain  a  depth  of  1-32  in.  of 
case  under  regular  carbonizing  practice  is  required  in  heating 
up  the  pot  and  contents  to  the  carbonizing  temperature.  It 
will  readily  be  seen  that  a  saving  in  time  in  bringing  the  con- 
tents of  the  pot  up  to  heat  will  materially  decrease  the  cost 
of  carbonizing  operation. 

50  The  materials  used  in  conducting  this  experiment  were 
case-carbonizing  materials  Nos.  1,  8,  11,  14,  15  and  16.  The 
materials  were  obtained  as  samples  from  the  various  manufac- 
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turers.  In  carrying  out  the  experiment  the  plan  was  to  heat  a 
lead  bath  to  a  constant  temperature  and  to  record  the  time  for 
a  thermo-couple  in  a  special  pot  to  come  up  to  some  definiie 
temperature.  The  pot  was  packed  with  the  different  carboniz- 
ing mediums.  The  lead  pot  was  24  in.  long,  15  in.  wide,  and 
7  in.  deep,  and  was  filled  with  lead  to  a  depth  so  that  when 
the  pot  containing  the  carbonizer  was  immersed  in  it,  the  lead 
stood  within  I/2  ^^-  ^^  the  top.  The  temperature  of  the  lead 
pot  was  recorded  by  a  calibrated  Le  Chatelier  thermo-couple. 
The  lead  pot  was  covered  by  a  sheet  of  steel  i^  in.  thick,  and 
containing  holes  to  accommodate  the  carbonizer  pot  and  thermo- 
couple tube.  The  pot  containing  the  carbonizer  was  made  of  G 
in.  round  pipe,  l^  in.  wall,  and  8i^  in.  high.  A  plug  i/^  in.  thick 
was  welded  in  the  bottom.  Angle-iron  handles  were  riveted  to 
opposite  sides  by  means  of  which  the  pot  was  held  down  in  the 
lead  bath.  The  handles  were  so  located  that  they  held  the 
pot  immersed  to  a  depth  of  5i/^  in.  in  the  lead.  The  tempera- 
ture of  the  inside  of  the  pot  was  recorded  by  a  calibrated  Le 
Chatelier  thermo-couple  so  located  that  the  hot  junction  was 
equidistant  from  the  bottom  and  sides  of  the  pot.  Both  thermo- 
couples were  connected  up  to  read  on  the  H.  H.  Franklin  Com- 
pany's single  pivot  galvanometer  through  a  double  throw  switch. 
The  temperature  of  the  cold  junction  of  the  couples  was  recorded. 

51  In  packing  the  pot  with  the  different  carbonizing  mate- 
rials it  was  filled  up  level  full,  after  locating  the  thermo-couple 
properly,  and  then  tamped  in  fairly  tight.  The  pot  was  covered 
with  a  thin  sheet  steel  cover  containing  a  hole  for  the  thermo- 
couple tube  and  this  cover  was  luted  on  the  clay.  Records  were 
taken  of  the  time  of  putting  the  packed  pot  in  the  lead  and 
every  five  minutes  thereafter  of  the  pot  and  lead  temperatures 
until  the  former  reached  1200  deg.  fahr.  The  recorded  temiDcra- 
tures  were  corrected  for  cold  junction  temperature  and  the  cali- 
bration correction  and  time  temperature  curves  were  drawn  for 
all  the  compounds  used. 

52  The  results  of  this  experiment  are  summarized  in  Figs. 
IG  and  17,  which  give  the  numbers  of  the  compounds  upon  which 
results  are  recorded,  the  time  required  to  heat  to  1200  deg. 
with  each  compound  and  the  rapidity  of  rise  in  temperature 
shown  by  the  thermo-couple  packed  in  the  different  carbonizing 
compounds. 
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CONCLUSIONS 


53  This  experiment  has  served  to  place  the  different  case- 
carbonizing  materials  in  a  definite  order  in  regard  to  their 
rapidity  of  heating  up  to  case-carbonizing  temperatures.     The 
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Fig.  16    Thermal  Conductivity  of  Cahbonizing  Compounds 


thermal  conductivity  of  case-carbonizing  materials  must  be  care- 
fully considered  when  low  cost  for  this  operation  is  essential 
and  when  large  section  pots  are  used.  The  lag  in  pots  of  large 
section  is  often  sufficient  to  produce  very  un-uniform  penetra- 
tion and  thus  cause  greatest   vvarpage  and  physical   variation. 
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EXPERIMENT  NO.  7 

EFFICIENCY  OF    COPPER    PLATING    IN    PREVENTING  CARBONI- 
ZATION :    GENERAL  METHOD 

54  The  object  of  the  experiment  was  to  determine  the  effici- 
ency of  dillerent  thicknesses  of  copper  phite  in  preventing  ab- 
sorption of  carbon,  and  to  ascertain  the  condition  under  which 
a  phite  could  be  obtained  effectually  to  prevent  carbonization. 
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Fig.  17     Thermal  Conductivity  of  Carbonizing  Cgmpoxjnds 

55  The  stock  used  in  the  test  pieces  was  steel  No.  3  (0.20 
per  cent  carbon  basic  open-hearth  steel).  The  test  pieces  were 
3I/2  in.  long  by  0.450  in.  in  diameter.  They  were  set  u]>  on 
centers  in  a  lathe  and  turned  to  0.460  in.  They  were  then  ground 
to  0.450  in.  and  microuietered  carefully  to  1-10,000  in.  All  mi- 
crometer measurements  were  made  by  the  same  man. 

5G  The  pieces  were  then  copper  plated,  all  conditions  of  the 
operation  being  kept  constant  except  the  actual  time  of  plating. 
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which  was  carefully  noted  in  each  case.  After  plating  the  test 
pieces  were  inicrometcred  and  the  thickness  of  the  plate  deter- 
mined. The  pieces  were  then  carbonized  under  standard  condi- 
tion to  give  a  depth  of  case  of  1-32  in.  Carbonizing  furnace 
No.  2  was  used  and  the  material  was  case-carbonizing  material 


TABLE    11    MEASUREMENT  >  OF  TEST    PIECES;   DURATION  OF  PLATING  OPERA- 
TION;  PER  CENT  CARBON  ABSORBED 


No. 

Diameter   before 
Copper  Plating 

Second  Length 

Time  in  Plating 

Bath,  Sec. 

Diameter 

after 

Copper  Plate 

Thickness  of 
Copper 
Plating 

1 

0.4496 

about  1 

0.4497 

0.00005 

2 

0.4500 

10 

0.4501 

0.00005 

3 

0.4500-0. 4498 

20 

0.4501-0.4499 

0.00005 

4 

0.4502 

30 

0.4503 

0.00005 

.5 

0.4501 

60 

0.4504 

0.00015 

6 

0.4496 

2 

0.4500 

0.0002 

7 

0.4500-0.4502 

3 

0.4507-0.4508 

0.0003 

8 

0.4500 

4 

0.4509 

0.00045 

9 

0.4499 

5 

0.4512-0.4609 

0.00065-0.0005 

10 

0.4500 

10 

0.4525-0.4516 

0.00125-0.0008 

No. 

Diameter  after 

Thickness  Metal 

Per  Cent  C 

Per  Cent  C 

Removal  of  Copper 

Removed  on  Radius 

Cut  No.   1 

Cut  No.  2 

1 

0.450  (?) 

0.96 

0.95 

2 

0.4504-0.450(7) 

0.58 

0.56 

3 

0.4499-0.4498 

0.0002-0.0001 

0.40 

0.38 

4 

0.450 

0.0003 

0.46 

0.42 

5 

0.4498 

0.0006 

0.20 

0.18 

5 

0.4492-0.4490 

0.0008-0.001 

0.19 

0.17 

7 

0.4496-0.4498 

0.0013-0.001 

0.18 

0.16 

8 

0.4493-0.4494 

0.0016-0.0015 

0.20 

0.18 

9 

0.4494-0.4492 

0.0018-0.0016 

0.17 

0.16 

10 

0.4495-0.4490 

0.003  -0.0026 

0.17 

0.16 

•  All  measurements  maJe  by  one  man  and  as  carefully  as  po.isible  with  a  0.0001  in.  micrometer 

No.  1,  one-half  new  and  one-half  used.  The  pieces  were  then 
set  up  in  a  lathe  and  the  copper  plate  removed  with  emery 
cloth,  after  which  they  were  carefully  micrometered  again. 

57  Two  cuts  were  taken  on  each  test  piece,  each  cut  being 
0.005  in.  on  the  radius,  reducing  the  diameter  0.010  in.  The 
turnings  obtained  were  carefully  taken  and  were  very  fine.  Car- 
bon determinations  by  direct  combustion  were  made  on  each  cut. 

58  Direct   electric   current   for   all   plating   operations   was 
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furnished  by  a  4-pole  direct-current  dynamo  which  is  belt  driven 
by  an  alternating-current  constant  speed  motor.  The  rated 
capacity  of  the  dynamo  is  3G0  amperes  at  6  volts. 

Voltage  across  terminals 4.1 

Temperature  of  bath 170  deg.  fahr. 

Operation 

No.         Contents  of  Bath  Purpose 

1  Gasolene  To  remove  grease 

2  Sawdust  To  dry 

3  Warm  potassium  hydroxide  solution  To  remove  grease  and  dirt 

4  Warm  water  To  wash 

5  Warm  sulphuric  acid  solution  To  acid  clean 

6  Warm  water  To  wash 

7  Cold  water  Additional  wash 

8  Cold  potassium  cyanide  solution  Cleanser 

9  Cold  water  To  wash 

10  Electric   cleaner,   warm   sodium   hydroxide       Cleanser     to     give     good 

case-iron  anode  plating  surface 

1 1  Copper  plating  bath  of  copper  sulphate  and       Plating  bath 

potassium  cyanide  solution  warm 

59  The  copper  cover  to  prevent  the  penetration  entirely  must 
have  a  thickness  of  0.0005  in.  Microscopic  inspection  before 
and  after  case  carbonizing  of  copper  plated  pieces  of  steel  showed 
that  the  copper  coating  was  not  continuous  when  the  thickness 
was  less  than  0.0005  in. 

GENERAL   CONCLUSIONS 

GO  This  paper  may  lack  interest  for  the  more  scientific  reader 
on  account  of  the  non-technical  nature  of  the  notes,  and  the 
want  of  timely  infcn-iuation  on  the  subject  of  case  carbonizing. 
The  information  herein  presented  was  obtained  with  the  object 
of  pointing  out:  (a)  the  quantitative  effect  of  the  commercial 
irregularities  which  creep  into  case-carbonized  steel  parts;  (h) 
the  precautions  which  must  be  observed  if  uniformity  is  desired; 
and  (c)  the  physical  characteristics  in  case-carbonizing  materials 
which  must  be  considered  if  low  cost  for  this  operation  is  to 
be  obtained. 

CI  The  ideal  case-carbonizing  compound  perhaps  has  not 
yet  been  produced;  however,  compounds  which  are  clean,  me- 
chanically strong,  uniform  in  case-carbonizing  power,  and  cap- 
able of  unlimited  re-use  are  being  commercially  employed  in 
case-carbonizing  operation.    This  is  substantial  progress. 
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APPENDIX  No.  1 

TEMPERATURES  AT  WHICH  TEST  PIECES  WERE  REHEATED  OR 
ANNEALED,  EXPERIMENT  NO.  1 

TABLE  12     TRANSVERSE  TESTS  OF   CASE-CARBONIZED  STEEL  NO.  2 


No. 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 


Heat  Treatment 


Quenched  from  pot  at  1500°  into  water 

Reheat  1400°,  quench  in  water 

Reheat  1500°,  quench  in  water 

Reheat  1600°,  quench  in  water 

Reheat  1700°,  quench  in  water 

Reheat  1800°,  quench  in  w^ater 

Reheat  1600°,  quench  oil,  reheat  1400°,  quench  water 
Reheat  1600°,  quench  oil,  reheat  1500°,  quench  oil.  . 
Reheat  1600°,  quench  oil,  reheat  1500°,  quench  water 
Reheat  1500°,  quench  water,  draw  380°  for  20  nim. . 

Anneal  1400°,  reheat  1500°,  quench  water 

Anneal  1600°,  quench  oil,  reheat  1500°,  quench  water 


Load 

Size- 

in  lb. 

in  in. 

at  Rup- 

ture 

0.500 

900 

0.500 

775 

0.500 

740 

0.500 

850 

0.500 

800 

0.500 

815 

0.499 

750 

0.499 

1050 

0.500 

1000 

0.501 

820 

0,500 

830 

0.499 

900 

Deflection 
of  Center 
at  Rup- 
ture in  in. 


0.40 
0.30 
0.23 
0.24 
0.24 
0.24 
0.29 
0.50 
0.50 
0.24 
0..30 
0.37 


Depth 

of 
Case 


0.04 
0.04 
0.04 
0.04 
0.04 
0.04 
0.04 
0.04 
0.04 
0.04 
0.04 
0.04 


SuMM.-iRy:  1,  Best  single  heat  treatment  reheat  1600°,  quench  water;  2,  best  double  heat 
treatment  reheat  1600°,  quench  oil,  reheat  1500°,  quench  oil;  3,  best  double  heat  treatment  in- 
creases strength  23  per  cent  and  Increases  toughness  105  per  cent;  4,  drawing  the  temper  increases 
strength  10  per  cent  and  toughness  3  per  cent;  5,  annealing  increases  (with  single  treatment) 
strength  12  per  cent,  toughness  25  per  cent;  6,  annealing  decreases  (with  double  treatment)  strength 
10  per  cent,  toughness  20  per  cent. 
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TABLE  13     TRANSVERSE  TESTS  OF  CASE-CARBONIZED  STEEL  NO.   3 


Load 

Deflection 

Depth 

Size 

in  lb. 

of  Center 

of 

No. 

Heat  Treatment 

in  in. 

at  Rup- 

at Rup- 

Case 

ture 

ture  in  in. 

in  m. 

1 

Reheat  1500°,  quench  in  water 

0.500 

1020 

0.61 

0.010 

2 

0.500 

950 

0.44 

0.020 

3 

Reheat  1500°,  quench  in  water 

0.500 

940 

0.29 

0.025 

4 

Reheat  1500°,  quench  in  water 

0.500 

850 

0.31 

0.030 

Reheat  1500°,  quench  in  w^ater 

0.500 

800 

0.30 

0.035 

6 

Reheat  1500°,  quench  in  water 

0.500 

725 

0.24 

0.040 

7 

Quenched  from  pot  at  1500°,  in  water 

0.501 

940 

0.30 

0.040 

8 

Reheat  1400°,  quench  in  water 

0.501 

700 

0.21 

0.040 

9 

Reheat  1500°,  quench  in  water 

0.500 

700 

0.22 

0.040 

10 

Reheat  1600°,  quench  in  water 

0.500 

810 

0.24 

0.040 

11 

Reheat  1700°,  quench  in  water 

0.500 

810 

0.25 

0.040 

12 

Reheat  1800°,  quench  in  water 

0.500 

810 

0.24 

0.040 

13 

Reheat  1600°,  quench  oil,  reheat  1400°,  quench  water 

0.499 

840 

0.30 

0.040 

14 

Reheat  1600°,  quench  oil,  reheat  1500°,  quench  oil. . 

0.498 

1000 

0.39 

0.040 

15 

Reheat  1600°,  quench  oil,  reheat  1500°,  quench  water 

0.499 

970 

0.36 

0.040 

16 

Reheat  1500°,  quench  water,  draw  380°  for  20  min. . 

0.500 

870 

0.26 

0.040 

17 

Anneal  1400°,  reheat  1500°,  quench  water 

0.500 

845 

0.26 

0.040 

18 

Anneal  1600°,  reheat  1600°,  quench  oil,  reheat  1500°, 

0.500 

830 

0.26 

0.040 

Summary:  1,  Strength  and  toughness  decrease  with  increasing  depth  of  case;  2,  minimum 
strength  and  toughness  with  0.040  in.  depth  of  case;  3,  best  single  heat  treatment,  reheat  1600 
deg.  fahr.,  quench  water;  4,  best  double  heat  treatment,  reheat  1600  deg.  fahr.,  quench  oil,  reheat 
1500  deg.  fahr.,  quench  oil;  5,  double  heat  treatment  increases  strength  25  per  cent,  toughness 
56  per  cent;  6,  drawing  temper  at  380  deg.  fahr.  increases  strength  21  per  cent,  toughness  4  per 
cent;  7,  annealing  and  single  treatment  increases  strength  16.5  per  cent,  toughness  4  per  cent; 
8,  annealing  and  double  treatment  decreases  strength  14.5  per  cent,  toughness  29  per  cent. 
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TABLE  14     TRANSVERSE  TESTS  OF   CASE-CARBONIZED  STEEL  NO.  4 


No. 


Heat  Treatment 


Reheat  1500°,  quench  water 

Reheat  1500°,  quench  water 

Reheat  1500°,  quench  water 

Reheat  1500°,  quench  water 

Reheat  1500°,  quench  water 

Reheat  1500°,  quench  water 

Quenched  from  pot  at  1500°  in  water 

Reheat  1400°,  quench  water 

Reheat  1500°,  quench  water 

Reheat  1600°,  quench  water 

Reheat  1700°,  quench  water 

Reheat  1800°,  quench  water 

Reheat  1600°,  quench  oil,  reheat  1400°,  quench  water 
Reheat  1600°,  quench  oil,  reheat  1500°,  quench  water 
Reheat  1500°,  quench  water,  draw  .380°  for  20  min.. 
Reheat   1600°,   quench   oil,   reheat    1500°,   quench 

water,  draw  380°  for  20  min 

Anneal  1400°,  reheat  1500°,  quench  water 


Load 

Size 

in  lb. 

in  in. 

at  Rup- 

ture 

0.500 

830 

0.500 

820 

0.500 

740 

0.500 

745 

0.500 

725 

0.500 

700 

0.500 

810 

0.500 

670 

0.500 

700 

0.501 

850 

0.500 

830 

0.500 

810 

0.500 

840 

0.500 

950 

0.500 

790 

0.500 

950 

0.600 

800 

DellectioD 

of  Center 

at  Rup- 

ture in  in. 

0.48 

0.43 

0.35 

0.34 

0.32 

0.22 

0.24 

0.22 

0.22 

0.25 

0.25 

0.24 

0.30 

0.45 

0.26 

0.44 

0.26 

Depth 

of 
Case 
in  in. 


0.010 
0.015 
0.020 
0.025 
0.030 
0.040 
0.040 
0.040 
0.040 
0.040 
0.040 
0.040 
0.040 
0.040 
0.040 

0.040 
0.040 


Summary:  1,  Strength  and  toughness  decrease  with  increasing  depth  of  case;  2,  minimum 
strength  and  toughness  occur  with  depth  of  case  of  0.020  in.;  3,  best  single  heat  treatment  reheat 
1600  deg.  fahr.,  quench  water;  4,  best  double  heat  treatment  reheat  1600  deg.  fahr.,  quench  oil, 
reheat  1500  deg.  fahr.,  quench  water;  5,  double  heat  treatment  increa.ses  strength  11.8  per  cent, 
toughncsa  80  per  cent;  0,  drawing  increa.ses  with  .single  treatment  strength  12.9  per  cent,  toughness 
18.2  per  cent;  7,  drawing  increa.scs  with  double  treatment  strength  0  per  cent,  toughness  0  per 
cent;  8,  annealing  increases  with  single  treatment  strength  14.3  per  cent,  toughness  18.2  per  cent. 
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TABLE  15     TRANSVERSE  TESTS  OF  CASE-CARBONIZED  STEEL  NO.  5 


Load 

Deflection 

Depth 

Size 

in  lb. 

of  Center 

of 

No. 

Heat  Treatment 

in  in. 

at  Rup- 

at Rup- 

Case 

ture 

ture  in  in. 

in  in. 

1 

Reheat  1550°,  quench  oil 

0.508 

1225 

2.66 

0.014 

2 

0  508 

1220 

2.30 

0  020 

3 

Reheat  1.550°,  quench  oil 

0.509 

1215 

1.75 

0.025 

4 

Reheat  15.50°,  quench  oil 

0.509 

1300 

1.20 

0.030 

5 

Reheat  1550°,  quench  oil 

0.508 

1295 

0.70 

0.035 

6 

Reheat  1550°,  quench  oil 

0  509 

1255 

0.46 

0.040 

7 

0.505 

1400 

0.53 

0.040 

S 

Reheat  1310°,  quench  oil 

0.504 

8.50 

0.46 

0.040 

9 

Reheat  1400°,  quench  oil 

0.504 

11.50 

0.46 

0.040 

10 

Reheat  1500°,  quench  oil 

0.504 

1250 

0.46 

0.040 

11 

Reheat  1600°,  quench  oil 

0.504 
0..504 

1250 
1280 

0.45 
0.46 

0.040 

12 

Reheat  1700°,  quench  oil 

0.040 

13 

Reheat  1800°,  quench  oil 

0.504 

1250 

0.43 

0.040 

14 

Reheat  1600°,  quench  oil,  reheat  1400°,  quench  oil. 

0.504 

1210 

0.60 

0.040 

15 

Reheat  1600°,  quench  oil,  reheat  1400°,  quench  water 

0.502 

1200 

0.42 

0.040 

16 

Reheat  1600°,  quench  oil,  reheat  1500°,  quench  oil. . 

0.503 

1500 

0.51 

0.040 

17 

Reheat  1600°,  quench  oil,  reheat  1500°,  quench  water 

0.504 

1240 

0.44 

0.040 

18 

Reheat  1500°,  quench  oil,  draw  380°  for  20  min 

0.504 

1560 

0.56 

0.040 

19 

Reheat  1600°,  quench  oil,  reheat  1400°,  draw  380° 

0.504 
0.504 

1.320 
1280 

0.72 
0.43 

0.040 

20 

0.040 

21 

Reheat    1500°,    reheat    1600°,    quench    oil,    reheat 

0.505 

1200 

0.60 

0.040 

Summart:  1,  Strength  and  toughness  decrease  with  increase  depth  of  case;  2,  minimum 
strength  and  toughness  occur  with  depth  of  case  0.040  in.;  3,  best  single  he.it  treatment  reheat 
1.500°,  quench  oil;  4,  best  double  heat  treatment  reheat  1600°,  quench  oil,  reheat  1500°,  quench 
oil;  5,  double  hojit  treatment  increases  strength  20  per  cent,  toughness  10.8  per  cent;  6,  drawing 
increases  with  single  heat  treatment  strength  24.8  per  cent,  toughness  10.8  per  cent;  7,  drawing 
increases  with  double  heat  treatment  strength  9.1  per  cent,  toughness  20  per  cent;  8,  annealing 
increases  with  single  heat  treatment  strength  2.4  per  cent,  toughness  6.5  per  cent;  9,  annealing 
increases  with  double  heat  treatment  strength  0  per  cent,  toughness  0  per  cent. 
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TABLE  16    TRANSVERSE  TESTS  OF  CASE-CARBONIZED  STEEL  NO.  6 


No. 


1 
2 
3 
4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 
22 


Heat  Treatment 


Reheat  1500°,  quench  oil 

Reheat  1500°,  quench  oil 

Reheat  1500°,  quench  oil 

Reheat  1500°,  quench  oil 

Reheat  1500°,  quench  oil 

Reheat  1500°,  quench  oil 

Quenched  from  pot  at  1500°  into  oil 

Reheat  1300°,  quench  oil 

Reheat  1400°,  quench  oil 

Reheat  1500°,  quench  oil 

Reheat  1600°,  quench  oil 

Reheat  1700°,  quench  oil 

Reheat  1800°,  quench  oil 

Reheat  1600°,  quench  oil,  reheat  1300°,  quench  oil 
Reheat  1600°,  quench  oil,  reheat  1400°,  quench  oil 
Reheat  1600°,  quench  oil,  rehe.at  1400°,  quench  water 
Reheat  1000°,  quench  oil,  reheat  1500°,  quench  oil 
Reheat  1600°,  quench  oil,  reheat  1500°,  quench  water 
Reheat  1500°,  quench  oil,  draw  380°  for  20  min 
Reheat  1600°,  quench  oil,  reheat  1400°,  quench  oil, 

draw  380°  for  20  min 

Anneal  1500°,  quench  oil 

Anneal  1600°,  quench  oil,  reheat  1400°,  quench  oil 


Load 

Size 

in  lb. 

in  in. 

at  Rup- 

ture 

0.504 

2010 

0.504 

1675 

0.505 

1615 

0.505 

1455 

0.505 

1390 

0.504 

1250 

0.504 

1350 

0.503 

880 

0.503 

1230 

0.504 

1315 

0.504 

1300 

0.502 

1320 

0.502 

1300 

0.503 

1240 

0.505 

1260 

0.504 

1200 

0.504 

1390 

0.504 

1415 

0.504 

1610  . 

0.504 

1400 

0.504 

1370 

0.504 

1250 

Deflection 
of  Center 
at  Rup- 
ture in  in. 


2.40 
0.79 
0.69 
0.55 
0.52 
0.43 
0.49 
0.32 
0.42 
0.45 
0.45 
0.45 
0.45 
0.75 
0.59 
0.37 
0.44 
0.46 
0.53 

0.65 
0.44 
0.60 


Depth 

ot 
Case 


0.010 
0.015 
0.020 
0.030 
0.035 
0.040 
0.040 
0.040 
0.040 
0.040 
0.040 
0.040 
0.040 
0.040 
0  040 
0.040 
0.040 
0.040 
0.040 

0.040 
0.040 
0.040 


Summary:  1,  Strength  and  toughness  decreases  with  increasing  depth  of  case;  2,  minimum 
strength  and  toughness  occurs  with  depth  of  case  of  0.040  in.;  3,  best  single  heat  treatment  reheat 
1500  deg.  fahr.,  quench  in  oil;  4,  best  double  heat  treatment  reheat  1600  deg.  fahr.,  quench  in 
oil,  reheat  1500  deg.  fahr.,  quench  oil;  5,  best  double  heat  treatment  increases  strength  6.1  per 
cent  and  toughness  0  per  cent;  6,  drawing  increases  with  single  treatment  strength  23  per  cent  and 
toughness  17.8  per  cent;  7,  drawing  increases  with  double  treatment  strength  11  per  cent  and 
toughness  10.1  per  cent;  8,  annealing  increases  with  single  treatment  strength  4.1  per  cent  and 
toughness  0  per  cent;  9,  annealing  increases  with  double  treatment  strength  0  per  cent  and  tough- 
ness 0  per  cent. 
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TABLE  17    TRANSVERSE  TESTS  OF  CASE-CARBONIZED  STEEL  NO.  7 


Load 

Deflection 

Depth 

Size 

in  lb. 

of  Center 

of 

No. 

Heat  Treatment 

in  in. 

at  Rup- 

at R\ip- 

Case 

ture 

ture  in  in. 

in  in. 

1 

Reheat  1500°,  quench  oil 

0.505 
0.505 

1975 
1940 

2.50 
1.25 

0.010 

2 

Reheat  1500°,  quench  oil 

0.020 

3 

0.505 
0.506 
0.504 
0.505 
0.504 

1760 
1640 
1410 
1275 
1250 

0.96 
0.70 
0.53 
0.44 
0.42 

0.025 

4 

0.030 

5 

0.035 

6 

0.040 

7 

Quench  from  pot  at  1500°  into  oil 

0.040 

8 

Reheat  1300°,  quench  oil 

0.501 
0.500 
0.502 
0.502 
0.499 
0.499 
0.501 

1000 
1250 
1280 
1280 
1300 
1225 
1200 

0.33 
0.40 
0.44 
0.44 
0.45 
0.42 
0.60 

0.040 

9 

0.040 

10 

Reheat  1500°,  quench  oil 

0.040 

11 

0.040 

12 

Reheat  1700°,  quench  oil 

0.040 

13 

Reheat  1800°,  quench  oil '. 

0.040 

14 

Reheat  1600°,  quench  oil,  reheat  1300°,  quench  oil. . 

0.040 

15 

Reheat  1600°,  quench  oil,  reheat  1400°,  quench  oil. . 

0.500 

1320 

0.50 

0.040 

16 

Reheat  1600°,  quench  oil,  reheat  1400°,  quench  water 

0.500 

1170 

0.37 

0.040 

17 

Reheat  1600°,  quench  oil,  reheat  1500°,  quench  oil. . 

0.500 

1380 

0.41 

0.040 

18 

Reheat  1600°,  quench  oil,  reheat  1500°,  quench  water 

0.500 

1250 

0.40 

0.040 

19 

Reheat  1500°,  quench  oil,  draw  380°  for  20  min. .  .  . 

0.503 

1630 

0.53 

0.040 

20 

Reheat  1600°,  quench  oil,  reheat  1400°,  quench  oil. 

draw  380°  for  20  min 

0.502 
0.502 

1525 
1300 

0.58 
0.40 

0.040 

21 

Anneal  1500°,  reheat  1500°,  quench  oil 

0.040 

22 

Anneal  1500°,  reheat  1600°,  quench  oil,  reheat  1400°, 

0.502 

1300 

0.47 

0.040 

Summaky:  1,  Toughness  and  strength  decrease  with  increasing  depth  of  case;  2,  minimum 
strength  and  toughness  occurs  with  depth  of  case  of  0.040  in.;  3,  best  single  heat  treatment  reheat 
1450  deg.  fahr.,  quench  oil;  4,  best  double  heat  treatment  reheat  1600  deg.  fahr.,  reheat  1400 
deg.  fahr.,  quench  oil;  5,  best  double  heat  treatment  increases  strength  5.6  per  cent  and  toughness 
13.6  per  cent;  6,  drawing  increa.ses  with  single  treatment,  strength  27.4  per  cent,  and  toughness 
20. .5  per  cent;  7,  drawing  increa.ses  with  double  treatment,  strength  15.5  per  cent,  and  toughness 
16  per  cent;  8,  annealing  increases  with  single  tre.itment,  strength  4  per  cent,  and  toughness  0  per 
cent;  9,  annealing  decreases  with  double  treatment,  strength  1.5  per  cent,  and  toughness  6  per 
cent. 
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TABLK  18     TRANSVERSE  TESTS  OF   CASE-CARBONIZED  STEEL  NO.  8 


No. 

Heat  IVeatnient 

Size 
in  in. 

Load 
in  lb. 
at  Rup- 
ture 

Deflection 
of  Center 
at  Rup- 
ture in  in. 

Depth 

of 
Case 
in  in. 

1 

Reheat  1550°,  quench  oil 

0.507 
0.508 
0.507 
0.507 
0.506 
0.506 
0.506 
0.503 
0.504 
0.503 
0.504 
0.506 
0.504 
0.504 
0.505 
0.505 
0.504 
0.502 
0.503 

0.505 
0.504 

0.505 

2055 
1625 
1375 
1350 
1350 
1350 
1350 
800 
1100 
1250 
1300 
1360 
1250 
1300 
1450 
1400 
1440 
1340 
1750 

1580 
1370 

1440 

1.14 
0.55 
0.43 
0.42 
0.42 
0.42 
0.45 
0.28 
0.34 
0.40 
0.43 
0.44 
0.41 
0.48 
0.50 
0.39 
0.49 
0.37 
0.60 

0.53 
0.43 

0.46 

0  010 

2 

0  020 

3 

0.040 

4 

0.060 

0  070 

6 

0  095 

7 

0.040 

8 

0.040 

9 

Reheat  1400°,  quench  oil 

0.040 

10 

0.040 

11 

0.040 

12 

Reheat  1700°,  quench  oil 

0.040 

13 

Reheat  1800°,  quench  oil 

0.040 

14 
15 
16 
17 
18 
19 
20 

Reheat  1550°,  quench  oil,  reheat  1300°,  quench  oil . . 
Reheat  1550°,  quench  oil,  reheat  1400°,  quench  oil. . 
Reheat  1550°,  quench  oil,  reheat  1400°,  quench  water 
Reheat  1550°,  quench  oil,  reheat  1500°,  quench  oil. . 
Reheat  1550°,  quench  oil,  reheat  1500°,  quench  water 

Reheat  1550°,  quench  oil,  draw  380°  for  20  min 

Reheat  1500°,  quench  oil,  reheat  1400°,  quench  oil, 
draw  380°  for  20  min 

0.040 
0.040 
0.040 
0.040 
0.040 
0.040 

0.040 

21 

0.040 

22 

Anneal  1500°,  reheat  1550°,  quench  oil,  reheat  1400°, 
quench  oil 

0.040 

Summary:  1,  Strength  and  toughness  decrease  with  increase  in  depth  of  case;  2,  minimum 
strength  and  toughness  occur  with  depth  of  ca.se  0.040  in.;  3,  best  single  treatment  reheat  1,500°, 
quench  oil;  4,  best  double  treatment  reheat  1550°,  quench  oil,  reheat  1400°,  quench  oil;  5,  best 
double  treatment  increa-scs  strength  6.9  per  cent,  toughness  19  per  cent;  6,  drawing  increases  with 
best  single  treatment,  strength  29.6  per  cent,  toughness  43  per  cent;  7,  drawing  increases  with 
best  double  treatment  17  per  cent,  toughness  23.8  per  cent;  8,  annealing  increases  with  best  single 
treatment  1.5  per  cent,  toughness  2.4  per  cent;  9,  annealing  decreases  with  best  double  treatment, 
strength  0.7  per  cent,  toughness  8  per  cent. 
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TABLE  19     TRANSVERSE  TESTS  OF  CASE-CARBONIZED  STEEL  NO.  9 


No. 

Heat  Treatment 

Size 
in  in. 

Load 
in  lb. 
at  Rup- 
ture 

Deflection 
of  Center 
at  Rup- 
ture in  in. 

Depth 

of 
Case 
in  in. 

I 

Reheat  1500°  quench  oil     

0.508 
0.508 
0.509 
0.509 
0.508 
0.509 
0.504 
0.507 
0.507 
0.507 
0.504 
0.503 
0.503 
0.504 
0.505 
0.506 
0.506 
0.503 
0.506 

0.506 
0.506 

0.506 

1595 
1450 
1450 
1455 
1435 
1400 
1700 
1075 
1450 
1450 
1450 
1500 
1500 
1300 
1550 
1170 
1450 
1240 
1950 

1950 
1500 

1500 

0.52 
0.46 
0.48 
0.45 
0.47 
0.44 
0.50 
0.44 
0.44 
0.47 
0.48 
0.50 
0.50 
0.47 
0.47 
0.32 
0.46 
0.34 
0.60 

0.62 
0.48 

0.48 

0.010 

2 

0.020 

3 

0.040 

4 

0.060 

5 

0.070 

6 

7 

0.095 

0.040 

3 

0.040 

9 

0.040 

10 

0.040 

11 

0.040 

12 

0.040 

13 

0.040 

14 
15 
16 
17 
18 
19 
20 

Reheat  1550°,  quench  oil,  reheat  1300°,  quench  oil. . 
Reheat  1550°,  quench  oil,  reheat  1400°,  quench  oil. . 
Reheat  1550°,  quench  oil,  reheat  1400°,  quench  water 
Reheat  1550°,  quench  oil,  reheat  1500°,  quench  oil. . 
Reheat  1550°,  quench  oil,  reheat  1.500°,  quench  water 
Reheat  1550°,  quench  oil,  draw  380°  lor  20  min. .  .  . 
Reheat  1560°,  quench  oil,  reheat  1400°,  quench  oil, 
draw  380°  for  20  min.         

0.040 
0.040 
0.040 
0.040 
0.040 
0.040 

0.040 

21 

0.040 

22 

Anneal  1500°,  reheat  1550°,  quench  oil,  reheat  1400°, 

0.040 

Summary:  1,  The  strength  and  toughness  decrsases  with  increase  in  depth  of  case;  2,  minimum 
strength  and  toughness  occur  with  depth  of  case  of  0.02  in.;  3,  be.st  single  treatment  reheat  1400°, 
quench  oil;  4,  br.-st  double  treatment  reheat  1500°,  quench  oil,  reheat  1400°,  quench  oil;  5,  best 
double  treatment  inorea-ses  strength  6.9  per  cent  nnd  toughness  0  per  cent;  6,  drawing  increases 
with  single  treatment,  strength  34.4  per  cent,  toughneas  27.6  per  cent;  7,  drawing  increases  with 
double  treatment  strength  25.8  per  cent,  toughness  40.5  per  cent;  8,  annealing  increases  with 
single  treatment,  strength  4 . 1  per  cent,  toughness  2. 1  per  cent;  9,  annealing  decreases  with  double 
treatment,  strength  3.3  per  cent,  toughness  0  per  cent. 
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TABLE  20    TRANSVERSE  TESTS  OF  CASE-CARBONIZED  STEEL  NO.  10 


No. 


7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 


Heat  Treatinont 


Reheat  1700°,  quench  water 

Reheat  1700°,  quench  water 

Reheat  1700°,  quench  water 

Reheat  1700°,  quench  water 

Reheat  1700°,  quench  water 

Reheat  1700°,  quench  water 

Quenched  from  pot  at  1700° 

Reheat  1400°,  quench  water 

Reheat  1500°,  quench  water 

Reheat  1600°,  quench  water 

Reheat  1700°,  quench  water 

Reheat  1800°,  quench  water 

Reheat  1700°,  quench  oil,  reheat  1400°,  quench  water 
Reheat  1700°,  quench  oil,  reheat  1500°,  quench  water 
Reheat  1700°,  quench  oil,  reheat  1600°,  quench  oil 
Reheat  1700°,  quench  oil,  reheat  1600°,  quench  water 
Reheat  1700°,  quencli  oil,  reheat  1700°,  quench  oil 
Reheat  1700°,  quench  oil,  reheat  1700°,  quench  water 
Reheat  1700°,  quench  water,  draw  at  380°  for  20  min 
Reheat    1700°,    quench    oil,    reheat    1600°,    quench 

water,  draw  380°  for  20  min 

Anneal  1550°,  reheat  1700°,  quench  water. . . . 


Load 

Size 

in  lb. 

in  in. 

at  Rup- 

ture 

0.505 

1700 

0..507 

1630 

0.505 

1600 

0.508 

1550 

0.507 

1410 

0.510 

1385 

0.506 

1490 

0.506 

1150 

0.506 

1200 

0.506 

1400 

0.506 

1400 

0.506 

1390 

0.504 

1300 

0.503 

1240 

0.502 

1550 

0.504 

1500 

0.504 

1500 

0.503 

1450 

0.504 

1600 

0..'504 

1750 

0.504 

1440 

Deflection 
of  Center 
at  Rup- 
ture in  in. 


1.04 
0.85 
0.72 
0.54 
0.42 
0.42 
0.49 
0.53 
0.40 
0.40 
0.42 
0.41 
1.00 
0.38 
0.67 
0.44 
0.49 
0.48 
0.50 

0.50 
0.43 


Depth 

of 
Case 


0.015 
0.020 
0.025 
0.030 
0.035 
0.040 
0.040 
0.040 
0.040 
0.040 
0.040 
0.040 
0.040 
0.040 
0.040 
0.040 
0.040 
0.040 
0,040 

0.040 
0.040 


Summary:  1,  Strength  and  toughness  decrease  with  increase  in  depth  of  case;  2,  minimum 
strength  and  toughness  occur  with  depth  of  case  of  0.035  per  cent;  3,  best  single  heat  treatment 
reheat  1600  deg.  fahr.  to  1700  deg.  fahr.,  quench  water;  4,  best  double  heat  treatment  reheat  1700 
deg.  fahr.,  quench  oil,  reheat  1600  deg.  fahr.,  quench  oil;  5,  best  double  heat  treatment  increa.ses 
strength  10.7  per  cent,  toughness  92.5  per  cent;  6,  drawing  increases  with  single  treatment, 
strength  14.3  per  cent,  toughness  25  per  cent;  7,  drawing  increases  with  double  treatment,  strength 
16.7  per  cent,  toughness  13.6  por  cent;  8,  annealing  increa.ses  with  single  treatment,  strength  2  8 
per  cent,  toughness  7  per  cent. 
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TABLE  21     TRANSVERSE  TESTS  ON  OIL-HARDENED  STEELS 


Steel  No 

11 

No. 

Heat  Treatment 

Size 
in  in. 

Load 
in  lb. 
at  Rup- 
ture 

Deflection 
of  Center 
at  Rup- 
ture in  in. 

Hard- 
ness 

Remarks 

1 

Heated  1700°,  quench  in  oil,  drawn 
212°  for  20  min 

508 
508 
508 

2000 
3025 
2375 

0.75 
1.55 
2.50 

576 
542 
508 

2- 

Heated  1700°,  quencli  in  oil,  drawn 
400°  for  20  min 

3 

Heated  1700°,  quench  in  oil,  drawn 
C00°  for  20  min 

Si 

EEL    No 

12 

1 

Heated  1500°,  quenched  in  oil,  drawn 
212°  for  20  min 

508 
508 
508 

1900 
2825 
2470 

O.GO 
1 .  50 
2.50 

5C2 
545 
513 

2 

HeaU'd  1500°,  quenched  in  oil,  drawn 
400  °  for  20  min.   . 

3 

Ilcattd  1500°,  quenched  in  oil,  drawn 
000°  for  20  min 

Did  not  break 
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APPENDIX  No  2 
TEMPERATURE  RECORDS  FOR  EXPERIMENT  NO    3 

TABLE  22  TEMPERATURE  RECORD  RUN  NO.  1,  1300  DEC.  FAHR.  MATERIAL: 
BAR  291-2  (0.20%  CARBOxV  OPEN  HEARTH):  BAR  726-2  (0.20%  NICKEL): 
BAR  353-2  (0.20%  "A"  VANADIUM) 


Temperature 

,  Deg.  Fahr. 

/ 

Time 

Remarks 

Cold  Junction 

Furnace 

r<jt 

Pot  Corrected 

9.17 

90 

100 

atmos. 

Furnace  started 

9.30 

97 

530 

9.45 

98 

880 

10.00 

106 

1035 

10.15 

110 

1240 

490 

475 

10.30 

lOt) 

1400 

870 

855 

10  45 

104 

1335 

1200 

1185 

11.00 

108 

1320 

1310 

1295 

Begin  to  count  time 

11.15 

112 

1220 

1320 

1300 

11.30 

114 

1160 

1300 

1280 

11.45 

118 

1225 

1260 

1240 

12.00 

112 

1320 

1280 

1260 

12.15 

116 

1355 

1330 

1310 

12.30 

1360 

1330 

1310 

12.45 

1280 

1350 

1320 

i.oo 

117 

1285 

1360 

1340 

1.15 

118 

1255 

1330 

1310 

1  30 

124 

1290 

1320 

1295 

1.45 

122 

1300 

1320 

1295 

2.00 

117 

1255 

1335 

1315 

2.15 

121 

1225 

1315 

1295 

2.30 

124 

1225 

1290 

1265 

2.45 

124 

1345 

1310 

1280 

3.00 

132 

1340 

1360 

1330 

3.16 

128 

1260 

1360 

1335 

3  30 

120 

1200 

1330 

1305 

3.45 

117 

1200 

1300 

1280 

4.00 

126 

1250 

1270 

1245 

Pot  pulled 
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TABLE  23     TEMPERATURE  RECORD  RUN 

NO.  2.   1400  DEG.  FAHR. 

Temperature 

Deg.  Fahr. 

Time 

Remarks 

Cold  Junction 

Furnace 

Pot 

Pot  Corrected 

8.55 

95 

400 

Furnace  started 

9.05 

98 

500 

9.15 

95 

840 

9.30 

100 

1040 

9.45 

103 

1190 

10.00 

105 

1325 

715 

700 

10.15 

105 

1445 

1150 

1135 

10.30 

110 

1440 

1330 

1315 

10.45 

110 

1460 

1440 

1425 

Begin  to  count  time 

11.00 

112 

1400 

1460 

1440 

11.15 

116 

1360 

1440 

1420 

11.30 

119 

1335 

1415 

1395 

11.45 

114 

1385 

1410 

1390 

12.00 

125 

1435 

1440 

1415 

12.15 

123 

1420 

1465 

1440 

12.30 

120 

1400 

1460 

1435 

12.45 

120 

1380 

1420 

1400 

1.00 

120 

1415 

1415 

1395 

1.15 

125 

1345 

1400 

1375 

1.30 

124 

1355 

1400 

1375 

1.45 

130 

1435 

1425 

1400 

2.00 

130 

1440 

1450 

1425 

2.15 

125 

1405 

1445 

1420 

2.30 

126 

1375 

No.  4  couple  off 

2.45 

1320 

3.00 

128 

1300 

1310 

1285 

3.15 

132 

1410 

1325 

1290 

3.30 

125 

1475 

1400 

1375 

• 

3.45 

120 

1460 

1430 

1405 

4.00 

125 

1420 

1425 

1400 

4.15 

125 

1375 

1405 

1380 

Pot  pulled 
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TABLE  24  TEMPERATURE  RECORD  RUN  NO.  3,  1500  DEC.  FAHR.  MATERIAL: 
BAR  292-2  (0.20%  CARBON  OPEN  HEARTH);  BAR  728-2  (0.20%  NICKEL); 
BAR  354-2  (0.2f%  "A"   VANADIUM) 


Temperature 

,  Deg.  Fahr. 

Time 

Remark? 

Cold  Junction 

Furnace 

Pot 

Pot  Corrected 

8.40 

150 

Furnace  started 

9.00 

98 

650 

9.15 

98 

910 

9.30 

101 

1090 

9.45 

101 

1230 

490 

475 

10.00 

103 

1345 

910 

•   895 

10.15 

106 

1440 

1190 

1175 

10.30 

110 

1535 

1385 

1370 

10.45 

111 

1540 

1520 

1505 

11.00 

112 

1540 

1570 

1550 

11.15 

120 

1500 

1535 

1515 

11.30 

121 

1465 

1565 

1540 

11.45 

118 

1460 

1525 

1505 

12.00 

116 

1455 

1545 

1520 

12.15 

120 

1400 

1.520 

1500 

12.30 

120 

1360 

1280  (?) 

1260  (?) 

12.45 

120 

1420 

1400 

1380 

1.00 

120 

1470 

1420 

1400 

1.15 

120 

1455 

1.555 

1530 

1.30 

126 

1370 

1530 

1505 

1.45 

121 

1360 

1475 

1450 

2.00 

128 

1410 

1460 

1435 

2.15 

132 

1480 

1525 

1495 

2.30 

125 

1480 

1580 

1565 

2.45 

124 

1425 

1545 

1520 

3.00 

128 

1380 

1510 

1485 

3.16 

130 

1365 

1500 

1475 

3.30 

128 

1420 

1475 

1450 

3.45 

122 

1500 

1520 

1496 

4.00 

120 

1390 

1570 

1555 

4.15 

127 

1320 

1500 

1475 

Pot  pulled 
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TABLE  26  TEMPERATURE  RECORD  RUN  NO.  4,  1600  DEC.  FAHR.  MATERIAL 
BAR  293-1  (0.20%  CARBON  OPEN  HEARTH);  BAR  732-1  (0.20%  NICKEL); 
BAR  355-1   (0.20%   "A"   VANADIUM) 


Temperature 

Deg.  Fahr. 

Time 

Remarks 

Cold  Junction 

Furnace 

Pot 

Pot  Corrected 

10.00 

Furnace  started 

10.30 

1000 

10.45 

1210 

11.00 

11.15 

80 

1460 

910 

895 

11.30 

85 

1565 

1235 

1210 

11.45 

86 

1655 

1465 

1445 

12.00 

88 

1655 

1600 

1580 

12.15 

12.30 

12.45 

1  00 

102 

1515 

1545 

1520 

1.15 

99 

1565 

1565 

1540 

1.30 

101 

1530 

1550 

1525 

1.45 

95 

1550 

1560 

1435 

2.00 

84 

1625 

1600 

1580 

2.15 

102 

1650 

1635 

1610 

2.30 

100 

1040 

1655 

1625 

2.45 

90 

1580 

1655 

1625 

3.00 

74 

1585 

1640 

1675 

3  15 

92 

1560 

1600 

1580 

3.30 

90 

1555 

1.500 

1475 

3.45 

105 

1540 

1565 

1540 

4.00 

92 

1620 

1600 

1580 

4.15 

4.30 

96 

1655 

1650 

1625 

4.45 

98 

1585 

1640 

1615 

fi.OO 

98 

1530 

1.595 

1575 

Pot  pulled 
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TABLE  26  TEMPERATURE  RECORD  RUN  NO.  5.  1700  DEC.  FAHR.  MATERIAL: 
BAR  293-2  (0.20%  CARBON  OPEN  HEARTH);  BAR  732-2  (0.20%  NICKEL); 
BAR  356-2  (0.20%  "A"   VANADIUM) 


Temperature 

Deg.  Fahr. 

Time 

Remarks 

Cold  Junction 

Furnace 

Pot 

Pot  Corrected 

8.45 

• 

Furnace  started 

9.00 

9.15 

1100 

9.30 

1300 

9.45 

74 

1405 

500 

980 

10.00 

79 

1570 

980 

955 

10.15 

76 

1700 

1375 

1330 

10.30 

78 

1740 

1565 

1540 

10.45 

90 

1600 

1635 

1610 

11.00 

88 

1590 

1610 

1590 

11.15 

88 

1585 

1600 

1580 

11.30 

92 

1695 

1630 

1605 

11.45 

102 

1800 

1740 

1725 

12.00 

100 

1740 

1750 

1735 

12.15 

108 

1700 

1740 

1725 

12.30 

12.45 

1.00 

1.15 

91 

1650 

1665 

1650 

1.30 

85 

1650 

1675 

1660 

1.45 

90 

1715 

1715 

1700 

2.00 

91 

1685 

1720 

1705 

2.15 

91 

1660 

1685 

1670 

2.30 

110 

1665 

1680 

1665 

2.45 

90 

1665 

1685 

1670 

3.00 

90 

1665 

1685 

1670 

3.15 

88 

1675 

1700 

1685 

3.30 

104 

1675 

1680 

1665 

3.45 

103 

1675 

1690 

1675 

4.00 

1685 

1700 

1685 

4.15 

100 

1695 

1705 

1690 

4.30 

98 

1695 

1705 

1690 

4.45 

90 

1700 

1715 

1700 

Pot  pulled 
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TABLE  27  TEMPERATURE  RECORD  RUN  NO.  26,  1800  DEC.  FAHR.  MATERIAL: 
BAR  284-1  (0.20%  CARBON  OPEN  HEARTH);  BAR  469-1  (0.20%  NICKEL); 
BAR  455-1   (0.20%  "A"  VANADIUM) 


Temperature 

,  Deg.  Fahr. 

Time 

Remarks 

Cold  Junction 

Furnace 

Pot 

Pot  Corrected 

10.00 

Furnace  started 

10.15 

10.30 

10.45 

1220 

11.00 

1380 

11.15 

11.30 

88 

1620 

1215 

1200 

11.45 

96 

1760 

1500 

1475 

12.00 

97 

1805 

1710 

1695 

12.15 

109 

1810 

1780 

1780 

12.30 

12.45 

1.00 

108 

1865 

1870 

1860 

1.15 

112 

1745 

1835 

1825 

1.30 

104 

1760 

1780 

1770 

1.45 

106 

1805 

1810 

1800 

2.00 

106 

1815 

1825 

1815 

2.15 

96 

1780 

1820 

1810 

2.30 

2.45 

113 

1775 

1800 

1790 

3.00 

115 

1780 

1800 

1790 

3.15 

105 

1780 

1805 

1795 

3.30 

111 

1780 

1800 

1790 

3.45 

116 

1785 

1800 

1790 

4.00 

102 

1785 

1805 

1795 

4.15 

105 

1780 

1800 

1790 

4.30 

112 

1775 

1800 

1790 

4.45 

101 

1770 

1795 

1785 

6.00 

116 

1765 

1786 

1775 

Pot  pulled 
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MICROSCOPIC    INVESTIGATION    OF    OPEN-HEARTH    STEELS 

TEST   PIECE  CASE   CARBONIZED   AT   1300   DEG.    FAHR.,    ETCHED   IN   5   PER 
CENT  PICRIC  ACID   FOR   60   SECONDS 

63  Magnification  100  Diameters.  On  the  outside  of  this  speciiueu  ie 
a  zone  of  pearlite  with  excess  cemeutite  or  ferrite  iu  lines  too  fine  for 
needle  test  about  0.0075  mm.  thick.  Inside  this  is  a  zone  of  beautiful 
lamellar  pearlite,  about  0.090  mm.  thick,  of  eutectic  composition.  Further 
in  there  is  a  zone  of  gradation  of  carbon  content  about  0.03375  mm. 
thick,  inside  of  which  is  the  normal  low  carbon  interior,  the  pearlite 
appearing  in  fine  particles  surrounded  by  ferrite.  Total  penetration  of 
carbon  is  0.1350  mm.  Just  inside  the  gradation  zone  and  intermingled 
with  it,  there  is  scattered  a  large  number  of  thin  brown  needles,  varying 
iu  size  from  barely  discernible  specks  to  needles  about  0.009  mm.  long. 
Mr.  K.  W.  Zimmerschied  calls  these  needles  nitrides,  since  he  obtained 
similar  ones  by  quenching  some  steel  in  ammonia.  Penetrating  the  car- 
bonized zone  iu  many  places  around  the  circumference  are  bands  of  ferrite 
at  various  angles  from  0  to  90  with  the  radius  containing  almost  no 
pearlite,  but  a  thick  sprinkling  of  very  minute  specks  and  lines  which  may 
be  nitrides. 

64  Magnification  .'lOO  Diameters.  Under  this  power  the  ferrite  bands, 
containing  nitrides,  appear  at  intervals  all  the  way  around  the  circumfer- 
ence, more  numerous  in  some  parts  than  iu  others.  These  nitrides  are 
more  resolved  at  this  power  and  hence  more  readily  seen,  but  beyond  this 
increased  distinctness,  the  specimen  appears  as  described  above. 

TEST    PIECE   CASE   CARBONIZED   AT   1400   DEG.    FAHR.,    ETCHED   IN   5   PER 
CENT  PICRIC  ACID  FOR  45   SECONDS 

65  Magnification  100  Diameters.  In  this  specimen  the  depth  of  pene- 
tration of  the  carbon  seems  to  be  fairly  uniform,  averaging  0.420  mm. 
thick.  On  the  outside  there  is  a  zone  of  irregular  thickness,  containing 
pearlite  with  fine  lines  of  excess  cementite.  The  average  thickness  of  this 
zone  is  0.060  mm.  Inside  the  zone  of  excess  cementite  comes  one  of 
eutectic,  about  0.150  mm.  thick,  followed  by  a  gradation  zone  0.225  mm. 
thick,  in  which  the  pearlite  exists  as  large  islands  surrounded  by  fine 
lines  of  ferrite,  growing  more  numerous  toward  the  interior,  until  the 
normal  core  structure  of  small  islands  of  pearlite  surrounded  by  ferrite  is 
obtained.  The  pearlite  in  the  core  has  gathered  into  larger  islands  than 
in  the  specimen  treated  at  1300  deg.  fahr.  The  nitride  needles  are  present 
inside  the  eutectic  zone,  but  are  not  so  numerous  as  in  the  last  specimen. 
The  same  is  true  of  the  bands  of  pure  ferrite  containing  nitride  nowllcs 
which  penetrate  the  carbonized  zone. 

66  Magnification  J/OO  Diameters.  At  this  magnification  the  pearlite 
throughout  the  entire  carbonized  zone  is  resolved  into  a  beautifully  lamel- 
lar structure.  As  before,  we  have  an  outer  zone  of  pearlite  with  excess 
cementite.  showing  in  places  around  the  circumference  small  spots  of 
pure  cementite  on  the  outer  rim.  The  average  thickness  of  this  zone 
is  0.090  mm.     The  eutectic  zone  inside  the  zone  of  excess  cementite  is 
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apiiroxiinately  0.12<)  mm.  thick.     The  jjriulatiou  zone  is  O.ISTn  mm.  thick, 
giving  a  total  penetration  of  carbon  of  0.3975  mm. 

TEST  PIECE  CASE   CARBONIZED  AT   ir.OO   DEG.    FAHR.,   ETCHED   IN   5   PER 
CENT  PICRIC  ACID  FOR   30  SECONDS 

07  Magnification  100  Diameters.  Under  this  magnification  the  effect 
of  carbonizing  is  noticed  in  a  deeper  zone  of  eutectic,  but  not  in  a  much 
greater  excess  of  cemeutite  in  the  outer  portions  of  the  carbonized  zone 
than  was  observed  in  the  specimen  treated  at  1400  deg.  fahr.  On  the 
extreme  outer  edge  of  the  specimen  we  see  a  thin  blacls  rim  about  0.023 
mm.  thick,  of  unresolvable  material.  Inside  this  rim  we  see  progressively 
a  zone  of  pearlite  with  excess  cementite,  showing  slight  crystalline  out- 
lines in  places,  about  0.1275  mm.  thick.  Next  comes  the  eutectic  zone, 
0.240  mm.  thick,  giving  a  total  penetration  of  carbon  of  0.390  mm.  This 
gradation  zone  varied  from  large  islands  of  pearlite  surrounded  by  lines 
of  ferrite.  to  smaller  islands  of  pearlite.  surrounded  'by  masses  of  ferrite. 
The  i)oarlite  on  llie  interior  seems  to  l)e  in  larger  areas  tlian  in  the  last 
section  surrounded  by  ferrite.  No  bands  of  ferrite,  such  as  supposedly 
contained  nitrides  in  the  last  specimens  are  visible  here.  Neither  are 
any  nitrides  visible  inside  the  eutectic  zone. 

08  Magnification  400  Diameters.  At  this  magnification  the  pearlite 
ill  the  carbonized  zone  is  resolvable  into  a  beautifully  lamellar  structure. 
while  that  In  the  core  is  mostly  unresolvable  in  islands  surrounded  by 
ferrite,  though  some  of  it  appears  faintly  lamellar.  The  outer  zone  of 
pearlite  with  excess  cementite  was  0.150  mm.  thick.  Inside  this  was 
a  zone  of  eutectic  0.150  mm.  thick,  and  then  a  gradation  zone  0.420  mm. 
thick,  giving  a  total  carbon  penetration  of  0.720  mm.  Along  the  inner 
part  of  the  gradation  zone,  we  come  across  a  needle  or  two  as  we  follow 
the  zone  around,  which  might  be  a  nitride,  but  beyond  these  few  solitary 
needles  no  traces,  such  as  the  bands  cutting  into  the  case,  are  visible. 

TEST   PIECE   CASE   CARBONIZED  AT   IGOO   DEG.    FAHR.,   ETCHED   IN   5   PER 
CENT  PICRIC  ACID  FOR  20  SECONDS 

09  Magnification  100  Diameters.  The  carbonizing  at  this  temperature 
appears  to  have  increased  the  depth  of  the  carbonized  zone,  but  not  to 
have  formed  a  zone  of  much  greater  percentage  excess  cemeutite  than  was 
obtainetl  at  the  last  temperature.  The  thickness  of  the  outer  zone  of 
pearlite  and  excess  cemeutite  varies  around  the  circumfereuce,  but  aver- 
ages 0.0975  mm.  Inside  this  zone  we  find  a  zone  of  eutectic  averaging 
0.345  mm.  thick,  and  a  zone  of  gradation  averaging  0.300  mm.,  giving  a 
total  penetration  of  carbon  of  0.749S  mm. 

70  Magnification  JfOO  Diameters.  The  pearlite  is  distinctly  lamellar 
at  this  magnification,  both  in  the  carbonized  zone,  and  in  smaller  lamina- 
tions in  the  interior.  The  zone  of  excess  cementite  varies  in  thickness, 
but  averages  0.135  mm.  Inside  this  zone  comes  one  of  eutectic  approxi- 
mately 0.210  mm.  thick,  very  irregular  In  depth,  and  then  a  gradation 
zone  averaging  0.450  mm.,  giving  a  total  penetration  of  carbon  of  0.795  mm. 


998  CASE    CARBONIZING 

TEST   PIECE  CASE  CARBONIZED  AT   1700   DEG.   PAHR.,   ETCHED   IN  5   PER 

CENT  PICRIC  ACID  FOR  20  SECONDS 

71  Magnification  100  Diameters.  In  this  specimen  we  get  both  a  deeper 
penetration  of  carbon  than  in  the  last  specimen,  and  a  thicker  zone  of 
excess  cementite.  The  zone  of  pearlite  with  excess  cemeutite  was  very 
irregular  in  depth,  but  averaged  0.390  mm.  In  this  zone  we  see  a  few 
long  cementite  needles  within  the  pearlite  of  varying  length  and  direction, 
but  all  of  them  in  straight  lines.  Inside  of  this  zone  comes  one  of 
eutectic  approximately  0.300  mm.  thick,  then  a  gradation  zone  of  about 
1.0725  mm.,  giving  a  total  carbon  penetration  of  1.7025  mm. 

72  Magnification  JfOO  Diameters.  At  this  magniflcation  the  pearlite  ap- 
pears in  large  laminations  in  the  carbonized  zone  and  in  smaller  lamina- 
tions in  the  interior.  The  outer  zone,  containing  pearlite  with  excess 
cemeutite,  is  approximately  0.225  mm.  thick ;  inside  of  which  comes  the 
eutectic  zone,  approximately  0.338  mm.  thick,  and  following  this  a  grada- 
tion zone  0.60  mm.  thick.  The  outer  zone  of  pearlite  with  excess  cemen- 
tite contains  a  large  number  of  cementite  needles  scattered  through  it. 
These  needles  are  all  straight  lines  but  point  in  every  direction,  the  largest 
of  them  being  about  0.135  mm.  long,  the  widest  not  over  0.00150  mm, 
wide.  Both  the  excess  cementite  and  the  excess  ferrite  in  their  respective 
zones  follow  more  or  less  the  irregular  crystal  boundaries. 

TEST   PIECE  CASE  CARBONIZED  AT  1800   DEG.   FAHR..   ETCHED   IN  5   PER 
CENT  PICRIC  ACID  FOR  15  SECONDS 

73  Magnification  100  Diameters.  In  this  specimen  the  excess  cementite 
in  the  outer  zone  does  not  appear  so  much  in  the  form  of  crystalline 
boundaries  as  it  did  in  the  preceding  specimen,  but  more  as  irregular 
areas  along  the  outer  portion  of  the  zone.  The  average  thickness  of  this 
zone  is  about  0.1950  mm.  Inside  this  zone  comes  the  zone  of  eutectic, 
averaging  approximately  0.585  mm.,  followed  by  a  gradation  zone  averag- 
ing 0.975  mm.,  giving  a  total  penetration  of  carbon  of  1.755  mm.  As 
before,  the  ferrite  in  the  gradation  zone  appears  in  the  form  of  outlines 
of  crystals. 

74  Magniflcation  IfOO  Diameters.  In  this  specimen  the  pearlite  Is  beauti- 
fully lamellar  in  the  carbonized  zone  and  lamellar  to  a  slight 
extent  in  the  Interior.  On  account  of  the  great  irregularity 
In  the  depth  of  penetration  in  the  excess  cementite  in  the  outer 
zone,  it  is  difficult  at  this  magniflcation  to  obtain  an  average  depth. 
The  quantity  of  cementite  needles  within  the  pearlite  grains  has  increased. 
The  following  figures  are  approximate:  For  the  zone  of  excess  cementite 
the  depth  Is  0.293  mm.  The  depth  of  the  eutectic  zone  is  0.450  mm.  and 
that  of  the  gradation  zone  0.90  mm.,  giving  a  total  penetration  of  carbon 
of  1.64  mm. 
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MICROSCOPIC    INVESTIGATION    OB^    CASE-CARBONIZED    NICKEL 

STEELS 

TEST   PIECE  CASE   CARBONIZED  AT   1300  DEG.    FAHR.,   ETCHED   IN   5   PER 
CENT  PICRIC  ACID  FOR  40  SECONDS 

75  Magnification  100  Diameters.  At  this  magnification  tliis  specimen 
shows  only  a  slight  carbonization  on  the  outside,  apparently  not  even 
reaching  the  eutectic.  In  places  around  the  circumference  bands  of  darlier 
material,  looking  like  eutectic.  extend  quite  a  little  distance  into  the 
section,  very  similar  in  appearance  to  the  bauds  containing  nitrides  noticed 
in  the  open-hearth  series.  These  bands  occur  only  in  two  or  three  places. 
The  interior  of  the  section  consists  of  finely  divided  pearlite  with  excess 
ferrite.  Since  the  effect  of  carbonization  is  slight,  it  is  difficult  to  tell 
where  the  carbonized  zone  ends  and  the  normal  interior  structure  begins, 
but  an  approximate  figure  of  0.045  mm.  thickness  gives  a  general  idea 
of  the  depth  of  penetration  of  the  carbon. 

76  Magnification  J,00  Diameters.  On  the  flat  outer  rim  of  this  section 
appears  to  be  a  little  pure  ferrite,  but  this  is  a  very  thin  rim,  so  that 
a  needle  test  does  not  distinguish  it  from  cementite.  The  pearlite  in  the 
carbonized  zone  is  not  resolvable  at  this  power.  The  average  depth  of 
the  carbonized  zone  is  O.ISO  mm.  and  no  eutectic  is  present. 

TEST    PIECE   CASE   CARBONIZED   AT   1400   DEG.    BWHR.,    ETCHED    IN   5    PER 
CENT  PICRIC  ACID  FOR  40  SECONDS 

77  Magnification  100  Diameters.  The  outer  zone  at  this  magnification 
appears  to  be  of  eutectic  composition  and  an  average  thickness  of  0.195 
mm.,  inside  of  which  comes  a  gradation  zone  approximately  0.390  mm.  thick. 
The  pearlite  in  the  interior  has  gathered  together  slightly  more  than  in 
the  last  specimen,  and  as  before,  is  surrounded  by  ferrite.  In  this  speci- 
men we  see  ferrite  bands  at- different  places  around  the  circumference 
penetrating  the  outer  zone,  which  look  almost  the  same  as  those  found 
in  the  open-hearth  series,  especially  in  the  specimen  treated  at  this  tem- 
perature, which  contains  nitrides. 

78  Magnification  J/OO  Diameters.  The  pearlite  in  the  carbonized  zone 
is  faintly  resolvable  into  the  lamellar  condition  at  this  magnification. 
The  highest  carbon  appears  to  be  eutectic  in  a  zone  at  the  outside  of 
the  piece  approximately  0.203  mm.  thick.  In  one  or  two  places  there 
appear  to  he  a  slight  excess  of  ferrite  on  the  very  outside,  but  this  may 
be  due  to  the  rounding  of  the  edges.  The  bands  already  mentioned, 
which  penetrated  the  carbonized  zone,  are  ferrite  containing  either  nitrides 
or  pearlite.  At  this  power  no  needles  which  definitely  resemble  the  nitrides 
are  visible. 

TEST   PIECE   CASE   CARBONIZED  AT   1500   DEG.    PAHR.,   ETCHED   IN   5   PER 
CENT  PICRIC  ACID  FOR  20  SECONDS 

79  Magnification  100  Diameters.  In  this  specimen  we  get  an  Irr^ular 
carbonized  zone  apparently  not  going  beyond  the  eutectic  In  carbon  con- 
tent on  the  outside.  The  zone  of  eutectic,  however,  is  much  thicker  than 
in  the  last  specimen.     The  bands,  which  penetrated  the  carbonized  zone 
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iu  tbe  last  speciineu  are  here  preseut  in  about  the  same  number.  The 
approximate  thickness  of  the  eutectie  zone  is  0.33S  mm.  The  gradation 
zone  is  0.5S5  mm.,  giving  a   total  carbon  i)enetratiou  of  0.923  mm. 

SO  Magnification  JfOO  Diameters.  At  this  power  we  see  an  outer  zone 
of  eutectie  approximately  0.278  mm.  and  a  gradation  zone  of  0.510  mm. 
The  total  penetration  of  carbon  is  approximately  0.78S  mm.  The  pearlite 
on  the  interior  is  just  discernible  as  lamellar  at  this  magnification  and 
that  in  the  carbonized  zone  is  a  little  more  ejisily  recognized  and  also 
lamellar.  The  bands  penetrating  the  eutectie  on  the  outside  appear  to 
consist  of  pure  ferrite  with  dark  dots  and  smaller  irregular  lines  scattered 
throughout. 

TEST   PIECE   CASE   CARBONIZED   AT   1600   DEG.    FAHR.,    ETCHED   IN   5   PER 
CENT  PICRIC  ACID  FOR  15  SECONDS 

81  Magnification  100  Diameters.  At  this  magnification  there  is  little, 
if  any,  excess  cementite  in  the  outer  zone  of  carbonization.  There  is. 
however,  a  thick  zone  of  eutectie  and  inside  this  a  zone  of  decreasing 
carbon.  Also,  iu  one  or  two  places  around  the  circumference  we  see  the 
penetration  bands  which  have  been  discussed  in  the  last  two  or  three 
specimens.  The  average  thickness  of  the  eutectie  is  0.390  mm.  That  of 
the  gradation  zone  is  0.G83  mm.  The  total  penetration  of  carbon  is 
1.073  mm. 

S2  Magnification  JfOO  Diameters.  At  this  magnification  there  appears  to 
be  a  little  excess  cementite  on  the  outer  edge  of  the  eutectie  zone  in  places. 
This  cementite  appears  in  very  fine  lines  like  outlines  of  ferrite  crystals. 
Since  the  cementite  penetrates  to  varying  depths  and  is  present  only  in  a 
small  amount,  we  will  consider  the  zone  of  eutectie  as  running  out  to  the 
edge  of  the  specimen  and  give  for  an  average  thickness  of  eutectie  0.338 
mm.,  inside  of  which  comes  a  gradation  zone  approximately  0..W3  mm.  The 
total  penetration  of  carbon  is  0.901  mm.  The  pearlite  in  the  carbonized 
zone  is  resolvable  in  places  into  laminations.  The  maximum  penetration 
of  the  excess  cementite  is  about  0.180  mm. 

TEST   PIECE   CASE   CARBONIZED   AT   1700   DEG.    FAHR..    ETCHED    IN   5    PER 
CENT  PICRIC  ACID  FOR  15  SECONDS 

83  Magnification  100  Diameters.  In  this  sjjecinien  the  outer  zone,  con- 
taining pearlite  with  excess  cementite,  shows  the  needles  of  cementite 
scattered  through  it  pretty  freely,  and  as  lines  in  the  form  of  crystalline 
division.  The  whole  outer  zone,  with  the  exception  of  the  cementite 
needles  and  a  few  small  white  spots  of  cementite,  appears  to  be  pearlite. 
The  thickness  of  this  zone  is  0.7(50  mm.  Inside  of  this  comes  a  gradation 
zone  ar»proxiniately  0.97;")  mm.  The  total  penetration  of  carbon  is  1.755 
mm.  No  bands  such  as  were  seen  in  the  last  specimens  and  whicli  pene- 
trated the  carbonized  zone  appear  here,  except  in  one  spot  where  there  is  a 
slight  penetration,  the  material  looking  like  cementite. 

84  Magnification  J/OO  Diameters.  At  this  power  the  zone  of  excess 
cementite  containing  needles  of  cementite  is  readily  distinguished,  and 
though  varying  in  depth  is  approximately  0.473  mm.  thick,  inside  of  which 
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comes  a  zone  of  eutectic  about  0.225  mm.  thick.  Inside  of  this  is  a  grada- 
tion zoue  0.U75  mm.  thidv.  The  total  penetration  of  carbon  is  1.373  mm. 
The  two  bauds  of  cemeutite  already  mentioned  look  like  those  described 
under  the  last  specimen  and  may  contain  either  this  peculiar  form  of 
pearllte  or  nitrides. 

TEST   PIECE  C.\SE   CARBONIZED  AT  1800  DEG.   PAHR.,   ETCHED   IN   5    PER 
CENT  PICKIC  ACID  FOR  15  SECONDS 

SO  Maynification  100  Diameters.  This  specimen  shows  a  greater  pene- 
tration of  the  excess  cemeutite  than  the  last  one,  but  the  cemeutite  appears 
in  the  form  of  irregular  globules  rather  than  as  crystalline  boundaries, 
in  which  form  it  appeared  in  the  opeu-hearth  series.  The  average  depth  of 
the  zone  of  excess  (-("uifulite  is  U.l'iKl  mm.  inside  of  which  is  tiie  eutei-tic 
zone  approximately  0.4S8  mm.  thick,  and  inside  of  which  a  zone  of  de- 
creasing carbon  content  approximately  1.2S  mm.  The  total  penetration  of 
carbon  is  2.061  mm.  The  bands  penetrating  the  crystalline  zone  which 
appear  in  the  last  specimens  are  not  present. 

80  Magnification  400  Diameters.  At  this  magnification  the  excess 
cemeutite  in  the  outer  zone  is  easily  seen  and  appears  principally  as 
globules  and  fiuer  lines,  though  only  a  few  needles  are  present.  The  thick- 
ness of  this  zoue  is  approximately  0.450  mm.,  inside  of  which  comes  a 
zone  of  eutectic  approximately  0.428  mm.  followed  by  a  zone  of  decreasing 
carbon  0.15  mm.,  giving  a  total  carbon  penetration  of  2.002  mm.  The 
pearlite  in  the  carbonized  zone  is  only  slightly  resolvable  at  this  magnifica- 
tion into  lamellar  pearlite.  That  on  the  interior  is  not  x-esolvable  at  this 
power  and  may  be  troostitic. 

MICROSCOPIC    INVESTIGATION    OF    CHROME    VANADIUM    STEEL 

TEST  PIECE  CASE  CARBONIZED  AT   1300   DEG.    PAHR.,   ETCHED   IN   5   PER 
CENT  PICRIC  ACID  FOR  45  SECONDS 

87  Magnification  100  Diameters.  On  the  outside  of  this  specimen  is 
a  black  etching  zoue,  uuresulvable  at  this  power,  but  probably  eutectic  pear- 
lite, about  0.03  mm.  thick,  inside  of  which  is  a  gradation  zoue  0.075  mm. 
thick.  Inside  these  two  zones  is  a  black  etchiug  zoue  approximately  0.0U75 
mm.  thick,  which  appears  to  be  pearlite  gathered  together  more  or  less  in 
areas  surrounded  by  lines  of  ferrite.  The  thicknesses  of  these  individual 
zoues  variiMl  but  the  c:ir]M)U  iicuctrarioii  was  pretty  iniifovni  au<l  avcr.-iiicd 
0.1725  nun. 

88  Magnification  JiOO  Diameters.  On  the  outside  there  is  a  zone  of 
pearlite  containing  small  white  globules  that  are  probably  cemeutite,  though 
they  are  too  small  to  apply  the  needle  test,  to  distinguish  them  from  ferrite. 
In  places  there  is  a  very  thin  outer  rim  of  cemeutite  which  confirms  the 
above  statement  regarding  the  white  globules.  Inside  this  is  a  zone  of 
very  dark  etching,  faintly  resolvable  lamellar  eutectic  pearlite,  approxi- 
mately 0.03  uuu.  thick,  iuside  <»f  which  is  a  gradation  zone  about  0.01.')75 
mm.  thick.  This  zone  is  ditlicult  to  measure  since  the  carbon  content 
grades  off  very  slowly. 


1002  CASE  CARBONIZING 

TEST  PIECE  CASE   CARBONIZED  AT   1400   DEG.   FAHR.,   ETCHED   IN   5   PER 
CENT  PICRIC  ACID  FOR  30  SECONDS 

89  Magnification  100  Diameters.  On  the  outside  there  is  a  thick  zone  or 
eutectic  showing  possibly  a  slight  excess  cemeutite  in  fine  lines  on  the 
outer  edge  in  some  places,  the  average  thickness  of  the  zone  being  about 
0.15  mm.  Inside  of  this  zone  is  a  gradation  zone  approximately  0.2475 
mm.  thick.  As  in  the  last  specimen  the  decrease  in  carbon  content  is  very 
gradual,  making  this  zone  difficult  to  measure.  Total  penetration  of  car- 
bon is  0.03075  mm. 

90  Magnification  JfOO  Diameters.  Here  we  see  on  the  outside  a  thin 
rim  about  0.0090  mm.  thick  of  pearlite  in  excess  cementite,  inside  of  which 
comes  a  eutectic  zone  about  0.135  mm.  thick,  and  then  a  gradation  zone 
about  0.300  mm.  thick,  giving  a  carbon  penetration  of  0.444  mm. 

TEST   PIECE   CASE  CARBONIZED  AT  1.500  DEG.    FAHR.,   ETCHED   IN   5   PER 
CENT  PICRIC  ACID  FOR  20  SECONDS 

91  Magnification  100  Diameters.  This  specimen  shows  on  the  outside 
a  definite  zone  of  pearlite  with  excess  cementite  about  0.0525  mm.  thick, 
inside  of  which  is  a  eutectic  zone  about  0.4S75  mm.  and  then  a  gradation 
zone  of  0.195  mm.  thick.     Total  penetration  of  carbon  is  0.735  mm. 

92  Magnification  JfOO  Diameters.  At  this  magnification  there  is  a  zone 
of  pearlite  with  large  excess  cementite.  This  zone  is  about  0.06  mm.  thicli. 
inside  it  is  a  zone  of  pearlite,  with  just  a  little  excess  cementite,  in  small 
polygonal  outlines,  the  average  thickness  of  the  zone  being  about  0.225  mm. 
thick,  and  then  a  eutectic  zone  about  0.180  mm.  thick,  followed  by  a 
gradation  zone  approximately  0.3375  mm.  thick.  The  pearlite  is  not  re- 
solvable either  in  the  carbonized  zone  or  in  the  core.  Total  penetration  of 
carbon  is  0.8025  mm. 

TEST  PIECE   CASE   CARBONIZED  AT   1600   DEG.   FAHR.,   ETCHED   IN   5   PER 
CENT  PICRIC  ACID  FOR  150  SECONDS 

93  Magnification  100  Diameters.  Here  we  see  a  zone  of  pearlite  with 
a  large  excess  of  cementite  about  0.0375  mm.,  inside  of  which  is  a  zone  of 
eutectic  about  0.51  mm.  thick,  and  then  a  gradation  zone  0.248  mm,  thick. 
Total  penetration  of  carbon  is  0.795  mm. 

94  Magnification  JfOO  Diameters.  With  this  magnification  we  see  an 
outer  zone  about  0.045  mm.  thick,  consisting  of  cementite  with  pearlite 
in  small  areas  throughout  it.  Then  we  come  to  a  zone  of  pearlite  con- 
taining excess  cementite  in  fine  polygonal  outlines,  this  zone  being  about 
0.1125  mm.  Inside  this  zone  is  a  eutectic  zone  approximately  0.2475  mm. 
thick,  followed  by  a  gradation  zone  approximately  0.2775  mm.  thick,  giving 
a  total  penetration  of  carbon  of  about  0.GS25  mm.  The  pearlite  in  the 
carbonized  zone  is  mostly  unresolvable,  though  some  of  it  shows  very  fine 
laminations.     That  on  the  interior  is  resolvable  into  fine  lamellar  pearlite 

TEST   I'lECE   CASE   CAIJBONIZED   AT   1700   DEG.    FAHR.,   ETCHED    IN   .5   PER 
CENT  PICRIC  ACID   FOR   15   SECONDS 

95  Magnification  100  Diameters.  On  the  outside  of  this  specimen  we 
see  a  sharply  defined  zone  of  pearlite  with  excess  cementite  approximately 
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0.067  mm.  thick.  Next  comes  a  zone  of  eutectic  about  0.S755  mm.  thick, 
followed  by  a  gradatiou  zone  about  0.4875  mm.  thick.  Total  penetration 
of  carbon  is  1.430  mm. 

96  Magnification  J,00  Diameters.  Here,  as  in  the  last  specimen,  we  get 
a  sharply  defined  zone  of  cementite  with  small  areas  of  pearlite  scattered 
through  it,  apparently  a  little  more  pearlite  than  half  and  half,  this  zone 
being  about  0.105  mm.  thick.  Inside  this  is  a  zone  about  0.3(j0  mm.  thick, 
which  contains  pearlite  surrounded  by  thin  lines  of  cementite  in  polygonal 
outlines.  Then  comes  the  eutectic  zone  about  0.405  mm.  thick,  followed 
by  a  zone  of  gradation  approximately  0.45  mm.  thick.  The  carbon  con- 
tent in  the  latter  changes  very  slowly  so  that  the  zone  is  difficult  to 
measure.    Total  penetration  of  carbon  is  1.320  mm. 

TEST   PIECE   C.\SE   CARBONIZED   AT   1800   DEC.    F.VHR.,    ETCHED   IN   ^    PER 
CENT  PICRIC  ACID  FOR  15  SECONDS 

07  Magnification  100  Diameters.  This  specimen  shows  a  zone  on  the 
outside  of  pearlite  suiTounded  by  fine  lines  of  cementite.  this  zone  being 
about  0.15  mm.  thick.  There  conies  a  zone  of  eutectic  approximately  0.975 
mm.  thick,  followed  by  a  gradation  zone  approximately  0.795  mm.  thick, 
giving  a  total  carbon  penetration  of  1.92  mm.  In  various  places  throughout 
the  carbonized  zone  appear  irregularly  shaped  areas  not  over  0.675  mm. 
approximately,  or  their  longest  dimension,  which  are  unresolvable  at  this 
power. 

98  Magnification  400  Diameters.  At  this  magnification,  we  see  a  wide 
zone,  about  0.3375  mm.  thick,  containing  pearlite  with  excess  cementite  in 
fine  lines  showing  polygonal  figures,  like  boundaries  between  ferrite 
crystals.  Inside  this  comes  a  zone  of  eutectic  0.5625  thick,  followed  by 
a  gradation  zone  0.675  mm.  thick,  giving  a  total  penetration  of  carbon  of 
1.575  mm.  The  white  spots  above  noticed  were  shown  to  be  cementite 
by  scratching  with  a  needle.  In  some  places  there  are  little  white  spots 
containing  fine  brown  lines  possibly  looking  like  lamellar  pearlite.  In 
which  the  ferrite  layer  is  very  thin,  much  thinner  than  the  cementite. 
In  some  cases  only  one-seventh  to  one-tenth  as  wide.  This  structure  has 
been  noticed  In  nearly  all  the  areas  containing  excess  cementite. 


APPENDIX   No.   3 

EFFICIKXCV  OF  CASF-CARHOMZlNiJ  MATERIALS 

CASE-CARBONIZING  MATERIAL  NO.  1 
Etched  in  2.5  Per  Cent  Picric   Acid  for  45  Minutes 

99  Run  ^0.  1,  Bar  No.  1.  On  the  outside  of  this  specimen  is  a  uniform 
zone  0.455  mm.  thick  of  peaiiite  containing  lines  of  excess  cementite;  in- 
side is  a  zone  of  eutoctic  poarlite  0.455  mm.  thicli,  followed  by  a  grada- 
tion zone  0.650  mm.  thick,  inside  of  which  comes  the  normal  structure  of 
about  0.20  per  cent  carbon  steel  consisting  of  ferrite  containing  small 
islands  of  pearlite.  The  pearlite  throughout  the  section  is  lamellar.  Total 
penetration  of  carbon  is  1.5G0  mm. 

100  Run  No.  2,  Bar  No.  7.  This  specimen  shows  the  outer  zone  of 
eutectic  pearlite  0.715  mm.  thick,  inside  of  which  comes  a  gi'adation  zone 
1.001  mm.  thick,  followed  by  the  normal  interior  of  ferrite  containing 
islands  of  pearlite.  The  pearlite  throughout  the  section  is  lamellar.  Total 
penetration  of  carbon  is  1.716  mm. 

Etched  in  2.5  Per  Cent  Picric  Acid  for  30  Seconds 

101  Run  No.  3,  Bar  No.  13.  This  specimen  shows  an  outer  zone  of 
eutectic  0.358  mm.  thick,  inside  of  which  is  a  gradation  zone  1.138  mm. 
thick,  surrounding  the  normal  low  carbon  interior  structure.  Total  pene- 
tration of  carbon  is  1.496  mm. 

Etched  in  2.5   Per  Cent  Picric   Acid  for  60   Seconds 

302  Run  No.  1,  Bar  No.  2.  This  specimen  show-s  an  outer  zone  of 
lamellar  pearlite  containing  lines  of  excess  cementite,  the  zone  being  0.450 
mm.  thick.  Inside  this  zone  comes  a  zone  of  eutectic  0.650  mm.  thick, 
followed  by  a  gradation  zone  0.748  mm.  thick,  giving  a  total  penetration 
of  carbon  of  1.848  mm.  Inside  these  zones  is  the  normal  low  carbon 
structure. 

103  Run  No.  2,  Bar  No.  S.  On  the  out.side  of  this  specimen  is  a  zone 
of  eutectic  0.650  mm.  thick,  inside  of  which  comes  a  gradation  zone  1.073 
mm.  giving  a  total  penetriition  of  carbon  of  1.723  mm.  The  outer  zone 
contains  numerous  small  white  areas,  probal)ly  of  ferrite,  but  too  small  to 
scratch  with  the  needle. 

Etched  in   2.5   Per  Cent   Picric   Acid  for  70   Seconds 

104  Run  No.  3,  Bar  No.  IJf.  In  this  specimen  the  ferrite  penetrates 
to  the  very  edge  in  many  places  around  the  circumference  and  the  effect 
of  the  carbonizing  has  been  simi)Iy  to  raise  the  carbon  content  of  the 
outer  portion,  forming  a  zone  of  decreasing  carbon  about  O.ni;"  nnn.  (hick. 

1004 
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CASE  CAUBOiNIZlNG  MATERIAL  NO.  3 

Etched  in   2.5  I'er  Cent  1'icric  Acid  fob  45   Seconds 

105  Run  No.  1,  Bar  Ao.  S.  Outer  zone  of  eulettic  is  0.520  irnii.  thick ; 
inside  tliis  is  a  zoue  of  gnidatiou  1.235  mm.  thick,  giving  a  total  penetra- 
tion of  carbon  of  1.755  mm.  The  outer  zone  contains  small  white  spots 
looking  like  ferrite,  but  too  small  to  scratch. 

106  Run  No.  2,  Bar  No.  9.  On  the  outside  a  rather  irregular  zone  of 
eutectic  approximately  0.520  mm.  thitk,  inside  of  which  is  a  gradation 
zone  1.300  mm.  giving  a  total  penetration  of  carbon  of  1.820  mm.  thick. 
The  outer  zone  of  eutectic  contains  here  and  there  small  islands  probably 
of  ferrite,  too  small  to  scratch   with   the  needle. 

Etched  in  2.5   Pek  Cent  Picbic   Acid  foe  GO   Seconds 

107  Run  No.  3,  Bar  No.  15.  Outer  zone  of  eutectic  in  places,  but  pene- 
trated quite  often  along  the  circumference  by  ferrite  bands  so  that  it  is 
questionable  whether  even  the  very  outside  has  reached  the  carbon  con- 
tent of  the  eutectic.  From  the  outside  the  carbon  content  decreases  to  that 
of  the  normal  low  carbon  interior,  this  gradation  zone  being  0.325  mm. 
thick,  which  is  the  total  penetration  of  carbon. 

CASE-CARBONIZING  MATERIAL  NO.  1 

Etched  in  2.5   Per  Cent  Picbic   Acid  fob  GO   Seconds 

lOS  Run  No.  1,  Bar  No.  //.  On  the  outside  of  this  specimen  is  a  zone 
of  eutectic  0.975  mm.  thick,  inside  of  which  is  a  gradation  zone  1.300  mm. 
thick,  giving  a  total  penetration  of  carbon  of  2.275  mm.  In  places  along 
the  outer  zone  there  are  small  islands  of  white  material,  either  cemeutite 
or  ferrite  too  small  to  scratch  with  the  needle  and  containing  very  fine 
lines  of  pearlite  in  lamellatiou. 

Etched  in  2.5  Feb  Cent  Picbic  Acid  fob  50  Seconds 

109  Run  No.  2,  Bar  No.  10.  On  the  outside  is  a  zone  of  eutectic  ap- 
proximately 0.878  mm.  thick,  inside  of  which  comes  a  zone  of  gradation 
0.975  mm.  thick,  giving  a  total  penetration  of  1.853  mm.  As  in  the  other 
specimens  there  are  small  spots  of  white  material  scattered  through  the 
outer  zone. 

110  Run  No.  3,  Bar  No.  16.  On  the  outside  is  a  zone  of  eutectic  ap- 
proximately 0.455  mm.  thick,  quite  irregular  and  in  places  having  ferrite 
penetrating  it  to  the  edge  of  the  specimen.  Inside  of  this  zone  comes 
one  of  decreasing  carbon  0.975  mm.  thick,  giving  a  total  penetration  of 
carbon  of  1.43  mm. 

CASE-CARBONIZING  MATERIAL  NO.  5 
Etched  in  2.5   Peb  Cent  Picbic   Acid  fob  00  Seconds 

111  Run  No.  1,  Bar  No.  5.  On  the  outside  of  this  specimen  Is  a  zone 
of  lamellar  pearlite  containing  lines  of  excess  cementite  in  polygonal  out- 
line as  usual,  this  zone  being  about  0.780  nun.  thick;  Inside  comes  the 
(Mit«Mtic  /out'  (i.r.L'O  mill,  thick,  followed  by  a  zoii(>  of  i;r:i(l:il  ion  n.Ul't 
mm.  thick,  giving  a  total  penetration  of  carbon  of  2.275  mm. 


1006  CASE  CARBONIZING 

112  Run  No.  2,  Bar  No.  11.  Ou  the  outside  is  a  eutectic  zone  approxi- 
mately 0.780  mm.  thick  but  quite  irreguhir  iu  depth.  Then  comes  a 
gradation  zone  0.975  mm.  thick,  giving  a  total  penetration  of  carbon  of 
1.755  mm.  As  usual  in  the  outside  zone  are  small  white  spots  of  ferrite 
or  cementite  too  small  to  scratch  with  the  needle. 

113  Run  No.  3,  Bar  No.  17.  In  this  sijecimeu  is  an  outer  zone  of 
eutectic  0.225  mm.  thick,  containing  several  white  spots  of  ferrite,  inside 
of  which  comes  a  gradation  zone  of  1.300  mm.  thick,  giving  a  total  pene- 
tration of  carbon  of  1.525  mm. 

CASE-CAKBONIZING  MATERIAL  NO.   6 

Etched  in  2.5  Peb  Cent  Picbic  Acid  foe  55  Seconds 

114  Run  No.  1,  Bar  No.  6.  This  carbonizing  compound  did  not  even 
bring  the  outer  skin  of  the  metal  up  to  eutectic  but  carbonized  the  out- 
side slightly  to  a  depth  of  1.235  mm.,  which  is  the  total  penetration  of 
carbon. 

Etched  in  2.5  Peb  Cent  Picbic  Acid  foe  60  Seconds 

115  Run  No.  2,  Bar  No.  12.  This  specimen  shows  an  outer  zone  of 
increased  carbon  content  not  as  high  as  eutectic,  the  zone  being  0.975  mm. 
thick,  which  is  the  total  penetration  of  carbon. 

116  Run  No.  3,  Bar  No.  18.  On  the  outside  of  this  specimen  is  a  zone 
of  increased  carbon  content  not  as  high  as  eutectic,  0.040  mm.  thick. 

CASE-CARBONIZING  MATERIAL  NO.  7 

Etched  in  2.5  Pee  Cent  Picbic  Acid  fob  55  Seconds 

117  Run  No.  1,  Bar  No.  19.  On  the  outside  of  this  specimen  is  a  zone 
of  lamellar  pearlite  containing  lines  of  excess  cementite  more  or  less  in 
polygons,  the  depth  of  the  zone  being  0.325  mm.  thick,  inside  this  comes 
a  eutectic  zone  0.520  mm.  thick,  and  inside  this  a  gradation  zone  0.975 
mm.  thick,  giving  a  total  penetration  of  carbon  of  1.920  mm. 

Etched  in  2.5  Peb  Cent  Picbic  Acid  fob  50  Seconds 

118  Run  No.  2,  Bar  No.  25.  On  the  outside  is  a  zone  of  eutectic  ap- 
proximately 2.60  mm.  thick,  containing  small  spots  of  white  material 
probably  ferrite  in  one  or  two  places ;  inside  comes  a  gradation  zone  1.300 
mm.  thick,  giving  a  total  penetration  of  carbon  of  1.560  mm. 

Etched  in  2.5  Pee  Cent  Picbic  Acid  fob  60   Seconds 

119  Run  No.  S,  Bar  No.  31.  On  the  outside  i.s  a  zone  of  eutectic  approxi- 
mately 0.715  mm.  thick,  containing  a  little  excess  ferrite  in  spots  around 
it,  in  some  places  the  ferrite  extending  almost  to  the  edge.  Inside  of 
this  comes  a  gradation  zone  1.170  mm.  thick,  giving  a  total  penetration 
of  carbon  of  1.995  mm. 

CASE-CARBONIZING  MATERIAL  NO.  8 

Etched  in  2.5  Peb  Gent  Picbic  Acid  foe  50  Seconds 

120  Run  No.  1,  Bar  No.  20.  This  specimen  shows  an  outer  zone  of  la- 
mellar pearlite  containing  polygonal   lines  of  excess  cementite,  the  zone 
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lielii;;  aiiproximately  0.455  uiiu.  thick;  inside  comes  a  eutectic  zone  0.520 
inni.  tliick  ami  a  gradation  zone  0.075  mm.  tliick,  giving  a  total  penetra- 
tion of  carbon  of  l.'J50  mm. 

121  Run  So.  2.  liar  No.  26.  On  the  outside  is  a  zone  of  lameUar  pearl- 
ite  containing  fine  lines  of  excess  cenientite  following  the  boundaries  of 
the  ferrite  crystals  as  usual,  the  thickness  of  tlio  zone  averaging  0.325  mm. ; 
inside  is  a  zone  of  eutectic  0.715  mm.  thick,  followed  by  a  gradation  zone 
0.910  mm.  thick,  giving  a  total  penetration  of  carbon  of  1.950  mm. 

Etched  in  2.5  Per  Cent  Picric  Acid  for  55  Seconds 

122  Run  No.  S,  Bar  No.  32.  On  the  outside  is  a  zone  of  lamellar 
pearlite  containing  a  little  excess  cementite  in  very  fine  lines  following 
the  boundaries  of  the  ferrite  crystals.  The  thickness  of  this  zone  is 
0.195  mm.  Inside  of  this  comes  a  eutectic  zone  0.650  mm.  thick,  followed 
by  a  gradation  zone  0.G50  mm.  thick,  giving  a  total  penetration  of  carbon 
of  1.495  mm. 

CASE-CARBONIZING  MATERIAL  NO.  9 

Etched  in  2.5  Per  Cent  Picric  Acid  for  45   Seconds 

123  Run  No.  1,  Bar  No.  21.  On  the  outside  of  this  specimen  is  a  zone 
1.2.35  mm.  thick  of  lamellar  peaiilte  containing  lines  of  excess  cenientite 
in  rather  thick  lines  around  the  ferrite  crystals  and  showing  small  cement- 
ite needles  in  places,  \^'hich  appear  to  branch  off  from  the  main  crystalline 
boundaries.  Inside  comes  a  eutectic  zone  0.423  mm.  thick,  followed  by 
A  gradation  zone  0.780  mm.  thick,  giving  a  total  penetration  of  carbon 
of  2.438  mm. 

Etched  in  2..")   Per  Cent  Picric  Acid  for  55   Seconds 

124  Run  No.  2.  liar  No.  27.  On  the  outside  is  a  zone  1.07.")  nun.  thick 
of  lamellar  pearlite  containing  lots  of  excess  cenientite  in  polygonal  out- 
lines, but  no  cenientite  needles  such  as  wore  noticed  in  the  last  specimen. 
Inside  this  comes  a  eutectic  zone  0.455  mm.  thick,  followed  by  a  gradation 
zone  0.780  mm.   thick,  giving  a  total  penetration  of  carbon  of  2.300  mm. 

Etched  in  2.5  Per  Cent  Picric  Acid  for  50  Seconds 

125  Run  No.  3,  Bar  No.  33.  On  the  outside  is  a  zone  of  lamellav  pearlite 
containing  lines  of  excess  cenientite  outlining  the  ferrite  crystals  as  usual, 
the  depth  of  the  zone  being  0.325  mm.  Inside  this  comes  a  zone  of 
eutectic  0.S4o  mm.,  followed  by  a  gradation  zone  0.975  mm.  thick,  giving 
a  total  penetration  of  carbon  of  2.145  mm. 

CASE-CARBONIZING  MATERIAL  NO.  10 
Etched  in  2.5  Per  Cent   Picric  Acid  for  55   Seconds 

12G  Run  No.  1,  Bar  No.  22.  On  the  outside  of  this  si)ecimen  is  a  zone 
of  eutectic  approximately  0.975  mm.  thick,  containing  spots  here  and  there 
of  white  material  probably  ferrite,  such  as  were  noticed  in  the  other 
specimens.  Inside  comes  a  gradation  zone  1.105  mm.  thick,  giving  a  total 
penetration  of  carbon  of  2.080  mm. 
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Etched  in  12.5  Pek  Cent  I'icric  Acid  ior  50  Seconds 

127  Run  Ao.  2,  Bar  No.  28.  Ou  the  outside  is  a  eutectic  zone  rather 
irregular  iu  depth  but  averaging  0.005  mm.,  so  that  the  ferrite  penetrates 
to  the  circumference  iu  some  phices.  Inside  comes  one  of  decreasing  carlwn 
1,170  mm.  thiclv,  giving  a  total  peuetratiuu  of  carbon  of  1.235  mm. 

Etched  in   2.5   Per  Cent  1'icric  Acid  fob  15   Seconds 

128  Run  A'o.  3,  Bar  No.  SJ/.  On  the  outside  is  a  rim  of  pure  ferrite 
0.005  mm.,  inside  of  which  is  a  carbonized  zone  in  which  the  carbon  con- 
tent decreases  to  that  of  the  interior.  This  zone  is  0.910  mm.  thicii,  giving 
a  total  penetration  of  carbon  of  0.975. 

CASE-CARBONIZING  MATERIAL  NO.  11 

Etched  in  2.5   Per  Cent   Picric  Acid  for  55   Seconds 

129  Run  No.  1,  Bar  No.  23.  Ou  the  outside  of  this  specimen  is  a 
zone  of  eutectic  varying  in  depth,  in  some  places  almost  reaching  the 
edge,  but  of  an  average  depth  of  0.195  nnn.  Inside  of  this  comes  a  grada- 
tion zone  1.300  mm.  thick,  giving  a  total  penetration  of  carbon  of  1.495  mm. 

130  Run  No.  2,  Bar  No.  29.  This  specimen  was  not  carbonized  up  to 
the  eutectic  even  on  the  outside,  so  tliat  there  is  simply  a  zone  of  de- 
creasing carbon  content  approximately  1.658  mm.,  which  Is  the  total 
penetration  of  carbon. 

Etched  in  2.5  Per  Cent  Picric   Acid  for  50   Seconds 

131  Run  No.  3,  Bar  No.  35.  On  the  outside  is  a  tliin  rim,  maxiniuni 
thickness  0.007  mm.,  of  ferrite  not  continuous,  but  present  on  most  of 
the  circumference.  Inside  comes  a  zone  of  gradation  1.235  nun.  thick, 
giving  a  total  penetration  of  carbon  of  1.242  nun. 

CASE-CARIiONIZINO  MATERIAL  NO.  12 

Etched  in  2.5   Per  Cent   I'icric   Acid   for  (!0   Seconds 

132  Run  No.  1,  Bar  No.  2Jf.  On  the  outside  of  this  specimen  is  .h 
rather  irregular  zone  0.329  mm.  thick,  of  eutectic  containing  white  specks 
here  and  there  as  noted  in  the  other  specimens.  Inside  conies  one  of 
gradation  1.235  mm.  thick,  giving  a  total  penetration  of  carbon  of  1.574  mm. 

Etched  in  2.5  Per  Cent   I'icric   Acid  for  05   Seconds 

133  Run  No.  2,  Bar  No.  30.  On  the  outside  of  this  specimen  we  see  a 
zone  of  eutectic  very  irregular  and  penetrated  now  and  again  by  ferrite 
bands.  The  average  thickness  of  this  zone  is  O.l.'iO  mm.  Inside  of  this 
comes  a  gradation  zone  1.500  mm.  thick,  giving  a  total  penetration  of 
carbon  of  1.090  mm. 

134  Run  No.  S,  Bar  No.  36.  On  the  outside  is  a  rim  of  pure  ferrite  in 
some  places,  in  others  this  is  i;ot  present.  The  maximum  thickness  Is 
0.007  mm.,  and  inside  this  comes  a  gradation  zone  1.500  mm.  thick,  total- 
ing 1.567  mm. 


MARCUS    T.    LOTHROP  lOOU 

CASE-CARBONIZING  MATElilAL  NO.   13 

Etched  in  2.5  1*eb  Cent   1'icbic  Acid  for  55   Seconds 

135  Run  No.  1,  Bar  No.  37.  On  the  outside  of  this  speciuieu  is  a  zoue  of 
lamellar  pearlite  contaiuing  excess  cemeutite  iu  thin  polygoual  outliues. 
The  depth  of  peuetratioii  tif  these  outliues  varies,  but  averages  0.325  mm. 
luside  comes  a  zoue  of  eutectic  0.520  mm.  thick,  followed  by  a  gradatiou 
zone  1.300  mm.,  giviug  a  total  penetration  of  carbou  of  2.145  mm. 

Etched  in  2.5  Peb  Cent  Picbic  Acid  fob  70  Seconds 

136  Run  No.  2,  Bar  No.  39.  On  the  outside  is  a  zone  of  eutectic  ai>- 
proximately  0.520  mm.  thick,  but  very  irregular,  iu  some  cases  the  ferrite 
globules  peuetrate  almost  to  the  edge.  Inside  comes  a  gradation  zone  of 
1.170  mm.,  giviug  a  total  penetration  of  carbon  of  1.090  mm. 

Etched  in  2.5  Per  Cent  Picric  Acid  for  80  Seconds 

137  Run  No.  3,  Bar  No.  4I.  On  the  outside  is  a  zone  of  eutectic  averag- 
ing 0.291  mm.,  but  very  irregular  and  containing  spots  of  fen'ite  here 
and  there,  penetrated  more  or  less  by  the  ferrite  bands  from  the. interior, 
luside  comes  a  gradation  zone  of  1.170  mm.  thick,  giving  a  total  penetra- 
tion of  carbon  of  1.4G3  mm. 

CASE-CARBONIZING  MATERIAL  NO.  14 
Etched  in  2.5  I'er  Cent  Picric  Acid  for  55   Seconds 

138  Run  No.  1,  Bar  No.  3S.  On  the  outside  of  this  specimen  is  a  zone 
of  lamellar  pearlite  containing  a  great  deal  of  excess  cementite,  both  as 
polygonal  outlines  and  in  a  few  places  as  long  thick  cementite  needles. 
The  depth  of  penetration  of  this  excess  cementite  varies,  but  averages 
1.040  mm.  Inside  comes  a  eutectic  zone  0.339  mm.  thick,  followed  by  a 
gradation  zone  0.G50  mm.  thick,  giving  a  total  penetration  of  carbon  of 
2.029  mm. 

139  Run  No.  2,  Bar  No.  J,0.  On  the  outside  is  an  irregular  zone  of 
lamellar  pearlite  containing  excess  cementite,  both  as  polygonal  outlines 
and  large  needles,  and  averaging  1.300  mm.  thick.  Inside  comes  a  zone 
of  eutectic  0.450  mm.  thick,  followed  by  a  gradation  zone  1.105  mm., 
giving  a  total  penetration  of  carbon  of  2.855  mm. 

140  Run  No.  3,  Bar  No.  Jf2.  Outer  zone  of  lamellar  pearlite  containing 
excess  cementite  averaging  1.170  mm.  both  as  polygonal  outlines  and  as 
needles.  Inside  comes  a  zone  of  eutectic  of  0.S45  mm.  thick,  followed 
by  a  gradation  zone  of  1.300  mm.  giving  a  total  penetration  of  carbon 
of  3.315  mm. 
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DISCUSSION 

Albert  Sauveui{.^  Those  interested  in  the  case  hardening  of 
steel  Avill  be  greatly  indebted  to  Mr.  Lothrop  for  his  extensive  in- 
vestigation of  the  subject  and  for  the  simple  manner  in  which 
his  results  and  conclusions  are  recorded.  These  results  on  the 
whole  agree  closely  with  our  present  understanding  of  the  case 
hardening  operation.  "We  have  realized  for  some  time  that  care- 
ful heat  treatments  were  needed  after  carbonizing  in  order  to 
confer  a  fine  structure  both  to  the  core  and  to  the  case.  It  was 
not  so  generally  known,  however,  that  the  strength  and  toughness 
of  the  case-hardened  article  could  be  further  increased  by  temper- 
ing. It  is  the  writer's  opinion  that  little  is  to  be  gained  by  temper- 
ing case-hardened  articles  for  the  following  reasons: 

"  There  seems  to  be  at  first  sight  no  apparent  reason  why  case- 
hardened  articles  could  not  be  likewise  improved  by  suitable 
tempering  following  the  hardening  of  the  case.  On  second 
thought,  however,  it  will  be  realized  that  since  the  chief  purpose 
of  tempering  is  to  toughen  the  hardened  steel  and  since  hardened 
articles  depend  for  their  toughness  on  the  toughness  of  their  cores 
little  is  to  be  gained  by  tempering  them."  ^ 

Referring  to  the  exhaustive  tests  which  the  author  conducted 
in  order  to  ascertain  the  relative  merits  of  various  carbonizing 
materials,  it  is  somewhat  disappointing  that  he  fails  to  give 
the  names  of  the  various  substances  investigated.  The  reasons 
for  the  author's  secrecy  in  this  matter  are  not  readily  understood. 
Referring  to  material  No.  14,  the  writer  infers  from  its  com- 
position that  it  consists  of  a  mixture  of  charcoal  and  of  barium 
carbonate  and  notes  that  the  results  obtained  by  its  use  are  very 
satisfactor3^  This  confirms  his  own  experience  with  this  kind  of 
material. 

J.  A.  Mattiews  ^  said  he  had  watched  the  progress  of  the  work 
described  in  this  paper  during  the  two  or  three  years  that  it  had 
been  going  on  with  a  great  deal  of  interest.  He  had  had  per- 
sonally but  little  to  do  with  the  paper,  which  represented  the 
work  not  only  of  Mr.  Lothrop  and  his  assistants  on  the  steel  mak- 
ing side,  but  also  considerable  work  of  the  metallurgical  staff  of 

*  Prof,  of  Metallurgy  and  Metallography,  Harvard  University.  Boston. 
Mass. 

2  The  Metallography  of  Iron  and  Steel,  Albert  Sauveur,  1912,  Lesson  16,  p.  6. 
'  Genl.  Mgr.,  Halcomb  Steel  Co.,  Syracuse,  N.  Y. 
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the  H.  H.  Franklin  Manufacturing  Company  and  the  Brown- 
Lipe-Chapin  Company,  both  of  which  had  done  large  amounts 
of  case  hardening.  The  paper  was  of  extreme  value,  and  vir- 
tually reduced  case  carbonizing  to  a  science.  By  following  the 
directions  and  observing  the  results  as  given  in  the  paper,  it 
would  be  possible  to  do  case  hardening  with  an  extreme  degree  of 
accuracy  in  duplicate  parts.  That  was  something  that  had  not  al- 
ways been  done.  One  of  the  most  important  points  covered  by 
the  paper  was  in  relation  to  the  thermal  conductivity  of  the  dif- 
ferent compounds.  That  was  something  that  should  be  known 
regarding  all  the  dillerent  compounds,  particularly  in  the  case 
of  changing  from  one  to  another  where  the  mere  change  due  to 
the  difference  of  thermal  conductivity  of  the  material  in  the  box 
would  affect  the  total  penetration  of  the  carbon  in  a  given  time 
or  at  a  given  temperature.  But  if  the  relative  conductivities 
were  known  such  ditl'erences  could  be  prevented.  Such  data  had 
not  been  available  in  the  past.  Mr.  Lothrop  and  his  collaborators 
in  this  work  were  entitled  to  great  praise  for  the  thoroughness 
with  which  they  had  carried  on  this  investigation. 

Robert  R.  Abbott.^  The  meaning  of  the  author  in  many 
places  is  obscure.  For  example,  Appendix  No.  1,  test  No.  1, 
treatment  was  given  as  quenching  from  the  pot  at  1500  deg.  To 
make  a  legitimate  comparison  of  this  test  with  tests  Nos.  2  to 
12  it  should  have  been  carbonized  in  the  same  furnace  and  cooled 
under  identical  conditions  with  them.  Were  the  pots  removed 
from  the  furnace  to  cool?  The  carbonized  temperature  is  given 
at  1700  deg.  Then  how  was  this  No.  1  test  quenched  at  1500  deg.  ? 
How  was  this  1500  deg.  measured?  In  the  summary  at  the  bot- 
tom of  Appendix  No.  1,  Table  12,  the  best  single  treatment  is 
given  as  quenched  from  IGOO  deg.  (test  No.  4)  and  yet  test  No. 
1  quenched  from  pot  at  1500  deg.  gives  a  higher  rupture  load 
(900  against  850)  as  well  as  a  better  deflection  (0.40  in.  against 
0.24  in.). 

In  Appendix  No.  1,  Tables  13  to  21,  under  Summary  1  is  stated 
"  Strength  and  toughness  decreases  with  increasing  depth  of 
case."  This  is  an  example  of  a  common  error  into  which  many 
investigators  are  led.  It  is  a  conclusion  based  upon  insufficient 
or  faulty  experimental  data.  The  expert  investigator  eliminates 
all  variables  but  one.     In  this  case  two  variables  were  present, 

'  Metallurgical  Engr.,  The  Peerless  Motor  Car  Co.,  Cleveland,  O. 
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first,  a  variation  in  llie  deptli  ol"  carbonization  and,  second,  a 
variation  in  the  correct  heat  treatment,  since  the  different  depths 
of  carbon  undoubtedly  had  different  percentages  of  carbon  at  the 
surface  and  the  treatment  should  have  been  changed  to  suit  the 
different  conditions;  instead  of  this  the  same  temperature  was 
used  for  all  depths.  For  example.  Table  13,  Treatment  1:  if 
1500  deg.  produces  a  certain  condition  in  the  case  with  a  depth  of 
0.01  in.,  will  1500  deg.  produce  the  same  condition  when  the  case 
is  0.02  in.  The  writer  has  not  considered  this  point  in  drawing 
his  conclusions. 

Appendix  No.  1,  Table  16,  Summary  4:  The  best  double  treat- 
ment is  given  as  IGOO  oil — 1500  oil,  while  from  the  tables  this  is 
not  as  good  as  1600  oil — 1500  water.  In  general  the  writer  ques- 
tions many  of  the  conclusions  of  the  author  as  given  in  his  sum- 
mary. For  example,  comparing  Table  16,  treatment  No.  14  with 
treatment  No.  17,  the  use  of  1500  deg.  for  the  second  quench  has 
increased  the  load  from  1240  to  1390,  or  12  per  cent,  while  the 
deflection  is  decreased  from  0.75  in.  to  0.44  in.  of  41  per  cent. 
There  can  be  no  question  but  that  the  author  has  not  drawn 
correct  conclusions;  1600  deg.  oil — 1300  deg.  oil  is  by  far  the 
better.  A  shock  test  would  show  this.  For  the  same  reason  the 
author's  conclusions  in  Par.  7/  arc  incorrect. 

In  Table  19  the  author's  best  double  treatment,  namely,  1500 — 
1400  is  in  reality  but  a  single  treatment  as  the  final  quench  (1400 
deg.)  is  about  20  deg.  above  the  upper  critical  temperature  of  the 
core  and  therefore  both  the  core  and  case  are  in  the  solid  mar- 
tensitic  condition,  which  is  absolutely  wrong  from  a  theoretical 
as  well  as  a  practical  standpoint. 

Considering  the  author's  conclusions  regarding  the  best  single 
and  double  treatment  for  different  carbon  nickel  steels: 

Best  Single  Best  Double 

0. 10  Carbon 1500  1600             1500 

0.15  Carbon.. 1500  1600             1500 

0.20  Carbon 1450  1600            1400 

0.25  Carbon 1500  1550            1400 

0.31  Carbon 1400  1500             1400 

Why  should  there  be  such  a  drop  and  then  a  rise  in  the  best 
single  treatment  at  0.20  and  0.25  carbon?  Why  should  the  best 
double  treatment  have  no  variation  in  the  best  treatment,  for  the 
0.10  and  0.15  carbon  and  also  for  the  0.20,  0.25  and  0.31,  but  vary 
100  deg.  between  the  0.15  and  0.20  carbon?  This  is  manifestly 
not  probable. 
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In  general  tlie  value  of  the  experimental  data,  gixeii  in  Tables 
12  to  21  inclusive,  is  questionable  as  this  work  represents  a  series 
of  hit  and  miss  treatments  with  no  evidence  of  a  fundamental 
knowledge  of  the  theory  upon  which  correct  heat  treatment  is 
based.  This  is  particularly  evident  in  the  so-called  double  treat- 
ments, many  of  which  are  in  reality  not  a  true  double  treatment, 
i.  e.,  one  in  which  first  the  core  and  then  the  case  is  affected. 

Particular  attention  might  be  called  to  the  fact  that  many  of 
these  treatments  could  have  been  improved  if  the  oil  and  water 
quenching  had  not  been  indiscriminately  used.  An  oil  treatment 
does  not  affect  the  case  as  deep  as  a  Avater  treatment.  In  other 
words,  an  oil  treatment,  if  done  at  the  right  temperature,  leaves 
the  steel  in  a  conditi(m  similar  to  a  steel  carbonized  to  a  less 
depth,  but  water  treated.  Briefly  then  many  of  the  author's 
results  with  oil  treatment  could  have  been  duplicated  by  a  water 
treatment  with  a  shallower  carbonization  and  therefore  with  a 
saving  in  cost. 

The  conclusi(ms  given  in  Par.  11,  when  taken  in  connection 
with  the  temperature  given  for  the  best  single  and  double  treat- 
ments, particularly  of  steel  No.  7,  have  not  been  made  with  due 
regard  for  experimental  evidence  offered.    They  are  incorrect. 

Par.  33  d  is  too  broad  a  statement,  since  the  presence  of  needles 
of  cementite  is  not  caused  entirely  by  high  temperature  as  this 
can  also  be  produced  by  a  longer  time  of  carbonization  at  a  lower 
temperature. 

The  statements  in  Par.  33  g  cannot  be  condemned  too  strongly 
in  view  of  what  is  one  of  the  most  important  and  fundamental 
operations  in  the  scientific  heat  treatment  of  carbonized  steel.  If 
the  steel  has  been  correctly  treated  subsequent  to  carbonization 
the  excess  cementite  Avill  not  exist  "  in  the  form  of  film  of  carbide 
between  the  grains  of  the  metal  "  as  the  author  states.  If  the 
practical  man  was  unable  to  take  advantage  of  the  better  wear- 
ing surface  produced  by  a  carbonization  of  greatei-  than  1.00  per 
cent  surface  carbon  without  the  danger  of  "  rendering  it  liable 
to  fail  by  flaking  off  or  spawling  "  he  would  certainly  be  behind 
the  times  in  these  days  of  rapid  increase  in  the  knowledge  of 
heat  treating.    The  above  statement  also  applies  to  Par.  47  e. 

The  explanation  in  the  second  part  of  Par.  33  A,  as  has  been 
so  ably  given  by  Dr.  H.  M.  Howe,  is  taken  by  the  author  as  a 
reason  for  the  flaking  off  of  the  case  from  the  core.  While  this 
tendency  is  undoubtedly  present   if  the   material   is  not  sub- 
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sequently  given  a  correct  heat  treatment,  many  practical  case 
hardeners  can  carbonize  an  open  hearth  steel  at  say  1750  deg.  in 
the  proper  material  and  then  by  a  correct  heat  treatment  make  it 
as  efficient  to  resist  flaking  oil'  as  could  be  done  by  carbonizing  at 
1650  deg. 

In  the  third  part  of  this  paragraph  stress  is  laid  upon  the 
coarsening  of  the  grain  size  by  high  heat.  This  is  of  little  prac- 
tical importance  as  correct  heat  treatment  will  break  up  any 
grain  produced  during  the  process  of  carbonization. 

Uniform  results  cannot  be  obtained  by  the  repeated  use  of  car- 
bonizing material  for  high-grude  work  as  advocated  in  Pars.  47 
and  48.  Mixing  part  old  and  part  new  is  not  desirable  as  the 
old  material  generally  is  not  uniform,  having  been  used  for  dif- 
ferent lengths  of  time  and  at  dill'erent  temperatures. 

Benj.  E.  Bosler^  presented  in  a  written  discussion  some  notes 


J2Pipe 
i  Brick  Lined 


^Flue  to  Stack 

Fig.  31     Furnace  for  Case  Hardening.    No.  1  Smfth  Shop 


on  case  hardening.  The  parts  were  case  hardened  at  No.  1  Smith 
shop.  About  700  or  800  bevel  and  spur  gears  for  mill  roller  runs 
have  been  treated  during  the  past  three  years,  varying  in  size 
from  10  in.  to  18  in.  pitch  diameter  and  about  4  in.  to  6  in.  width 

'Aflst.  Supt.  Mech.  Dept.  Cambria  Steel  Co.,  Johnstown,  Pa. 
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I  of  Roller- 


Fia.  32  Half  Coupling  with  Mitre  Gear,  No.  1  Mill  Furnace  Run;  0.12 
Per  Cent,  Carbon  Steel;  Case  Carbonized  on  Face  and  in  Bore  and 
Keyways.     Penetration,  \  in. 


^-N       I 


I  The  t'Oiv  mspTcked  m'th 
I  clay  and  to  kee/^fhe  hole 
1  true  the  clay  ms  cleaned 

out  after  heating  and  a 
I  ^teel pin  placed  in  the 
I  hole  he  fore  avench/nff; 
l^  vthen  cold  the  pin  ivas 

pushed  out  crrder  the 

hammer. 


Fig.  33     Case-Hardened  Roller  for  Ore  Screening  Plant. 
30  Hours  is  required  for  i^  In.  Penetration 


About 
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of  face.  Practically  all  crane  and  motor  pinions  are  now  case 
hardened  and  a  few  spur  gears  as  large  as  30  in.  in  diameter 
by  8  in.  face  have  been  treated. 

About  90  per  cent  of  the  case-hardened  gears  are  made  from 
open  hearth  steel  forged  blanks  of  dead  soft  stock  with  carbon 
between  0.8  and  0.12  per  cent.  The  companj'^  has  case-hardened 
steel  with  a  carbon  content  as  high  as  0.20  per  cent  but  finds  that 
the  best  results  are  obtained  by  using  steel  with  carbon  under 
0.12. 

The  other  10  per  cent  of  the  gears  treated  are  steel  castings 
made  to  the  following  specifications:  carbon  0.10  to  0.15  per 


Fig.  34     Gears  for  24-in.  Mill  Tables;  Forcings,  0.08  to  0.12  Per  Cent, 
Carbon  Steel.     About  24  Hours  Required  for  J  in.  Penetration 


cent;  sulphur  not  over  0.05;  phosphorus  not  over  0.04;  silicon 
0.15  to  0.30;  manganese  O.GO  to  0.80. 

Kegardiiig  the  life  of  the  case-hardened  gears,  the  roller 
run  was  installed  in  front  of  mill  furnace  No.  1  about  four 
years  ago  where  about  200  case-hardened  gears  were  used  and  up 
to  this  time  not  one  has  been  replaced,  although  the  table  has 
had  very  hard  service.  Gears  in  the  roller  runs  leading  up  to 
the  18-in.  mill,  in  the  roller  runs  at  Gautior  24-in.  mill  and  in 
the  tables  at  the  Franklin  mills,  are  giving  equally  good  service. 

Among  other  parts  case  hardened  are  bushings  for  roller  bear- 
ings (ground  after  treated) ;  links  and  chains  for  conveyor 
chains  (very  light  penetration,  about  Vo*  ^^•)  5  ^^^  valve  mo- 
tion parts  and  connecting  rod  slides  for  locomotive  repairs. 

The  gears  or  otiier  parts  to  be  treated  are  placed  in  round  or 
square  boxes  and  packed  with  bone  black,  using  about  three- 
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(liiarlois  old  to  about  one-iiuarter  new  material.  The  boxes  are 
then  sealed  with  clay  and  placed  in  the  furnace  where  they  are 
heateil  by  natural  gas  to  a  temperature  of  about  1800  de*^.  fahr. 
The  time  reciuired  to  heat  properly  varies  from  12  hours  to  30 
hours,  depending  entirely  on  the  size  of  the  parts  being  treated 
and  the  amount  of  penetration  desired.  A  great  amount  of  the 
work  requires  about  120  to  24  hours  from  the  time  the  furiuice  is 
lighted  until  the  charge  is  ready  to  be  withdrawn  and  (juenched. 
This  will  give  about  i/g  in.  penetration  which  is  the  depth 
reached  on  most  of  the  gears. 

On  light  work  the  charge  is  usually  allowed  to  cool  before  it 
is  taken  out  of  the  carbonizing  material  when  it  is  reheated  to 
about  1400  deg.  fahr.  and  quenched  in  water.  Nearly  all  of  the 
gears  and  other  heavy  work  are  quenched  in  water  direct  from 
the  packing  box,  a  method  Avhich  gives  very  good  results  and 
saves  the  cost  of  reheating.  The  heat  in  the  gear  at  the  time  of 
(juenching  in  this  case  is  also  1400  deg.  fahr.  as  nearl}'  as  the 
operator  is  able  to  judge  with  the  eye. 

It  is  found  necessary  to  grind  the  bores  of  all  gears  after 
hardening  as  the  bore  is  usually  slightly  out  of  round. 

Uoxes  MKule  of  1-in.  plate  steel  will  last  for  about  IT)  tinics 
in  the  furnace  before  they  become  too  thin  from  frequent  scaling. 

The  furnace  used  is  of  very  simple  construction,  with  two 
heating  chambers  each  being  supplied  with  two  natural  gas 
burners.  No  trouble  whatever  is  experienced  in  maintaining  an 
even  temperature  of  1800  deg.  fahr.  throughout  the  time  the 
charge  is  in  the  furnace.  The  time  required  to  bring  the  cold 
charge  up  to  this  temperature  requires  from  4  to  6  hours. 

A  diagram  of  the  furnace  used  is  shown  in  Fig.  31,  and  draw- 
ings of  the  pieces  case  hardened  in  Figs.  32  to  34. 

The  Autiiok.  I  desire  to  thank  Mr.  Benj.  E.  Boslcr,  Dr.  Al- 
bert Sauveur,  Dr.  John  A.  Mathews  _and  Mr.  Robert  R.  Abbott 
for  their  kind  discussions  of  my  paper. 
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MEASUREMENT  OF  AIR  IN  FAN  WORK 

By  Charles  H.  Treat,  Honor,  Mich. 

Junior  Member  of  the  Society 

Air  at  fan  pressures  has  come  to  be  used  in  many  fields  and  for 
widely  different  lines  of  work.  For  the  many  occasions  where 
measurement  of  volume,  or  of  pressure  and  volume,  are  required 
better  and  more  accurate  methods  are  often  desired  than  have  been 
commonly  used.  The  engineer  frequently  needs  something  better 
than  the  ordinary  anemometer  to  determine  the  velocity,  and  a 
rubber  tube  connected  to  a  water  gage  to  get  the  pressure.  Espe- 
cially is  this  so  in  fan  testing  where  the  volume  varies  from  nothing 
with  closed  gate  to  a  maximum  with  free  discharge.  The  meas- 
uring apparatus  must  be  accurate  through  this  wide  range. 

2  The  pitot  tube^  used  with  suitable  pressure  measuring  devices 
is  particularly  well  adapted  for  measuring  both  pressure  and  volume, 
being  easily  and  conveniently  arranged  for  fan  testing,  also  being 
simple,  reliable  and  accurate. 

3  Although  the  pitot  tube  has  long  been  known  and  used  there 
is  still  much  doubt  of  its  accuracy  and  distrust  of  results  obtained 
by  it.  This  is  especially  so  for  air.  The  writer  believes  the  trouble 
in  some  cases  and  the  resulting  general  distrust  are  due  to  a  lack  of 
information  as  to  what  forms  can  not  be  used.  In  this  paper  are 
described  what  is  believed  to  be  an  accurate  form  of  tube  for  this 
purpose  and  a  sufficiently  simple  way  of  using  it.  The  pitot  tube 
will  be  the  only  means^  described,  although  much  of  the  method 
employed  in  the  test  can  be  used  however  the  values  of  pressure  and 
volume  were  found. 

4  This  pitot  tube  work  was  done  from  time  tp  time  in  the  Amer- 

'For  references  and  a  good  account  of  what  has  been  done  see  The  Pitot  Tube, 
W.  B.  Gregory,  Trans.  Am.  Soc.  M.  E.,  vol.  25,  p.  ISA. 

*Profes8or  Thomas  of  the  University  of  Wisconsin  has  developed  an  excellent 
device  for  measuring  air  or  gases  known  as  the  Thomas  Meter. 

Presented  at  the  Annual  Meeting  1912,  of  The  American  Society  of 
Mechanical  Engineers. 

1019 


1020 


MEASUREMENT   OF  AIR   IN   FAN   WORK 


ican  Blower  Company's  fan  testing  room  in  Detroit.  A  little  tur- 
bine fan  was  being  experimented  with  by  the  writer  who  wanted  some- 
thing smaller  and  better  adapted  for  use  in  the  small  test  pipe  than 
the  form  of  tube  previously  used.^  The  form  of  pitot  tulie  adopted 
and  which  has  been  in  almost  daily  use  for  a  number  of  years  is 
shown  in  Fig.  1.  This  has  been  tried  out  in  many  ways  as  by  measur- 
ing the  same  air  through  pipes  of  different  diameter;  by  measuring 
in  the  same  pipe  with  two  or  more  instruments;  by  measuring  the 
air  displaced  by  a  gasometer.    These  three  checks  bring  in  also  the 


Z  Holes  af  Fronf  and  Back ,  each 
.  ^   0.02  in.  diame  fer  in  Outer  Tube 


Fig.  1     Standard   Pitot  Tube 

important  factor  in  air  measuring  of  getting  the  mean  velocity  in 
the  pipe. 

CALIBRATION    OF    IMPACT   AND    STATIC   ORIFICES 

5  In  deciding  how  experimentally  to  prove  the  correctness  of  the 
orifices  of  the  pitot  tube,  preference  was  given  to  tlu;  method  wliich 
seemed  most  simple  and  accurate  and  which  promised  to  be  the 
best  check  on  work  already  done. 

6  The  accuracy  of  the  impact  orifice  can  not  be  proved  by  means 
of  a  jet  of  air  because  the  only  practical  means  for  determining 
the  V(!locity  at  any  point  in  the  jet  is  by  the  use  of  the  pitot  tube. 
It  would  scarcely  do  to  test  the  tube  by  means  of  a  carrier,  such  as 
a  locomotive,  because  of  changing  air  currents.  But  by  attaching 
the  impact  tip  to  the  end  of  a  slender  hollow  arm  rotating  about  a 
shaft,  uniform  motion  may  be  obtained  and  that  in  air  liaving  motion 
due  only  to  the  slender  arm  through  it.     If  now  the  shaft  be  a  fan 

'The  pitot  tul)C  previously  used  was  the  static  orifice  shown  in  Fig.  11  at  D, 
used  with  a  A-i"-  tube  pointing  into  the  air  current  for  impact  orifice. 
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shaft  and  the  fan  be  discharging,  air  is  drawn  to  the  inlet  about  which 
the  arm  is  rotatinfj;,  and  by  n>j!;ulating  tlie  fan  discharge,  air  can  be 
just  drawn  away  from  the  path  of  the  tip  or,  in  otlier  words,  air  flow 
will  be  towards  the  inlet  and  at  right  angles  to  the  tip  travel  instead 
of  with  it. 

7     We  have  here  a  simple  means  to  compare  the  pressure  computed 
from  the  relative  velocity  of  tip  to  air,  by  the  relation  v=  yl2hg, 


O.OZin.diam.  one  hole  on 
-  each  side 


Fig.  2     Diagram  for  .\pparatus  for  Calibr.\ti.\g  Pitot  Tube 


with  the  pressure  actually  resulting  from  this  velocity,  ^^'e  deal 
with  pressure  due  to  impact  only  as  the  atmospheric  pressure  in  the 
room  is  on  the  tip  and  pressure  measuring  instrument  alike. 

8  This  rotating  arm  method  was  the  one  used  for  calibrating  not 
only  the  impact  orifice  but  the  static  orifice  as  well.  For  the  static 
orifice  what  we  ^\^sh  to  know  is  whether  or  not  it  shows  the  true 
pressure  of  the  fluid  no  matter  what  the  velocity  may  be.  As  there 
may  be  slight  radial  flow  static  openings  had  best  be  put  at  the  sides 
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(Fig.  2)  for  then  this  velocity  is  only  a  component  of  the  total  veloc- 
ity relative  to  the  static  opening.  If  the  pressure  in  the  tip  be  the 
same  as  that  in  the  room  the  pressure  at  the  axis  will  be  less  by  the 
centrifugal  head  in  the  arm. 

9  If  the  fan  be  not  used  the  flow  caused  by  the  rotating  arm 
is  enough  to  reduce  the  pressure  in  the  tip  from  about  2  to  5  per  cent, 
while  the  component  of  flow  toward  the  inlet  when  the  fan  is  used 
even  with  the  tip  pointing  to  take  the  resultant  maximum  veloc- 
ity will  change  the  pressure  less  than  will  show  on  a  slide  rule, 
flow  towards  the  inlet  being  only  enough  to  take  the  air  away, 

10  In  older  pitot  tube  work  total  or  impact  reading  has  usually 
been  all  right,  but  static  readings  have  in  many  cases  been  inaccurate, 
A  very  simple  and  reliable  check  on  static  openings,  but  which  may 
not  be  quite  accurate,  is  to  try  them  in  a  jet  of  air  blowing  out  freely 
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Fig.  3    Static  Pressure  at  Outlet  of  a  Straight  Pipe 


into  the  room  and  observe  if  the  pressure  is  the  same  as  that  in  the 
room,  as  it  should  be  very  nearly  even  with  high  velocity.  Fig.  3 
shows  what  the  static  pressures  were  at  the  end  of  a  straight  6-in. 
diameter  pipe,  the  velocity  pressure  being  2.4  in.  head  of  gasolene, 
equal  to  1.74  in.  of  water. 

11  For  details  of  the  calibration  work,  method  of  computing  the 
centrifugal  head,  data  of  tests,  etc.,  see  the  Appendix.  The  results 
are  as  follows :  Working  in  air  instead  of  water,  it  is  shown  that  there 
is  no  difficulty  in  getting  correct  impact  or  total  readings.  The 
form  of  the  tip  may  be  changed  from  a  straight  open  tube  pointing 
into  the  current  to  a  small  pointed  orifice,  as  in  Fig.  1,  or  may  be 
flat  at  the  tip  with  a  small  orifice  in  the  center  and  still  show  practi- 
cally no  difference  in  the  readings  for  the  different  shapes,  showing 


CHAS.    H.    TREAT 


1023 


that  for  any  ordinary  change  m  the  tip  no  inaccuracy  results.    The 
form  of  impact  tip  most  carefully  checked  was  that  shown  in  Fig.  1. 

12  The  calibration  shows  the  impact  or  total  reading  to  be 
accurate  probably  to  within  1  per  cent  in  the  relation  i;=  ^f2gh. 

13  A  correctly  reading  static  orifice  is  not  so  easily  obtained. 
The  static  of  Fig.  1,  consisting  of  clean  holes  0.02  in.  in  diameter 
in  ^-in.  tubing  ^  in.  thick,  gave  static  readings  accurate  to  within 
less  than  1  per  cent  of  pressure  due  to  velocity.  A  hole  ^e  hi. 
in  diameter  in  this  tubing  gave  readings  considerably  off,  while  a 
2^-in.  slot  r&  hi.  wide  in  slightly  larger  tubing  gave  static  readings 
as  much  as  14  per  cent  too  high. 

14  An  older  form  of  static  orifice,  sho\vn  at  D  in  Fig.  4,  is  fairly 
accurate,  but  requires  to  be  set  with  the  plate  exactly  parallel  with 


\\\\\\\\\\^VV\\\\\\VV\VV\V\VVVV\^\\^V\^VV^VVV^^^^ 


Fig.  4    Older  Forms  of  Static  Tips 


the  direction  of  flow.  It  is  often  not  kno'mi  just  what  the  direction 
of  flow  is,  as  when  there  is  a  slight  whirling  or  spiral  motion  in  the 
duct.  The  static  openings  of  the  pitot  tube  shown  in  Fig.  1  give 
quite  accurate  results  when  5  dcg.  out  of  parallel  with  flow. 

15  The  open  tube  E,  Fig.  4,  gives  static  readings  too  small  by 
over  50  per  cent  of  the  velocity  reading.  The  tube  is  -^  in.  in  diam- 
eter held  at  right  angles  to  flow.  The  static  tube  F  in  a  form  of  pitot 
tube  that  was  sold  by  one  of  the  instrument  makers  several  years 
ago  gives  static  readings  too  small  by  65  per  cent  of  the  true  velocity 
reading.  The  impact  tube  gives  practically  true  reading,  so  that 
velocity  readings  by  this  instrument  are  much  too  large. 

16  A  f-in.  slot  0.01  in.  or  less  wide  m  the  \-n\.  tube  seemed  to 
give  good  results  with  or  without  inner  tube,  so  also  did  the  large 
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slots  if  an  inner  tube  fitted  the  outer  to  within  0.01  in.  on  each  side. 
Wire  cloth  over  the  large  slots  seemed  to  give  good  results.  These 
other  forms  of  opening  have  not  been  checked  and  rechecked  as 
have  the  small  0.02-in.  holes.  Where  the  small  holes  are  liable  to 
.stoppage,  more  holes  should  be  used. 

METHOD    OF   TESTING    FANS 

17  When  air  is  discharged  into  a  pipe  by  a  fan  both  static  and 
velocity  pressures  measured  from  atmospheric  are  positive,  and 
their  sum  is  sho^^^l  by  the  reading  in  the  impact  manometer  {B  in 
Fig.  5).  When  the  air  is  drawn  from  a  pipe  by  a  fan  the  static 
pressure  in  the  pipe  is  always  less  than  atmospheric;  that  is,  it  is 
negative.     The  reading  in  the  impact  manometer  B  will  be  also 
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Fig.  5    Arrangement  for  Measuring  Static  and  Velocitv  Pressores 


negative,  but  less  than  static.  Static  subtracted  from  the  impact 
or  total  gives  a  positive  reading,  as  it  should,  for  the  velocity.  As 
velocity  in  this  pipe  is  induced  by  the  static  pressure,  the  velocity 
can  never  quite  equal  the  static  due  to  the  presence  of  friction. 

18  Figs.  6  and  7  show  the  method  of  setting  up  for  a  fan  test: 
Fig.  G  for  a  test  on  the  suction  and  Fig.  7  for  a  test  on  the  discharge. 
Fig.  8  is  from  a  photograph  showing  the  actual  arrangement  of 
apparatus  under  test. 

19  ]5y  using  the  pitot  tube  shown  in  Fig.  1,  where  velocity  and 
static  arc  measured  practically  at  the  same  point,  and  piping  as  at 
C,  Fig.  5,  the  pressures  other  than  that  due  to  velocity  cancel  each 
other.  The  possibilitj'  of  the  pressure  changing  between  times  of 
reading  static  and  impact  independently  is  avoided  and  there  is  no 
subtraction  to  be  made.  The  difTcrcnce  in  static  pressure  between 
the  point  of  reading  in  the  pi])('  and  atmosjjhcric  i)ressure  is  read  at 
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A,  the  total  at  B.  The  pitot  tube  should  point  straight  into  the 
current  of  air  to  read  correctly,  either  velocity  or  static. 

20  The  common  pressure  measuring  apparatus  for  pressures 
above  1  in.  water  gage  is  satisfactory.  For  pressures  from  1  in.  to 
2  or  3  ft.  of  water,  manometers  are  reliable  and  convenient.  Various 
forms  of  apparatus  are  used  for  measuring  pressures  of  1  in.  or  less. 
As  simple  and  reliable  a  means  as  any  is  probably  furnished  by  an 
inclined  manometer  containing  gasolene  instead  of  water.  The 
tubes  for  this  manometer  should  be  of  the  same  size,  perfectly 
straight  and  parallel  inside.  When  so  made  they  can  be  easily  used 
when  inclined  as  much  as  20  in.  slant  for  1  in.  vertical  reading,  with 
very  accurate  results.  Water  is  not  a  satisfactory  fluid  in  a  manom- 
eter inclined  more  than  three  to  one.  Gasolene  is  recommended, 
as  it  is  not  only  very  active  but  comes  accurately  to  the  same  form 
of  surface. 

'Zl  Set  the  back  plate  by  leveling  by  bubbles  in  the  manometer 
tubes  and  then  swing  the  tubes  up  the  angle  required  to  give  a 
good  reading,  20  or  10  or  5  to  1.  In  fan  testing  for  velocity  reading 
at  different  restrictions  two  or  three  slants  may  be  used  to  cover 
the  vade  range  in  pressure  and  it  is  very  convenient  to  cover  this 
wide  range  with  the  one  gage  by  the  simple  device  of  changing  the 
angle.  Good  care  is  necessary  to  get  the  angle  correct  for  20  to 
1  and  great  care  for  40  to  1. 

22  At  40  to  1  slant  for  ^  in.  velocity  reading  the  velocity  is  384 
ft.,  for  0.49  in.  reading  the  velocity  is  380  ft.,  showing  that  with 
the  slant  gage  velocities  as  low  as  500  or  even  400  ft.  per  min.  may 
be  measured  satisfactorily. 

23  With  skill  and  care  the  hook  gage  gives  good  results  if  the 
pressures  do  not  fluctuate.  In  air  measuring  work  the  pressures 
usually  fluctuate  slightly  even  when  care  is  taken  to  get  the  speed 
ot  fan  as  constant  as  possible.  It  is  desirable  to  be  able  to  take  the 
readings  under  these  conditions,  and  this  may  be  done  by  setting 
zero-point  of  the  measuring  slide  at  the  mean  lower  level,  and  at  the 
instant  the  level  comes  oppositi?  this  point,  r(\ading  at  the  upper 
h'vel. 

24  The  spacing  board  for  the  pitot  tub(>  slioirid  ))e  placed  so 
that  the  tube  crosses  the  test  pipe  centrally.  On  this  board  laj''  off 
AB  at  the  center  of  travel  of  the  holding  block  K  for  the  tip  at 
extreme  movement  across  pipe.  Gompute  a,  h,  c,  d  and  lay  off  with 
AB  at  their  center.  Inclining  manometers  are  shown  for  pressure 
measuring,  but  other  instnnnents  for  this  purjiosc  may  be  used  if 
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preferred.  After  connecting  try  out  the  lines  of  tubing  by  noting 
if  the  liquid  lowers  in  the  manometers  after  pressure  has  been 
applied,  and  make  sure  that  the  connections  are  not  clogged.  Use 
care  to  prevent  liquid  from  being  dra'ttTi  from  the  gages  into  the 
tubing. 

25  Make  the  area  of  the  test  pipe  the  same  as  the  area  of  the 
outlet  or  inlet  connections  for  a  fan  test.  Use  well  fitted  soldered 
Dipe  for  the  test.  An  ordinary  test  pipe  unsoldered  and  somewhat 
carelessly  fitted  to  the  fan  may  leak  5  per  cent  or  more  of  the  air 


Fig.  6    Correction  for  Test  on  Suction 


handled  at  ^  gate,  or  even  at  f  gate,  lowering  the  pressure  corre- 
spondingly. 

26  It  is  very  essential  to  determine  the  relation  between  volume, 
the  pressures  and  the  power  required  as  the  resistance  changes. 
For  this  purpose  it  is  usual  to  gate  do^vn  the  outlet  for  an  outlet 
test  or  the  inlet  for  an  inlet  test,  using  round  orifices  in  thin  flat 
])late.  No  air  should  escape  except  through  the  orifice.  It  is  usually 
ample  to  test  with  gates  0,  I,  f ,  ^,  |,  f ,  and  once  the  area  of  the 
orifice.  Occasionally  a  |  gate  is  useful.  For  some  tests  the  f  and 
the  f  gates  may  be  omitted.  The  area  of  the  gate  divided  by  the 
area  of  the  test  pipe  is  the  ratio  of  opening  or  the  equivalent  orifice. 
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27  The  coefl&cient  of  efflux  is  larger  for  a  conical  outlet  than  for 
an  orifice  of  the  same  area  and  is  probably  greater  for  a  large  gate 
that  for  a  small  on  the  same  test  pipe.  However,  a  gate,  say  f , 
is  very  nearly  a  fixed  measure  of  resistance  as  above  made.  Even 
if  it  were  not  there  would  be  no  inaccuracy  due  to  this  cause  as 
the  final  curves  are  ordinarily  used,  for  the  required  ratio  of  open- 
ing is  found  from  the  required  ratio  of  pressures.  The  ratio  of  gate 
area  to  full  area  is  often  very  useful,  so  that  it  is  wiser  to  use  ratio 
of  opening  for  abscissa  in  final  curves  than  some  other  quantity 


Fig.  7    Correction  for  Test  on   Discharge 


as  volume  or  ratio  of 


W.P. 


28  A  convenient  log  sheet  for  fan  testing  is  shown  in  Fig.  9 
On  this  log  and  on  the  curve  sheets,  Figs.  9  and  10,  pressures  are  all 
expressed  in  inches  of  water.  The  pressure  in  the  impact  tube  or  the 
total  or  dynamic  pressure  is  marked  Dyn.  W.  G.  or  simply  D.P.  The 
pressure  in  the  static  orifice  (A  in  Fig.  5)  is  Static  W.G.  or  simply 
S.P.  The  difference  between  the  static  and  the  total  (C  in  Fig.  5) 
is  the  velocity  pressure  and  is  marked  Vel.  W.G.  or  simply  V.P. 
The  pressure  due  to  a  velocity  of  the  air  equaling  the  peripheral 
velocity  of  the  wheel  is  the  peripheral  velocity  pressure  or  P. V.P. 
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29  111  making  fan  tests  the  speed  may  not  be  constant  at  all 
times.  To  correct  to  a  common  S]K'etl  we  have  relations  l^etween 
speed  and  pressure  and  power  that  have  been  fully  verified  by  test,  the 
better  the  tests  the  better  being  the  check.  Sec  curve  sheet  A  for  a 
good  test  showing  this  point.  These  relations  are  reasonable  and 
could  prol)ably  be  established  by  theory.     They  are  as  follows: 


Fig.  8    Fan   Tp:sting 

30  Under  the  same  conditions  of  resistance  to  air  flow,  density 
of  air  and  with  the  same  fan 

a  The  volufne  of  air  discharged    by  the  fan  varies   as   the 
r.p.m.,  that  is 

vol.      r.p.m. 

VoL^PLPyM. 

h  The  pressures  produced  vary  as  the  square  of  the  r.p.m. 
static"  total"  velocity  r.p.m.'^ 

STATIC" ""  TOTAL"""  VELOCITY"'"  R.pTmT' 
c  The  horsepower  to  drive  varies  as  the  cube  of  the  r.p.m. 
h.p.  ,     r.p.m. ^ 
H.P.  ^  R.P.mT^ 

31  Friction  in  Test  Pipe.     In  working  up  a  fan  test,  a  correction 
for  friction  in  the  test  pipe  must  be  made  to  show  what  the  fan  alone 
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is  really  doing.  The  friction  pressure  or  pressure  to  overcome  this 
friction  may  be  10  to  15  per  cent  of  the  total  at  wide  open  gate  and 
3  to  4  per  cent  at  5  gate. 

32  For  ordinary  round  galvanized  pipe  a  simple  and  quick  way 
to  find  this  friction  is  from  the  formula 

f=M:^' [1] 

40  XZ)' 

where  F  =  friction  in  inches  of  water  L  and  Z)  =  length  and  diameter 
of  round  pipe.  Or  in  a  form  more  easily  remembered,  the  length 
of  pipe  in  which  friction  inches  equal  velocity  inches  pressure  is 
40  diameters  long.  This  rule  is  applicable  for  air  under  ordinary 
conditions  of  temperature,  pressure  and  humidity,  and  values  by 
it  check  closely  with  those  given  by  Kent. 

33  For  smooth  straight  pipe  instead  of  40  times  the  diameter 
it  may  be  60  or  more  and  for  rough  beaded  pipe  the  figure  will  be 
less  that  40. 

34  A  general  equation^  for  friction  is 

A2g 
for  any  pipe,  and 

j^_4:fyLv 


[2] 


2gD 
for  round  pipe 

!/  =  weight  of  1  cu.  ft.  of  air 
P  =  pressure  lb.  per  sq.  ft. 
L  and  D  =  length  and  diameter  of  pipe  in  ft. 
/=  coefiicient  of  friction 
y  =  velocity  in  ft.  per  sec. 
s  =  perimeter  of  section  of  pipe 

41  If  we  substitute  in  [2]  the  value  0.0067,  that  being  the  coeffi- 
cient of  friction  in  ordmary  piping,  for  coefficient  of  friction  and 
0.0715  as  the  weight  of  air  we  can  derive  [1].  It  is  interesting  to 
note  that  0.0067  is  given  as  the  coefiicient  of  skin  friction  for  water 
of  rather  rough  surface.  Is  the  coefficient  for  air  and  water  the  same? 
Why  should  they  not  be  the  same? 

42  Standard  Weight  Air.  It  is  important  to  have  a  standard 
weight  of  air  at  which  fan  performances  may  be  compared.  The 
density,  while  ordmarily  a  small  factor,  affects  the  results  consider- 

*  See  Church's  Hydraulics. 
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ably,  if  extremes  arc  great,  as  with  heated  air  or  with  cold  out-door 
air.  It  affects  the  velocity  pressure,  the  total  pressure  and  the 
horsepower. 

43  As  correction  to  a  standard  involves  some  labor  it  is  desirable 
to  choose  for  a  standard  a  mean  weight  so  that  the  original  data 
will  be  close  enough  \\ithout  correction  in  many  cases,  or  so  that  the 
conditions  may  be  kept  such  as  will  give  standard  weight.  Another 
reason  for  the  mean  or  ordinary  weight  is  that  such  data  as  taken 
may  be  compared  with  previous  tests,  also  that  ordinary  rough  un- 
corrected tests  may  be  compared  with  standard  tests. 

44  As  fan  tests  are  apt  to  be  conducted  indoors  with  warmed 
air  the  weight  on  the  average  for  the  year  in  the  United  States 
will  not  be  far  from  0.0715  lb.  per  cu.  ft.  This  in  fact  is  the  average 
weight  for  a  large  number  of  tests  extending  over  a  number  of  years. 
This  weight  gives  a  velocity  constant  of  4100  or 


v8l.  =  4100Vvel." 

There  is  some  advantage  in  a  short  figure  in  computations  from 
the  final  curves. 

45    To  correct  to  standard  air,  multiply  the  velocity  pressure, 

total  pressure  and  the  horsepower  of  the  actual  test  by    ^ — 

wt.  1  cu.  ft. 

The  velocity  will  be  the  same  as  though  found  at  the  actual  veloc- 
ity pressure,  but  the  static  and  total  pressure  change  as  the  density, 
changing  the  air  horsepower  and  the  actual  horsepower  in  proportion. 
45  A  fan  discharging  under  constant  conditions  as  to  speed  and 
resistance,  will  maintain  a  constant  head  and  a  constant  velocity 
of  discharge  with  changing  density.  That  this  is  so  is  apparent 
from  the  following: 

47  In  a  pipe  system  supplied  by  a  fan  running  at  a  constant 
speed  all  the  resistance  may  be  classed  as  friction  of  various  kinds. 
The  impeller  sets  up  heads,  due  to  centrifugal  force  and  to  motion 
imparted  to  the  air,  which  total  head  is  resisted  by  internal  and 
pipe  frictions.     The  net  head 

K+K-]-hi+hn-— [3] 

48  Density  of  the  fluid  does  not  affect  these  heads,  and  the  net 
head  for  one  density  will  be  the  head  for  all.  The  velocity  will  be 
the  same  for  all  from  the  law  of  falUng  bodies. 
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Centrifugal  head 


P-luu- 


ii'v^     2ryv'^ 


h.= 


gr        gr 
2rv^ 


gr 


Head  due  to  motion 


10  ZO  30  40  50  60  70  80  90  wo 

f^affo  or  Opening,  Per  Cenf 

Fig.  10     Charactkristic   Curves  of  a  Fan  Test 
Heads  due  to  friction  pressure 


P  =  }u  = 


fSyv^ 
~A2g 


and 


,         .        fSv' 

11  f  <jr  n  fi  =  — 

A2g 

h,.  =head  (hi«     o  centrifugal  force 

Av  =lu"a(l  due  to  velocity  and  velocity  change 


[4] 
[5] 


[7] 
[8] 
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ht  =head  due  to  friction  in  case 
hn  =  head  due  to  friction  in  pipe 
P  =  pressure  per  sq.  ft. 
y    =  density  or  weight  of  1  cu.  ft.  air 

49  From  this  it  follows  that  the  volume  discharged  from  a  fan 
is  the  same  at  all  densities,  other  conditions  being  the  same.  This 
is  probably  true  for  all  fluids,  since  the  coefficient  of  friction  seems 
to  be  the  same. 

50  A  thoroughly  good  way  of  making  the  results  of  a  fan  test 
available  and  useful  is  to  plot  characteristic  curves,  as  in  Fig.  10. 
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Fig.  11     Preliminary  Cttrves  of  Fan  Test 


51  The  original  readmgs  are  first  corrected  to  one  common 
speed,  if  the  speed  has  varied  through  the  test,  as  it  is  likely  to  do 
from  belt  shp.  These  data  at  a  common  speed  are  then  plotted  on 
a  preliminary  curve  sheet  similar  to  the  curve  sheet  in  Fig.  11,  but 
with  the  ratio  of  opening  plotted  as  abscissa  instead  of  r.p.m.  On 
this  sheet  correction  can  be  made  to  standard  weight  air  and  for  pipe 
friction.  This  preliminary  set  of  curves  will  usually  show  up  a 
mistake  in  observation  or  in  computation.  From  this  curve  sheet 
practically  any  fan  problem  may  be  solved  for  fans  of  that  kind. 
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Of  course  the  other  fans  of  the  line  must  be  kept  in  proportion  to 
the  one  tested  to  get  the  result. 

FORMULAE    AND    CALCULATIONS   USED    IN   TESTS 

52  Bernouilli's  theorem  states  that  the  sum  of  all  the  pressures 
of  a  fluid  at  one  section  of  a  system  of  smooth  piping  equals  the 
sum  of  all  the  pressures  at  any  other  section,  pipe  friction  being 
cared  for  by  the  difference  in  friction  pressures. 

53  If  a  fluid  motor  be  introduced  between  the  two  sections 
where  pressures  are  taken  it  "wdll  create  a  difference  in  pressure. 
This  difference  in  pressure  times  the  volume  of  fluid  passing  through 
the  motor  times  the  constants  for  heaviness  of  fluid,  area,  etc., 
gives  the  horsepower  produced  by  the  motor,  or  given  to  it  if  power 
is  being  taken  from  the  fluid.  But  for  the  pressure  caused  by  the 
motor,  the  sums  of  pressures  at  the  two  sections  would  be  equal: 

cu.  ft. 


const. 


\-(v''-\-{-s''-r)\  +  (V''+S''+F'')'\  =  h.v. 

'^Lll:\v"-\-S"+F"-[-s"-hf"-v"]  =  h.p [9] 

const.  L  J 

cu.  ft.  X  difference  in  pressure  X  62.3       .    , 

—  air  h.p. 


33000  12 

cu.  ft.  X  difference.in  pressure 


=  air  n.p. 


6356 

y"  =  velocity,  in.  suction 

s"  =  static,  in.  of  water 

/"  =  friction,  in.  from  fan  inlet  to  measurement  on  suction 

F"  =  velocity,  in.  water  in  discharge 

»S"  =  static,  in.  water  in  discharge 

/^"  =  friction,  in.  at  discharge  from  point  of  measurement  to 
fan  (see  Fig.  5) 
When  the  friction  heads  F"  and  /"  are  considered  as  belonging  to 
the  air  motor,  then 

-^^'  ry"+S"+6"-2;"l  =  air  h.p [10] 

const.  L  J 

54     When  the  discharge  pipe  and  suction  pipe  are  of  the  same 
diameter  V"  —  v"  =  0  and  equation  [10]  becomes 

cu.  ft. 


r,S"+.s"j  =  aii 


=  air  h.p [11] 

const.  ' 
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55  It  is  quite  usual  in  bujang  and  selling  fans  to  understand 
that  a  certain  effect  on  discharge  shall  be  produced;  that  is,  such  a 
volume  jmd  pressure  in  discharge  pipe. 

56  When  the  work  sold  for  is  to  be  done  on  the  discharge  side 
the  inevitable  friction  loss  in  drawing  air  through  the  inlets  is  not 
to  be  measured  in.  It  is  not  wanted  although  as  in  the  case  of  some 
single  inlet  fans  it  maj'  be  a  very  appreciable  factor.  Large  inlets 
reduce  it.    For  this  case 

cu.  ft.  r  1 

--\V"+S"-\-F"\  =  iiir   h.p.    on   discharge   side.... [12] 

const.  L  J 

and 

air  h.p.  . 

7 — -. —  =  eincienc\'    for   discharge    side 

li.p.  to  fan 

For  a  fan  that  does  its  work  on  the  suction  side  with  a  short  outlet 
on  the  discharge  the  same  size  as  the  inlet,  a  usual  arrangement, 
we  have 

cu.  ft.r  1 

^^    F+0+0+s"+/"-i,"   =airh.p.from[9],orwhen  y"  =  r;"..[13] 

'    5"+/"   =  air  h.p.  on  suction  side [14] 

const.  L  J 

If  it  is  agreed  to  use  an  expanding  or  enlarged  outlet  such  as  the 
chimney  of  mine  fans,  equation  [13]  with  V"  due  to  velocity  at 
the  outlet  of  the  chimney  should  be  used. 

57  It  might  be  agreed  to  sell  for  work  on  the  suction  side  alone, 

cu.  ft.r  „     ,^      1 
then         r   «"+/"  — f"   =  air  h.p.  and  it  would  be  necessary  for  the 

fan  maker  to  reduce  V"  as  much  as  possible. 

58  When  a  fan  is  to  do  work  on  both  sides  the  equations  [9], 
[10]  and  [11]  ought  to  be  used  to  measure  the  air  h.p. 

59  A  cone  on  outlet  will  not  increase  the  efficiency  of  a  fan  but 
will  decrease  work  to  be  done,  that  is,  the  same  volume  of  air  can 
be  moved  through  the  same  resistance  by  less  power,  the  speed 
being  a  little  slower.  

60  For  air  measuring  work  the  formula  i;=  V  2gh  may  be  written 

V=imyl^^:^L9l [15, 

^  wt.  cu.  ft.  air 
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Wlitn  hoad  due  to  velocity  is  expressed  in  its  equivalent  inches 
water  gage  readings,  and  V  =  Vel.  in  ft.  per  min. 
y  =  4100  V  V"  W.G.  for  standard  weight  air  of  0.0715  lb.  per  cu.  ft. 

AVERAGE  VELOCITY   OF   FLOW   IN   A   PIPE 

61     The  velocity  is  least  at  the  surface  of  the  pipe  because  of 
skin  friction.    In  a  square  pipe  the  mean  of  the  velocities  and  of  the 


PiMTube      ,    Nails 
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Fig.  12    Setting  Pitot  Tube 

pressures  taken  at  the  center  of  a  large  number  of  equal  squares 
into  which  the  pipe  is  divided,  is  the  average  velocity  and  pressure 
in  the  pipe.  In  the  case  of  a  round  pipe,  divide  into  equal  annular 
areas,  and  for  each  read  at  a  point  where  the  area  inside  equals 
the  area  outside  (see  Fig.  12).  A  convenient  rule  for  obtaining 
diameters  of  circles  is  as  follows: 

62     Divide  the  diameter  of  the  air  pipe  by  the  square  root  of 
twice  the  number  of  readings  to  be  made  from  the  circumference 
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to  the  center  for  the  diameter  of  the  smallest  circle.    Multiply  this 

reading  by  '^  3,  ^  5,  etc.,  for  diameters  of  larger  circles.    For  example, 

48i^  ,  _     ,  _ 

for  iSre  diameter  of  pipe  and  eight  readings^- — -=  17|X>'3,    "^5, 

etc.  =  29f,  38j,  etc.    This  is  done  very  readily  on  the  slide  rule  by 
dividing  the  diameter  pipe  found  on  the  lower  scale  by  the  square 


,'^//////////////////, 
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Fig.  13     Length  for  Test  Pipe  on  Suction 


TEST   IN    DISCHARGE   PIPE  20  DIAMETERS  LONG.      READINGS   Yt   IN.   LENGTH 

FROM    FAN 


Position  of  pilot  tube  across  pipe.. 

1 

2 

3 

4 

5 

'•' 

8 

9 

10 

Velocity  pressure  in  test  pipe,  in.  . 

0.730 

0.885 

0.990 

1.025 

1.060 

1.075 

1.055 

1.022 

0.925 

0.680 

VeloQity,  ft.  per  min 

3503 

3850 

4080 

4150 

4222 

4260 

4220 

4150 

3950 

3380 

Mean  velocity  pressure  in  test  pipe, 0.9447  in.;  mean  velocity,    3970.5  ft.  per  min. 
4 100  XV  0.9447  in.  =3985  ft. 

root  of  the  mmibers  found  on  the  slide.  Without  moving  the  slide 
multiply  by  "^3,  "^5,  etc.,  which  roots  are  also  found  on  the  slide. 
63  This  rule  may  be  demonstrated  as  follows:  Divide  the 
annular  rings  in  two  by  a  vertical  line  through  the  center.  (See 
Fig.  12.) 

Totalarea  =  ^  =  -Z)2 

4 

Circle  d  contains  two  of  the  equal  areas  of  the  20  into  which  T>  is 
divided. 
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a  =  area  of  small  circle  =  — 

4 

TT  -4.  a     A 

Unit  area  -  =  — 

2     20 

A  =  -X20  =  10a 

10^2  =  Z)2 
since  the  area  of  a  circle  varies  as  the  square  of  the  diameter. 

"      10 
D 

^10 

64  Since  in  equation  [15]  the  velocity  changes  as  the  square 
root  of  the  velocity  water  gage  the  velocities  should  be  computed 
for  each  unit  area  and  those  averaged.  The  error  is  small,  however, 
if  the  velocity  be  computed  from  the  average  of  the  velocity  inches, 
ordinarily  being  less  than  1  per  cent  from  this  cause. 

65  There  are  usually  irregularities  of  flow  in  air  entering  a 
pipe  and  if  it  is  the  discharge  from  a  fan  the  irregularities  may  be 
considerable;  if  an  inlet  pipe  there  will  be  less  and  if  fitted  with 
cone  inlet  there  will  be  considerably  less  irregularity  of  flow.  This 
irregularity  becomes  less  away  from  the  pipe  inlet  and  in  8  to  12 
diameters  in  the  case  of  fan  discharge  and  in  straight  pipe  good 
pitot  tube  readings  may  be  taken.     (See  Fig.  13.) 

66  For  accurate  measurement  it  is  recommended  that  both 
vertical  and  horizontal  readings  across  the  pipe  be  taken  rather 
than  either  alone,  especially  if  there  has  been  a  bend  in  the  pipe 
or  if  the  pipe  is  the  discharge  from  a  fan. 


APPENDIX 

CALIBRATION  OF  STATIC  AND  IMPACT  ORIFICES 

67  This  calibration  was  made  by  revolving  the  various  tips  at  the  end  of  a 
slender  arm  and  noting  the  speed  and  the  pressures  at  the  axis.  The  arm  was 
made  of  brass  tubing  yg  in.  and  f  in.  in  diameter,  sweated  together.  Stay  wires 
were  used  to  give  it  rigidity,  as  shown  in  Fig.  2,  and  the  tubing  was  fastened 
to  its  countershaft  by  the  set  screw  of  the  collar  through  which  the  larger  tube 
fastens.  The  different  tips  tried  were  soldered  to  the  end  of  this  arm.  A  very 
small  air-tight  connection  or  stuffing  box  at  the  axis  was  afforded  by  a  l-in. 
brass  tube  projecting  from  the  larger  tube  along  the  axis  and  having  a  ring  of 
greased  candle  wioking  on  it  against  which  the  cone  end  of  a  larger  tube  was 
pressed,  the  small  tube  revolving  in  it.  The  arm  was  counterweightcd  at  W. 
Care  was  taken  to  press  on  the  outer  tube  only  hard  enough  to  keep  the  connec- 
tion tight. 

68  The  revolutions  were  counted  by  a  hand-speed  counter  at  the  other 
end  of  the  shaft,  usually  for  two  or  three  minutes.  The  length  of  arm  was  measur- 
ed from  axis  to  center  of  orifice  by  steel  scales.  The  shaft  was  driven  by  an 
automatic  engine  having  no  other  load  so  that  the  speed  was  very  steady  and 
uniform. 

69  Pressure  wa.s  taken  by  a  vertical  water  manometer  of  large  tube  area 
(0.45  in.  inside  diameter),  in  most  of  the  runs.  An  inclined  gasolene 
manometer  was  used,  in  those  of  small  head  the  reading  being  corrected  to 
the  head  of  water.  Temperature  and  humidity  were  taken  in  the  room  not  far 
from  the  arm. 

70  The  i-in-  tubes  at  the  end  of  the  arm  which  were  used  in  all  the  runs 
except  the  last  four  projected  forward  from  the  arm  about  3J  in.  and  backward 
about  2^  in.  The  static  holes  in  the  sides  were  about  2  in.  ahead  of  the  arm. 
Different  tubes  were  used  but  were  adjusted  alike,  being  soldered  to  the  corner 
braces  and  pipe. 

71  Air  being  elastic,  that  portion  nearer  to  the  shaft  presses,  due  to  centri- 
fugal force,  on  the  air  further  out  in  the  tube  compressing  it  slightly.  Therefore 
the  outer  portion  of  the  air  in  the  tube  is  slightly  more  dense  than  the  inner, 
and  this  varying  density  makes  it  necessary  to  go  to  calculus  for  a  solution. 

72  For  an  inelastic  fluid  the  computation  would  be  very  much  simpler, 
and  for  a  rotating  column  of  unit  area  it  would  be  as  follows: 

iiw^      w(ir2my    2ry{ir2my 

Centrifugal  force  (pressure  per  sq.  ft.)  =  —  =  = 

gr  gr  gr 
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U)  =  total  weight  of  fluid  in  lb. 
r  =  velocity  in  ft.  per  sec. 
y  =  gravity 

r  =  radius  to  center  of  gravity 
j/  =  weight  per  cu.  ft.  of  fluid 
71  =  revolutions  per  second 

DIFFERENCE     IN     PRESSURE     BETWEEN    THE    ENDS    OF    A    REVOLVING 
RADIUS    OF    ELASTIC    FLUID 

73  Assume 

p  7  =  constant 

p    =pressure  in  lb.  per  sq.  ft.  at  any  intermediate  point,  variable 

Po  =pressure  in  lb.  per  sq.  ft.  at  axis  due  to  the  atmo.'^pheric  pressure 

Pt  =pressure  in  lb.  per  sq.  ft.  at  the  free  end  of  the  radius — at  tip 

W  =  weight  per  cu.  ft.  of  elastic  fluid,  variable 

TFo  =  weight  per  cu.  ft.  of  elastic  fluid  at  atmospheric  pressure 

N   =r.p.m. 

R    =  radius  in  ft. 

Ro  =  minimum  radius 

/?t  =  maximum  radius 

Ba  =  barometer  at  time  of  experiment 

74  For  a  very  short  radius  of  elastic  fluid 
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p 
when  Ri  =  Ra,  Px  =  I'o  and— ^«=1.  Log  of  1  ^oand  for  this  (ft,— i2i)  =o,  /v    must 

=  o.    As  log,  =  couinion  log  X  2.302585  we  have 

C 


common  log  —  = 


Po    2  X  2.302585 


{R[-m. 


lis] 


Tt. 


P. 


is  the  ratio  of  pressure  at  the  ends  of  radius  and  may  be  expressed  in  any 


units  of  pressure  or  head. 


2X7r2Xl2XPFoXiV2 


IFoXA^^ 


2X2.302585    2.302585X^X3600X62.3X13.61  XBa 

=0.0000010479 

Ba. 

No. 

log 

No. 

log 

2 

0.301030 

2.302585 

0.362210 

X* 

0.4971498 

32.16 

1.507316 

0.4971598        ; 

3600. 

3.556303 

12 

1.079181 

62.3 

1.794488 

2.374510G 

13.61 

1 . 133858 

8.354175 

8.354175 

0.0000010479... 

...6.0203356 

^ 

Equation  [IS]  with  numerical  constants  is 

Pt         in.  mercury  WoN-R: 

common  log  —  =log =0.0000010479  --„ — - 

Po  Ba  Ba 

lb  Impact  Orifice.  When  the  pressure  at  the  axis  is  atmospheric,  or  zero 
on  the  manometer  then  the  common  log  of  pressure  at  the  tip  in  inches  of  mer- 
cury is 

JV^N^Ri 

+Iog  Ba 


0.0000010479 


Be 


(191 


The  number  corresponding  to  log  Ba+the  numerical  factor,  the  second  part  of 
equation  [19]  less  the  barometer  pressure  is  the  difference  in  pressure  between 
the  two  ends,  or  the  centrifugal  head. 

76  Static  Orifice.  If  a  static  orifice  is  correct  the  pressure  inside  the  tip  = 
pressure  outside;  or  atmospheric,  at  all  velocities  of  air  past;  then  suction  k 
on  the  manometer  at  the  axis  =  centrifugal  head  in  the  arm.     For  this  case 

WoN^R; 

log  pressure  at  tip  =0.00000 10479 — — - 

Ba 


+log  {Ba-K). 


[20] 


and  the  number  corresponding  to  the  second  part  of  equation  [20]  less  the  pres- 
sure at  the  axis  (Ba—K)  is  the  centrifugal  head,  A'  and  Ba  of  course  being  ex- 
pressed in  the  same  unit  of  pressure  as  mercury. 

77  Impact.  Of  the  runs  for  impact  the  first  nine  were  with  a  fan  drawing 
away  the  disturbed  air.  Of  these  the  ones  with  full  gate  were  affected  only  very 
slightly,  if  at  all,  by  the  air  motion  due  to  the  rotating  arm.  This  point  was 
determined  by  testing  with  smoke.  The  air  travel  toward  the  inlet  was  probably 
never  anywhere  more  than  300  ft.  per  min.  At  the  smaller  gates  there  was, 
however,  some  motion  of  the  air  with  the  arm  so  that  the  runs  with  full  gate 
deserve  more  consideration  that  those  at  small  gate. 
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78  Another  minor  source  of  trouble  was  the  tendency  of  the  stuffing  box 
to  heat  the  air  in  the  tube  shghtly.  'I'his  was  largely  overcome  by  the  very 
small  size  and  by  care  to  use  soft  grease  freely  on  the  wicking,  also  by  not  press- 
ing the  outer  tube  against  the  wicking  harder  than  necessary.  Between  runs 
outside  air  was  allowed  to  replace  the  warmed  air,  but  doubtless  the  results 
are  affected  very  shghtly  by  the  air  in  the  tube  being  a  little  warmer  than  that 
in  the  room.  The  brass  tube  of  the  arm  always  felt  as  cool  after  a  run  as  before. 
Warming  of  the  brass  tubes  of  the  stuffing  box  to  as  slight  an  extent  as  5  is  notice- 
able to  touch  at  these  temperatures. 

79  An  increase  of  10  deg.  in  temperature  in  run  No.  8  without  change  of 
moisture  in  the  air  in  arm,  changes  the  computed  centrifugal  head  from  4.905 
in.  at  room  temperature  to  4.825  in. 

80  Of  the  first  nine  runs  only  No.  6  at  the  highest  speed  shows  a  negative 
pressure  in  the  water  manometer  used,  when  the  fan  was  fully  open.  With 
the  smaller  gates  the  readings  were  shghtly  negative.  The  mean  of  these  runs 
is  0.9991  for  the  pressure  in  the  tip  divided  by  the  pressure  due  to  velocity. 
However,  considerably  more  weight  must  be  given  the  runs  with  full  gate.  If 
the  runs  with  the  smaller  gates  be  left  out  then  the  pressure  in  the  tip  ex- 
ceeds that  due  to  velocity  by  an  amount  that  would  have  been  noticed  and 
measured,  for  the  water  leveLs  in  the  manometer  used  were  steady  and  the  con- 
ditions good.  It  is  believed  that  the  slight  rise  in  temperature  of  the  air  in  the 
tubes  accounts  for  the  observed  pressure  being  shghtly  less  than  the  computed. 

81  Runs  Nos.  10  to  18  inclusive  were  all  made  without  the  fan  to  draw 
the  disturbed  air  away.  Nos.  10  and  11  show  a  comparison  of  a  flat  impact 
point  V6  ill-  in  diameter  with  a  hole  in  the  center  about  ts  in.  in  diameter  with 
the  same  tip  used  in  the  first  runs,  marked  Std.  Nos.  12  and  13  compare  a  j-in. 
open  brass  tube  with  end  filled  square  with  Std. 

82  Nos.  14  to  17  were  with  the  back  end  of  the  tip  open  (see  B  in  Fig.  2), 
using  four  forms  of  opening.  No.  18  is  given  to  show  about  what  air  motion 
the  arm  set  up  for  these  runs.  These  readings  are  given  because  nearly  every 
one  interested  in  the  pitot  tube  sooner  or  later  wants  to  know  what  this  suction 
is.  The  suction  evidently  depends  for  one  thing  on  the  shape  of  the  orifice  and 
the  tip. 

83  In  No.  18  the  pressure  duo  to  velocity  may  be  found  from  the  velocity 

of  tip  less  the  air  motion 

^.        ,     .  41.67  in.  X  TT  2  X  507 

Tip  velocity  = r =  11080 

Air  motion  in  path  and  moving  with  tip  =     245 
Velocity  of  impingement  on  tip        =  10835 


From 


velocity,  ft.  =  1097^1  velocity  pressure 
\   weight  1  cu.  ft.  I 


/ 10835 Y 


weight  1  cu.  ft.  air 
7.02  in. 


\  4085/ 

which  is  the  velocity  pressure  due  to  the  relative  velocity  of  the  tip  to  the  air 
in  inches  of  water.  The  centrifugal  heads  in  column  B  were  computed  by  loga- 
rithms by  the  method  in  Par.  74  exce^jt  that  the  final  head  in  inches  of  mercury 
was  multiplied  by  13. Gl  by  shde  rule. 
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Si  For  computation  of  centrifugal  head  for  the  static  runs  pressure  at  the 
axis  is  Ba  —  k,  if  tho  pressure  in  the  tip  is  atmospheric,  and  the  mean  density 
in  the  arm  is  slightly  less  than  for  the  impact  runs,  since  for  the  impact  runs 
pressure  at  the  axis  is  very  nearly  atmospheric. 

85  It  can  be  shown  that  the  i)ressure  due  to  impact  on  the  tip,  Fig.  2,  would 
exactly  equal  the  centrifugal  head  if  the  fluid  in  the  arm  were  of  uniform  density. 

86  Static.  Static  runs  Xcjs.  19  to  33  are  with  good  forms  of  static  orifice. 
It  is  thought  that  the  two  sets  of  runs  22  to  26  and  32  and  33  deserve  to  carry 
greater  weight  than  the  others.  However,  the  mean  of  all  for  pressure  in  tip 
divided  by  the  centrifugal  head  is  0.00625.  It  is  evident  by  comparing  the 
first  part  of  these  runs  with  the  last  that  the  holes  are  small  enough  so  that  the 
static  does  not  depend  on  the  inner  tube  in  any  way. 

87  The  static  orifices  are  simply  holes  0.02  in.  in  diameter  drilled  through 
the  tubing  which  was  about  0.03  in.  thick.  The  holes  were  clean  and  the  outer 
edges  square,  the  little  burr  being  carefully  filed  off. 

88  Runs  Nos.  34  to  37  are  with  slotted  static  orifice.  The  outer  tube  was 
about  0.4  in.  in  diameter,  its  inside  diameter  being  about  0.28  in.  With  no  inner 
tiibe  the  results  are  poor  even  with  this  thick  tube.  With  an  inner  tube  central 
and  fitting  the  outer  within  about  0.015  in.  the  result  was  fairly  good,  but  when 
the  inner  tube  was  made  0.02  in.  smaller  in  diameter  the  result  was  poor  again. 
It  is  very  interesting  to  know  that  when  fine  mesh  wire  cloth  was  wrapped  around 
the  tube  outside  the  slots  the  results  are  good  and  agree  with  those  from  the  small 
drilled  holes.    Just  how  accurate  the  gauze  static  would  be  was  not  found. 

89  By  comparison  with  standard  static  in  air  flowing  in  a  pipe  the  results 
are  found  to  be  considerably  worse  with  a  thin  outer  tube  than  with  a  thick 
one  using  the  same  inner  tube.  An  instrument  with  2i-in.  slots  iV  in.  wide 
in  f  in.  tubing  -^  in.  thick  and  with  ^  in.  inner  tube  gave  static  pressure  read- 
ings 14  per  cent  of  the  velocity  pressure  too  high. 

90  By  comparison  in  this  way  it  was  also  found  that  holes  iV  in.  in  diameter 
in  the  J  in.  regular  tip  which  is  yj  in.  thick  give  poor  results. 
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DISCUSSION 

W.  H.  Carrier  stated  that  the  same  kind  of  pitot  tube  as  that 
used  by  Mr.  Treat  had  been  used  for  a  long  time  at  the  works 
of  the  Buffalo  Forge  Company,  however,  instead  of  using  two 
tubes  side  by  side,  connecting  to  the  static  member  and  to  the 
total  pressure  member,  one  tube  is  placed  inside  of  the  other,  so 
that  the  pitot  tube  can  be  more  easily  inserted  in  the  pipe.  In 
this  construction  there  is  only  one  pipe  to  be  handled,  and  it  re- 
quires only  about  one-half  as  long  to  construct  as  Mr.  Treat's. 

There  is  one  point  worthy  of  particular  attention  as  the  feature 
probably  responsible  for  a  very  large  amount  of  inaccuracies  in 
fan  tests  and  misleading  statements  as  to  efficiencies,  such  as 
claims  of  efficiencies  of  83  per  cent  or  even  as  high  as  90  per  cent, 
which  cannot  be  attained  in  ordinary  fans  for  low-pressure  work. 
The  actual  efficiency  of  those  of  the  very  best  design  working 
under  the  best  conditions  is  70  to  75  per  cent,  while  fans  of  the 
multivane  t3'pes  of  ordinary  commercial  design  have  efficiencies 
varying  from  45  to  60  per  cent  only.  The  reason  why  unusual 
efficiencies  are  shown  in  some  tests  is  in  all  probability  because 
of  a  slight  leak  in  the  static  member,  which  usually  happens  un- 
less precautions  are  taken.  This  leak  reduces  the  static  pressure 
and  a  further  reduction  may  be  produced  by  some  of  the  minute 
openings  being  clogged  by  dirt.  Even  a  small  reduction,  say 
5  per  cent,  will  produce  an  apparent  error  in  the  reading  of  the 
velocity  pressure  of  about  15  per  cent,  which  will  result  in  the 
amount  of  air  calculated  as  delivered  being  7  or  8  per  cent  larger 
than  is  actually  the  case.  The  error  due  to  these  causes  may 
oft€n  be  as  large  as  20  to  30  per  cent.  The  proper  method  is 
to  test  the  connections  to  both  the  static  and  total  members  as 
to  tightness  by  blowing  into  the  connecting  tube,  depressing  the 
water  column,  and  then  holding  it,  with  the  thumb  over  the 
opening,  to  see  if  any  drop  occurs  in  the  water  column. 

Sanford  a.  Moss.  Experience  with  velocities  of  the  order  of 
magnitude  of  those  used  by  Mr.  Treat  as  well  as  very  much 
higher  velocities  has  shown  that  Mr.  Treat  is  correct  when  he 
states  that  for  any  ordinary  change  in  an  impact  tube  no  in- 
accuracy results  but  that  a  static  orifice  which  reads  correctly  is 
not  easily  ol)taine(i.  I  ha\i'  liad  most  successful  results  in 
measurement  of  static  pressure  by  means  of  a  hole  in  the  pipe 
wall,  succeeded  by  some  length  of  straight  pipe  and  preceded 
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by  a  considerable  length  of  straight  pipe.  With  the  static  pres- 
sure obtained  in  such  a  way  the  pitot  tube  becomes  merely  an 
impact  tube. 

Some  years  ago  I  used  an  arrangement  such  as  is  shown  in  Mr.. 
Treat's  Fig.  3  with  a  jet  discharging  into  the  atmosphere.  Mr. 
Treat,  however,  seems  to  use  a  jet  discharging  from  a  long 
straight  pipe  of  constant  diameter.  In  such  a  case  the  velocities 
at  the  point  of  discharge  are  variable  and  gradually  decrease 
from  the  maxinmm  value  at  the  center  to  a  small  value  close  to 
the  edge.  As  is  well  known,  the  curve  giving  these  velocities  for 
various  diameters  is  an  ellipse.  I  used  an  orifice  consisting  of 
a  gradually  rounded  approach  succeeded  by  a  parallel  portion 
about  one  diameter  in  length  and  preceded  by  a  long  straight 
pipe  with  a  diameter  about  three  times  that  of  the  parallel  por- 
tion at  the  discharge  of  the  orifice.  It  can  be  shown  that  such  an 
orifice  gives  a  jet  with  practically  uniform  velocity  and  that  the 
pressure  in  the  jet  must  be  atmospheric. 

I  inserted  a  pitot  tube  similar  to  that  used  by  Mr.  Treat  in 
such  a  liigh  velocity  jet  and  found  that  for  high  velocities  static 
pressure  was  very  slightly  less  than  atmospheric.  For  a  velocity 
of  about  400  ft.  per  sec.  the  static  pressure  was  O.C  in.  of  water 
below  atmosphere.  For  velocity  up  to  about  80  ft.  per  sec.  the" 
static  pressure  was  i)ractically  atmospheric.  Other  forms  of 
pitot  tube  in  such  a  jet  showed  static  readings  will)  much  greater 
errors. 

Mr.  Treat's  suggestion  regarding  an  inclined  gasolene  tul)e 
for  pressures  of  less  than  1  in.  of  water  is  very  interesting.  1 
would  like  to  iiKpiire  how  he  secures  an  exact  value  of  the  zero 
angle,  how  he  secures  the  density  of  the  gasolene  and  how  he 
avoids  change  of  density  by  evaporation  of  the  more  volatile  part 
of  the  gasolene  from  time  to  time. 

The  variation  of  pressure  with  square  of  velocity  and  power 
with  cube  of  velocity  for  a  fan  discharging  against  constant 
resistances  mentioned  by  Mr.  Treat  was  considered  theoretically 
by  Professor  Eateau  many  years  ago  and  is  undoubtedly  a  very 
exact  relation  so  long  as  the  pressures  are  so  low  that  the  change 
of  density  is  not  appreciable. 

All  of  Mr.  Treat's  methods  seem  very  carefully  and  accurately 
laid  out  and  it  is  pleasant  to  loiow  that  the  measurement  of 
quantity  in  his  fan  blower  work  is  l)eing  carried  out  with  pre- 
cision. 
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J.  H.  Browxe  said  he  would  like  to  see  some  method  developed 
by  which  the  pitot  tube  could  be  used  when  the  fan  is  used  to 
produce  either  forced  draft  under  a  boiler  or  induced  draft  over  a 
boiler.  This  would  show  the  exact  conditions  of  operation  better 
than  the  ordinary  water  tube  or  inclined  gage  because  in  the  latter 
case  the  thickness  of  the  fire  affects  the  results. 

C.  G.  DE  Laval  (written).  On  using  a  pitot  tube  for  measure- 
ment of  air  one  must  not  overlook  the  question  of  moisture  in 
the  air  as  this  affects  the  air  density ;  also,  when  water  is  present 
there  will  be  a  wide  variation  in  the  velocity,  so  that  to  be  fully 
accurate  relative  humidity  should  be  taken  into  account.  In  the 
usual  cases  the  velocity  is  not  constant  in  the  cross-section  and 
particular  care  has  to  be  exercised  to  read  the  pitot  tube  carefully ; 
wrong  records  may  be  due  to  fluctuations,  and  coefficients  of  cor- 
rections have  to  be  used  in  order  to  get  the  correct  measurement. 
The  paper  aims  to  show  a  tube  that  would  give  accurate  results 
in  a  simple  way ;  the  best  and  most  reliable  is  one  that  will  com- 
bine the  impact  and  static  in  one,  and  in  such  a  way  that  the 
dynamic  and  aspiration  effects  neutralize  each  other  so  that  the 
real  pressure  is  obtained. 

For  measuring  air  velocity  by  the  formula  v  =  ^^gh,  the  den- 
sity of  air  and  its  velocity  head,  temperature,  atmospheric  pres- 
sure and  moisture  must  be  taken  into  account.    The  density 
^  _  0.0807  {p  —  0.379  hv) 
(1  -f  ajf)  29.921 
where 

0.0807  =  weight  of  1  cu.  ft.  dry  air  at  32  deg.  fahr.  and 

atiiiosphcric  i)ressure  of  lilKOiM   in. 
p  =  atmospheric  pressure 
h  =  relative  humidity 
V  =  vapor  pressure 
1  -\-  zt  =  ratio  of  volumes  of  dry  air  at  32  deg.  fiilir.  and 

at  (32  -f-  t)  deg.  fahr. 

t  =  temperature  of  dry  air  above  32  deg.  fahr. 

0.379  =  per  cent  of  vapor  in  1  lb.  saturated  air  at  32  deg. 

It  is  believed  that  a  single  tube  at  center  will  correctly  register 

the  velocity  with  a  correction  of  4  to  .5  per  cent  for  the  average 

over  the  entire  pipe  or  outlet  and  that  it  will  be  necessaiT  to 

correct  further  for  moisture  in  the  air;  it  will  be  also  found  that 
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tlie  vclcK'ity  <»!"  tlic  air  iiiatoiially  all'ects  the  correct ness  of  read- 
ings bv  pitot  tiihos.  I*\)r  low  velocities,  say  below  5000  ft.  per 
tnin.,  a  special  form  of  gages  will  have  to  be  used  in  order  to  be 
reliable  and  to  register  accurately  the  velocity  heads,  while  for 
higher  velocities  the  instruments  of  the  i)itot  tubes  are  fairlv  reli- 
able as  to  readings. 

The  electric  meter  is  probably  the  most  accurate,  it  measures  the 
energy  necessary  to  cause  change  in  temperature,  and  this  is  pro- 
portional to  the  weight  of  air  flowing. 

^        t  Xs 

E  =r  energy  to  raise  temperature 

Q  =  weight  of  air  through  t  deg. 

s  =  specific  heat  of  unit  of  weight  at  constant  pressure. 
The  electric  meter  is  independent  of  variation  in  velocity  of  the 
air  at  the  dilTerent  parts  of  pipe.  Measurements  used  are  all 
electric  and  can  be  read  to  close  observation  and  are  not  atfected  as 
in  the  pitot  tube  and  venturi  meter  by  eddies  and  pulsations.  It 
is  to  be  noted  that  neither  pitot  nor  venturi  meters  will  or  can  lend 
themselves  to  continuous  graphical  results  due  to  the  small  power 
available  for  recording,  while  the  electric  meter  of  Professor 
Thomas  can  give  a  continuous  reading  through  an  ordinary  watt- 
meter, and  which  is  still  better,  the  readings  can  all  be  obtained 
without  any  calculation,  as  it  necessitates  only  the  electrical 
energy  transformed  into  standard  cubic  feet,  and  its  accuracy  de- 
pends only  on  its  ability  of  measuring  electrical  energy. 

Tn  closing.  l*i;oi-.  (\  (".  'I'iiomas.  who  presented  Ihc  papci'. 
staled,  in  reply  to  a  (jucstion  from  Mr.  Moss,  (hat  in  regard  (o 
the  use  of  light  fluids  such  as  gasolene  for  measuring  tiic  ditlci-- 
ence  between  static  and  velocity  pressures,  (here  was  souie  dilli- 
culty  at  times  (hie  to  the  \ar.ying  \apor  pressures  in  (he  gages. 
Almost  all  such  gages  are  closed  at  one  end.  and  (here  is  a  difl'ei"- 
ent  pressure  above  the  fluid  f(»r  each  temperature,  so  tluit  in 
suiiimer  it  is  difhcult  (o  get  [\\r  same  results  as  in  winter. 

The  I'ange  of  the  jjitot  tube  s(a(ions  is  determined  by  the  small- 
est and  the  greatest  heights  of  A\atei-  columns  which  it  is  found 
pi'acticable  to  I'cad  iiccin-ati'ly.  .md  (o  ob(ain.  About  4  in.  is  (he 
lower  limit  in  the  station  with  which  the  speaker  is  familiar,  and 
28  in.  the  highei'.  'J4iis  gives  the  tube  a  measuring  i-ange  of  the 
sfpiare  ro<tt  of  7  or  about  as  1  is  to  "21  o. 
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The  Author.  Mr,  Carrier  brings  out  a  point  worthy  of  par- 
ticular attention  when  he  places  the  blame  for  some  of  the  dis- 
cordant results  of  tests  on  leakage.  I  would  not  limit  to  leak- 
age on  the  static  side  only,  but  anywhere  in  the  connections.  It 
is  important  that  these  easily  cared  for  precautions  be  taken  in 
any  testing  work  and  no  less  so  in  pitot  tube  air  measurement. 

In  trying  for  leaks,  pressure  is  best  applied  at  the  pitot  tube 
orifices  so  that  all  the  piping  will  be  just  as  it  is  to  be  for  the 
test.  This  method  is  noted  in  Par.  24  together  with  a  caution 
against  stopping  the  connections  and  drawing  over  liquid  into 
the  rubber  tubing.  These  points  should  be  carefully  looked  into 
before  every  test  and  it  has  been  the  regular  practice  in  work 
under  the  writer's  charge. 

In  regard  to  the  detail  of  arm  carrying  the  pitot  tube  the  only 
objection  to  one  tube  inside  the  other  is  the  smallness  of  the  inner 
or  the  largeness  of  the  outer  one.  In  the  first  case  it  is  difficult 
to  clean  the  inner  tube  of  dust  or  of  liquid  if  it  comes  over  from 
the  manometer.  In  the  second  case  the  size  of  arm  is  objection- 
able. A  better  way  of  making  the  arm  is  to  extend  it  through 
the  measuring  pipe  at  both  sides.  What  slight  obstruction  there 
is  to  smooth  flow  is  then  constant  for  all  positions  of  the  pitot 
tube  across  the  pipe. 

I  cannot  subscribe  to  all  of  Mr.  Carrier's  statements  as  to  fan 
efficiencies. 

I  am  grateful  to  Mr.  Moss  for  putting  into  the  discussion 
some  of  the  results  of  his  experience  in  this  field. 

In  regard  to  setting  inclined  manometers  at  zero  angle  much 
the  best  way  found  is  to  fill  the  tubes  nearly  full  of  gasolene, 
leaving  only  good  length  air  ])ubbles,  corking  up  the  open  ends 
and  using  the  tubes  themselves  as  a  level.  If  the  tubes  are  good 
this  affords  means  for  very  accurate  setting.  After  setting  the 
gage  the  excess  gasolene  is  run  out  leaving  them  about  half  full 
ready  for  use. 

Our  manometers  had  graduations  for  different  positions  to 
give  2,  5,  10,  20,  and  some  of  them  40  slant  to  one  vertical  and 
the  zero  angle  on  the  circvunference  of  the  front  plate  and  the 
reference  line  on  the  back  plate.  With  the  back  plate  set  with 
its  reference  line  opposite  the  zero  line  on  the  front  plate  when 
the  tubes  show  level,  any  slant  may  be  had  by  swinging  to  it. 

The  graduations  need  to  be  fine  and  accurately  placed  and  at 
a  good  radius  from  the  pivot,  which  should  be  well  made  so  that 
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there  is  no  lost  motion.  These  precautions  are  essential  for  good 
readings  at  the  small  angles  20:1  and  40:1. 

The  specific  gravity  of  gasolene  for  each  new  canful,  when 
filled  to  a  hook  gage  mark  in  the  neck  of  the  can  is  usually  deter- 
mined by  the  weighing  method.  As  two  manometers  are  almost 
always  used,  it  is  convenient  to  check  the  specific  gravity  from 
time  to  time  using  water  in  one  manometer  and  gasolene  in  the 
other  and  applying  the  same  pressure  to  one  leg  of  each,  the 
height  of  water  being  divided  by  the  height  of  gasolene.  A  can 
of  gasolene  if  kept  fairly  well  stopped  does  not  change  much  in 
specific  gravity,  nor  does  that  left  in  the  manometer  change  fast. 
This  point  of  density  of  gasolene  must  be  watched,  however,  and 
the  second  method  alfords  a  convenient  way. 

As  to  gasolene  manometers  there  is  some  apprehension  in  re- 
gard to  gasolene  vapor  in  the  connections  affecting  the  readings. 
The  apprehension  is  found  to  be  groundless  when  it  is  tried  out. 
Even  when  the  manometer  is  set  to  the  smaller  angles  the  tube 
and  connections  can  be  swung  from  several  feet  above  to  as  many 
below  without  any  noticeable  change  in  the  manometer  reading. 

In  the  use  of  manometers  in  this  pitot  tube  work,  whether  water 
or  gasolene  be  used,  any  change  in  the  volume  in  the  connections 
from  evaporation  of  the  liquid  is  freely  vented  through  the  tube 
orifices  or  at  the  open  leg  of  manometer  when  both  legs  are  not 
connected,  and  therefore  no  error  can  result  from  vapor  })ressnre. 

Fig.  14  shows  an  inclining  manometer  as  described.  The 
upper  instrument  is  an  inclining  averaging  manometer  by  means 
of  which  the  mean  reading  of  ten  pitot  tubes  can  be  obtained. 
It  is  connected  to  give  average  velocity  pressure  across  the  pipe. 
The  left  leg  of  the  manometer  is  connected  to  a  static  of  one  of 
the  pitot  tubes.  This  arrangement  for  static  is  usually  correct, 
but  when  the  flow  in  the  pipe  is  disturbed  the  static  is  not  uni- 
form and  constant  across  the  m'easuring  pipe,  and  static  and  total 
or  impact  must  be  taken  separately.  For  instance,  the  discharge 
from  a  fan  with  outlet  open  cannot  usually  be  measured  in  this 
way,  using  only  one  static. 

In  Figs.  15  and  16  the  areas  and  sections  of  the  several  tubes 
are  all  made  the  same.  If  AA  is  the  level  of  the  liquid  when  all 
tubes  are  open  and  if  the  liquid  is  depressed  in  the  right-hand 
tube  amounts  a,  h  and  <^,  as  the  areas  are  the  same  the  displaced 
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Ii(liii(l  iiiiisl  rise  in  the  left  tiil)e  an  amount 

a-\-b-\-c^o 
Add  0  to  a  and  we  have  A,  b-\-o  =  B,  c-\-u=C 

a-^o      +      6+0      +      c+o      =      4     o 
or 

and  the  mean  readina: 


FlQ.    14      PiTOT   TdBES    ready    for    MeASUUING    across    PiI'K    with    iNflLTNING 

Gasolene  Manometers 

A-\-B-\-C        40^ 
3  -     3 

For  any  number  of  manometer  tubes  n  we  have  for  the  mean 
reading 

A-{-B  -{-  etc.  n 


CLOSURE 
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In  use  (ln'  (listaiiro  <>  iv(iiiii'('s  (o  Itc  (;ik{'ii  ;tiit]  mult  iplicd  1)V  

n— 1. 

So  Uw  as  kiutwii  this  is  a  new  form  of  mauometiT.  It  is  iii- 
tor(.'stiii<2;  to  watch  the  sli'jjht  fluctuations  in  some  cases  of  pres- 
sure across  a  lucasiuiuii"  pipe.  Plate  i:lass  was  used  o\"er  <j;rooves 
milled  in  a  hrass  body  foi-  this  instrument. 

The  inclinini:'  manometer  is  accurate  for  small  heads  if  the 
tulies  are  i)arallel  and  straiiiiil.  The  accuracy  was  tried  out  hy 
simultaneous  measurement  id'  the  pressinv  in  connectin<!:  tuliin<r 
hy  such  a  manometer  at  a  40  to  1  slant,  hy  a  hook  jza^e.  hy  a 
i^ood  manouu'ter  and  hy  a  liasometer  ananu'ement  suspended  in- 
side a  chemical  halance.  The  measures  checked  \ery  closely  or 
to  ahout  O.OOl  in.  of  water. 


A     A-1 


Fig.  15 


Fig.  16 


Equal  Areas  and  Sections  in  Pitot  Tubes  fou  T^se  with  Inclining 

Manometer 


Mr.  de  Laval  confers  a  favor  bv  calling  attention  to  the  matter 
of  determining  the  density  of  air  under  measurement  giving  a 
formula  for  density.  The  tables  published  by  the  Navy  Bureau 
of  Construction  and  Repair  show  the  veeight  of  air  for  different 
temperatures,  barometer  readings  and  humidity  up  to  100  deg. 
and  are  a  time  saver  within  their  range.  Formula  [15]  applies 
to  any  gas  by  using  the  density  of  the  gas  measured.  (See  also 
Pars.  44  and  45.) 

As  to  measuring  the  velocity  of  air  flow  in  a  pipe  with  the 
pitot  tube  at  the  center,  the  correction  for  average  velocity  should 
usually  be  determined  by  trial  and  especially  if  the  pipe  is  short 
or  if  flow  is  in  any  way  irregular.  If  gates  are  used  on  the 
measuring  pipe  it  is  necessary  or  the  error  may  be  considerable. 
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As  to  the  velocities  of  air  affecting  the  correctness  of  the  pitot 
tube  readings  my  evidence  is  that  these  readings  are  correct  at 
least  to  the  limits  stated  and  up  to  the  speeds  experimented  with. 
That  is,  both  static  and  impact  orifices  if  they  are  as  in  Fig.  1 
give  true  static  and  true  impact  pressures.  The  method  of  cali- 
bration is  simple  and  direct  especially  for  static  orifice. 

Possibly  Mr.  de  Laval's  experience  has  been  with  some  of  the 
forms  having  a  faulty  static  orifice  with  Avhich  calibration  was 
required  to  determine  a  constant  in  the  relation  v  =z  yl2gh.  The 
form  shown  in  Fig.  1  is  simple  and  easy  to  make,  the  tip  con- 
sisting of  a  %-in.  tube  inside  a  i/4-in.  diameter  tube  with  walls 
about  Vaz  ijfi-  thick.  Both  static  and  impact  are  correct  if  made 
as  shown.  Accurate  pressure  measuring  instruments  are  avail- 
able and  must  be  used  and  the  ordinary  precautions  taken  against 
leaks,  etc.,  as  noted  through  the  paper  and  in  Pars.  18  to  25. 


No.  1374 

THE    V-NOTCH   WEIR   METHOD   OF   MEAS- 
UREMENT 

By  D.  Robebt  Yabnall,  Philadelphia,  Pa. 
Member  of  the  Society 

Attempts  to  measure  accurately  and  to  record  automatically 
the  flow  of  water  through  pipes  or  channels  have  been  made 
from  time  to  time  with  varying  results  as  to  accuracy  and  con- 
venience. This  paper  will  attempt  to  show  results  obtained  by 
the  simple  and  practical  V-notch  method  of  measurement,  which 
though  not  new,  seems  now  to  be  meeting  with  marked  success, 
both  abroad  and  in  America,  in  power  plant  measuring  problems. 

2  Two  tests  of  the  accuracy  of  this  method  of  measurement 
have  recently  been  made  in  America  and  the  data  collected  are 
here  presented  to  show  the  degree  of  accuracy  attainable. 

3  The  instrument  employed  in  the  tests  is  the  Lea  V-notch 
recorder  of  which  a  description  follows: 

4  This  apparatus  depends  on  the  laws  governing  the  flow  of 
water  through  weirs,  which  laws  have  been  found  to  work  with 
extraordinary  accuracy.  It  is  only  conijDaratively  recently,  how- 
ever, that  they  have  been  turned  to  account  in  measuring  widely 
varying  rates  of  flow,  both  hot  and  cold,  met  with  in  power  plants. 

5  The  most  common  form  of  weirs  is  the  plain  horizontal  sill 
and  the  sharp  edge  rectangular  notch.  The  former  of  these  has 
the  full  width  of  the  stream  or  channel  and  is  without  end  con- 
traction, the  formula  used  in  connection  with  it  being  that  of 
Francis 

cubic  feet  per  second  =  3.33  LTL  V   H 
where  ' 

Z  =  the  width  of  the  weir  in  feet. 
11  =  the  head  of  water  passing  over  it  in  feet. 


Presented  at  the  Annual  Meeting  1912,  of  The  Amkrican  Society  of  Me- 
chanical Enginkers. 
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6  The  second  weir  is  a  sharp  edge  rectangular  notch  of  less 
width  than  the  channel  or  stream  antl  therefore  has  end  contrac- 
tion.   The  formula  used  in  this 'is 


cubic  feet  per  second  =  3.33  Lll  yj  H  X  C 


where 


L  and  H  are  the  same  as  before. 

6'  =:  a  constant  which  depends  on  the  ratio  of  the  width 

of  the  weir  to  the  width  of  the  channel. 

7     Although  these  two  formulae  give  a  fair  degree  of  accn- 

j'acy    there    is    another    case    in    which    the    accuracy    is    much 

greater  and  approaches  very  nearly  100  per  cent.      This  is  the 


TABLE   1     FLOW  THROUGH  90-DEG.  V-NOTCH  WEIRS 


Depth  in  Notch,  In. 

Flow  per  Hour,  Lb. 

Depth  in  Notch,  In. 

Flow  per  Hour,  Lb. 

1 

1,140 

9 

277.960 

2 

6,480 

10 

361,740 

3 

17,830 

11 

459,030 

4 

36,610 

12 

568,720 

5 

63,940 

13 

694,710 

6 

100.860 

14 

836,110 

7 

148,290 

15 

993,510 

8 

207,060 

sharp  edge  V-notch  of  Prof.  James  Thomson,  the  formula  of 
which  is 

cubic  feet  per  minute  =  0.305 //-y// 
where 

//  =  the  height  of  the  notch  in  inches,  the  angle  of  the 
notch  being  90  deg. 

8  Table  1  gives  the  flow  of  water  throiigli  90-deg.  V-notches 
for  each  inch  of  head,  up  to  and  including  15  in.,  calculated  by 
Tiiomson's  formula. 

9  The  .section  of  the  flow  through  the  V-notch  is  at  all  times 
the  same  shape,  though  the  area  may  vai-y,  and  this  c(mstancy 
of  form  tends  to  simplify  the  formula  and  make  it  accurate. 
This  form  of  notch  is  also  especially  adapted  for  measuring 
smaller  quantities  of  water  than  the  rectangular  weirs,  as  shown 
by  the  curves  in  Fig.  1  which  give  a  comparison  of  the  accuracy 
of  the  diffei'ent  types  of  weirs  at  diU'erent  rates  of  flow.  Another 
property  of  tlie  notch  is  that  its  angle  may  be  less  than  90  ([(.jr. 
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witliout  impairing  its  efficiency,  which  enables  it  to  be  used  to 
measure  very  small  quantities  of  water. 

10  It  was  for  these  reasons,  as  well  as  for  its  accuracy,  that 
the  V-notch  was  adopted  for  use  in  connection  with  the  Lea 
recorder.  A  sectional  view  of  the  apparatus  is  shown  in  Fig.  2. 
It  will  be  seen  that  a  float  spindle,  rigidly  attached  to  a  float 


Weir 


Inverted  Notch    Circular  Orifice 
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Fig.   1     Curve  showing  Compakative  Accuracy  of  Different  Types  of 
Weirs  under  Different  Rates  of  Flow 


which  rides  on  the  surface  of  the  water  flowing  over  the  V-notch, 
passes  up  through  the  bottom  of  the  instrument  case.  A  rack 
on  this  spindle  gears  into  a  small  pinion  up(m  the  axis  of  a  drum 
revolving  between  centers. 

11  Upon  the  body  of  the  drum  is  a  screw  thread.  Fig.  3,  the 
contour  of  which  is  the  "  curve  of  flow  "  for  the  V-notch  in  con- 
nection with  which  the  recorder  is  used,  and  as  the  flow  through 
the  notch  increases  rapidly  witli  the  (lej)th,  the  pitch  of  the  screw 
increases  in  the  same  proportion.  Above  this  drum  is  a  horizontal 
slider  ]>:ir.  sii]i]><)rto(l  on  smnll  pivoted  rollers  :ind  farrying  an 
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arm,  at  the  upper  end  of  which  is  a  pen  or  pencil  point  in  con- 
tact with  a  paper  chart  upon  a  clock  driven  recording  drum, 
which  revolves  once  in  24  hours  (Fig.  4).  As  the  float  rises  or 
falls  the  drum  spiral  is  rotated,  and  its  motion  is  imparted  to 
the  slider  bar  and  pen  arm  b}^  means  of  a  saddle  arm  projecting 
from  the  latter  and  engaging  at  its  lower  end  with  the  screw 


Fig.  2    Sectional  View  of  Apparatus  used  in  Tests 


thread.  On  the  body  of  the  spiral  drum  is  a  graduated  scale 
adjacent  to  the  screw  thread  and  computed  in  pounds  per  hour. 
It  is  thus  seen  that  the  drum  serves  the  double  purpose  of  rectify- 
ing the  motion  of  the  pen  so  that  it  moves  equal  distances  for 
equal  increments  in  the  rate  of  flow ;  and  of  providing  a  magnified 
scale  for  making  an  accurate  observation  of  the  rate  of  flow  at 
any  moment. 
12    The  apparatus  has  the  following  advantages: 
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a    It  is  simple  a,nd  hence  dependable.  ,   :,,     ] 

h     Its  operation  is  continuous. 

c  There  are  no  moving  parts  in  contact  with  the  flow 
:  except  the  Hoat,  which  is  in  a  chamber  by  itself  and 
not  in  the  path  of  the  flow. 

d  Collections  of  sediment  and  deposits  of  scale  do  not 
atlect  the  accurac}'. 

c  Owing  to  change  of  density  of  the  liquid  being  meas- 
ured due  to  changes  in  temperature,  the  float  which 
actuates  the  recorder  is  immersed  more  or  less,  de- 


FiG.  3     Detail  of  Recorder  Drum  showing  Graduated  Curve  of  Flow 

pending  upon  this  change  of  density,  and  the  recorder 
and  the  float  are  so  constructed  that  they  compensate 
automatically  for  these  changes  in  temperature  over 
a  wide  range. 

/  By  making  the  tank  of  ample  proportions  a  consider- 
able interval  of  time  takes  place  between  changes  in 
the  head  on  the  weir,  so  that  the  recording  apparatus 
has  a  chance  to  adjust  itself  to  changes  in  the  rate  of 
flow,  thus  giving  a  chart  very  easy  to  measure  with 
the  planimeter. 

g  It  is  alwaj's  placed  on  suction  side  of  pump,  hence  it 
is  available  at  all  times  for  inspection,  cleaning  and 
repairs. 

13  Like  the  venturi  meter  and  the  pitot  tube,  the  V-notch 
recorder  is  a  continuous  flow  meter,  but  unlike  these  it  is  not 
dependent  for  its  accuracy  on  velocity  changes,  and  hence  its 
record  is  not  subject  to  the  fluctuations  due  to  the  sudden  changes 
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of  velocity  head  when  these  meters  are  in  service,  nieasuring 
rapidly  changing  rates  of  flow. 

14  Perhaps  the  greatest  advantage  of  this  method  of  measure- 
ment is  found  in  the  way  by  which  it  may  be  checked  independ- 
ently of  the  recording  mechanism.  The  operator  may  construct 
alongside  of  his  recorder  an  independent  "  hook  "  gage  or  use 
the  graduated  vertical  scale  and  pointer  on  the  extended  float 


Fig.  4     Detail  of  Recorder 


rod  in  the  instrument,  and  can  observe  from  time  to  time  the 
number  of  inches  head  on  the  weir.  By  substituting  these  values 
in  Thomson's  formula  in  I*ar.  7,  the  rates  of  flow  as  shown  on  the 
recorder  chart  may  be  checked  quickly  and  accurately.  Thus 
the  operator  need  not  depend  upon  the  recorded  result  until  he 
is  sure  that  it  agrees  with  the  figured  result  from  his  hook 
gage  readings.  The  author  belie\  es,  therefore,  that  the  Y-notch 
with  its  tank  is  the  most  satisfactory  testing  set  that  could  be 
devised  for  measuring  large  and  small  rates  of  flow,  hot  and  cold, 
as  well  as  fluctuating  or  uniform  conditions  of  flow. 


D.    ROBKRT    YARN ALL 


1061 


15  For  results  the  following  reports  of  tests  are  given,  and 
as  clearly  as  possible  the  actual  test  conditions  which  prevailed 
explained. 

IG  With  a  view  to  checking  the  accuracy  of  this  apparatus 
and  the  V-notch  for  the  measurement  of  boiler  feedwater  a  series 
of  tests  were  made  at  the  Dartmouth  College  power  plant,  at 
both  winter  load  and  summer  load.    These  tests  were  conducted 
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Fia.  5    Arrangement  of  Testing  Appakatus  for  the  Dartmouth  College 

Test 

i)y  the  engineei-s  for  the  college,  Messrs.  1\.  D.  Kiuiball  Company, 
Ihrougli  (lit'ir  I'cprcsculative, .).  II.  Browne,  assisted  by  llie  wi-iler. 


DARTMOUTH    COLLEGE    W'INTER    TEST 

17  Fig.  5  is  froui  a  photograph  of  the  testing  apparatus  and 
meter.  On  the  right-hand  side  is  a  large  wooden  tank  divided 
into  two  parts  bj'  a  vertical  partition.  The  size  of  this  tank  was 
r)4%  in.  deep  by  ^AW  in.  wide  In'  one  section  ;">^V,,i  in.  long 
and  the  other  section  r)9i^  in.  h»ng,  inside  measurements.    To  the 
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left  is  the  cast-iron  V-notch  tank  and  mounted  above  is  the  record- 
ing apparatus.  The  inlet  of  the  meter  is  controlled  by  a  6-in. 
balanced  float  valve  operated  by  a  float  riding  on  the  surface 
of  the  storage  section  of  the  notch  tank  below  the  weir,  so  as  to 
prevent  flooding  in  the  event  of  the  feed  pump  slowing  down 
or  stopping  (Fig.  2). 

18  The  return  water  from  all  of  the  buildings  of  Dartmouth 
College  is  collected  in  the  receiver  shown  ut  the  left  of  the  meter 
tank.  The  make-up  water  also  enters  this  receiver,  which  is  under 
about  5  lb.  back  pressure.  The  4-in.  line  discharges  from  this 
receiver  into  either  one  of  the  sections  of  the  wooden  measuring 
tanks,  the  water  flowing  by  gravity  from  this  tank  through  the 
meter  to  the  feed  pump  and  is  thence  pumped  into  the  boilers  in 
the  adjoining  boiler  plant. 

19  The  two  sections  of  the  wooden  tank  were  provided  with 
independent  vertical  glass  columns  %  "^-  ^^  diameter.  Just  back 
of  and  touching  each  glass  column  was  provided  a  scale  gradu- 
ated in  sixteenths  of  an  inch.  The  two  tanks  were  carefully  cali- 
brated b}^  actually  weighing  the  value  of  1  in.  in  height  of  the 
water  in  the  tank  at  a  given  temperature,  this  value  being  inde- 
pendently computed  as  noted  in  the  tables.  It  was  found  during 
the  test  that  the  meniscus  of  the  column  at  the  upper  and  lower 
reading  could  be  read  with  great  accuracy  because  of  the  careful 
construction  of  the  column  and  the  graduation  of  the  scale. 

20  It  is  to  be  noted  that  this  test  was  made  at  the  normal  run- 
ning load  and  took  care  of  all  of  the  natural  fluctuations  in  the 
returns  from  the  heating  system.  The  test  was  conducted  when 
the  outside  temperature  was  only  slightly  above  zero  most  of  the 
time,  hence  the  heating  system  was  being  taxed  to  its  utmost. 

21  The  test  was  run  under  exact  working  conditions  of  the 
plant  at  heavy  load,  which  fluctuated  badly  (Fig.  OA).  These 
fluctuations  in  the  load  were  caused  by  poor  control  of  the  return 
water  from  the  new  gymnasium  which  was  at  a  lower  elevation 
than  the  power  plant  and  the  accumulated  returns  from  the 
heating  system  were  intermittently  pumped  up  into  the  power 
plant  by  a  float  controlled  motor  driven  pump.  Only  very  small 
water  storage  was  provided  in  the  receiver,  hence  the  fluctuating 
boiler  feed  conditions  shown ;  under  these  conditions  the  results 
of  the  test  are  remarkably  accurate. 
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TABLE  2    TEST  OF  V-NOTCH  RECORDER  AT  DARTMOUTH  COLLEGE, 
MARCH  23,   1912 


A  -  B  =  C 

A'-  B'=  C  Correct  Quantity   =S  (C  +  C) 


Meteb  Capacity,  50,000  Lb.  per  Hr.;   6-In.  Recorder;   90°  V-Notch  6  In.  Deep 


Tank 

So.  1 

Tank 

No.  2 

Tempera- 

Time 

A 

B 

A-B 

A' 

B' 

A'-B' 

ture, 
Deg.  Fahr. 

9.00 

37A 

7% 

29A 

42% 

5 

37% 

164 

9.22 

42^i 

35'8 

38  J^ 

34}^ 

3 

31H 

9.41 

32% 

33^ 

29M 

39Jg 

2M 

37% 

180 

9.50 

41^ 

3>i 

37H 

42M 

8M 

34 

10.15 

43JI 

IH 

36M 

43J^ 

3% 

39M 

180 

10.40 

42 

2H 

39Ji 

39J^ 

4>^ 

35% 

11.06 

40M 

2 

3SM 

42% 

3>^ 

39% 

170 

11.40 

44 

37^ 

40>^ 

44 

7M 

36% 

12.00 

43>ij 

3 

40>^ 

43M 

3 

40% 

160 

12.27 

44 

5% 

38^ 

44% 

2>^ 

42% 

1.00 

44 

2 

42 

44 

IM 

43% 

195 

1.25 

44  J^ 

2M 

42M 

44  M 

2% 

42% 

1.50 

4eH 

4^ 

41% 

44H 

2% 

41% 

195 

2.15 

43 

2M 

40M 

44 

% 

43% 

2.52 

39J^ 

3Ji 

38 

43% 

23^ 

41% 

194 

3.25 

44 

IVs 

43K 

4r% 

3^ 

37% 

190 

4.00 


.615A  in. 
615. 18  in. 


621%  in. 
621.87  in. 


Tank  calibration  by  actual  weight  at  175  deg.  fahr. : 

In  tank  No.  2,  1  in.  =  117.0  lb. 
In  tank  No.  1,  1  in.  =  115. 2  lb. 
615.16  X  117.0=    71976 
621.87  X  115.2=    71640 
Total......     143616 

Error  due  to  tank  leakage       225 


143841 


From  planimeter  mea.'^urement  of  chart  (see  Fig.  6A) 

Quantity,  lb.  =Area  X  Constant 
4.04  X  36312  =  146700.48 

Correction  for  zero  adjustment  of  recorder 1162 


145538 


Recorder  error  (high)       = 
Recorder  error,  per  cent  = 


1697 
1.18 
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DARTMOUTH  COLLEGE  SUMMER  TEST 

22  The  second  test  was  made  in  the  summer  to  check  accu- 
rately the  claim  that  the  meter  is  as  accurate  at  low  rates 
of  flow  as  at  high.  Table  3  substantiates  this  claim  as  the  ac- 
curacy was  even  greater  (0.55  per  cent)  than  that  at  the  winter 
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Fig.  6    Recording  Charts 


load.  This  due  to  the  more  even  rate  of  flow  (see  low  reading) 
which  in  turn  is  due  to  the  gymnasium  heating  system  not  being 
in  service. 


TESTS  ox   V-NOTCH   METER   IN   PHILADELPHIA,  AUGUST  9,   1912 

23     Figs.  7  and  8  .show  the  arrangements  for  another  test  con- 
ducted recently  in  exactly  the  same  way  as  the  tests  at  Dartmouth 
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College  except  that  the  water  was  measured  on  the  dischai<j;e 
side  of  weir  instead  of  the  intake  side.  In  this  test,  however,  the 
water  being  measured  was  at  73  deg.  while  the  Dartmouth  tests 
were  run  at  an  average  of  190  deg.  fahr. 

24  The  V-notch  meter  was  mounted  for  convenience  on  a 
j)hitform  car  on  the  coal  siding  shown  in  Fig.  8.  The  car 
during    the    test    was    rigidly    jacked    to    prevent    vibration. 

TABLE  3    TEST  OF  V-NOTCH  RECORDER  AT  DARTMOUTH  COLLEGE,  AUGUST 

2.  1912 


Tank  No.  1 

Tank  No.  2 

Time 

Full. 
In. 

Empty, 
In. 

Weight 

Time 

Full, 
In. 

Empty, 
In. 

Weight 

10.52 
11.47 
1.03 
2.55 
4.55 
7.15 

32.0 

40.0 
34.5 
41.25 
40.25 

1.08 

0.875 

2.00 

9.125 

7.00 

3502.3 
4520.8 
3655.4 
3712.0 
3880.8 

9.43 
11.41 
2.03      ■ 
3.54 
6.00 
8.00 

44.81 
32.44 
33.81 
41.50 
45.31 
41.38 

6.50 
7.81 
1.75 
1.03 
1.19 
29.87 

4495.3 
2890.0 
3761.9 
4680.1 
5177.0 
1349.4 

Total 19271.3 


22353.7 
19271.3 

Total 41625.0 


Chart  area  =  0.570 

('onstant     =36312.   lb.  per  sq.  in. 

Product       =20697.84 

As  90  V-notch  i.s  used  multiply  by  2  as  drum  is  cut  for  j  90 41395.7 

Error 2.293 

Result 0.55% 

Below  the  notch  tank  are  shown  two  large  cast-iron 
tanks,  made  of  sectional  plates  10  ft.  8  in.  long  by 
8  ft.  wide  by  G  ft.  2  in.  high,  inside  dimensions.  The  water 
from  the  meter  could  be  discharged  into  either  one  of  these 
measuring  tanks  by  throwing  over  a  tipple  without  interrupting 
the  flow.  These  measuring  tanks  were  provided  with  carefully 
constructed  glass  water  columns  with  accurately  graduated  scales 
back  of  the  glass.  Baffle  plates  were  constructed  within  the 
measuring  tanks  to  prevent  wave  motion  and  resulting  fluctua- 
tions in  the  water  columns.  Below  the  measuring  tanks  is  shown 
tlie  large  storage  supply  tank  22  ft.  long  l)y  8  ft.  wide  by  6  ft.  2  in. 
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high,  also  built  of  cast-iiou  sectional  plates,  into  which  the  upper 
tanks  were  in  turn  drained.  The  measuring  tanks  were  very 
accurately  calibrated  by  weighing  on  a  corrected  scale  a  unit 
charge  of  100  lb.,  marking  the  scale  through  a  certain  range  near 
the  top  and  bottom  of  the  tank  for  each  unit  charge  of  100  lb. 
25     The  test  as  will  be  observed  was  run  at  approximately 


1"'1G.    7       AliUAAOEME.NI    01'    TtliTl^C.    Ari'AIJATUS    FOU    rUILAUELl'UlA    TlsT 


tlie  rate  of  300,000  lb.  per  hr.  This  was  the  maximum  capacity 
of  the  recorder  under  test.  A  chart  record  was  obtained  during 
the  test  which  was  measured  carefully  in  order  to  get  the 
quantity  for  comparison  with  the  quantity  measured  in  the  tanks 
below  the  weir  tank.  The  recorder  had  a  drum  with  a  curve  of 
flow  for  use  at  a  temperature  of  212  deg.  As  the  water  during 
the  test  was  73  deg.  it  was  necessary  to  make  a  correction  for 
this  large  difference  in  temperature.  This  correction  has  been 
applied  in  the  data  of  the  test  as  will  be  noted.  Correction  is 
also  made  for  inaccuracy  of  scale  as  found  by  calibration. 
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Duration  of  test  =  1 :  57 .  86      =  1 .  9643  hour. 

By  scaling  chart  =  1.09375  in.  =  1.9643  hour. 

Hence  recorder  clock  driving  chart  is  correct. 

1.9643 
Then  1  in.  of  chart  =  ,-———;  =  1.796  hours. 
1.093/5 

By  scahng  chart  (vertically)  2.5  in.  =300,000  lb.  per  hr. 

Therefore  1  in.     =120,000  lb.  per  hr. 

Therefore  1.796  X  120,000=215520  lb.  =  l  sq.  in.  in  Fig.  6C. 


Fig.  8    Abbangement  of  Testing  Apparatus  for  Philadelphia  Test 


26  Integrating  chart  area  under  curve  =  2 .  70  sq.  in. 
Hence  215520  X  2.7=581,904.0  lb.  =  recorder  record. 

27  Error  in  scales:  each  400  lb.  water  as  graduated  at  gage  glass  on  tank  is 
actually  400.75  lb.  by  correct  weight,  each  pound  of  water  passing  through  the 
meter  cold  (about  68  deg.)  will  increase  in  volume  to  such  an  extent  when  hot 
as  to  require  the  addition  of  3§  per  cent  of  the  indicated  chart  record  to  the  value 
given  by  the  chart  when  the  cam  is  cut  for  a  range  of  from  175  deg.  to  225  deg., 
average  200  deg. 

Correction  for  scales  =1.001875 

Correction  for  temperature  =  1 .  035 

chart  weight  as  corrected 
corrected  weight  by  tanks 
recorder  lead 


58 1 ,904  X        1 .  035  =  602270 .  64 
595,750  X  1.001875=596867.03 

Difference 

Result 


=     5403.61 

=  0.9  per  cent  recorder  lead 
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TEST  ON    V-N(»TCIl   31ETEK   NEAR   NEW    YOKK.   Al'lML   1912 

28  It  is  to  be  regretted  that  the  series  of  tests  made  in  April 
1012  on  a  400,000  lb.  per  hour  V-notch  meter  cannot  be  described 
in  full  in  this  paper;  the  results  in  brief  form  are  as  follows: 

29  This  series  of  tests  differs  from  the  two  tests  just  described 

TABLE  4     TEST  MADE  NEAR  PHILADELPHIA,  PA.,  AUGUST  9,   1912 


Consecu- 

North 

North 

South 

South 

tive         F 

lapsed 

No.  of 

Bottom 

Top 

Net 

Bottom 

Top 

Net 

Toin- 

Time 

Time 

Tank 

Reading 

Reading 

North 

Reading 

Reading 

South 

perature 

10:25.10* 

10:30.10 

05.00 

1 

26200 

410 

25790 

:35.07 

04.97 

2 

2625U 

100 

26150 

72 

:40.09 

05.02 

3 

25875 

150 

25725 

:45.54 

05.45 

4 

20150 

210 

25940 

72 

:50..54 

05.00 

5 

25950 

170 

25780 

:5.'J.64 

05.10 

6 

26150 

220 

25930 

72 

11:00.74 

05.10 

7 

26160 

230 

25930 

:05.87 

05.13 

8 

26330 

220 

26110 

72 

:10.96 

05.09 

9 

26220 

210 

26010 

:16.06 

05.10 

10 

26025 

220 

25805 

72 

:21.17 

05.11 

11 

25950 

220 

25730 

:26.29* 

05.12 

12 

26025 

200 

25825 

73 

:31.41 

05.12 

13 

26100 

180 

25920 

:36.53 

05.12 

14 

26075 

200 

25874 

73 

:41.66 

05.13 

1.') 

26030 

200 

25830 

:46.87 

05.21 

10 

26300 

200 

26100 

:52.00 

05.13 

17 

26025 

160 

25865 

73 

:57.20 

05.20 

18 

26000 

ISO 

25910 

12:02.39 

05.19 

19 

26450 

160 

26270 

73 

:07.53 

05.14 

20 

26000 

210 

25790 

:12.68 

05.15 

21 

26030 

190 

25840 

73 

:17.88 

05.20 

22 

26025 

180 

25845 

:22.96* 

05.08 

23 

26000 

220 

25780 

74 

1:57.86   :117.86 


287420    2140 


285280  312990 
310470 


2520       210470 


Total  weight 595750 


74 


*  Marked  chart  and  started  to  fill  south  tank. 


in  that  th(!  water  was  actually  weighed  on  large  platform  scales,  and 
hence  no  correction  for  temperature  was  necessary. 

5-HouR  Test  on  V-Notch  Meter,  April  19 

Water  by  actual  weight,  lb 291965 

Water  by  recorder,  lb 290525 

Lead  of  scales,  lb 1440 

Lead,  per  cent 0. 49 
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8-HouR  Test  on  V-Notch  Meter,  April  20 

Water  by  recorder,  lb 267260 

Water  by  actual  weight,  lb 266009 

Lead  by  recorder,  lb • 1251 

Lead,  per  cent 0.46 

13-HouR  Test  on  V-Notch  Meter,  April  22 

Water  by  actual  weight,  lb 557974 

Water  by  recorder,  lb 557775 

Lead  of  scales,  lb 199 

Lead,  per  cent 0 .  03 

8-HouR  Test  on  V-Notch  Meter,  April  23 

Water  by  actual  weight,  lb 352725 

Water  by  recorder,  lb 351501 

Lead  of  scales,  lb 1224 

Lead,  per  cent 0 .  34 

8-HouR  Test  on  V-Notch  Meter,  April  24 

Water  by  actual  weight,  lb 352725 

Water  by  recorder,  lb 352231 

Lead  of  scales,  lb 494 

Lead,  per  cent 0.14 

CONCLUSION 

30  In  conclusion  it  will  therefore  be  noted  that  the  V-notch 
method  of  measurement  may  be  consistently  depended  upon  within 
1  per  cent,  even  in  view  of  fluctuating  conditions  of  the  rate  of  flow 
and  also  fluctuating  temperatures.  By  using  {-  90-deg.  notch 
weir,  still  greater  accuracy  may  be  obtained,  and  for  all  particu- 
larly accurate  tests  either  h  90-deg.  or  |  90-deg.  weir  plates  are 
recommended. 

31  Attention  is  here  called  to  an  able  discussion  of  the  V-notch 
with  results  of  tests  made  by  James  Barr,  B.Sc.  Carnegie  Research 
scholar  at  the  .James  Watt  Engineering  Laboratories,  (Uasgow  Uni- 
versity, 1907-1909.  The  synopsis  of  his  results  appear  in  LoikIdii 
Engineering,  April  8  and  15,  1910  editions. 

DISCUSSION 

W.  S.  OiELE  told  of  tests  made  under  his  supervision  by  the 
Harrison  Boiler  AVorks  on  a  Cochrane  independent  meter 
which  was  equipped  with  a  Lea  recorder;  these  tests  Avere 
made  because  at  that  time  there  were  no  data  available  in  (his 
coiinli-v    in   connection    with    nietei's   of   lnr<j;e   ca])a('i(y.      As   (o 
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the  correction  for  temperature  of  the  water  during  the  prog- 
ress of  the  test,  the  speaker  stated  that  no  such  correction 
is  made  because  the  V-notch  is  a  vohime  machine,  and  the 
transformation  from  volume  to  weight  is  made  in  the  cam  shown 
in  Fig.  3.  But  there  is  a  temperature  correction  necessary  be- 
tween the  temperature  for  which  the  cam  is  cut,  and  the  tempera- 
ture at  which  the  measuring  tanks  were  calibrated  (in  this  case 
3.5  per  cent).  It  is  a  peculiar  fact  that  this  kind  of  instrument 
is  to  a  large  extent  self-compensating  as  the  submergence  of  the 
float  varies  with  the  density  of  the  water,  and  thus  in  a  measure 
compensates  for  the  variation  in  the  volume  of  the  water  going 
through  the  notch.  In  some  tests  made  by  the  speaker  the  error 
was  as  little  as  y^  of  1  per  cent. 

The  V-notch  weir  referred  to  by  Mr,  Yarnall  is  not  in  itself 
new,  its  formula  having  been  investigated  and  developed  by 
Thompson  in  1858  and  also  investigated  with  more  refined  ap- 
paratus by  Barr  in  1907.  The  more  general  adoption  of  the 
V-notch  weir  has  been  handicapj^ed  by  the  lack  of  a  recording 
apparatus  sufficiently  delicate  to  take  advantage  of  the  superior 
accuracy  of  the  V-notch  weir,  particularly  at  low  rates  of  flow 
and  Mr.  Yarnall's  paper  describes  a  recording  apparatus  which 
is  intended  to  meet  this  need. 

J.  H.  Browne  described  how  the  hook  gage  was  applied  to  ob- 
viate the  large  expense  and  time  necessary  to  test  the  type  of 
meter  used  in  the  Dartmouth  College  tests.  In  Table  2  can  be 
seen  a  hand-hole  on  tlie  front  side  of  the  V-notch.  In  conjunc- 
tion with  the  engineer  at  the  plant  the  speaker  inserted  a  hook 
gage  in  this  hand-hole  sufficiently  far  back  from  the  V-notch  so 
that  it  would  not  be  disturbed  by  the  flow  of  water,  and  took  ob- 
servations on  the  hook  gage  every  three  minutes  for  one  hour  and 
thirty  minutes.  Simultaneously  the  engineer  took  observaticms  on 
the  vertical  scale  in  the  case  of  the  recorder.  These  observations 
were  found  to  coincide  with  each  other  to  the  third  decimal,  in 
inches,  that  is  to  0.001  in.  By  this  and  similar  methods  it  was 
also  proved  that  the  meter  is  correct  over  a  very  fluctuating  flow. 

Fi{p:d.  N.  Connet  thought  that  a  wrong  inference  would  result 
from  the  statement  in  Par.  13,  that  the  accuracy  of  a  venturi 
meter  or  pitot  tube  depends  upon  velocity  changes  and  that 
fluctuations  in  velocity  therefore  impair  the  accuracy.    While  it 
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is  true  that  tlie  Jifferential  pressure  at  the  two  points  in  a  ven- 
turi  tube  is  due  to  the  difference  in  velocity  at  those  two  points, 
it  is  not  true  that  it  is  due  to  any  changing  or  varying  in  that 
velocity.  Any  inaccuracy  due  to  a  changing  or  fluctuating 
velocity  is  just  as  sure  to  apply  to  a  V-notch  as  it  is  to  a  venturi 
or  pitot  tube.  In  the  device  described  l)y  Mr.  Yarnall,  the  large 
tank  exerts  a  steadying  effect  upon  the  velocity  of  the  water  and 
credit  should  not  be  given  to  the  notch  but  to  the  tank.  A  tank 
used  in  series  with  a  venturi  tube  gives  exactly  the  same  bene- 
ficial results,  although  such  a  tank  is  seldom  required. 

When  installing  a  boiler  feed  meter  of  any  type  whatever  it 
is  customary  to  select  one  having  a  maximum  capacity  about 
twice  the  ordinary  load.  It  is  desirable  therefore  to  have  the 
greatest  accuracy  of  the  meter  apply  to  rates  which  are  approxi- 
mately one-half  the  maximum  capacity.  The  V-notch  is  more 
accurate  for  low  velocities  because  there  is  a  considerable  move- 
ment of  the  float  corresponding  to  fluctuations  in  the  flow  at  that 
point.  As  the  water,  however,  rises  in  the  V-notch,  the  width 
of  the  weir  becomes  greater  and  the  float  movement  correspond- 
ing to  variations  in  velocity  becomes  less  and  less.  As  the  paper 
states,  a  00-deg.  V-notch  weir  with  a  capacity  of  100,000  lb.  per 
hr.  has  a  maximum  float  movement  of  0  in.,  and  at  a  50,000  lb. 
rate  the  float  movement  is  about  41/2  in.  At  this  rate  a  variation 
of  1/1 G  in.  in  the  float  elevation  changes  the  meter  readings  about 
2000  lb.  per  hr.,  equal  to  about  4  per  cent  of  the  nominal  capa- 
city. The  error  due  to  a  departure  of  the  float  from  its  intended 
position  will  be  relatively  smaller  in  meters  of  greater  capacity, 
and  vice  versa,  but  the  capacity  mentioned  probably  represents 
an  average  of  the  boiler  feed  meters  in  use  in  this  country.  In 
the  venturi  meter  the  total  float  movement  is  about  22  in.  for 
meters  of  all  capacities,  and  when  running  at  half  speed  a  vari- 
ation of  1/10  in.,  which  is  more  than  would  probably  occur, 
corresponds  to  only  3/10  of  one  per  cent  of  the  nominal  capacity. 

The  Author  said  that  he  had  been  working  for  some  time  on 
a  compensating  float  of  a  varying  section  such  that,  should  the 
density  of  the  water  change  owing  to  changes  in  the  tempera- 
ture, it  would  correct  exactly  by  weight  for  those  changes  due 
to  its  being  immersed  more  or  less.  AVhen  a  V-notch  meter  is 
used  for  measuring  hot  water,  as  the  temperature  rises  the  buoy- 
ancy decreases,  and  the  float  which  is  the  actuating  means  for 
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the  recorder  drops  a  little  in  the  water.  Over  a  range  of  about 
50  deg.  it  compensates  very  closely  indeed.  The  float  used  is 
a  double  conical  float,  with  a  3-in.  straight  barrel.  It  was  found 
that  with  the  float  so  formed  an  almost  complete  compensation 
for  the  changes  of  temperature  could  be  obtained.  The  tests 
in  this  direction  are  not  finished  yet. 

The  test  referred  to  by  Mr.  Giele  was  made  on  a  Lea  V-notch 
recorder  having  a  maximum  capacity  of  300,000  lb.  per  hr.  It 
is  interesting  to  note  by  referring  to  the  data  of  this  test  in  the 
paper  that  the  compensation  for  changes  in  temperature  was 
almost  exact.  The  only  correction  necessary  was  for  the  tempera- 
ture at  which  the  test  was  run,  namely  73  deg.,  while  the  cam 
of  the  Lea  recorder  was  cut  to  measure  water  at  212  deg.  This 
correction  Avas  predetermined  from  the  known  formula  of  the 
flow,  used  in  plotting  the  cam  for  the  drum. 


No.  1375 
KECEiNT    DEVELOPMENT   OE   CiAS   TOWER    IN 

EUROPE 

By  H.  J.  P'rkyn,  Milwaukee,  Wis. 
Chairman  of  the  Gas  Power  Section 

The  development  of  the  internal-combustion  engine  in  Europe 
during  the  last  year  has  been  very  marked  and  great  strides  were 
made,  especially  by  the  Diesel  engine.  The  unparalleled  progress 
of  this  prime  mover,  due  primarily  to  the  expiration  of  the  basic 
Diesel  patents,  created  a  wave  of  enthusiasm,  which  swept  over 
Europe  in  full-tide  only  a  short  time  ago.  To  the  careful  observer, 
however,  signs  of  an  ebbing  of  this  wave  are  apparent  and  more 
sober,  more  healthy  views  are  gaining  ground. 

OIL    ENGINES 

Large  Diesel  Engines. — Without  desiring  to  detract  from  the  im- 
portance of  the  Diesel  engine,  investigation  has  proved  to  me  that 
my  warning  against  ov(!r-enthusiasm  sounded  about  a  year  ago  on 
a  similar  occasion  was  fully  warranted. 

In  particular,  I  was  disappointed  to  find  that  the  achievements 
with  large  Diesel  engines,  above  1000  h.p.,  do  not  altogether  coincide 
with  the  optimistic  reports  which  have  appeared  in  the  technical 
press  of  the  world  during  the  past  year  or  two.  It  is  not  certain  that 
the  large  Diesel  engine  will  be  an  undisputed  commercial  success 
abroad,  since  the  price  of  natural  fuel  oils  is  steadily  increasing,  thus 
largely  limiting  such  engines  to  the  use  of  tar  oil. 

The  horizontal  double-acting  four-cycle  M.A.N.  Diesel  engine  in 
twn  tandem  arrangement  of  1600  to  2000  b.h.p.,  which  I  had  the 
privilege  of  examining  at  Halle  a.  S.,  is  a  splendid  piece  of  machinery 
and  operates  apparently  very  satisfactorily  on  tar  oil  with  a  small 
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addition  of  ignition  oil.  It  is  claimed  that  such  an  engine  can  be 
sold  in  Germany  for  from  $30  to  $32.50  per  horsepower,  against  $35 
per  horsepower  for  a  steam  plant.  It  should  be  expected,  however, 
that  the  repair  and  maintenance  cost  would  be  much  higher  than 
for  a  steam  plant  and  even  higher  than  for  present  gas  engines,  on 
account  of  the  high  pressures  and  temperatures  which  are  essential 
with  the  Diesel  working  principle  and  because  of  carbonization  at 
partial  loads  which  can  be  prevented  only  by  scrupulous  cleanliness. 
In  countries  where  the  price  of  coal  is  high,  this  engine  type  may 
have  some  importance,  and  a  number  of  such  engines  of  even  larger 
unit  capacity  than  mentioned  have  been  sold  in  France  and  Russia, 
where  fuel  conditions  are  favorable  for  this  type. 

Small  and  Medium  Sized  Diesel  Engines. — The  Diesel  engine  in 
sizes  of  from  40  or  50  h.p.  in  single-cylinder  units,  up  to  about  600 
h.p.  in  four-cylinder  units,  plays  a  vastly  more  important  part  abroad. 
It  has  unquestionably  come  to  stay  and  has  reached  a  high  degree  of 
perfection  which  places  it  in  line  with  the  corresponding  steam  or 
gas-engine  plant  as  far  as  reliability  and  cost  of  operation  are  con- 
cerned, and  far  ahead  of  its  competitors  from  the  standpoint  of  fuel 
economy.  It  is  amazing  to  note  how  many  manufacturers  of  gas 
and  steam  engines  abroad  have  taken  up  the  manufacture  of  Diesel 
engines,  because  they  found  that  the  sale  of  suction  gas  producer 
plants  and  smaller  steam  engines  had  fallen  off  alarmingly  during 
the  last  few  years. 

The  reason  is  plain.  The  single-acting,  four-cycle,  single  or  multi- 
cylinder  Diesel  engine,  but  particularly  the  former,  is  comparatively 
simple  in  construction  and  operation,  especially  when  its  unequaled 
efficiency  is  considered,  for  it  is  certain  that,  generally  speaking, 
complication  of  any  mechanical  contrivance  increases  with  increasing 
efficiency.  This  engine  is  always  ready  to  be  put  in  service  at  a 
moment's  notice  and  has  no  standby  losses;  it  does  not  require  up- 
keep and  attendance  of  boilers  or  gas  producers  and  its  cost  com- 
pared with  that  of  a  steam  or  gas  plant  is  reasonable.  It  can  be  in- 
stalled in  the  basements  of  buildings  below  occupied  dwellings, 
whereas  in  Europe  boilers  are  not  permitted  in  such  places.  One  of 
the  greatest  advantages  which  can  not  easily  be  expressed  in  figures, 
but  which  is  of  vast  importance  to  the  consumer,  is  the  fact  that  the 
actual  fuel  consumption  of  Diesel  engines,  taken  over  long  periods  of 
operation,  does  not  materially  exceed  the  guaranteed  figures,  whereas 
in  gas  producer  and  steam  plants  this  excess  is  quite  considerable.  A 
few  months  ago  a  German  technical  periodical  contained  an  article 
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showing  tluit  tlic  actual  fuel  consumption  during  a  period  of  one 
whole  year  was  for  certain  Diesel  engine  plants  only  14  per  cent 
higher  than  the  guaranteed  figures  given  by  the  manufacturer, 
whereas  it  averaged  120  per  cent  more  in  high-class  steam  locomobile 
plants.  In  this  comparison  27  installations  containing  units  of  50 
to  80  h.p.  were  investigated,  12  of  which  were  locomobile  plants, 
whereas  15  contained  Diesel  engines.  In  a  Diesel  plant  the  human 
element,  the  skill  of  the  operator,  must  have  much  less  influence 
upon  the  fuel  economy  than  in  a  steam  or  producer  gas  plant  where 
everything  depends  upon  the  efficiency  and  intelligence  of  the  fire- 
man and  producer  attendant. 

While  the  Diesel  engine  was  originally  a  vertical  engine,  the  last  two 
or  three  years  have  witnessed  a  remarkable  development  of  the 
horizontal  Diesel  engine.  With  few  exceptions  the  manufacturers 
of  vertical  Diesel  engines  have  branched  out  to  build  horizontal 
engines  as  well  for  purely  commercial  reasons.  Experience  shows 
that  the  fuel  consumption  is  only  very  little,  if  any,  higher  than  that 
of  vertical  engines,  but  the  horizontal  type  is  decidedly  preferred  by 
the  customer,  not  only  on  account  of  its  lower  cost,  but  particularly 
owing  to  its  greater  simplicity  and  better  accessibihty.  Especially 
the  horizontal  Diesel  engine  with  Lietzenmayer's  open  fuel  in- 
jection nozzle  offers  these  advantages  in  their  full  measure.  The 
open  nozzle  is  simpler,  can  be  more  easily  cared  for  by  unskilled  at- 
tendants, gives  better  results  when  burning  heavy  oils  and  is  less 
sensitive  in  its  action  than  the  so-called  closed  injection  nozzle  of  the 
original  Diesel  engine.  The  horizontal  open  nozzle  oil  engine  has  the 
additional  advantage  that  certain  essential  accessories,  such  as  the 
starting  gear  and  the  fuel  pump,  can  be  designed  much  simpler  than 
for  the  other  type.  Many  engines  of  the  former  type  are  in  very 
successful  service,  using  all  kinds  of  fuels  and  installed  for  various 
purposes,  for  instance,  for  power  transmission,  for  operating  flour 
mills,  for  lighting  factories,  sanitariums,  office  buildings,  department 
stores  and  for  electricity  works. 

The  only  difficulty  of  which  some  users  of  small  and  medium 
Diesel  engines  sometimes  still  complain  is  caused  by  the  discharge 
valves  of  the  air  compressors  for  fuel  injection,  and  although  these 
difficulties  have  been  greatly  reduced,  numerous  efforts  are  being 
made  to  materialize  the  dream  of  the  "compressorless"  Diesel  engine. 
I  had  the  privilege  of  seeing  a  12-h.p.  experimental  engine  of  this 
type  in  operation,  which  seemed  to  give  good  results,  since  an  oil 
consumption  of  only  0.48  to  0.5  lb.  per  Ixh.p-hour  is  claimed,  but  it 
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is  not  certain  that  this  principle,  which  has  been  tried  many  times 
before,  would  be  apphcable  for  larger  engines. 

Marine  Engines  of  the  Diesel  Type. — In  view  of  the  great  import- 
ance of  the  Diesel  engine  for  ship  propulsion,  there  is  little  wonder 
that  great  effort  is  directed  by  many  manufacturers  to  the  design 
and  construction  of  an  engine  which,  while  having  nearly  the  same 
excellent  fuel  economy  as  the  stationary  engine,  will  also  meet  the 
severe  requirements  of  simpHcity,  reliability  and  reduced  first  cost. 
That  the  last  condition  is  not  yet  fulfilled  is  sho^\^l  by  the  fact  that, 
according  to  authentic  information,  the  cost  of  an  800-h.p.  four- 
cylinder,  two-cycle  marine  engine  recently  built  was  50  per  cent 
higher  than  anticipated  and  150  per  cent  higher  than  for  a  corre- 
sponding steam  engine  equipment.  I  was  nowhere  able  to  find  the 
10,000-  and  15,000-h.p.  Diesel  engine  ships  of  which  I  had  read, 
and  even  enthusiasts  do  not  believe  that  our  modern  leviathans  will 
be  propelled  by  Diesel  engines. 

The  largest  single  Diesel  engine  unit  now  propelling  any  ship 
develops  not  over  2000  h.p.  and  there  still  remain  many  obstacles  to 
be  oveccome  before  the  single-acting  multi-cylinder,  four  or  two  cycle 
Diesel  engine  on  board  ship  is  supplanted  by  the  double  acting 
engine.  Vertical  engines  of  the  latter  type  are  still  in  the  experi- 
mental stage  and  their  future  does  not  appear  very  promising  on 
account  of  the  serious  mechanical  complications  of  scavenging 
pumps  and  multiplicity  of  scavenging  valves  in  each  cylinder  head. 

The  lack  of  simplicity  in  these  designs  has  prompted  experiments 
with  the  so-called  "valveless"  two-cj^cle  type,  which  presumably  will 
become  the  large  marine  Diesel  engine  of  the  future.  One  valveless 
two-cycle  experimental  engine  of  260  h.p.  is  claimed  to  have  shown 
an  economy  as  good  as  that  of  a  regular  two-cycle  engine  with  scav- 
enging valves.  The  mean  effective  pressure  obtained  reached  125 
lb.  per  sq.  in.,  which  is  truly  remarkable  in  view  of  the  extremely 
simple  scavenging  method  employed. 

The  Junkers  Oil  Engine. — Among  the  valveless,  two-cycle  engines, 
the  Junkers  oil  engine  has  attracted  a  great  deal  of  attention.  It  has 
reciprocal  pistons,  a  three-throw  crankshaft,  and  differs  essentially 
from  the  regular  type.  An  advantage  is  the  excellence  of  the  form 
of  combustion  space  which,  from  a  thermodynamic  point  of  view, 
at  least,  gives  it  the  distinction  of  being  the  best  oil  engine.  Prac- 
tical experience  alone  will  tell  whether  its  unusual  design  and  certain 
mechanical  disadvantages  will  be  offset  by  this  advantageous  feature. 
One  of  the  foremost  authorities  in  Europe  very  graphically  charac- 
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terized  the  Junkers  engine  as  an  oil  engine  huilt  around  a  given 
perfect  combustion  chamber  in  contradistinction  to  all  other  Di(\sel 
engines  where  it  is  attempted  to  provide  a  satisfactory  combustion 
space  in  an  existing  engine.  Only  a  few  smaller  engines,  mostly  for 
marine  propulsion  and  of  the  twin  or  three-cylinder  vertical  type 
have  been  built  abroad.  The  tandem  arrangement  of  cylinders  which 
results  in  the  same  number  of  crank  efforts  realized  in  ordinary 
single-cylinder,  double-acting,  two-cj'cle  engines  has  so  far  been 
a})plied  only  on  two  800-h.p.  three-cylinder  vertical  engines  to  be 
fitted  in  a  vessel  of  one  of  the  largest  steamship  companies.  Aside 
from  two  experimental  engines  in  Professor  Junkers'  famous  labora- 
tory, no  horizontal  engines  of  this  type  have  been  built  and  opinions 
abroad  are  much  divided  concerning  the  future  of  the  stationary, 
horizontal,  tandem  Junkers  engine. 

Conditions  Affecting  the  Development  of  the  Diesel  Engine. — If  con- 
ditions in  Europe  are  not  altogether  favorable  for  the  development 
of  the  large  Diesel  engine,  they  are  much  less  so  in  this  country. 
The  misapprehension  frequently  prevails  that  the  Diesel  engine 
must  have  a  wonderful  field  of  usefulness  in  countries  where  crude 
oil  is  produced  in  very  large  quantities,  but  such  is  not  the  case. 
The  price  of  oil  fuel  in  an3^  locality  must  be  considered  in  connection 
with  the  prevailing  coal  price  to  determine  w^hether  a  Diesel  engine 
installation  is  economically  efficient  or  wasteful.  Cheap  oil  fuel  will 
favor  the  Diesel  engine  only  where  coal  is  very  expensive,  as  on  the 
Pacific  Coast,  whereas  high  oil  and  low  coal  prices  will  exclude  it 
from  any  part  of  the  country  where  such  conditions  exist.  Con- 
sidering that  the  total  cost  of  producing  power  is  made  up  of  a  num- 
ber of  items,  as  interest  on  the  money  invested  and  depreciation  of 
the  plant,  cost  of  fuel,  cost  of  attendance,  maintenance  and  repairs, 
cost  of  supplies,  etc.,  it  is  evident  that  in  Europe  where  fuel  prices 
are  from  two  to  three  times  higher  than  in  this  country, while  labor 
is  only  one  half  to  one  third  as  much,  the  item  of  fuel  cost  con- 
stitutes a  very  high  percentage  of  the  total  c(jst  of  power,  particularly 
since  the  other  items,  such  as  interest  and  depreciation,  attendance 
and  repairs,  are  actually  much  lower  and  thus  form  a  still  smaller 
percentage  of  the  total  cost. 

With  us  conditions  are  practically  reversed:  Our  fuel  cost  is  not 
only  lower  and  our  labor  cost  much  higher  than  in  Europe,  but, 
moreover,  the  quality  of  our  mechanical  labor  is  not  as  excellent, 
and  thus  the  fuel  cost  plays  a  much  less  important  role  in  the  total 
cost  of  power  than  the  items  into  which  labor  largely  enters;  further, 
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the  lower  standard  of  manufacture,  and  especially  of  maintenance, 
favors  the  use  of  simple  although  less  economical  machinery. 

To  what  importance  the  use  of  coal  tar  oil  has  grown  on  the  con- 
tinent can  be  judged  from  the  fact  that  France  has  to  rely  on  this 
Diesel  engine  fuel  almost  exclusively  on  account  of  the  very  high 
import  duty  on  natural  oils.  In  Germany  a  number  of  collieries  have 
combined  to  form  a  company  for  the  utilization  of  tar  which  operates 
a  large  factory  at  Meiderich,  where,  at  present,  over  300,000  tons 
of  tar  a  year  is  distilled,  producing  over  80,000  tons  of  tar  oil.  This 
is  contracted  for  in  larger  quantities  at  a  price  of  approximately 
S12.50  per  ton  (5  cents  per  gallon).  With  the  tremendous  increase 
in  demand,  it  is  expected  that  before  long  this  one  factory  alone  will 
have  a  capacity  for  handling  one  million  tons  of  tar  per  j'^ear,  pro- 
ducing 300,000  tons  of  tar  oil. 

It  is  estimated  that  the  total  world  production  of  coal  tar  oil  is 
even  now  in  the  neighborhood  of  1,000,000  tons  per  annum,  and 
since  it  is  more  and  more  recognized  that  coal  is  too  valuable 
a  fuel  to  be  waste  in  our  present-day  furnaces  the  number 
of  by-product  coke  oven  and  by-product  gas  producer  plants  will 
steadily  increase,  especially  in  our  country,  so  that  the  total  pro- 
duction of  tar  oil  is  certain  soon  to  double  and  treble,  adding  to  our 
supply  of  natural  liquid  fuels  an  artificial  product  which  will  by 
legitimate  competition  check  the  advance  in  the  price  of  the  former. 

The  heat  value  of  tar  oil  is  over  17,000  B.t.u.  per  lb.  and  its  con- 
sumption in  the  Diesel  engine  is,  therefore,  not  very  much  higher 
than  that  of  natural  oil,  varying  now  from  0.49  to  0.46  lb.  per  b.h.p- 
hour,  according  to  the  size  of  the  engine. 

The  operation  of  medium  size  Diesel  engines  on  tar  oil,  especially 
of  those  above  50  h.p.  per  cylinder  and  with  open  fuel  injection  nozzle 
is  satisfactory.  For  smaller  engines  the  addition  of  a  so-called  igni- 
tion oil  is  necessary,  which  somewhat  complicates  these  engines. 

GAS    TURBINES 

Renewed  activity  is  noticeable  abroad  in  the  matter  of  designing 
an  adequate  gas  turbine.  The  foremost  autlforities  are  convinced 
that  the  gas  turbine  will  soon  come  to  stay  andj  in  view  of  the  uni- 
versal tendency  towards  high-speed  rotative  machinery,  the  state- 
ment would  seem  warranted  that  when  the  gas  and  oil  turbine  does 
come  it  will  revolutionize  power  production  in  the  large  steel  centers 
and  wherever  natural  fuel  oils  abound  in  this  country.  A  large  ex- 
perimental gas  turbine  in  Germany  is  operating  splendidly,  me- 
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chanically   speaking,  although  th(>  problem  of  satisfactory  thermal 
efficiency  still  remains  to  be  solved. 

INDUSTRIAL   WASTE    GASES 

The  use  of  the  so-called  "industrial  waste  gases"  has  progressed 
considerably.  The  four  most  prominent  manufacturers  in  Germany 
alone  are  now  building  large  gas  engines  for  blast-furnace  and  steel 
works  at  the  rate  of  120  per  year  and  a  number  of  twin-tandem 
engines  of  5000  b.h.p.  operating  very  satisfactorily  on  rich  coke  oven 
gas  can  now  be  seen  in  German  coking  plants. 

The  splendid  results  obtained  with  gas  blowing  engines  in  Ger- 
many have  prevented  the  turbo-blower  from  getting  a  firm  foothold 
in  that  country,  although  its  use  in  France,  England  and  Russia  is 
steadily  increasing.  Blast-furnace  gas  engines  for  blowing  and  elec- 
tric power  purposes  and  even  for  operating  rolling  mills  are  today  the 
standard  equipment  for  old  and  new  plants,  even  where  the  coal 
price  is  fully  as  low  as  in  our  Pittsburgh  district.  Within  the  last  two 
years  the  use  of  coke  oven  gas  for  producing  electric  power  by  gas 
engines  has  greatly  increased,  and  after  overcoming  the  many 
earlier  difficulties  the  coke  oven  gas  engine  is  today  just  as  safe  and 
r(  liable  as  the  blast-furnace  gas  engine.  These  difficulties  arose 
princii)ally  from  overrating  the  engines,  and  from  sulphur  in  the 
engine  gas.  Since  the  reasons  for  the  trouble  were  recognized,  the 
causes,  or  their  consequences,  are  now  avoided,  so  that  in  a  number 
of  plants  sulphur  of  considerably  over  one  grain  per  cubic  foot  of 
gas  is  very  successfully  handled  in  coke  oven  gas  engines  if  the  proper 
very  sim])l('  |)r('cautions  are  taken. 

DETAILS    OF    CONSTRUCTION 

In  regard  to  the  detail  construction  of  the  modern  German  gas 
engine  a  few  remarks  may  be  of  interest.  The  most  prominent  gas 
engine  builders  are  now  governing  their  engines  on  a  simple  com- 
bination quantity-ciuality  regulation  principle.  The  valve  gear  has 
been  much  simplified  by  all  manufacturers,  and  gas  engine  prices 
are,  generally  speaking,  lower  than  they  ever  were  before.  The  gas 
cylinders,  after  a  few  unsatisfactory  attempts  to  use  cast  steel,  are 
invariably  made  of  cast  iron  and  with  the  exception  of  a  few  types 
are  cast  in  one  piece  with  integral  water  jacket.  They  are  often 
pro\ided  with  hard  cast-iron  liners.  The  cracking  of  gas  cylinders 
is  now  much  reduced  by  proper  design,  selected  material  and  better 
pouring  methods.  Experience  has  taught  that  the  life  of  a  gas 
cylinder  can  be  materially  increased  if  the  water  jackets  are  thor- 
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oughly  cleaned  from  all  scale  and  muddy  deposit  at  regular  intervals 
of  from  four  to  eight  weeks,  depending  upon  the  character  of  the 
cooling  water  used.  It  was  found  by  experiment  that  the  average 
temperature  of  the  cylinder  wall  increases  at  an  amazing  rate  wdth 
even  a  very  thin  layer  of  scale  forming  in  the  water  jacket,  and  in 
certain  plants  with  hard  cooling  water,  acid  and  wire  brushes  are 
resorted  to  from  time  to  time  to  take  the  accumulated  scale  off  the 
cylinder  walls. 

Gas  cylinders  on  electric  engines  crack  more  frequently  than  on 
blomng  engines  because  the  former  carry  much  higher  loads  than 
the  latter  and  because  electric  engines  are  usuallj-  shut  down  oftener. 
It  was  found  that  frequent  shutting  down  and  starting  of  gas  engines 
shortened  the  life  of  the  cylinders  materially  if  the  engines  were 
allowed  to  cool  off  too  much  during  shut  downs. 

The  average  life  of  a  gas  cylinder  in  the  large  steel  plants  in  Ger- 
many is  pretty  generally  reckoned  to  be  from  five  to  six  years.  This 
is  accepted  as  a  matter  of  course  and  the  expense  incurred  by  re- 
placement is  simply  distributed  over  this  number  of  years  in  the 
cost  figures. 

The  cost  of  producing  electric  power  in  German  blast  furnace  and 
steel  plants  is  about  $2.70  per  thousand  kilowatt  hours,  comprising 
$1.25  value  of  the  raw  blast-furnace  gas  and  including  cost  of  gas 
cleaning,  cost  of  labor,  repairs,  and  supplies  of  all  kinds,  but  without 
interest  and  depreciation  on  the  money  invested.  This  figure  applies 
on  an  annual  output  of  about  100,000,000  kw-hr.  and  a  use  factor 
of  approximately  60  per  cent. 

The  gas  pistons  are  generally  ribless  iron  castings,  although 
for  large  engines  cast  steel  is  used.  One  concern  has  recently  intro- 
duced for  blast-furnace  gas  engines  solid,  non-cooled,  forged  steel 
pistons  of  one  piece. 

The  piston  rods  are  now  usually  made  of  open  hearth  steel  of  about 
100,000  lb.  tensile  strength,  uncambered,  and  their  diameter  is  ap- 
proximately 26  per  cent  of  the  diameter  of  the  gas  cylinders.  A 
variety  of  piston  rod  coupling  designs  is  used  but  the  threaded  con- 
nection enjoys  the  best  reputation.  It  is  noteworthy  that  crossheads 
are  made  of  forged  nickel  steel. 

No  uniformity  of  design  can  be  claimed  for  piston  rod  packings, 
but  they  invariably  consist  of  single  or  double  sectional  cast-iron 
packing  rings  pressed  against  the  rod  by  garter  springs  and  separated 
by  solid  one-piece  rings  forming  from  12  to  14  chambers.  It  is  uni- 
versally claimed  that  the  clearances  of  the  ring  sections  must  be 
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reduced  to  the  possible  minimvini.    So-called  fire  rings  are  sometimes 
used,  but  several  builders  object  to  such  solid  rings. 

The  exhaust  valves  are  made  of  forged  steel  or  of  IJurana  metal 
and  are  now  almost  exclusively  of  the  non-cooled  mushroom  type. 
Some  builders,  however,  still  prefer  water-cooled  exhaust  valves  for 
coke  oven  gas  engines. 

GAS  CLKANING  METHODS 

The  progress  of  the  large  gas  engine  in  Europe  has  been  ac- 
companied by  great  improvements  in  the  method  of  purifying 
blast  furnace  gas.  Until  recently  two  systems  of  cleaning  gas 
for  engine  purposes  were  largely  in  use,  both  of  the  so-called 
"  dynamic  "  type,  and  by  using  considerable  quantities  of  water : 
the  hydraulic  fan  and  the  Theisen  washer.  Results  obtained  with 
these  appliances  regarding  both  cleansing  efticiency  and  cost  of 
operation  are  satisfactory.  Nevertheless,  they  now  are  super- 
seded in  Europe  by  new  processes,  which  still  further  reduce  not 
only  the  cost  of  installation,  but  principally  the  cost  of  puri- 
fication on  account  of  the  smaller  power  and  water  consumption. 

One  of  these  new  methods  is  a  radical  departure  from  the 
former  Avet-cleaning  processes  and  Avorks  on  the  principle  of 
filtering  the  gas  in  a  perfectly  dry  condition,  so  that  no  water 
is  required  save  that  necessary  to  cool  the  engine  gas  to  at- 
mospheric temperature.  The  filtering  is  achieved  by  means  of 
Beth  filter  bags,  which  are  made  of  special  fabric  and  suspended 
vertically  in  several  air  tight  compartments.  The  raw  blast- 
furnace gas  coming  from  the  furnaces  at  high  temperature  is 
first  cooled  by  radiation  to  about  dewpoint  (around  IHO  deg. 
fahr.)  and  thereupon  superheated  approximately  20  to  30  deg. 
fahr.  by  using  any  available  source  of  heat,  such  as  w^aste  heat 
from  gas  engines,  exhaust  steam  or  even  the  sensible  heat  of  the 
raw  blast-furnaco  gas  itself.  By  cooling  the  gas  a  large  amount 
of  moisture  is  removed  and  the  scorching  or  burning  of  the  filter 
bags  prevented,  whereas  the  subsequent  superheating  avoids  con- 
densation of  the  remaining  vapor  and  clogging  of  the  bags.  The 
raw  gas  under  the  action  of  a  fan  passes  from  the  inside  to  the 
outside  of  the  filter  bags,  depositing  all  impurities  on  the  surface. 
The  layer  of  dust  naturally  increases  continually  and  would 
eventually  render  the  bags  impenetrable,  were  it  not  for  an  auto- 
matic mechanism  which  in  a  fashion,  similar  to  that  used  in  flour 
mills,  shakes  the  bags  at  regular  intervals  of  about  four  minutes 
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!iik1  causes  the  dust  to  drop  off.  Simultaneously  the  compart- 
inent  which  is  to  be  cleaned  is  automatically  separated  from  the 
others,  and  the  direction  of  gas  current  reversed;  the  purified 
gas  surrounding  the  filter  l)ags  now  enters  the  latter,  opening  the 
pores  of  the  filter  material,  which  were  previousl)'^  closed  up  by 
the  passing  dirty  gas  current.  The  dust  shaken  off  the  filter  bags 
falls  into  a  receptacle,  from  which  it  is  removed  in  a  perfectly 
dry  condition. 

Two  experimental  filter  plants  installed  at  Halberger  Huette 
and  Duedelingen  have  capacities  of  about  10,000  and  14,000  cu. 
ft.  of  gas  per  minute  and  clean  the  gas  for  gas  engines  only.  It 
is  claimed  that  the  power  consumption  is  2.5  to  3  times  lower 
than  that  of  hydraulic  fans  and  Theisen  washers,  that  the  water 
consumption  is  only  one-fifth  to  one-sixth  of  the  corresponding 
requirements  of  wet-cleaning  plants,  and  that  the  dust  content 
in  the  purified  gas  is  below  0.0004  grains  per  cu.  ft.,  or  fifteen 
to  thirty  times  lower  than  in  the  purified  gas  obtained  with  the 
older  wet  cleaning  apparatus.  The  cost  of  operation  is  further- 
more claimed  to  be  lower  and  the  cost  of  installation  only  a 
little,  if  any,  higher. 

x\s  the  advantage  of  using  thoroughly  cleaned  blast-furnace 
gas,  not  only  for  gas  engines,  but  for  boilers  and  stoves  is  more 
and  more  appreciated,  this  "  Halberger  "  Sj^stem  causes  much 
interest  and  comment  and  several  prominent  blast-furnace  men 
abroad  assert  that  the  cleanest  blast-furnace  gas  obtainable  at 
comparatively  low  cost  is  just  clean  enough  even  for  boilers  and 
stoves,  which,  after  all,  form  precisely  as  important  and  costly  a 
part  of  their  installati(m  as  the  gas  engines.  In  certain  dis- 
tricts of  Germany  and  Luxemburg,  water  is  exceedingly  scarce, 
and  the  laws  against  river  contamination  are  so  strict  that  large 
sums  of  money  have  to  be  spent  to  purify  the  washing  water  be- 
fore it  can  be  dispo.sed  of.  Setting  tanks  of  huge  area  have  to  be 
installed,  and  the  disposal  of  the  mud  presents  difliculties  and 
is  very  costly;  furthermore,  flue  dust  in  a  moistened  condition  is 
of  no  use  except  as  filling  in  material  and  since  it  contains  con- 
siderable quantities  of  iron  ore,  its  disposal  in  such  a  way  is 
rather  wasteful. 

On  the  strength  of  the  satisfactory  results  obtained,  many 
blast-furnace  i)lant!s  in  the  Minette  District,  and  even  in  West- 
phalia, have  decided  to  install  gas  filtering  plants,  varying  in 
capacity  from  17,500  to  140,000  cu.  ft.  of  gas  per  minute.    One 
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manufacturing  concern  alone,  which  acquired  the  rights  for 
Germany,  had  in  the  month  of  July  orders  for  twenty-one  plants, 
with  a  total  capacity  of  825,000  cu.  ft.  of  gas  per  minute  and 
valued  at  one  million  dollars. 

The  other  new  system  of  gas  cleaning  makers  use  of  the  "  disin- 
tegrator "  principle.  Two  well  known  concerns  in  Germany, 
specializing  in  gas  washing  apparatus,  have  developed  this  system 
on  somewhat  different  lines,  and  one  of  them  claims  to  have  on 
hand  orders  for  disintegrator  gas  washers  capable  of  purifying 
1,750,000  cu.  ft.  of  gas  per  minute.  One  machine  only  is  used 
for  preliminary  purification  of  boiler  and  stove  gas,  from  2  to 
3  grains  of  dust  per  cubic  foot  to  0.088  to  0.175  grains,  with  a 
water  consumption  of  only  10  gallons  and  a  power  consumption 
not  exceeding  0.072  h.p.  per  1000  cu.  ft.  For  gas  engine  purposes 
two  disintegrators  are  placed  in  tandem  which  causes  the  power 
consumption  to  increase  to  0.13  h.p.,  the  water  consumption  to  18 
gallons  per  1000  cu.  ft.,  whereas  the  amount  of  dust  in  the  gas 
drops  to  0.0044  —  0.0088  grains  per  cu.  ft. 

No  change  has  taken  place  in  the  method  of  purifying  coke- 
oven  gas;  bog  or  swamp  ores  are  still  used  for  sulphur  cleaning, 
although  one  plant  at  least  has  succeeded  in  overcoming  the  dis- 
advantage of  occasional  regeneration  of  this  material  by  alter- 
nate exposure  to  the  air  by  regenerating  it  continually. 

GAS  PRODUCER  DEVELOPMENT 

It  feeems  extraordinary  that  in  spite  of  the  high  price  of  coal 
the  development  of  the  gas  producer  for  power  purposes  has  not 
kept  pace  in  European  countries  with  that  of  the  gas  engine. 
F;or  many  years  the  Mond  gas  producer  with  sulphate  of  am- 
monia recovery  has  been  well  introduced  in  England,  and  re- 
cently much  interest  has  been  shown  in  Germany  in  such  plants, 
which  offer  material  financial  advantages  over  ordinary  gas  pro- 
ducer installations.  Since  a  great  deal  of  sulphate  of  ammonia 
now  finding  a  ready  market  as  an  artificial  fertilizer,  can  be 
recovered  from  the  coal,  the  cost  of  gas  making  is  considerably 
reduced,  and  installations  are  known  where  the  saving  thus  ob- 
tained reaches  the  figure  of  $2.00  per  ton  of  coal,  which  in  many 
cases  is  as  much  as,  or  more  than  the  value  of  the  coal  itself. 
The  gas  manufactured  in  such  plants  has  a  heat  value  of  about 
150  B.t.u.  per  cu.  ft.,  and  is  of  very  uniform  quality ;  on  account 
of  the  removal  of  tar  and  dust,  it  is  particularly  adapted  for  gas 
engines,  but  its  low  cost  makes  its  use  very  profitable  for  all 
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kinds  of  inetallurgical  purposes,  such  as  heating  and  annealing, 
for  calcining,  roasting,  distilling,  for  glass  works  operation  and 
a  variety  of  other  industries.  Ordinary  coals  as  well  as  low- 
grade  fuels,  such  as  peat,  lignite,  brown  coal,  etc.,  can  be  very 
successfully  gasified  in  such  plants. 

COKE  OVEN  GAS 

The  growing  demand  for  coke,  which  goes  hand  in  hand  with 
the  soaring  pig  iron  production  of  the  world,  has  caused  a  re- 
markable increase  in  coke  oven  plant  activity.  The  days  of  the 
wasteful  "  Bee-Hive  "  coke  oven  are  fortunately  past,  and  the 
liighly  economical  by-product  coke  oven  is  gradually  taking  its 
l)lace.  The  manufacture  of  coke  entails  the  accumulation  of 
large  quantities  of  coke  braise,  which  cannot  always  easily  be 
disposed  of.  Successful  attempts  were  recently  made  in  Europe 
to  gasify  this  coke  dust  in  special  gas  producers.  One  system 
oi)erates  with  liquid  slag  very  much  on  the  order  of  a  blast 
furnace,  whereas  the  other  adai)ts  a  well  known  P^uropean  i)ro- 
ducer  design  to  the  special  requirements  of  gasification  of  very 
fine  fuels.  In  a  number  of  Eui'opean  blast-furnace  and  coke-oven 
plants,  this  coke  braise  will  be  gasified  in  such  producers,  and 
the  resulting  gas  of  about  150  B.t.u.  per  cu,  ft.  admixed  to  blast 
furnace  gas,  to  increase  its  quantity  and  improve  its  quality. 

Mixtures  of  industrial  gases  are  used  more  and  more  for 
metallurgical  and  power  purposes  abroad;  in  one  plant  in  Eng- 
huid  a  mixture  of  l)last-fiiriia('e  and  coke-oven  gas  is  used  for  all 
heating  purposes  and  to  operate  gas  engines.  At  first  glance  it 
may  seem  difficult  to  obtain  a  sufficiently  uniform  mixture  of  two 
gases  so  different  in  specific  gravity,  but  experience  has  shown 
that  model))  blast-furnace  gas  washers  of  the  revolving  type, 
s)i(;h  as  fans,  Theisen  washers  and  disintegrators  are  splendidly 
adapted  for  this  purpose,  and  that  changes  in  the  quality  and 
heat  value  of  the  mixed  gas  of  even  considerable  magnitude,  do 
not  seriously  affect  the  operation  of  gas  engines. 

In  this  particular  steel  plant  another  very  interesting  novelty 
of  perhaps  great  importance  for  future  gas  engine  application 
is  in  operation,  namely,  a  system  of  overloading  four-cycle  gas 
engines  25  to  35  per  cent  of  their  nor))ial  capacity. 

NEW  GAS  ENGINE  METHOD 

The  method  devised  and  patented  by  one  of  the  foremost  gas 
onirino  man)ifnct))i-oi-s  in  Cier)))Mnv  and  which  creates  an  al)))ost 
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perfect  aiialofry  with  tlie  coiKlonsinjjj  plant  of  steam  eiij^ines  con- 
sists in  scavencrins  onlinary  four-cycle  gas  engines  and  in( re- 
ducing the  fresh  mixture  under  a  pressure  somewhat  higher  (li:m 
atmospheric.  This  is  achieved  by  raising  the  pressure  of  the 
comhuslion  air  and  gas  in  lurbo-blowers  to  a  gage  pressure  of  a 
few  inches  of  mercury  and  by  scavenging  the  spent  gases  of  the 
previous  power  stroke  with  a  bhist  of  this  air,  subsequently  in- 
troducing gas  and  air  under  slight  pressure  into  the  combustion 
chamber.  By  utilizing  the  waste  heat  of  the  gas  engines  for  rais- 
ing steam  in  suitable  waste  heat  boilers  and  driving  steam  tur- 
bines dirccl-connoctcd  to  (he  turbo-blowers,  (be  power  re(|uire- 
men(s  of  the  auxiliaries  can  be  amply  supplied  without  resorting 
(o  oiUside  sources  of  power,  nor  detracting  £i-om  the  iiicreased 
output  of  the  gas  engine  generator. 

An  overload  of  35  per  cent  was  attained  without  raising  (he 
initial  pressure— an  in'portant  point— and  without  appreciable 
increase  of  the  heat  absorbed  by  the  cooling  water;  the  thermal 
efficiency  of  the  scavenged  engine  was  found  to  be  somewhat  bet- 
ter and  the  mechanical  efficiency  considerably  better  than  that  of 
the  non -scavenged  engine. 

In  another  sie^A  plant  two  taiulem  engines  of  VW)  kw.  <ir 
2000  b.h.p.  normal  rating  (at  Go  lb.  ni.e.p.),  which  were  provided 
with  generators  of  l700-kw.  capacity  in  anticipation  of  the  over- 
load scheme,  can  carry  loads  of  1800  to  2000  kw.;  before  the 
changes  were  made  in"  April  1912,  the  average  kilowatt  output 
per  engine  in  twelve  hours  as  ascertained  from  the  log  book  was 
13,000  kw-hr.,  but  since  installing  the  scavenging  plant,  the 
average  output  was  raised  to  18,000  and  20,000  kw-hr.  in  a 
twelve-hour  run,  corresponding  to  an  average  increase  of  ap- 
proximately 40  per  cent. 

Regarding  the  financial  aspect  of  the  matter,  it  can  be  shown 
that  the  capacity  of  an  existing  gas  engine  plant  can  be  increased 
30  per  cent,  provided  the  generators  are  large  enough,  at  a  con- 
siderable saving  compared  with  the  cost  of  providing  for  this 
increase  in  capacity  by  installing  additional  non-scavenged  units. 

HUMPHREY   GAS   PUMP 

The  technical  press  has  been  rather  silent  during  the  last  year 
regarding  the  Humphrey  pump,  but  according  to  reliable  in- 
formation, this  is  by  no  means  an  indication  that  this  gas  pump 
has  passed  out  of  existence;  on  the  contrary,  one  of  the  largest 
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coiu'eriis  ill  (ieniiaiiy  'i>>  devoting  much  time  and  effort  to  experi- 
ments on  generating  electric  power  with  such  a  pump  at  its  fac- 
tory, and  a  40,0U(),00()-gal.  ])iiiii])  will  ho  installed  in  P^ngland  with 
a  guaranteed  coal  consumption  of  1  Ih.  per  effective  pump  horse- 
power. 

DISCUSSION 

William  T.  Magrudek.  1  had  the  pleasure  of  spending  a  few 
months  on  the  other  side  of  the  water  this  past  summer,  and 
looked  at  the  suhject  of  gas  power  from  a  different  point  of 
view  from  Mr.  P^rev^n.  I  considered  it  both  from  the  engineering 
and  educational  sides  and  received  much  information  not  only 
from  manufacturers  as  to  costs  and  details,  but  also  from  pro- 
fessors of  engineering.  In  the  first  place,  I  noted,  in  both  Ger- 
many and  England,  that  the  most  iirportant  developments  in 
gas  and  oil  engines  in  recent  years  have  been  made  by  consulting 
engineers,  who  are  graduates  of  universities  and  engineering  col- 
leges, manj'^  of  whom  are  professors  or  lecturers  who  are  doing 
much  advanced  work  along  the  line  of  investigation.  Secondly, 
that  societies  like  the  Instituticn  of  Civil  Engineers  and  the 
Institution  of  Mechanical  Engineers,  the  British  Association  for 
the  Advancement  of  Science,  and  the  Society  of  German  En- 
gineers, are  deeply  interested  in  the  subject  of  gas  power,  and  their 
members  are  doing  the  largest  part  of  the  scientific  work.  It  is 
interesting  to  note  the  numljer  of  papers  presented  to  these 
learned  societies  from  men  Avho  have  received  higher  degrees, 
such  as  Master  of  Arts,  Doctor  of  Science,  and  Doctor  of  En- 
gineering. I  would  respectfully  recommend  their  activities  to 
the  attention  of  The  American  Society  of  Mechanical  Engineers, 
and  the  An  erican  Association  for  the  Advancement  of  Science, 
as  it  is  high  time  that  they  too  become  more  active  and  that  our 
Research  Committee  (m  Gas  Power  did  something  in  the  way 
of  scientific  research  in  the  field  of  gas  and  oil  engines. 

Few  Americans  appreciate  the  tremendous  difference  between 
the  gas  and  oil  engine  industry  in  Europe  and  in  America.  The 
price  of  gasolene  in  Great  Britain  is  40  to  45  cents  for  an  Im- 
perial galhm,  which  is  the  equivalent  of  33  to  37  cents  for  the 
American  gallon,  oi-  double  the  price,  as  compared  with  16  or 
18  cents  paid  for  the  same  amount  in  the  TTnited  States.  It 
can  be  readily  seen  why  Englishmen  are  now  looking  for  a 
cheaper  fuel  than  gasolene,  as  Americans  will  be  shortly  doing, 
and  why  oil  engines  operated  by  tar  oil  are  being  used  especially 
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in  Gerinany,  altliougli  it  is  a  much  less  desirable  fuel  than  other 
oils  on  account  ol"  the  cUHiculty  in  ignitin<^  it.  It  can  be  seen 
why  gas  producers  operated  by  the  combustion  of  peat  briquets 
in  Scotland  and  Gerinany  and  bituminous  gas  i)roducers  are 
favorably  regardoil.  Because  Dr.  Mond  happened  to  live  in  Eng- 
land, the  Mond  producer  is  more  commonly  used  in  England 
than  in  Germany.  It  used  to  be  that  1500  h.p.  was  the  suiallest 
unit  that  could  be  economicall}'  installed  and  used.  I  was  told 
by  one  manufacturer  in  England  that  now  they  could  be  econ- 
omically used  in  England  in  plants  as  suiall  as  cSOO  h.p.  One  of 
the  interesting  and  surprising  things  was  to  see  the  large  numbers 
of  gas  and  oil  engines  on  the  testing  floor  and  of  producers 
in  the  assembly  buildings,  to  go  through  the  painting  and  ship- 
ping rooms  and  to  be  told  that  the  output  of  several  of  the 
works  visited  was  from  2000  to  3000  gas  and  oil  engines  per  year 
and  30  producers  a  month.  The  reason  for  this,  it  was  stated, 
was  the  low  price  of  city  gas  and  the  relatively  high  price  of  coal. 
The  smaller  proportionate  number  of  motor  cars  used  in  Eng- 
land as  compared  with  this  country  is  doubtless  due  to  the 
relative  prices  of  suitable  fuel.  I  was  informed  that  there  are 
150,000  motor  cars  in  Great  Britain  for  a  population  of  fifty 
million  people,  or  alxjut  three  cars  per  1000  of  inhaljitants.  In 
this  country,  almost  1,000,000  motor  cars  were  registered  in  1912, 
to  say  nothing  of  the  motor  cjxles,  motor  boats  and  other  users 
of  oil  power;  or  one  car  for  each  100  of  the  inhal)itants  of  the 
United  States.  But  to  this  large  numl)er  of  motor-car  eiigiues 
must  be  added  more  than  1,000,000  gasolene  engines  used  for 
farm  work  and  in  motor  boats  in  this  country.  Taking  the 
average  horsepower  of  the  motor  cars  to  be  25  and  of  the  motor 
boats  and  farm  engines  to  be  10,  thirty-five  million  horsepower 
of  gasolene  engines  are  immediately  available  for  the  practical 
generation  of  power  in  this  country.  Suppose  they  used  as  a 
minimum  at  rated  load  %  lb,  or  1  pt.  of  gasolene  per  h.p.  per  hr. 
for  1  hour  of  use  they  would  generate  thirty-five  million  horse- 
power and  require  four  and  a  half  million  gallons  of  gasolene 
at  an  estimated  cost  of  $700,000.  The  total  annual  supply  of 
American  gasolene  is  estiuiated  to  be  one  billion,  five  hundred 
million  gallons,  and  that  would  last  only  333  hours.  If  every 
gasolene  engine  were  run  at  its  rated  load  each  day,  the  annual 
distillation  of  gasolene  in  this  country  would  be  sufficient  to 
permit  them  to  be  operated  for  only  one  hour  per  day,  or  333 
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hours  per  year.  In  other  words,  our  present  annual  output  of 
gasolene  is  sullicient  to  operate  continually  at  their  rated  load 
only  5  per  cent  of  the  gasolene  engines  now  sold  and  in  operation. 

These  being  the  facts  as  I  gather  them  from  statistics  published 
by  the  Bureau  of  Mines,  and  other  reliable  sources,  it  can  readily 
be  seen  to  be  a  case  of  supply  and  demand.  It  is  probable  that 
some  other  fuel  than  gasolene  must  come  into  use  for  oil  engines 
and  that  this  fuel  will  be  kerosene.  When  the  vast  amount 
of  kerosene  now  on  the  market  is  realized,  three  billions  of  gal- 
lons being  distilled  annualW,  it  seems  certain  that  kerosene  oil 
will  come  into  very  great  and  general  use  in  the  next  few  years. 

It  was  interesting  to  note  how  the  kerosene  oil  engine  is  being 
introduced  and  used  in  England  and  on  the  Continent  in  place  of 
the  gasolene  engine  and  particularly  in  the  form  of  the  so-called 
semi-Diesel  oil  engine,  and  from  which  results  below  i/^  lb.  of 
kerosene  per  h.p.  per  hr.  have  been  reported  by  expert  engineers. 
This  is  a  branch  of  the  gas  power  field  that  Americans  are  only 
beginning  to  cultivate  with  any  degree  of  efficiency. 

The  figures  that  I  obtained  abroad  in  respect  to  the  fuel  con- 
sumption of  Diesel  engines  may  be  of  interest.  The  actual  fuel 
consumption  of  a  large  plant  on  test  was  0.44  lb,  of  oil  per 
b.li.p-hr.  at  full  load,  0.45  lb.  at  three-quarter  load,  0.47  lb.  at 
one-half  load,  and  0.62  lb.  at  one-quarter  load.  Other  figures 
obtained  in  tenders  for  alternating-current  electrical  units  of 
200  to  300  kw.  capacity  running  on  crude  fuel  oil  having  a 
calorific  value  of  18,000  b.t.u.  per  lb.,  varied  for  four-cycle  Diesel 
engines  from  0.603  to  0.662  lb.  at  full  load  per  kw-hr.,  from  0.64 
(o  0.70  lb.  at  three- fourths  load,  from  0.70  to  0.83  lb.  at  one-half 
load,  and  from  1.14  to  1.27  lb.  of  oil  per  kw-hr.  at  quarter  load. 
These  figures  confirm  Mr.  Haynie's  remarks  upon  this  point. 

With  respect  to  the  first  cost  of  Diesel  engines,  Mr.  Freyn 
has  given  $32  to  $35  per  h.p.  The  lowest  price  given  me  in 
England  on  Diesel  engines  was  $35  per  b.h.p.  and  from  $35  to 
$45  seemed  the  usual  price  in  the  larger  units. 

In  the  tenders  above  referred  to  for  Diesel  units  of  200  and 
300  kw.  capacities,  the  prices  for  the  engines  directly  coupled 
to  alternating-current  generators  varied  from  £13-16-4  for  the 
300-kw.  units  at  192.5  r.p.m.,  to  £22-17-3  for  the  200-kw.  units  at 
105  r.p.m.,  and  the  average  price  of  23  four-cycle  Diesel  engines 
and  alternntiiig-curi'ent  genei-ators  of  200  and  300  kw.  capacities 
from  seven  builders  aAeraged  £17-7-11  jxm-  lew.  of  raled  cajjacit}'. 
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These  are  the  equivalents  of  $67,  $111,  and  $85  respectively. 
The  horizontal  engine  units  were  about  $15  per  kw.  less  in  price 
than  the  vertical  ones.  The  corresponding  hgures  for  the  gas- 
producer  plant  with  engines  and  generator  without  foundations 
were  £19,  or  $92,  installed. 

As  to  the  Diesel  locomotives,  the  one  1  saw  would  be  simply 
prohibitive  on  account  of  Hrst  cost,  labor  in  operation,  and  a 
number  of  other  dillicultios,  which  may  yet  be  overcome. 

The  whole  subject  of  oil  power  at  the  present  time  reduces 
itself  to  costs  of  fuels  and  to  the  usual  commercial  and  engineer- 
ing problems.  If  our  commercial  friends  would  be  more  fearless 
and  less  secretive  and  our  scientific  friends  would  be  more  ener- 
getic, the  cause  of  the  Diesel  and  other  forms  of  oil  engines,  and 
of  gas  power  in  general,  would  be  advanced. 

W.  K.  Hayxie  (written) \  It  may  be  generally  stated  that  all 
heavier  oils,  if  free  from  non-combustible  foreign  matter,  can 
be  readily  used  in  Diesel  engines.  The  non-combustible  foreign 
matter  is  sand  or  mineral  matter  that  will  not  burn,  but  will 
cut  the  engine  cylinders;  it  can  always  be  removed  either  by 
precipitation  or  by  forced  straining,  and  there  is  no  petroleum 
residue  of  however  heavy  specific  gravity,  the  ignition  of  which 
is  not  attainable  by  the  temperature  created  by  30  to  35  at- 
mospheres of  compression.  The  complete  combustion  of  the  fuel 
oil  in  the  cylinders  after  ignition  is,  however,  entirely  dependent 
upon  the  process  of  handling  the  fuel  before  it  enters  the 
cylinders.  The  period  during  which  the  oil  has  to  be  consumed 
is  very  short,  only  a  small  fraction  of  a  second,  and  therefore 
the  process  of  combustion  must  take  place  almost  instantane- 
ously. The  rapidity  with  which  the  oil  is  consumed  depends  not 
upon  its  specific  gravity  or  chemical  properties,  but  upon  the 
size  of  the  particles  or  globules  into  which  it  is  broken  before 
coming  in  contact  with  the  ignition  temperature.  The  com- 
bustion pr(x?eeds  over  the  surface  of  the  particles,  and  the  smaller 
the  particles,  the  more  quickly  they  are  consumed.  But  when 
heavy  residues  are  used  in  the  Diesel  engine  without  reducing 
the  size  of  the  globules,  only  the  surfaces  of  the  particles  are  con- 
sumed in  the  short  time  allowed  for  combustion,  with  the  result 
that  the  interior  portion  is  converted  into  a  pitchy  substance 
which  deposits  on  the  .surface  of  cylinders,  pistons  and  valves, 

'U.  S.  Representative,  Carets  Fr^res  (Ghent,  Belgium),  30  Church  St.,  New 
York. 
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producing  waste  of  oil  and  clogging  of  the  cylinder  and  valves. 
The  oil  entering  the  cylinder  should  be  completely  atomized. 

The  resultant  effect  of  an  oil  used  in  the  Diesel  engine  de- 
pends entirely  upon  its  heat  value,  and  therefore  with  the  same 
heat  units  per  lb.  an  oil  of  0.97  specific  gravity  will  produce  the 
same  energy  results  as  a  lighter  oil  of  0.85  specific  gravity. 

The  speaker  further  stated  that  although  he  has  read  now  and 
then  in  the  papers  of  6000  and  12,000-h.p.  Diesel  engines  built 
abroad,  he  found  when  he  went  to  Europe  that  they  were  still 
all  on  paper ;  engines  up  to  3000  h.p.  may,  however,  be  built  quite 
successfully.  The  speaker  used  several  lantern  slides  to  illustrate 
his  remarks. 

In  connection  with  Mr.  Ha^ynie's  discussion  it  was  stated  by 
one  of  the  members  that  Baron  Schmidt  had  taken  out  patents 
on  a  two-cycle  valveless  engine  which  is  now  built  by  Cockerill 
Company  at  Seraing,  Belgium. 

Professor  Magruder,  in  replying  to  a  question  of  Mr.  Chubb's 
as  to  the  future  possibilities  of  alcohol  engines,  said  that  alcohol 
engines  in  Europe  are  not  a  commercial  success.  The  theory  has 
been  fully  worked  out,  but  as  long  as  alcohol  is  heavily  taxed 
and  the  trade  throttled  by  commercial  agreements,  no  real  devel- 
opment can  be  expected. 

D.  G.  Baker  remarked  that  the  only  way  of  producing  alcohol 
at  the  present  time  is  from  some  vegetable  growth,  and  all  that 
can  be  produced  from  the  soil  is  required  to  feed  the  men  and 
animals  upon  it.  It  is  possible  to  use  some  waste  products, 
e.g.  waste  molasses,  to  manufacture  alcohol,  but  in  comparison 
with  the  large  volume  that  would  be  required  for  the  supply 
of  internal  combustion  engines,  any  such  production  is  only  a 
drop  in  the  bucket.  Mr.  Baker  also  raised  a  question  as  to  the 
exact  amount  of  tar  that  can  be  produced  from  a  ton  of  coal. 
This,  according  to  the  speaker,  is  an  important  matter,  because 
coal  tar  is  a  smokeless  fuel  that  might  help  to  conserve  the  fast 
diminishing  supply  of  anthracite.  In  that  direction  a  source  of 
relief  for  our  future  oil  production  must  be  looked  for, 

E.  Y.  Sayer  supplied  the  information  desired  by  stating 
that  in  this  country  10  gal.  of  tar  oil  are  obtained  per  ton  of 
coal  of  2000  lb.  A  member  stated  in  this  connection  that  where 
the  production  of  tar  is  the  main  purpose  of  the  operation,  an 
even  larger  production  has  been  secured  by  means  of  special 
processes,  .such  as  distillation  at  low  temperatures,  etc. 
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MEASUREMENT  OF  NATURAL  GAS 

By  Thos.  R.  Weymouth,  Oil  City,  Pa. 
Member  of  the  Society 

One  of  the  most  important  problems  encountered  in  natural  gas 
engineering  is  the  accurate  measurement  of  gas  in  large  volumes. 
For  the  purpose  of  discussion,  the  subject  can  be  divided  into  two 
general  classifications,  namely,  open  flow  and  closed  flow  measure- 
ments. The  first  relates  principally  to  the  determination  of  the 
volume  of  gas  a  well  is  capable  of  producing,  while  the  second  refers 
to  all  closed  pipe  flows. 

2  Under  the  first  head,  there  are  two  general  methods  in  use 
for  measuring  the  open  flow  of  a  well,  that  is,  the  quantity  of  gas 
the  well  is  capable  of  producing  against  an  absolute  back  pressure 
of  one  atmosphere.  The  first  of  these  is  purely  approximate,  and  is 
called  the  "minute  pressure"  measurement,  wherein  the  well  is  per- 
mitted to  blow  into  the  air  until  its  "head"  is  blown  ojff,  and  is  then 
suddenly  closed  in  by  a  quick-acting  gate,  the  accumulated  pressure 
being  noted  at  the  end  of  one  minute  from  the  time  the  gate  is  closed. 
Then,  Q,  the  open  flow  capacity  of  the  well  in  cubic  feet  per  day, 
on  an  atmospheric  pressure  base  of  14.4  lb.  per  sq,  in.  absolute,  be- 
comes 

Q  =  1440  y|^'""^^'*-''^°|  =  1440  7^'°  =  100Fp„, [1] 

in  which 

V  =  volume  of  well  tubing  in  cu.  ft. 

Pm  =  minute  pressure  in  lb.  per  sq.  in.  gage 

Po  =  atmospheric  pressure  in  lb.  per  sq.  in.  absolute 

3  This  equation  assumes  that  while  the  gas  is  flowing  freely  into 
the  air,  the  well  is  filled  with  it  at  a  uniform  pressure  of  one  at- 
mosphere, and  at  the  end  of  one  minute  it  is  filled  with  gas  at  a 
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uniform  pressure  equal  to  the  minute  pressure.  Neither  of  these 
assumptions  is  correct,  since  in  both  cases  there  is  a  gradually  in- 
creasing pressure  from  the  top  of  the  well  towards  the  bottom, 
similar  to  that  in  a  pipe  line.*  The  resulting  errors  tend  to  counter- 
act each  other,  however,  and  if  care  is  taken  in  making  the  measure- 
ments a  comparative  idea  will  be  obtained  of  the  ability  of  the  well 
to  produ<'e  gas  against  a  back  pressure  equal  to  a  mean  between  the 
atmosphere  and  the  minute  pressure.  Since  the  open  flow  will  be 
greater  than  the  flow  against  this  back  pressure,  the  assumption  that 
the  minute  pressure  gives  an  open  flow  measurement  errs  on  the 
side  of  conservatism. 

4  The  second  method  of  open  flow  measurement  is  that  by 
means  of  the  pitot  tube,  and  is  the  one  generally  used  for  accurate 
determinations  of  well  capacities.  This  method  has  been  described 
in  detail  by  Prof.  S.  W.  Robinson, ^  who  was  probably  the  first  to 
use  it  in  connection  with  gas.  The  method  was  further  discussed 
by  him  in  the  Geological  Reports  of  Ohio,^  wherein  tables  are  pub- 
lished by  means  of  which  the  flow  may  be  computed  from  the  pitot 
tube  observations.  These  tables  have  been  in  general  use  by  natural 
gas  men  for  many  years,  and  are  based  on  the  formula 


iCT-f 


Q  =  1,462,250  c?2     V       - 1  P [2] 


^,^2gnX  144Po,.^p,  _^, ^^^ 


5  Equation  [2]  was  derived  from  the  formula  for  adiabatic  flow 

(n-l)5     iVPo/ 
In  equations  [2]  and  [3] 

V    =  velocity  of  flowing  gas,  ft.  per  second 

Po  =  absolute  pressure  of  atmosphere,  lb.  per  sq.  in. 

n    =  ratio  of  specific  heats 

8    =  weight  per  cu.  ft.  of  gas  at  pressure  Po 

G  =  specific  gravity  of  gas,  air  =  1.0 

Pi  =  absolute  pressure  shown  by  pitot  tube,  lb.  per  sq.  in. 

d    =  internal  diameter  of  well  mouth,  in. 

Q  =open  flow  capacity  of  well,  cu.  ft.  per  24  hr. 

6  In  computing  his  tables,  Professor  Robinson  used  the  following 
values  for  these  quantities: 

>  Problems  in  Natural  Gas  Engineering,  The  Journal,  Am.  Soc.   M.   E.,  May 
1912,  p.  723,  fig.  5. 
*  Van  Nostrand's  Engineering  Magazine,  August  1886. 
'  Vol.  6,  1888. 
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n   =1.408 
2^=64.3 
Po=14.0 
G  =0.6 

5  =0.0807  ^°G 

r 

whoro 

To  =  absolute  temperature  of  melting  ice 

T  =  absolute  temperature  of  flowing  gas 

Ta  =  absolute  temperature  of  storage 
all  being  in  fahrenheit  degrees. 

7  The  ratio  of  specific  heats  for  natural  gas  is  more  nearly  equal 
to  1.206  than  to  the  value  used  above.  Inserting  this  value  and 
using  values  for  the  other  quantities  as  follows: 

T  =500  deg. 
7^8=520  deg. 
Po=14.4 

Storage  Pressure,  Pg  =14.05 
the  formula  becomes 

Q  =  l,758,560  d'\(^T"'-l\^ [4[ 

8  At  60  lb.  gage  pressure  per  sq.  in.  (the  highest  given  by  Pro- 
fessor Robinson),  formula  [4]  makes  the  flow  about  1  per  cent  lower 
than  that  derived  from  fornmla  [2],  whereas  at  1  lb.  it  gives  a  result 
about  4  per  cent  higher. 

9  The  open  flow  measurement  is  not  required  with  the  same 
degree  of  accuracy  as  that  of  closed  flow,  where  gas  is  being  bought 
and  sold,  and  at  best  is  only  intended  to  give  a  fair  idea  of  the  pro- 
duction. Even  if  an  accurate  measurement  were  made  it  would 
give  no  precise  notion  of  the  real  productive  value  of  the  well  when 
it  must  feed  into  the  line  against  a  high  back  pressure.  Conse- 
quently, if  it  is  desired  to  know  the  capacity  under  these  conditions 
it  is  best  to  insert  a  pitot  tube  into  the  lead  line  from  the  well  while 
operating  under  normal  conditions.  This  involves  the  second  divi- 
sion of  the  subject,  namely,  closed  flow  methods  of  measurement. 

10  In  closed  flow  measurements  of  gas  where  the  volumes  are 
small  and  the  pressures  are  low,  the  ordinary  positive  gas  meters 
are  satisfactory,  but  for  wholesale  measurement  some  other  type  of 
meter  must  be  adopted  because  of  the  prohibitive  size  of  the  positive 
type  necessitated  by  large  flows.    The  matter  is  further  complicated 
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by  the  fact  that  usually  when  gas  is  bought  or  sold  in  large  quan- 
tities it  must  be  measured  under  varying  pressures,  necessitating  the 
use  of  a  correction  factor  to  reduce  the  meter  readings  to  quantities 
on  a  standard  pressure  base.  There  are  many  different  types  of 
proportional  meters  in  use  for  this  purpose,  equipped  with  recording 
gages.  The  meter  registration  is  then  multiplied  by  a  factor  de- 
pendent upon  the  record  of  the  gage  in  order  to  correct  it  to  volumes 
based  on  the  proper  buying  or  selling  pressure. 

11  In  addition  to  proportional  meters  there  are  a  number  of 
other  devices  in  use  which  aim  to  attain  a  higher  degree  of  accuracy, 
among  which  the  most  prominent  are  the  venturi  meter,  the  Thomas 
electric  meter,  the  orifice,  and  the  pitot  tube. 

12  The  venturi  meter  is  used  principally  for  low  pressure  meas- 
urements, and  while  extremely  accurate,  is  handicapped  by  possess- 
ing a  complicated  formula  for  the  expression  of  volumes,  which  ren- 
ders very  tedious  the  computation  of  results  from  its  records,  and 
which  demands  a  knowledge  of  the  ratio  of  specific  heats  of  the  gas 
at  constant  pressure  and  constant  volume,  respectively.  This 
formula  is  as  follows:  ^ 


Q  =  210,840  A.yM—^^—  4^r-'Y     l~-^^^:r.^ [5] 


wherein 

Q  =flow,  cu.  ft.  per  hr.,  on  absolute  pressure  and  tempera- 
ture bases  Pg  and  T, 

n  =  ratio  of  specific  heats 

G  =  specific  gravity  of  gas 

Ai  =  area  of  venturi  meter  at  entrance,  in  sq.  ft. 

-4.2  =  area  of  venturi  meter  at  throat,  in  sq.  ft. 

Pi  =  absolute  pressure  at  entrance,  lb.  per  sq.  in. 

P2  =  absolute  pressure  at  throat,  lb.  per  sq.  in. 

iri  =  absolute  temperature  at  entrance,  deg.  fahr. 

T2  =  absolute  temperature  at  throat,  deg.  fahr. 
13     For  any  particular  meter  and  quality  of  gas,  and  assuming 
definite  values  of  Pg,  T^,  and  Ti,  equation  [5]  reduces  to  the  simpler 
form 


Q^KP.R"-  J  L^  ^-^- [6] 


*  See  Appendix  No.  1. 
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14  The  Thomas  electric  meter  ^  is  an  extremely  accurate  instru- 
ment for  the  measurement  of  gas  and  is  comparatively  simple  in 
construction.  It  operates  on  the  principle  that  the  energy  required 
to  heat  any  quantity  of  a  given  gas  through  a  definite  temperature 
range  is  directly  proportional  to  the  weight  of  the  gas  heated,  and 
can  therefore  be  used  as  a  measure  of  it.  In  practice,  electrical 
energy  is  used  to  supply  the  heat  and  is  automatically  controlled 
in  such  manner  as  to  cause  the  temperature  increase  of  the  flowing 
gas  to  remain  fixed  at  a  value  of  about  2  deg.  fahr.  The  electrical 
energy  required  to  do  this  is  measured  by  means  of  wattmeters,  the 
dials  of  which  can  be  graduated  to  read  direct  in  cubic  feet  of  gas 
based  on  any  desired  standards  of  pressure  and  temperature.  The 
method  is  independent  of  the  actual  temperature  and  pressure  of 
the  gas  entering  the  meter,  depending  solely  upon  its  specific  heat 
at  constant  pressure.  Since  the  records  of  the  device  are  obtained 
through  the  medium  of  wattmeters,  they  can  therefore  be  made  to 
give  either  a  rate  reading  of  flow,  an  integrated  or  totalized  reading, 
or  both. 

15  This  meter  has  been  subjected  to  very  thorough  tests  in  con- 
junction with  the  pitot  tube  and  venturi  meter  ^  which  have  firmly 
established  the  accuracy  and  reliability  of  all  three  of  the  devices. 

16  The  Thomas  meter  requires  a  supply  of  electric  energy 
equivalent  to  about  1  kw-hr.  for  each  75,000  cu.  ft.  of  free  gas.  This 
fact  greatly  restricts  its  use  in  the  measurement  of  natural  gas, 
especially  in  the  field  where  such  power  is  not  usually  available. 

17  The  most  practical  devices  known  to  the  author  for  general 
use  in  the  accurate  measurement  of  gas  are  the  pitot  tube  and  the 

» Measurement  of  Gases,  Carl  C.  Thomas,  The  Journal  of  the  Franklin  In- 
stitute, November  1911. 
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orifice,  both  of  which  are  extremely  simple  in  construction  and  are 
based  on  fundamentally  correct  principles.  The  formula  expressing 
the  flow  of  gas  is  identical  for  the  two  instruments  for  the  range 
through  which  they  are  usually  used. 

18  The  pitot  tube  was  first  described  before  the  French  Academy 
of  Sciences  in  1732  by  its  inventor,  Pitot,  who  stated  that  it  followed 
the  principle  of  the  law  of  falling  bodies,  namely  v'^  =  1  gh.  For  over 
a  century  after  its  discovery  this  wonderfully  simple  and  accurate 
device  was  regarded  merely  as  a  scientific  toy,  until  about  1850, 
when  D'Arcy  adapted  it  to  closed  pipe  flows  by  the  addition  to  the 
bent  tube  of  a  static  pressure  tube.  It  was  then  found  that  the 
difference  in  height  of  liquid  in  the  two  columns  of  a  U-gage  con- 
nected to  the  dynamic  and  static  tips  of  the  tube  respectively,  gave 
a  true  measure  of  the  velocity,  and  followed  Pitot's  originally  stated 
principle  exactly,  viz.,  v'^  =  2  gh. 

19  Prof.  S.  W.  Robinson  seems  to  have  been  the  first  to  have 
applied  the  pitot  tube  to  the  measurement  of  gases.  In  1873  he 
experimented  with  it  in  determining  the  velocity  and  form  of  jets  of 
air  from  orifices,  which  led  to  the  development  of  a  commercial  pitot 
tube  for  gas  measurement. 

20  If  a  pitot  tube  is  inserted  in  a  pipe  conveying  gas  and  a  traverse 
made  over  the  cross-section  of  the  pipe,  it  will  be  found  that  the 
highest  velocity  exists  at  the  center  and  the  lowest  at  the  walls. 
For  this  reason  it  has  been  customary  for  experimenters  to  determine 
the  particular  point  in  the  cross-section  of  the  pipe  where  the  velocity 
corresponds  to  the  mean  velocity  of  the  whole  cross-section,  and  to 
keep  the  tube  at  that  point  for  the  determination  of  the  quantity  of 
flow  as  computed  from  the  velocity  readings.  This  point  varies  ac- 
cording to  the  condition  of  roughness  of  the  interior  surface  of  the 
pipe  in  which  the  tube  is  inserted,  and  accordingly  it  is  necessary  to 
determine  it  for  each  particular  pipe  used. 

21  When  a  tube  is  to  be  used  as  a  permanent  gas  meter,  it  is 
better,  because  of  the  fact  just  noted,  to  construct  the  pipe  with 
extreme  care,  having  the  interior  of  uniform  size  and  highly  polished, 
and  then  to  place  the  tip  in  the  exact  center  of  it.  This  necessitates 
the  inclusion  in  the  theoretical  formula  of  a  factor  which  in  this 
paper  is  termed  the  "efficiency"  of  the  tube,  in  order  to  reduce  the 
flow,  as  indicated  by  the  tube  readings,  to  the  value  it  would  assume 
were  the  tube  at  the  point  corresponding  to  mean  velocity  instead 
of  being  at  that  of  maximum  velocity. 

22  The  tubes  used  by  the  author  are  all  constructed  in  this  man- 
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ner.  The  instrument  as  a  whole  is  termed  a  pitot  tube  (comprising 
both  the  pipe  and  the  bent  tube  inserted  in  it),  and  the  bent  tube 
portion  of  it  is  designated  as  the  "tip."  The  pipe  consists  of  12  ft. 
of  seamless  drawn  brass  tubing  with  highly  polished  interior  surface 
and  gaged  to  accurate  size.  About  27  in.  from  the  outflow  end  a 
brass  saddle  is  sweated  on,  through  which  the  tip  projects  into  the 
tube,  and  which  also  contains  the  static  pressure  connection,  which 
is  merely  a  hole  drilled  through  the  saddle  and  tube  flush  with  the 
inside  wall.  The  tip  is  constructed  in  such  manner  as  to  be  readily 
removable  for  cleaning,  and  yet  exactly  central  in  the  tube  when 
re-inserted. 

23  A  series  of  standard  tubes  of  this  type  are  maintained,  against 
which  all  new  tubes  are  calibrated.  These  standards,  ranging  in 
size  from  2  in.  to  6  in.,  were  themselves  calibrated  by  exhaustive 
tests  against  a  large  gas  holder  under  different  conditions  of  flow  and 
pressure.  The  coefficients  thus  obtained  were  found  to  be  constant 
throughout  the  complete  range  of  water  readings  under  which  the 
tubes  are  used  and  also  for  all  pressures. 

24  The  accuracy  of  these  standards  is  attested  by  the  paper  by 
Professor  Thomas  already  referred  to,  in  which  are  given  the  results 
of  a  45-day  test  at  the  Brave  pump  station  of  the  People's  Natural 
Gas  Company  of  Pittsburgh,  during  which  the  Thomas  electric 
meter  was  connected  in  series  with  pitot  tubes  that  had  been  cali- 
brated against  the  standards  above  referred  to.  A  total  of  about 
337,000,000  cu.  ft.  of  gas  was  measured  with  a  difference  between 
the  two  meter  records  of  0.2  per  cent. 

25  The  general  formula  ^  of  the  pitot  tube  and  orifice  is  expressed 
by  the  equation 


Q  =  218.44^d2^'  xr'^ . 


where 


E  =  efficiency  of  the  tube,  expressed  as  a  decimal 

d   =  internal  diameter  of  the  tube,  in. 

T8  =  absolute  temperature  of  measurement  base,  deg.  fahr. 

Pa  =  absolute  pressure  of  measurement  base,  lb.  per  sq.  in. 

G  =  specific  gravity  of  gas  —air  =1.0 

P  =  absolute  static  pressure  of  flowing  gas,  lb.  per  sq.  in. 

T  =  absolute  temperature  of  flowing  gas,  deg.  fahr. 

h   =  velocity  head  of  flowing  gas,  in  in.  of  water 

'  See  Appendix  No.  2. 
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Assuming  standard  conditions  of  storage  temperature  and  pressure, 
namely,  P8=  14.65  lb.  per  sq.  in.  absolute,  and  T'8  =  60+460  =  520 
deg.  absolute,  equation  [7]  becomes 

Q  =  775SEd^  J^^  [81 

^  TG 

2G  For  any  particular  installation  the  gravity  of  the  gas  is  once 
determined,  and,  with  an  assumed  value  for  flowing  temperature,  is 
included  with  E  and  d  to  form  a  coefficient,  making  the  formula  read 

Q  =  C<hP. [9] 

where 

T 

C  =  218.44  Ed^ = [10] 

PsVTG 

27  If  the  flowing  temperature  is  other  than  the  value  assumed  in 
making  up  the  coefficient,  the  flow  is  corrected  by  multiplying  by 

the  factor  ^|     "  ^  where  T  a  is  the  assumed  flowing  temperature. 

28  The  value  of  E  is  remarkably  constant  for  tubes  ranging  in 
size  from  2  in.  to  5  in.,  as  will  be  seen  from  the  following  tabulation, 
taken  from  the  standard  tubes  already  referred  to: 

Actual  Diameter  Efficiency, 

of  tube,  d  E 

3.0G25     0.8534 

3.9687.5   0.8515 

5.0469     0.8541 

Mean 0.8530 

29  Assuming  the  average  value  of  E  to  be  0.8530,  the  coefficient 
of  any  pitot  tube  constructed  as  above  described  will  be 

C  =  381.7(i2 [11] 

based  on  a  storage  pressure  of  14.65  lb.  absolute,  storage  tempera- 
ture of  60  deg.  fahr.,  flowing  temperature  of  40  deg.  fahr.,  and 
specific  gravity  of  0.600. 

30  In  using  the  pitot  tube  it  is  essential  that  a  straight  run  of  at 
least  30  ft.  of  pipe  of  the  same  diameter  as  the  tube  be  installed  ahead 
of  it,  in  order  to  avoid  errors  due  to  eddies  in  the  flow.  It  is  also 
necessary  to  have  absolutely  no  leaks  in  the  pressure  lines  leading 
from  the  tube  to  the   differential  gage. 

31  In  practice  the  U-gage  is  modified  by  making  one  leg  to  con- 
sist of  a  cast-iron  water  pot  having  a  cross-sectional  area  many  times 
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greater  than  that  of  the  glass  tube  comprising  the  other  leg  of  the  U. 
Thus  the  height  of  the  water  level  in  the  pot  does  not  change  ap- 
preciably for  a  change  in  the  glass  tube  from  zero  to  full  scale  read- 
ing of  about  28  in.  The  pot  is  provided  with  a  gage  glass  to  show  the 
level  of  the  water  in  it,  to  which  the  zero  of  the  adjustable  scale  is 
set,  thus  necessitating  the  reading  of  but  one  leg  of  the  U-gage,  that 
comprised  by  the  long  gage  glass. 

32  The  scales  used  in  the  tubes  described  are  graduated  to  28 
in.,  and  are  used  under  all  conditions  of  pressure.  If  the  static 
pressure  of  the  flowing  gas  is  equal  to  that  of  the  atmosphere,  the* 
full  scale  water  reading  corresponds  to  a  velocity  in  the  pipe  of  over 
22,000  ft.  per  minute.  As  the  static  pressure  increases,  the  velocity 
equivalent  becomes  smaller  and  at  100  lb.  gage  is  about  8000  ft.  per 
minute.  Thus,  the  higher  the  pressure  under  which  the  tube  oper- 
ates, the  greater  will  be  the  range  of  water  pressure  permissible  to 
use. 

33  It  is  not  considered  advisable  to  use  the  pitot  tube  for  flows 
giving  a  differential  pressure  less  than  2  in.  of  water,  owing  to  the 
high  percentage  of  error  resulting  from  any  personal  error  in  reading 
the  gage  at  such  low  readings.  With  a  maximum  scale  reading  of 
28  in.  this  means  that  under  atmospheric  pressure  conditions  the 
ratio  of  maximum  to  minimum  quantities  of  gas  susceptible  of  accu- 
rate measurement  by  the  pitot  tube  is  about  3.75  to  1.  Assuming  the 
same  permissible  velocity  (22,400  ft.  per  minute)  under  a  pressure  of 
100  lb.  gage,  the  maximum  water  scale  reading  could  be  increased 
to  more  than  200  in.,  giving  the  tube  a  range  of  10  to  1.  The  author 
is  now  conducting  experiments  along  this  line,  but  as  yet  has  not 
progressed  far  enough  with  the  work  to  state  authoritatively  to  what 
extent  this  range  may  be  extended  without  affecting  the  constancy 
of  the  coefficient. 

34  At  present  the  usual  method  of  obtaining  the  required  range 
of  capacity  in  a  pitot  tube  measuring  station  is  to  install  the  tubes 
in  batteries  so  that  more  or  less  of  them  may  be  cut  in  or  out  of 
service,  as  conditions  demand,  for  obtaining  accurate  readings. 

35  In  accordance  with  TorricelH's  theorem,  the  velocity  of  issue 
of  a  fluid  from  an  orifice  follows  the  law  of  falling  bodies,  and  the 
formula  deduced  therefrom  expressing  the  quantity  of  flow  is  iden- 
tical with  that  of  the  pitot  tube.  The  vena  contracta  of  the  jet, 
however,  causes  the  coefficient  of  flow'  (termed  "efficiency"  herein) 
to  have  a  lower  value  than  the  corresponding  factor  in  the  pitot  tube 
formula.    For  differential  pressures  greater  than  about  4  in.  of  water 
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it  is  sensibly  constant,  and  thus  the  orifice  furnishes  a  simple  means 
of  gas  measurement  that  compares  favorably  with  the  pitot  tube. 

36  Instead  of  a  water  column,  requiring  personal  observation  at 
regular  stated  intervals,  a  recording  differential  gage  may  be  used, 
constructed  with  the  working  parts  enclosed  in  a  casing  to  which  the 
static  pressure  is  applied,  while  the  dynamic  pressure  is  applied  to 
the  interior  of  the  gage.  Such  an  instrument  has  been  used  with 
success  in  connection  with  an  ordinary  recording  pressure  gage  for 
determining  the  static  pressure,  thus  obviating  the  necessity  of 
'having  an  attendant  constantly  on  duty  to  make  observations. 

37  The  simplicity  of  the  pitot  tube  and  orifice,  both  in  manipula- 
tion and  computation,  and  the  high  degree  of  accuracy  attainable 
with  them,  render  them  invaluable  in  the  measurement  of  natural 
gas  in  large  volumes  and  at  high  pressures.  The  tube  has  been  in 
commercial  use  for  many  years,  with  highly  satisfactory  results. 
The  orifice,  although  one  of  the  oldest  known  measuring  devices,  has 
not  until  recently  been  used  extensively  in  the  measurement  of  gas 
under  high  pressure  closed  flow  conditions. .  It  is  being  rapidly  de- 
veloped, however,  and  bids  fair  to  come  into  extensive  use  as  a 
simple,  accurate  gas-measuring  device. 

38  The  only  disadvantage  in  the  use  of  these  two  instruments 
is  the  necessity  for  the  computation  of  results.  Their  largest  field 
has  consequently  been  in  the  measurement  of  sufficient  quantities 
of  gas  to  warrant  the  maintenance  of  stations  with  observers  con- 
stantly in  attendance.  The  adoption  of  the  recording  gages,  how- 
ever, has  greatly  extended  their  usefulness  and  has  considerably 
simplified  the  problem  of  the  accurate  measurement  of  gas  under 
pressure. 
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39  The  general  formula  of  the  venturi  meter  is  derived  on  the  assumption 
that  the  change  in  state  of  the  gas  between  entrance  and  throat  of  the  meter 
takes  place  adiabatically.  Hence  the  drop  in  potential  energy,  as  evidenced 
by  the  respective  pressures  is  equal  to  the  increase  in  kinetic  energy  indicated 
by  the  respective  velocities  at  entrance  and  throat. 


Fig.  1     Diagram  of  Ventuhi  Meter 


40     In  Fig.  1,  which  diagrammatically  represents  a  venturi  meter,  let 
Ai  =area  of  cross-section  at  entrance,  sq.  ft. 
Ai  =area  of  cross-section  at  throat,  sq.  ft. 
Pi  =  absolute  pressure,  lb.  per  sq.  in.  at  entrance 
Pj  =  absolute  pressure,  lb.  per  sq.  in.  at  throat 
Vi    =  absolute  velocity  at  entrance,  ft.  per  second 
Vi    =  absolute  velocity  at  throat,  ft.  per  second 
W  =  weight  of  gas  passing  per  second 
5i    =  density  of  gas  at  entrance,  lb.  per  cu.  ft. 
52    =density  of  gas  at  throat,  lb.  per  cu.  ft. 
Ti  =  absolute  temperature  of  gas  at  entrance 
Ti  =  absolute  temperature  of  gas  at  throat 
T,  =  absolute  temperature  of  storage  base,  deg 
P,  =  absolute  pressure  of  storage  base,  lb.  per. 
G    =  specific  gravity  of  gas,  air  =  1.0 
To  =  absolute  temperature  of  32  deg.  falir.  =  492 
Pc  =  absolute  pressure  of  atmosphere,  lb.  per  sq.  in. 
5w  =  weight  of  water  per  cu.  ft.  at  60  deg.  fahr.  =62.37  lb. 
5a  =  density  of  air  at  To  and  Po 
5»i  =  density  of  air  at  Ti  and  Pi 

Kinetic  energy  of  gas  at  entrance  =  — 

"</ 
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fahr. 
sq.  in. 
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Kinetic  energy  of  gas  at  throat  = 

Increase  in  kinetic  energy  is 

E^= =-  {v,'^-v,'^) [12] 

2g        2g      2g 

41  The  work  done  on  one  pound  of  gas  in  expanding  adiabatically  from  Pj 
to  Pi  is 

144(PiFi-P272)n 
n-1 
and  the  change  in  potential  energy  in  W  pounds  of  gas  per  second  is 

^       lUWiP,V^-P2V^)n 

Ap  = ;, [ioj 

71  —  1 

42  Hence 

W  144  Wn  144 

-{vi'-v,')=    —  (P1F1-P2F2) 

2g  n  —  1 


UWn/Pi     P2\ 
n-1     \5,       62) 

1    \5i       Si)' 

:■& 

/AsV/pA^  _288gn  (i'i-PA 
\aJ\pJ         n-1    \6.     62) 

n  /Pi^M 
1    \gi      V 

(m 


288^            _ 
«'2*-fi*=  — ^—  ( ■^: :  I [H] 

Butt;i-4i5i=«;2i4252      and     Pi  82"  =  P2S1''     or     -^  =  (7,'l"-     Henoe 

A  282         ^ 

2^1=  «'2      .-       =t;2      . 
A181  A 


Vi'^—Vi^^Vo'^—Vi- 


288  (/n 

„^2^   ^-}    V%^^^ (151 

1 


P  P  P  T 

43        But —  ~  rp        *"*^        5  al  =  5  a 

Sal  J  1       8  a  To  PqTi 


61  =  (75  al  =  G5  a    J,   ^ 
"o^  1 


Also 


^1     P2    .    ^ 

—  =  —  .    .62  = 
Si"     52° 


Hence 

Pi     P»  Pi  Pi 


PoT',  P 


^ ='^|i-('!T'l fi6] 

\To/P2\i    G8,To{       V^J      ] 


Substituting  in  [15],  and  extracting  the  square  root 
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Vi- 


288?n  PoTi  I       /M'V  I 
n-1    G«aTol       \PJ      J 


nI    -&W 


44     The  flow,  in  cubic  feet  per  hour,  baeed  on  P,  and  T,  is 

P   T 

But 


Hence 


tApJ 


Q=  3600  .42 


Q  =210,840  ^2 


.[17] 
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45     The  general  formula  for  the  pitot  tube  and  the  orifice  is  derived  from  the 
law  of  falling  bodies.    Let 

T    =  absolute  temperature  of  flowing  gas,  deg.  fahr. 

P    =  absolute  pressure  of  flowing  gas,  lb.  per  sq.  in. 

5     =  weight  per  cu.  ft.  of  flowing  gas,  at  P  and  T 

G    =  specific  gravity  of  flowing  gas,  air  =  1.0 

V     =  actual  velocity  of  flowing  gas,  ft.  per  second 

hf  =height  in  ft.  of  homogeneous  column  of  gas  at  /'  and  T  producing  v 

h     =  corresponding  height  of  water  column  in  in. 

5w  =  weight  per  cu.  ft.  of  water  =  62.37  lb.  at  60  deg.  fahr. 

Pe  =  absolute  storage  pressure  base,  lb.  per  sq.  in. 

Tb  =  absolute  storage  temperature  base,  deg.  fahr. 

5a  =weight  per  cu.  ft.  air  at  32  deg.  and  14.7  lb.  =0.08073  lb. 

d     =  actual  inside  diameter  of  pipe  or  orifice,  in. 

E    =  efficiency   of  pitot  tube  or  orifice 

Q    =flow  in  cu.  ft.  per  hour  at  P,  and  T, 

Then 


But 


Hence 


v  =  y^2gh,  =  ^2g^'-f 


^  P     492 


"=     \2^i^I749^ 


7    T 
492    PG 


ird-'         P    T,  ^ 


[19] 


T«      /  hP  ,.,n, 

g=     218.44  ^d''-^— I-^^l 
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DISCUSSION 

C.  J.  Bacon.  Tlic  principal  ohjci-lioii  JNIr.  Weyiiioudi  has  to 
the  veiituri  meter  is  its  coiiipiicateil  formula.  In  view  of  the 
amount  of  preliminary  experimental  work  neces.sary  to  establish 
the  coefficient  of  the  pilot  tube  independently  for  each  condition 
of  velocity,  pipe  diameter  and  roughness  of  interior  surface, 
under  which  it  is  to  be  used,  it  seems  to  me  that  the  venturi 
meter  is  by  far  the  more  generally  applicable,  since  no  pre- 
liminary work  of  the  above  nature  is  necessary.  The  coefficient 
for  gas  has  been  determined  by  various  investigators  for  tubes 
from  2  in.  to  4  and  5  ft.  in  diameter  and  has  been  found  to  be 
08  per  cent  for  the  large  sizes  at  the  most  practicable  velocities. 
By  plotting  to  a  wide  scale  that  portion  of  the  formula  involving 
the  ratios  of  areas.  })ressures  and  specific  heats,  the  computation 
of  results  becomes  at  least  as  sinsple  as  for  the  pilot  tube.  In  the 
usual  applications  a  variation  of  one  per  cent  in  the  ratio  of 
specific  heat  introduces  an  error  of  only  0.02  of  1  per  cent.  In 
my  work  a  ratio  of  areas  of  one  to  nine  is  generally  maintained. 
The  loss  of  line  pressure  through  venturi  gas  meters  having  this 
ratio  of  areas  has  been  shown  to  be  1/9  the  ditlerential  pressure, 
therefore  not  of  great  importance.  The  various  types  of  record- 
ing instruments  on  the  market  make  possible  continuous  records 
of  all  data  except  density.  I  have  had  in  use  for  a  year  or  more 
some  combined  indicating  and  recording  instruments  graduated 
to  show  the  actual  volume  of  gas  passing  per  minute.  One  of 
them  is  connected  to  a  54-in.  diameter  venturi  meter  located  000 
ft.  away,  and  in  spite  of  the  distance  for  transmission  of  a  slight 
pressure  ditl'erence  it  has  been  found  very  sensitive  and  accurate, 
moreover  requiring  almost  no  attention. 

C.  C.  Thomas  said  that  of  course  it  required  electric  energy 
to  operate  the  electric  gas  meter,  about  1  or  IV2  <^'euts  worth  per 
100,000  cu.  ft.  of  gas  measured.  It  lequired  about  1  kw-hr.  per 
100.000  cu.  ft.  of  gas.  The  necessity  of  increasing  the  velocity 
of  gas  in  order  to  measure  it  by  means  of  pilot  tubes  also  recjuired 
energy.  In  order  to  produce  a  readable  height  of  water  column 
(it  should  not  be  less  than  4  in.)  the  velocity  of  gas  was  increased 
at  the  pitot  tubes  by  an  amount  reciuiring  about  1  per  cent  more 
energy  to  be  expended  in  the  pumps  than  was  required  with  the 
electric  meter  installation.  This  was  the  case  also  when  the 
measurement  was  made  by  means  of  orifices,  as  it  was  necessary 
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to  produce  a  fall  of"  pressure  of  about  1  lb.  per  sq,  in.  from  one 
side  to  the  other  of  the  orifice.  This  reduced  the  suction  pressure 
on  the  pumps. 

Deposit  on  pitot  tubes  had  a  serious  effect  on  accuracy  though 
it  was  i)ossible  to  avoid  this  to  some  extent  by  using  screens.  The 
pitot  tubes  were  standardized  in  place,  but  it  was  very  difficult 
to  check  them  afterwards.  An  electric  meter  could  be  checked 
for  accuracy  at  any  time  simply  by  throwing  in  a  switch  and 
noting  whether  or  not  the  system  came  to  a  balance.  No  computa- 
tion of  results  or  reference  to  charts  was  required  and  no  straight 
length  of  approach  was  necessary. 

E.  A.  Hitchcock  (written).  In  1908  Avith  Mr.  Eugene  Coste 
of  Toronto  I  had  occasion  to  standardize  with  natural  gas  a  set  of 
thi-ee  pitot  tubes,  2,  3  and  4  in.,  similar  to  those  described  by  Mr. 
Weymouth  in  Par.  27.  A  total  of  34  runs  were  made  under  a 
variety  of  velocities  and  pressures,  the  quantity  of  gas  flowing 
being  determined  by  means  of  a  gas  holder  having  a  capacity  per 
foot  of  rise  of  5246.5  cu.  ft. 

In  order  to  reduce  to  a  minimum  the  effect  of  temperature  on 
the  gas  holder  all  the  experimental  work  was  carried  on  during 
the  night  and  to  obtain  parallel  flow  there  was  laid  a  straight 
run  of  pipe  for  92  ft.  leading  to  the  brass  pitot  tubes. 

For  gas  having  a  flowing  temperature  of  40  deg.  fahr.  with 
a  storage  temperature  of  50  deg.  fahr.  and  a  pressure  of  14.7  lb. 
the  constants  K  were  found  to  be  1511  for  the  2-in.  tube,  3384  for 
the  3-in.  tube  and  5734  for  the  4-in.  tube  where 


Q  (cu.  ft.  per  hr.)  =K  A^^I^  (0.668  =sp.  gr.  gas) 
\       T 

The  actual  diameters  of  the  tubes  calibrated  were  2.08  in.,  3.07 
in.  and  3.98  in.  respectively.  It  was  found,  as  stated  by  Mr. 
Weymouth,  that  for  each  tube  throughout  a  wide  range  of 
velocity  head  readings,  the  coefficient  was  almost  constant. 

Taking  the  constants  as  given  above,  solving  for  Q  for  any  con- 
dition, making  the  proper  siihstit iition  in  ('(jiijitioTi  |7|  and  solv- 
ing for  /T,  I  find  tliat  A'  is  not  constant  foi-  the  different  tubes  but 
dof-ronsos  with  the  diiiineter  of  the  tube: 

Actual  diameter  of  tube  d,  in.  Efficiency  E 

2.08  0.843 

3.07  0.866 

3.98  0.874 
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This  is  explained  in  that  no  correction  is  made  for  tiie  area 
taken  up  by  the  dynamic  tip  in  the  brass  tube.  For  the  above 
cases  this  tip  had  an  outside  diameter  of  i/^  in.  and  therefore  E 
will  decrease  until  the  actual  diameter  of  the  pipe  is  i/<>  in.  when 
E  would  become  zero  because  Q  would  be  zero  in  that  the  tube 
would  be  plugged  with  the  dynamic  tip.  For  this  reason  it  would 
seem  that  d  should  be  taken  in  actual  e(}uivalent  diameter. 

Mr.  Weymouth  states  that  it  is  not  advisable  to  use  the  pitot 
tube  for  flows  giving  a  differential  pressure  of  less  than  2  in. 
water.  Judging  by  my  experience  with  the  type  of  apparatus  he 
has  described,  I  can  readily  see  why  this  may  be  advisable.  The 
reading  scale  is  graduated  in  1-10  in.  and  the  average  observer 
will  read  to  the  nearest  1-10  in.;  therefore  with  a  2  in.  head  of 
water,  there  might  be  an  error  with  one  reading  of  2.2  per  cent. 
Also  there  seems  to  be  considerable  vibration  to  the  water  menis- 
cus so  that  it  is  difficult  to  read  to  less  than  1-10  in. 

To  accept  a  2-iii.  minimum  would  as  a  general  rule  eliminate 
the  use  of  the  pitot  tube  for  measuring  natural  gas  in  a  great 
many  cases,  for  of  the  many  hundreds  of  readings  I  have  taken 
during  the  past  13  years,  in  the  natural  gas  field  on  lines  from 
wells  to  mains  and  mains  to  stations  the  velocities  which  gave  2 
in.  or  more  of  water  were  the  exception. 

The  form  of  instrument  used  was  a  traversing  dynan)ic  tube 
made  of  1.4-in.  brass  pipe,  a  stationary  static  tube  of  the  same 
size  and  material  and  the  form  of  manometer  brought  out  by 
Prof.  S.  W.  Robinson.  With  this  form  of  apparatus  and  using 
alcohol  in  the  manometer  there  is  no  difficulty  in  reading  to 
1-100  in.  which,  with  a  velocity  head  of  only  V^  in.  and  an  error  in 
reading  of  1-100  in.,  would  mean  an  error  in  the  quantity  of  gas 
flowing  of  only  1.4  per  cent  and  this  probable  error  is  reduced 
by  taking  many  independent  readings. 

The  greatest  advantage  of  the  pitot  tube  in  the  measurement  of 
natural  gas  is  its  great  simplicity  and  ease  of  application.  Sev- 
eral determinations  can  be  made  during  the  same  day  on  different 
lines  in  the  same  field  in  that  it  should  not  take  more  than  one 
hour  to  connect  the  instrument  to  the  line  after  the  gas  pressure 
has  been  reduced  to  20  lb.  or  less. 

The  Author.  In  referring  to  the  preliminary  work  necessary 
to  establish  the  coefficient  of  the  pitot  tube  Mr.  Bacon  doubtless 
had  in  mind  the  form  of  tube  intended  to  be  used  within  an 
ordinary  pipe.    In  this  form  the  pitot  tube  is  more  of  a  portable 
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instrument  than  one  adapted  for  permanent  installation,  and 
should  not  be  compared  to  the  venturi  meter.  For  such  compari- 
son the  form  of  tube  described  in  Par.  22  nmst  be  chosen,  inas- 
much as  its  field  of  usefulness  is  the  same  as  that  of  the  venturi 
meter.  The  total  amount  of  preliminary  work  necessary  with 
this  type  of  tube  is  merely  its  calibration  against  a  standard  tube 
or  other  accurate  measuring  device  and  involves  from  one  to  four 
hours'  time,  which  seems  to  the  author  to  be  about  as  little  as 
one  could  expect  to  be  spent  upon  any  instrument  of  the  im- 
portance of  those  considered.  Much  labor  and  painstaking  care 
were  applied  to  the  derivation  of  the  coefficients  of  the  standard 
tubes  mentioned  in  Par.  23,  but  these  coefficients  having  once 
been  determined,  it  is  a  simple  process  to  ascertain  from  them 
the  coefficients  of  the  other  tubes  calibrated  against  them.  The 
standard  tubes  are  preserved  in  a  testing  station  used  solely 
for  the  calibration  of  other  tubes  and  are  in  service  only  during 
the  progress  of  such  calibration  work. 

The  computation  of  the  quantity  of  gas  passing  through  pitot 
tubes  in  commercial  use  is  extremely  simple.  From  a  book  of 
tabulated  values  of  ^  h  {p  -\-  14.4)  corresponding  to  all  values 
of  h  from  0  to  28  in.  of  water,  by  tenths,  and  of  p  from  0  to 
500  lb.  gage,  by  pounds,  the  value  of  V  A  (^  -|- 14.4)  correspond- 
ing to  observed  readings  of  h  and  p  is  read  off  and  written  on 
a  form  every  15  minutes.  At  the  end  of  the  day  these  "  exten- 
sions "  or  values  of  V  hP  are  added  and  the  sum  multiplied  by 
the  quarter-hour  coefficient  of  the  tube  used,  giving  the 
total  quantity  of  gas  passed.  The  method  of  computation  of 
venturi  meter  observations  as  outlined  by  Mr.  Bacon  does 
simplify  the  use  of  the  formula  of  Par.  12,  but  can 
hardly  be  said  to  be  as  simple  as  the  pitot  tube  computation, 

as   it  would   require   first,   the  computation   of  -p-    from   the 

observations  of  P^  and  P^  —  P.^.  Then  the  corresponding  value 
of  the  radical  must  be  obtained  from  the  chart.  This  value  must 
then  be  multiplied  by  the  value  of  P^  and  also  by  a  constant, 
depending  uppn  the  particular  venturi  instrument  used  and  the 
remaining  factors  in  the  formula.  This  computation  could  all 
be  reduced  to  much  simpler  form,  however,  if  tables  were  com- 
puted giving  the  values  of  -j-    f<»i"  :'"  jx^ssible  combinations  of 
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/'i  and  P..  Such  tables  would  then  be  applicable  to  all  venturi 
meters  with  the  same  ratio  of  entrance  area  to  throat  area. 

The  cost  of  measuring  gas  by  pitot  tube  as  influenced  by  the 
drop  in  pressure  can  be  made  small  by  properly  designing  the 
station.  In  the  case  assumed  by  Professor  Thomas,  the  pressure 
drop  of  '28  in.  or  about  1  lb.  would  be  equivalent  to  1.2  hp-hr. 
per  100,000  cu.  ft.  per  hr.,  assuming  the  gas  to  be  pumped  from 
80  to  850  lb.  gage  pressure.  By  using  a  G-in.  tube  instead  of  a 
o-in.,  the  drop  in  pressure  Mould  be  reduced  about  50  per  cent, 
measuring  the  same  quantity  of  gas,  and  the  cost  would  thus 
be  cut  in  half. 

It  is  true  that  if  pitot  tubes  should  be  filled  with  deposit 
their  coefficients,  which  vary  as  d'\  would  be  seriously  affected. 
As  a  matter  of  fact,  however,  such  deposits  do  not  form,  due  to 
the  high  velocity  of  the  gas  in  the  polished  tube.  Sometimes 
the  tips  will  become  clogged  Avith  dirt,  but  this  instantly  becomes 
apparent  on  the  gages  and  the  tips  can  then  be  "  blown  out " 
or  removed  from  the  tubes  and  cleaned. 

All  pitot  tube  stations  should  be  installed  with  provision  for 
inserting  a  portable  standard  tube  for  calibrating  the  permanent 
tubes.  It  is  then  a  simple  matter  to  standardize  all  the  tubes 
in  a  station  as  frequently  as  is  necessary. 

The  coefficients  of  the  tubes  referred  to  in  Par.  28  were  deter- 
mined in  the  same  manner  as  those  described  by  Professor  Hitch- 
cock and  the  author  is  unable  to  understand  the  variation  in  the 
values  of  E  as  shown  by  him.  Even  though  the  tip  were  assumed 
to  be  so  large  as  to  fill  the  pipe  it  would  not  mean  that  E  would 
fall  to  zero,  for  while  Q  would  then  be  zero,  h  would  also  be  zero, 
and  E  could  remain  constant. 

The  limits  mentioned  in  Par.  33  apply  only  to  installations 
of  the  type  described,  and  are  a  result  of  the  simple  form  of 
U-gage  scale  usually  used  with  such  permanent  stations.  When 
a  properly  designed  scale  is  used  for  the  accurate  reading  of 
small  differential  pressures,  the  range  of  the  pitot  tube  is  in- 
crea.sed  to  give  accurate  measurements  over  extremely  wide  limits, 
for  the  fundamental  principle  of  the  tube  itself  holds  good  ir- 
respective of  the  velocity,  and  the  question  resolves  itself  into 
one  of  the  accurate  measurement  of  small  differences  in  pressure. 
This  is  especially  true  in  portable  tubes  or  tips.  The  author 
makes  use  of  such  a  form  in  field  work,  CvSpecially  in  the  measure- 
ment of  the  capacity  of  wells  feeding  into  main  lines,  and  obtains 
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very  accurate  restilts  with  small  differentials  by  using  an  inclined 
U-gage. 

Where  trouble  is  experienced  from  vibration  of  the  water 
meniscus,  it  can  be  overcome  by  inserting  in  each  of  the  pressure 
lines  a  diaphragm  with  a  hole  in  it  about  1/32  in.  in  diameter. 
If  the  installation  is  permanent  the  same  object  may  be  attained 
l)y  inserting  in  each  of  the  pressure  lines  a  joint  of  6-in.  pipe, 
capped  on  both  ends,  for  acting  as  a  reservoir  or  cushion  to 
dampen  the  vibrations  and  give  a  true  average  of  the  pressures. 


No.  1377 

AXIOMS  CONCERNING  MANUFACTURING 

COSTS 

By  Henry  R.  Towne,  New  York 

Member  of  the  Society 

Three  factors  enter  into  the  cost  of  each  and  every  article  of 
manufacture;  namely,  materials,  labor  and  expenses.  These  con- 
stitute a  tripod,  a  three-legged  stool,  which  cannot  stand  if  one  of 
these  legs  be  omitted.  They  may,  and  do,  vary  in  dimension,  but 
all  three  are  invariably  present,  and  a  "cost"  which  omits  any  one 
of  them  is  incomplete  and  fallacious.    The  formula  is 

L+M+E  =  C 
in  which  L  represents  labor,  M  materials,  E  expenses  and  C  cost.  In 
this  primary  division  the  item  "labor"  includes  all  labor  entering 
directly  into  the  product,  the  item  "material"  all  material  entering 
directly  into  the  product,  and  the  item  "expenses"  (often  called 
overhead  charges,  or  simply  overheads)  all  other  labor,  material  and 
expenditures  of  every  kind  whatsoever. 

Axiom  1     Every  cost  includes  three  fundamental  factors:  labor, 
material,  expenses. 
2     In  most  cases,  however,  the  expenses,  or  overheads,  divide 
naturally  into  two  groups: 

a  Manufacturing  expenses,  those  incident  to  the  operation  of 
the  factory  or  mill;  that  is,  those  incurred  in  utilizing 
productive  labor  and  material,  and  in  bringing  the  pro- 
duct up  to  the  point  where  it  is  ready  to  be  sold. 
6  Commercial  expenses,   those  incident  to  the  commercial 
department  of  the   business,   including  administration, 
salesmen,  advertising,  ofl&ce  expenses,  etc.;  that  is,  those 
incurred  in  distributing  and  selling  the  finished  product. 
It  is  highly  expedient  that  these  two  should  be  segregated,  so  that 
each  may  be  studied  separately. 
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Axiom  2     The  expense  factor  should  be  split  into  two  parts: 
manujacturing,  comviercial. 

3  Letting  the  symbol  Me  represent  the  former,  and  the  symbol 
Ce  the  latter, 

L+M+Me+Ce  =  C 
But  a  more  convenient  and  indicative  form  of  presenting  these  ele- 
mentary facts,  one  which  the  writer  has  used  for  many  years,  is  the 
following : 

L  =  productive  labor 

M  =  productive  material 

PC  =  prime  cost 

Afe  =  manufacturing  expenses 

SC  =  shop  cost 

Ce  =  commercial  expenses 

AC  =  actiLal  cost 

4  If  preferred,  the  foregoing  facts  may  be  expressed  by  the  fol- 
lowing formulae: 

L  -\-M  =PC  or  prime  cost 
PC-\-Me  =  SC  or  shop  cost 
SC-j-Ce  =AC  OT  actual  cost 

Axiom  S    A  manufacturing  cost  has  three  phases:  prime  cost, 
shop  cost,  actual  cost. 

5  On  the  appreciation  and  intelligent  use  of  these  facts  hang  all 
the  laws  of  good  business  and  the  profits,  for  no  business  can  long 
be  operated  successfully  without  a  correct  knowledge  of  costs,  nor 
can  that  be  had  without  a  clear  grasp  of  fundamental  principles. 
The  competitor  most  to  be  feared,  while  he  lasts,  is  one  who  does 
not  know  his  costs,  nor  understand  how  to  obtain  them. 

Axiom  4  Accurate  cost  information  is  vital  to  good  manage- 
ment. 
e  Simple  as  are  these  elementary  principles,  their  correct  ap- 
plication in  each  given  case  is  difficult,  and  calls  for  great  care  and 
intelligence.  To  draw  correctly  the  line  between  productive  and 
non-productive  labor  and  material,  through  each  of  the  successive 
stages  of  a  productive  industry,  requires  the  combined  skill  of  the 
expert  manufacturer  and  the  expert  industrial  accountant;  the 
former  knowing  accurately  all  the  details  of  the  manufacturing  or 
productive  processes,  and  the  latter  knowing  equally  the  proper 
methods  of  combining  and  using  the  recorded  facts  to  yield  the 
desired   information.      For   example,    what   constitutes   productive 
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labor?  In  the  rase  of  a  machinist  operating  a  lathe,  clearly  it  in- 
cludes his  wages  while  his  lathe  is  turning  out  product  and  also 
while  it  is  standing  still  during  the  time  he  is  dressing  the  tool  to  do 
the  work  prop(>rly.  But  if  the  tool-dressing  is  done  for  him,  as  it  is 
under  good  modern  practice,  how  shall  the  time  and  wages  of  the 
tool-dresser  be  classified?  So  as  to  productive  material,  shall  the 
tool,  the  file,  the  waste,  the  oil,  which  arc  consumed  or  used  up  in 
making  the  product  be  classified  as  productive  or  as  non-productive 
material?  The  answers  to  these  questions  depend  on  the  surrounding 
facts  in  each  case,  and  are  as  varied  as  the  cases  are  infinite  in  num- 
ber and  variety.  The  writer  is  not  attempting  here  to  answer  such 
questions,  but  merely  to  point  out  and  emphasize  underlying  prin- 
ciples. This  much  is  clear,  that  every  individual  item  of  expenditure, 
large  and  small,  must  ultimately  classify  under  one  of  the  three 
great  heads  above  referred  to,  labor,  materials  or  expenses,  and  that 
profit,  or  loss,  is  the  difference  between  actual  cost  and  the  net  price 
realized. 

Axiom  5    Accurate  costs  imply  the  correct  classification  of  every 
expenditure. 

7  The  distribution  of  actual  costs  among  these  heads,  or,  prefer- 
ably, into  the  four  groups  or  divisions  indicated  above,  varies  widely 
in  different  industries  and  with  different  products.  This  is  illus- 
trated by  the  following  table,  relating  to  four  distinct  lines  of  act- 
ual product,  in  which  the  several  elements  have  been  reduced  to 
terms  of  the  actual  cost  of  the  product  when  finished  and  sold. 

Nos.       12  3  4 

L  =  productive  labor 28  17  29  19 

M  =  productive  material 38  33  25  37 

PC  =  prime  cost 66  50  54  56 

Me  =  manufacturing  expenses  .24  20  28  22 

SC  =  shopcost ~90  70  82  78 

Ce  =  commercial  expenses 10  30  18  22 

AC  =  aclual  cost 100  100  100  100 

Total  expenses  (that  is,  Me+Ce)  =     34  50  46  44 

8  The  figures  in  the  above  table  illustrate  the  hopeless  state  of 
mind  of  those  manufacturers,  some  of  whom  still  survive,  who  delude 
themselves  by  the  belief  that  the  sum  of  labor  and  materials  (prime 
cost)  represents  the  actual  cost  of  the  product,  and  that  the  dif- 
ference between  that  and  the  selling  price  is  profit.  They  show,  on  the 
contrary,  that,  in  the  four  examples  to  which  the  figures  relate,  the 
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prime  cost  constitutes  only  from  one-half  to  two-thirds  of  the  actual 
cost,  and  that  the  expenses,  or  overheads,  incident  to  conducting 
the  business  and  marketing  the  product,  contribute  from  one-third 
to  one-half  of  the  total  or  actual  cost.  It  seems  probable  that,  if  the 
facts  concerning  all  manufacturing  industries  could  be  ascertained 
and  averaged,  the  "three-legged  stool"  would  be  found  to  stand 
nearly  level,  its  three  legs  being  approximately  of  equal  length, 
although  differing  widely  in  individual  cases. 

9  All  cost  accounting  should  aim  to  segregate  charges  wherever 
this  can  be  done  accurately.  Thus  the  major  part  of  the  items 
constituting  productive  labor  and  material  can  and  should  be 
charged  directly  to  their  respective  accounts,  L  and  M. 

Axiom  6    Every  productive  expenditure  should  be  charged  di- 
rectly to  its  proper  account. 

10  All  other  items,  however,  which  cannot  be  so  segregated  must 
be  aggregated  into  one  or  several  groups  and  their  total  apportioned 
among  the  proper  accounts  on  some  carefully  determined  but  neces- 
sarily arbitrary  basis. 

Axiom  7    All  non-productive  expenditures  should  be  properly 
grouped  for  final  distribution. 

11  Manufacturing  expenses  may  be  apportioned  as  a  ratio  or 
percentage  of  labor  L,  of  material  M,  or  of  labor  and  material  L-\-M. 
The  usual  bases  are  either  L  or  L-\-M.  The  writer  believes  that  in 
most  cases  the  closest  conformity  to  actual  facts  will  be  attained  by 
distributing  manufacturing  expenses  in  the  ratio  of  productive  labor, 
hand  and  machine,  because  usually  the  volume  of  indirect  expenses 
of  works  operation  will  be  far  more  influenced  by  the  pay-roll,  that 
is,  by  the  number  and  kinds  of  employees,  than  by  the  materials 
bill,  that  is,  the  amount  paid  for  the  material  of  production.  More- 
over, the  former  is  relatively  stable,  while  the  latter  fluctuates  with 
market  changes.  Therefore  it  is  advisable  that  Me  should  be  a 
function  of  L,  that  manufacturing  expenses  should  be  apportioned 
as  a  percentage  of  productive  labor,  although  in  some  cases  they 
may  properly  be  apportioned  per  machine,  or  per  unit  of  floor  space. 

Axiom  8     The  normal  basis  for  distributing  manufacturing 
expenses  is  productive  labor. 

12  Commercial  expenses  may  also  be  apportioned  as  a  percentage 
of  L,  of  M,  or  of  L-\-M,  and  frequently  are,  but  more  properly  they 
should  be  apportioned  on  the  basis  of  shop  costs,  L-\-M-\-Me.  The 
reasons  for  this  are  conclusive.    Production  and  selling  are  two  sepa- 
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rate  and  distinct  processes.  The  former  brings  the  product  to  the 
point  where  it  is  completed  and  ready  for  sale;  the  latter  then  takes 
it  over  and  effects  the  sale.  The  expenses  incurred  in  each  process 
are  for  its  use  only,  and  have  no  natural  relation  to  the  needs  and 
uses  of  the  other.  To  illustrate  this,  take  the  case  of  a  manufacturer 
of  cotton  cloth  who  sells  his  entire  product  through  a  commission 
house  or  broker.  Clearly  his  whole  commercial  expense  account  is 
covered  by  the  cormnission  he  pays  to  his  selling  agent,  and  this 
bears  a  definite  ratio  to  his  shop  cost,  that  is,  to  the  cost  of  his  product 
ready  for  sale.  Now,  take  the  case  of  another  manufacturer  of  cotton 
cloth,  who  maintains  his  own  selling  organization  and  through  it 
distributes  his  product.  Clearly  his  commercial  expenses  ofifset  the 
commission  paid  by  his  competitor,  and  equally  bear  a  definite  ratio 
to  his  shop  cost.  Both  are  most  accurately  stated  and  apportioned 
as  a  percentage  of  the  shop  cost,  the  cost  of  the  product  ready  for 
sale.  Therefore  commercial  expenses  Ce  should  be  distributed  as 
a  percentage  of  shop  cost,  L-\-M-\-Me. 

Axiom  9     The  normal  basis  for  distributing  commercial  expenses 
is  shop  cost, 

13  When  the  product  is  simple  and  homogeneous,  for  example, 
such  as  pig  iron  or  cotton  cloth,  one  account  may  suffice  for  all  manu- 
facturing expenses  and  one  other  for  all  commercial  epcpenses,  but 
when  it  is  diverse  or  complex  each  of  these  should  be  subdivided  into 
one  for  each  department  or  for  each  distinct  class  of  product.  In 
efifect  such  a  business  is  an  aggregate  of  several  businesses,  some  of 
which  may  3deld  better  results  than  others,  or  may  fluctuate  more 
widely,  and  a  proper  accounting  system  should  show  the  results  of 
each  subdivision  or  department  separately,  as  well  as  the  combined 
result  of  all.  Hence  arises  in  many  cases  great  complexity  in  cost 
accounting,  and  corresponding  need  and  opportunity  for  the  skilled 
industrial  accountant. 

Axiom  10    An  accounting  system  should  show  results  both  by 
departments  and  by  totals. 

14  In  some  cases  the  entire  product  consists  of  a  single  staple 
article,  or  group  of  articles,  for  which  there  is  a  constant  demand 
and,  at  some  price,  a  sure  sale,  such  as  pig  iron,  window  glass,  cotton 
cloth,  etc.  In  other  cases  the  product  must  conform  to  the  spec- 
ifications of  the  customer,  and  therefore  cannot  be  made  up  in 
advance  of  orders,  as  in  shipbuilding,  carbuilding  and^the  con- 
struction of  buildings.     The  former  is  commonly  designated  as  a 
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stock    product,    and  the  latter  as  contract  work.     The  difference 
between  these  may  be  expressed  as  follows,  viz.: 

A  stock  product  is  one  which  is  made  first  and  sold  afterwards. 
A  contract  product  is  one  which  is  sold  first  and  made  after- 
wards. 
Cost  accounting  is  usually  more  complex  and  difficult  in  the  case  of 
contract  work  than  in  that  of  a  staple  or  stock  product. 

Axiom  11  A  contract  product  may  require  a  more  complex 
accounting  system  than  a  stock  product  for  the  accurate 
determination  of  costs. 

15  The  expenses  of  general  administration  overlap  the  manu- 
facturing and  the  commercial  divisions  of  an  industrial  business. 
Many  items  can  and  should  be  definitely  charged  to  one  or  the  other. 
Others  may  arbitrarily  be  apportioned  between  them ;  as,  for  example, 
the  salarj^  of  an  official  who  devotes  say  70  per  cent  of  his  time  to  one 
and  30  per  cent  to  the  other.  All  others  must  be  aggregated  into 
groups  for  distribution  by  the  methods  adopted,  as  above,  for  dis- 
tributing such  expenses;  as,  for  example,  by  percentages  of  produc- 
tive labor  or  of  shop  costs.  Expenditures  of  this  kind  are  infinite  in 
size,  kind  and  number,  and  call  for  great  skill  and  good  judgment  in 
their  classification,  which  should  be  determined  in  advance  by  a 
clearly  defined  code,  not  left  for  haphazard  decision  by  subordinates. 
Such  a  code,  based  on  intimate  knowledge  of  the  business,  on  a  clear 
perception  of  the  information  the  code  is  designed  to  yield,  and 
on  sound  accounting  principles,  is  an  indispensable  prerequisite  to 
the  accurate  determination  of  costs,  and  equally  to  the  intelligent 
conduct  of  any  manufacturing  business. 

Axiom  12  An  accounting  system  should  be  embodied  in  a  code 
of  instructions,  for  the  guidance  of  those  responsible  for  its 
operation. 

16  For  best  convenience  a  code  should  provide  symbols  to 
represent  the  various  accounts  and  their  many  combinations.  For 
this  purpose  the  writer  for  many  years  has  used  a  system  of  letters 
and  numbers  which  possesses  great  convenience.  Letters  are  used 
to  designate  important  departments  and  accounts,  the  significance 
of  each  letter  depending  on  its  place,  as  in  decimal  notation,  in  the 
symbol.  Thus,  the  first  letter  may  indicate  a  department,  the  second 
a  subdivision  of  it,  and  the  third  a  room  or  smaller  unit.  Stated 
numbers  are  used  to  indicate  accounts  relating  to  expenses  of  the 
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various  kinds  or  groups.    Such  a  symbol  is  shown  by  the  following 
example,  viz.: 

BAC  10 
in  which  B  represents  the  department,  or  the  class  of  product, 
against  which  the  item  is  to  be  charged;  A  the  shop  in  which  the 
work  is  done;  C  the  job,  or  machine,  by  which  it  is  done;  and  10  the 
kind  of  expense  to  which  the  charge  relates,  such  as  repairs  of  the 
machine,  foreman's  wages,  etc.  These  symbols,  and  an  explanation 
of  their  meaning  and  use  are  printed  in  a  small  book  of  pocket  size, 
copies  of  which  are  furnished  to  all  concerned.  In  this  way  a  correct 
classification  of  every  charge  is  made  at  the  time  of  original  entry, 
after  which  tabulation  and  aggregation  of  original  charges  follow 
automatically  in  accordance  with  the  predetermined  plan. 

Axiom  IS  Symbols  are  better  than  titles  for  recording  charges  in 
an  extensive  accounting  system. 
17  In  any  business  certain  expenses  or  losses  occur  from  time  to 
time  which  are  unusual  or  abnormal.  These  may  be  termed  "extra- 
ordinary expenses,"  and  require  special  consideration.  As  examples 
of  these  may  be  cited  a  serious  loss  by  fire,  a  curtailment  of  product 
by  a  strike,  an  abnormal  loss  through  bad  debts,  an  increase  or  de- 
crease in  value  of  land,  etc.  The  loss,  or  profit,  thus  arising  must 
of  course  be  covered  into  the  treasury,  but  this  may  better  be  done 
through  a  debit  or  credit  to  the  surplus  account  than  through  a 
charge  to  the  profit  and  loss  account  of  the  current  year,  for 
the  latter  plan  would  distort  the  statistical  record  of  the  year  by 
including  in  it  items  not  common  to  normal  years.  The  best  plan  is 
to  charge  to  the  account  of  each  year  only  the  items  which  are  normal, 
and  to  charge  those  which  are  abnormal  to  the  surplus  account.  The 
proper  purpose  of  the  annual  account  is  twofold,  (a)  to  show  the 
results  of  the  year's  operations,  and  (6)  to  contrast  these  results  with 
those  of  preceding  and  succeeding  years.  On  the  other  hand,  all 
extraordinary  gains  or  losses  must  be  accounted  for,  and  this  may 
best  be  done  through  the  surplus  account.  In  this  way  both  pur- 
poses are  accomplished. 

Axiom  IJf  Extraordinary  gains  or  losses,  in  order  not  to  distort 
the  statistical  value  of  the  annual  profit  and  loss  record, 
should  be  covered  into  the  surplus  account  between  the  closing 
of  the  books  for  the  old  year  and  the  opening  of  the  books  for 
the  new  year. 
18    Interest  on  borrowed  capital  is  a  distribution  of  profits,  not 
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an  expense,  although  often  erroneously  treated  as  the  latter.  To 
illustrate  this  suppose  the  case  of  two  manufacturers,  A  and  B, 
each  having  $200,000  invested  in  his  business  and  each  realizing  10 
per  cent,  or  $20,000,  net  profit  available  for  dividends  on  a  year's 
business,  all  of  A's  capital  being  contributed  in  cash,  while  B  has 
only  $100,000  of  cash  capital,  and  another  $100,000  of  borrowed 
capital,  on  which  he  pays  5  per  cent  interest.  At  the  close  of  the  year 
A  is  in  position  to  pay  $20,000  in  dividends  to  his  stockholders,  a  10 
per  cent  return  on  their  investment,  but  5,  after  paying  $5000  as 
interest,  is  in  position  to  pay  $15,000  in  dividends  to  his  stockholders, 
a  15  per  cent  return  on  their  investment.  Evidently  the  actual 
profits  from  the  operations  of-  the  year  are  the  same  in  each  case, 
only  the  ownership  of  the  capital  invested  and  the  distribution  of 
the  profits  being  different.  The  accounting  system  should  show  the 
actual  profit  realized,  regardless  of  its  distribution  to  the  owners 
of  the  capital  invested  in  the  business.  On  the  other  hand  it  is 
expedient  that  interest  on  temporary  loans,  and  on  time  purchases 
if  availed  of,  rebates  and  discounts  of  customers'  notes,  should  be 
treated  as  current  expenses,  normal  to  the  conduct  of  the  business. 
In  like  manner  discounts  earned  by  cash  pa^inents  should  be  treated 
collectively  as  part  of  the  current  earnings  of  the  year,  or  else  be  cov- 
ered into  the  net  costs  of  purchases. 

Axiom  15  Interest  on  borrowed  capital  should  not  he  treated  as 
an  operating  expense,  hut  should  he  charged  direct  to  the 
profit  and  loss  account  of  the  year. 
19  Interest  on  all  capital  invested  in  a  business  may  or  may  not 
be  deducted  before  stating  the  final  profits  of  the  year.  Here  no 
principle  is  involved,  but  merely  convention  or  individual  preference. 
Usage,  however,  has  practically  determined  that  it  shall  not  be  de- 
ducted; that  the  final,  or  net,  profit  should  indicate  the  return  on 
capital,  the  amount  which  capital  has  earned.  Stated  thus  it  can 
readily  be  compared  with  what  the  same  capital  would  earn  if  in- 
vested otherwise;  as,  for  example,  in  government  or  railroad  bonds, 
in  mortgages,  etc.  If  interest  is  deducted  at  all,  as  is  done,  for  ex- 
ample, under  some  profit-sharing  plans  before  allotting  anything  to 
the  beneficiaries  of  the  plan,  it  should  be  computed  on  the  total 
capital  invested  in  the  business,  including  therein  the  surplus  ac- 
count; that  is,  surplus  profits  of  previous  years  retained  in  the  busi- 
ness and  invested  in  plant  or  merchandise. 

Axiom  16    Final  profits  properly  signify  the  amount  earned  hy 
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the  capital  invested.  If  interest  on  capital  is  deducted  this 
fact  should  be  stated,  and  interest  should  be  computed  on 
the  total  capital  employed. 

20  Where  a  business  is  divided  into  several  or  many  departments 
it  is  very  desirable  that  the  accounting  system  should  show  the 
profits  or  earnings  of  each  of  them  separately,  and  this  is  usually 
feasible,  except  as  to  annual  depreciations  and  as  to  interest  charges. 
In  some  cases  either  or  both  of  these  items  can  accurately  be  dis- 
tributed among  the  several  departments,  and  if  so,  they  should  be 
so  treated.  Where  they  cannot  be  so  distributed  they  should  be 
deducted  in  a  lump  from  the  sum  of  departmental  profits,  and  in 
this  case  it  becomes  convenient  to  adopt  terms  to  designate  clearly 
the  profit  account  at  its  various  stages.  For  this  purpose  the  writer 
has  found  the  following  terms  satisfactory: 

Gross  profits:   the  aggregate  profits  of  all  departments,  prior 

to  deducting  depreciations  and  interest. 
Net  earnings:   the  gross  profits  after  deducting  depreciations. 
Net   profits:    the   net   earnings  after  deducting  interest  on 

borrowed  capital. 

21  In  comparing  the  results  realized  in  two  or  more  comparable 
concerns  or  businesses  it  is  essential  to  contrast  profits  at  the  same 
stage  in  each  case,  and  to  employ  terms  which  are  mutually  under- 
stood as  to  their  precise  meanings.  No  standard  as  to  these  terms 
has  yet  been  established.  The  proper  basis  of  comparison  usually  is 
that  indicated  above  by  the  term  net  earnings,  which  eliminates  the 
variations  due  to  the  employment  or  non-employment  of  borrowed 
capital. 

Axiom  17  Terms  used  to  designate  profits  should  indicate 
clearly  the  stage  of  profits  to  which  they  refer,  and  should 
be  mutually  understood. 

22  Inventory  valuations  are  an  important  factor  in  determining 
profits.  Usually  an  actual  inventory  is  taken  only  once  a  year. 
The  merchandise  inventory  includes  raw  materials,  stock  in  process, 
finished  goods,  and  general  supplies.  A  standard  basis  of  valuation 
for  each  of  these  groups  should  be  adopted  and  maintained  from 
year  to  year.  Raw  materials,  such  as  pig  iron,  raw  sugar,  baled 
cotton,  ingot  copper,  etc.,  are  often  subject  to  wide  fluctuations  in 
market  values  or  costs,  and  the  question  thus  arises  as  to  the  proper 
inventory  valuation  of  them,  whether  at  cost,  at  market  value  at 
date  of  inventory,  or  on  some  arbitrary  basis.    If  the  effect  of  such 
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fluctuations  is  negligible,  that  is,  is  small  in  ratio  to  the  annual  total 
of  the  account,  either  of  the  first  two  methods  above  stated  may  be 
used.  If  the  fluctuations  are  large,  however,  either  in  range  or  in 
their  effect  on  the  annual  total,  that  is,  if  they  materially  influence 
the  profit  and  loss  account  of  the  year,  some  arbitrary  plan  of  ac- 
counting for  them  should  be  adopted.  In  devising  this,  the  two- 
fold purpose  of  the  annual  account,  the  operative  and  the  statistical, 
should  be  kept  in  view.  If  the  effect  of  the  fluctuations  is  moderate 
in  its  ratio  to  the  annual  account  a  sound  method  consists  in  taking 
the  mean,  either  of  market  prices  or  of  actual  purchase  prices  for 
say  three  or  five  years,  as  the  basis  for  inventory  valuations,  and 
also  for  use  in  the  compilation  of  costs,  thus  conforming  to  the 
average  trend  of  market  values  but  avoiding  frequent  and  tem- 
porary changes.  If,  however,  the  effect  of  these  fluctuations  is 
serious  or  vital  in  determining  the  results  of  the  business,  a  new 
factor  is  brought  into  the  accounting  problem,  namely  that  of  trading 
or  speculating  on  the  market.  In  the  case  of  a  sugar  refinery  or  a 
cotton  mill,  for  example,  large  profits  or  losses  may  result  from 
market  changes  in  the  price  of  raw  sugar  or  of  baled  cotton,  or  from 
the  operations  of  the  purchasing  department.  Obviously  such  gains 
and  losses  are  totally  unrelated  to  the  economy  and  efficiency  of 
the  productive  department,  and  to  include  them  in  its  accounting 
might  so  distort  it  as  to  destroy  its  usefulness  and  its  statistical 
value.  In  such  cases  a  separate  trading  account  should  be  estabUshed, 
through  which  to  ascertain  the  profit  or  loss  of  the  year  in  operating 
on  the  market  for  the  raw  material,  the  latter  being  charged  to  the 
manufacturing  department  at  a  constant  price,  conformed  from 
time  to  time  to  average  market  conditions,  this  price  being  used  also 
for  inventory  and  cost  purposes.  In  other  words,  the  results  of 
speculation  on  the  market,  however  legitimate  or  necessary,  should 
be  segregated  from  the  results  of  the  normal  operations  of  the  plant. 
Axiom  18  Speculative  profits  and  losses  should  he  segregated 
from  those  due  to  the  normal  operations  of  a  business. 
23  The  inventory  valuation  of  stock  in  process,  that  is,  of  stock 
in  a  partly  manufactured  condition,  should  be  such  as  to  cover  the 
prime  cost  of  the  material,  and  of  the  productive  labor  already  ex- 
pended upon  it,  plus  a  ratable  charge  for  manufacturing  expenses. 
The  inventory  valuation  of  finished  stock,  that  is,  of  stock  completed 
ready  for  sale,  should  be  on  the  basis  of  shop  cost,  not  of  actual 
cost,  because  the  latter  includes  the  cost  of  selling,  and  this  has  not  yet 
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been  incurred.  An  apparent  paradox,  not,  however,  real,  created  is  when 
the  cost  of  a  product  is  substantially  reduced,  because  thereby  the 
inventory  value,  and  therefore  the  profit  of  the  year,  is  reduced.  If 
the  inventory  value  at  the  beginning  of  the  year  were  $1000,  and  if 
during  the  year  the  cost  were  reduced  10  per  cent,  obviously,  if  the 
quantity  on  hand  at  the  close  of  the  year  were  the  same,  the  in- 
ventory value  would  be  $900,  thus  showing  a  shrinkage  of  $100.  In 
the  following  year,  however,  this  apparent  loss  would  be  converted 
into  an  actual  profit. 

Axiom  19  A  reduction  in  cost  implies  a  corresponding  reduc- 
tion in  inventory. 

24  The  annual  inventory  may  properly  include  as  assets  certain 
items  previously  classified  as  expenses.  One  example  of  this  kind  is 
the  premium  on  unexpired  insurance.  Another  is  the  cost  of  a  trade 
catalogue  intended  to  serve  say  for  five  years.  To  charge  the  whole 
of  important  expenditures  of  this  kind  into  the  current  expense  ac- 
count of  the  year  in  which  they  are  incurred  would  tend  to  distort 
its  statistical  accuracy,  and  hence  would  be  bad  accounting.  The 
proper  treatment  of  such  expenses  is  to  determine  the  period  they 
apply  to,  and  to  charge  off  a  proportionate  part  in  each  month  or 
3^»'ar  during  that  period,  carrying  the  remainder  in  the  inventory. 

Axiom  20  Expenditures  in  one  year  which  cover  the  require- 
ments of  several  years  should  he  distributed  over  the  years 
to  which  they  fairly  apply. 

25  The  inventory  valuation  of  all  property  other  than  merchan- 
dise should  be  on  the  basis  of  its  fair  value  in  the  business  as  that 
of  a  going  concern,  which  usually  is  the  cost  to  replace,  with  due 
allowance  for  wear  and  tear.  An  annual  inventory  of  all  property, 
by  actual  enumeration  and  count,  is  indispensable  to  the  proper 
conduct  of  an}^  manufacturing  business,  and  in  some  cases  more 
frequent  inventories  of  the  merchandise  stock  are  expedient.  With- 
out such  annual  inventories  no  determination  of  annual  results  is 
reliable  or  of  much  value. 

Axiom  21  An  annual  inventory  of  all  property  is  indispensable 
to  accurate  knowledge  and  to  good  management. 
2G  The  question  of  depreciation  of  fixed  property  enters  into  all 
industrial  accounting,  and  should  be  treated  in  connection  with 
the  inventory.  In  this,  as  in  all  discretionary  matters  of  accounting, 
the  aim  should  be  to  find  and  follow  the  median  line,  the  mean  be- 
tween ultra-conservatism  and  radicalism.     All   fixed  property,  ex- 
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cepting  land,  depreciates  and  tends  to  become  obsolete.  Normal 
repairs  and  maintenance  should  of  course  be  charged  to  current 
operating  expenses,  not  added  to  cost  or  value,  and  these  should 
fairly  be  considered  in  fixing  the  ratio  of  depreciation.  Where  a 
building  or  a  machine  is  maintained  in  perfect  condition  obviously 
it  depreciates  more  slowly  than  one  which  is  neglected.  A  building 
may  be  so  maintained  as  to  depreciate  little  or  not  at  all.  The 
proper  rate  of  depreciation  for  each  class  or  kind  of  fixed  property  is 
a  matter  of  good  judgment,  for  which  no  rules  can  be  laid  down.  It 
may  be  as  low  as  1  per  cent  per  annum,  and  in  exceptional  cases 
may  be  as  high  as  20  per  cent.  Usually  it  ranges  from  23^  to  10  per 
cent.  When  profits  are  abnormally  large  the  allowance  for  deprecia- 
tion may  ^visely  be  larger  than  when  they  are  merely  normal,  but  the 
normal  allowance  should  be  made  even  when  no  profit  is  realized. 
Under  average  conditions  it  usually  ranges  between  10  and  15  per 
cent  of  the  annual  profits.  A  revaluation  of  all  fixed  property  by 
outside  experts  or  appraisers,  at  intervals  of  five  or  ten  years,  is 
expedient  and  usually  worth  its  cost.  Abnormal  increases  or  de- 
creases in  the  value  of  such  property,  as  for  example  an  increase  in 
the  value  of  land,  or  the  loss  due  to  the  demolition  of  an  obsolete 
building,  should  be  covered  into  the  surplus  account,  not  into  the 
profit  and  loss  account  of  the  year. 

Axiom  22     Valuations  of  fixed  property  should  be  subject  to 
annual  review  and  to  fair  depreciation. 

27  Finally,  the  aim  and  object  of  every  accounting  and  cost 
system  should  be  to  afford  true  and  accurate  information  as  to  facts. 
It  is  based  on  facts;  it  should  embody  and  present  facts,  and  naught 
else.  To  exaggerate  facts  and  to  show  fictitious  profits  and  values, 
is  no  worse  than  to  depreciate  facts  and  to  conceal  true  profits  and 
values. 

Axiom  23    An  accounting  system  should  present  facts,  without 
bias  in  any  direction. 

28  Accounting,  in  its  application  to  general  business  affairs,  has 
long  been  a  highly  developed  science,  but  is  comparatively  a  new 
one  in  its  specialized  application  to  modern  industry,  with  its  vast 
and  complex  development.  The  creation  of  a  Correct  Science  of  In- 
dustrial Accounting  and  costs  should  be  the  desire  and  aim  of  all 
who  are  concerned  with  industrial  management.  To  accomplish 
this,  three  things  at  least  are  needed: 

a    A  clear  understanding  of  fundamental  principles 
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b    A  definite  terminology,  generally  understood  and  accepted 
c     A  free  interchange  of  the  data  of  practice,  whereby  the 
adoption  of  sound  principles  may  be  promoted,  the  ex- 
perience of  each  may  be  available  to  all,  the  best  meth- 
ods may  become  established,  and,  above  all,  a  standard 
system  may  ultimately  be  created. 
29    The  accomplishment  of  these  results,  by  affording  complete 
and  accurate  knowledge  of  the  essential  facts  pertaining  to  indus- 
trial efficiency,  and  to  the  costs  of  production,  will  tend  to  promote 
greatly  and  permanently  the  development  of  American  industry,  and 
to  aid  it  in  securing  its  full  share  of  the  markets  of  the  world. 

DISCUSSION 

Arthur  C.  Jackson,  I  wish  to  point  out  a  different  procedure 
from  the  one  suggested  by  the  author  in  Axiom  9.  If  the  inter- 
pretation of  the  author's  statements  and  the  arguments  I  wish  to 
present  for  consideration  can  be  accepted,  a  somewhat  different  re- 
sult than  that  which  has  in  the  past  been  generally  acknowledged 
correct  will  have  to  be  considered. 

If  in  Par.  12,  "  production  and  selling  are  two  separate  and  dis- 
tinct processes  "  (and  I  would  be  willing  to  differentiate  still 
more  decidedly  between  them  and  call  them  separate  and  distinct 
functions),  is  there  any  reason  for  distributing  commercial  ex- 
pense upon  the  bases  of  shop  costs? 

The  statement  in  Par.  11  advocating  the  elimination  of  material 
from  the  basis  of  distribution  of  non-productive  or  manufactur- 
ing expense  on  account  of  its  varying  value  should  lead  to  the 
elimination  of  this  variable  component  from  the  basis  of  distribu- 
tion of  commercial  or  selling  expenses.  This  leaves  only  two 
bases  upon  which  commercial  or  selling  expenses  may  be  dis- 
tributed, productive  labor  or  selling  prices. 

Inasmuch  as  "  producing  and  selling  are  two  separate  and  dis- 
tinct processes."  does  it  not  appear  that  the  total  selling  expense 
should  be  distributed  upon  the  basis  of  sales,  just  as  the  total 
of  all  expenditures  incident  to,  and  not  an  element  of,  the  pro- 
duction or  the  product,  are  distributed  upon  the  basis  of  pro- 
ductive labor? 

Is  it  not  often  the  case  that  the  selling  price  of  the  manu- 
factured product  remains  more  uniform  than  the  prices  of  the 
materials  entering  into  its  manufacture;   and  that  the  selling 
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price  is  much  more  affected  by  market  and  trade  conditions  than 
by  variations  in  factory  costs? 

It  is  always  the  ideal  of  the  efficient  works  manager  to  get  out 
an  ever  increasing  production  with  an  improvement  in  quality 
and  a  reducti(m  in  costs.  Likewise  it  is  the  object  of  every  sales 
manager  constantly  to  increase  the  xoluiiie  of  sales  and  the  profit 
and  ivduce  the  proportionate  selling  exi^ense. 

Is  not,  therefore,  the  total  value  of  sales  the  proper  basis  for 
the  distribution  for  commercial  or  selling  expenses?  This  is 
where  the  principle  that  an  article  can  have  but  one  cost  fails  and 
so  may  my  argument,  but  I  submit  it  for  consideration  because 
I  believe  it  to  be  convenient,  especially  where  we  have  to  compete 
in  export  markets  with  foreign  competition  at  a  lower  price. 

If  niy  method  of  determining  cost  by  basing  commercial  or 
selling  expense  upon  the  sales  instead  of  upon  the  manufacturing 
cost  could  be  accepted  and  used  it  might  result  in  less  oppression 
of  the  American  manufacturer  by  the  departments  of  justice  and 
internal  revenue  and  tariff  boards,  as  we  could  then  show  that 
goods  sold  in  export  markets  at  a  price  below  the  domestic  actu- 
ally have  a  lower  cost  than  goods  sold  in  the  domestic  markets 
at  a  higher  price. 

Augustus  Smith.  The  title  of  Mr.  Towne's  paper,  Axioms 
Concerning  Manufacturing  Costs,  does  not  at  once  suggest  the 
full  scope  of  the  paper.  We  want  to  know  the  final  or  "  actual 
cost/'  as  Mr.  Towne  puts  it,  to  know  what  to  charge  for  our 
product  as  well  as  to  analyze  and  study  all  the  various  elements 
that  go  to  build  up  the  cost  in  order  to  improve  and  make  more 
efficient  the  other  departments  of  a  business  after  the  manufac- 
turing department  has  done  its  best. 

In  addition  to  all  this,  we  want  to  know  what  is  our  actual 
profit  in  order  to  pay  proper  dividends  or  to  settle  equitably  all 
claims  based  (m  the  cost  or  on  a  share  of  the  profits.  By  a  pro- 
vision of  the  Payne- Aldrich  bill  passed  August  5.  1909,  manu- 
facturing corporations  are  required  to  report  to  the  Internal  Rev- 
enue Bureau  what  their  annual  net  profits  are,  and  are  required 
to  pay  a  tax  on  any  such  |)i-ofits  that  ai'c  in  excess  of  ^aOOO  \)vv 
ainiuni. 

Thirty-four  or  in(»i-e  states  have  passed  legislation  authorizing 
a  federal  income  tax.  The  difference  between  apparent,  estimated 
or  scientifically  determined  profits  will  soon  make  a  difference  in 
the  taxes  we  have  to  pay  as  individuals. 
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The  writer  liopes  that  the  Society  will  take  .steps  to  lia\e  the 
subject  treated  by  Mr.  Towiie  investigated  by  a  committee  under 
liis  guidance  with  a  view  to  reporting  upon  a  meiliod  for  com- 
puting costs  that  will  be  generally  accepted  as  standard 

a     For  paying  dividends 

h     For  settling  claims  based  on  a  share  of  the  profits 

(:     For  paying  for  or  receiving  payment  for  work  done  on 

"cost  •'  plus  a  percentage  or  "  cost  "  plus  a  lixed  sum 
d     For  paying  income  taxes. 

There  is  no  standard  practice  now.    There  is  no  room  for  bitter 
disputes  on  any  of  the  above  calculations. 

On  the  back  of  the  blank  which  the  writer's  corporation  filled 
out  for  the  Internal  Revenue  Bureau  are  printed  instructions  as 
to  how  income  shall  be  determined.    This  is  an  extract: 

IG.  The  gross  iucome  of  mercautile  corpora tious  should  be  ascertained 
iu  the  following  uianner :  From  the  sum  of  the  total  sales  during  the  year 
l)lus  the  amount  of  the  inventory  at  the  end  of  the  year  deduct  the  sum 
of  the  inventory  at  the  beginning  of  the  year  plus  the  cost  of  goods  and 
materials  purchased  during  the  year.  To  this  difference  add  the  iucome  re- 
ceived from  any  other  source,  and  the  result  will  be  the  gross  income  to  be 
reported  under  item  No.  3  of  the  return. 

17.  The  gross  iucome  of  manufacturing  corporations  should  be  ascer- 
tained as  iu  No.  l(i  except  that  the  cost  of  manufacture  should  be  included 
in  the  deduction  to  be  made  from  the  sum  of  the  sales  made  during  the 
year  and  the  inventory  at  the  end  of  the  year. 

It  is  only  necessary  to  point  out  that  in  many  businesses  the 
execution  of  orders  taken  or  sales  made  in  one  year  may  extend 
far  into  the  next  year  or  the  year  thereafter  t(j  show  that  the 
method  of  accounting  suggested  by  the  government  does  not  in  all 
cases  show  the  correct  income  of  a  corporation  in  the  sense  prob- 
ably intended  by  the  act. 

The  method  which  Mr.  Towne  has  .suggested  of  keeping  sepa- 
rate account  of  the  surplus  has  a  direct  bearing  on  this  question. 
For  instance,  a  firm's  receipts  in  one  year  might  far  exceed  the 
disbursements,  due  perhaps  to  deferred  payments  coming  in  or 
to  the  cumulative  or  fortunate  result  of  advertising  or  of  previ- 
<)us  .soliciting  or  what  not,  and  without  an  accepted  system  of  sur- 
plus accounting,  such  a  firm  might  l)e  mulcted  for  a  heavy  tax  to 
the  government  or  might  liave  to  pay  out  large  sums  to  parties 
interested  in  a  "  share  of  the  profits,"  notwithstanding  the  fact 
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perhaps  that  for  several  years  previously  the  firm  had  been  ap- 
parently steadily  losing  money  and  might  expect  deficits  again 
for  the  next  few  years. 

The  cycle  of  planting,  cultivating  and  harvesting  in  a  manu- 
facturing business  is  not  necessarily  coincident  with  the  calendar 
year,  and  the  status  of  such  a  business  cannot  be  shown  properly 
at  fixed  yearly  periods  without  a  surplus  and  shortage  account. 
If  a  business  had  to  borrow  money  for  several  years  before  reve- 
nue began  to  come  back,  any  funds  so  borrowed  should  be  repaid 
before  any  profit  could  be  declared.  Just  so  with  the  surplus  and 
shortage  account. 

The  writer  does  not  quite  follow  Mr.  Towne  in  the  matter  of 
interest.  Interest  on  borrowed  capital  which  the  author  classes 
as  part  of  the  profits  seems  to  the  writer  to  be  more  conserva- 
tively considered  as  an  expense  and  part  of  the  cost.  A  sharp  dis- 
tinction can  be  drawn  between  interest  and  other  forms  of  profit. 
Interest  on  borrowed  capital  has  to  be  paid  whether  or  not  there 
is  any  profit  in  the  business.  The  stockholders  may  levy  an  as- 
sessment or  borrow  more  money  to  pay  it,  but  pay  it  they  must 
or  turn  over  the  business  to  a  receiver. 

The  author  cites  two  profitable  businesses,  one  where  A  puts 
in  $200,000  as  capital  while  in  the  other  B  puts  in  $100,000  as 
capital  and  borrows  $100,000  at  5  per  cent.  Each  makes  $20,- 
000  which  is  10  per  cent  on  A's  capital  while  B  divides  his  $20,000 
of  profit  into  15  per  cent  on  his  capital  and  5  per  cent  interest 
on  his  borrowed  money.  But  suppose  each  business  lost  $20,000. 
This  would  be  10  per  cent  loss  on  .4's  capital,  but  B  would  have 
to  pay  5  per  cent  on  his  borrowed  money  just  the  same  and  face 
a  loss  of  $25,000  on  his  capital  or  25  per  cent.  The  fact  of  the 
matter  is  the  borrowed  capital  is  not  "  on  the  table  "  in  the  sense 
of  being  exposed  to  the  hazard  of  the  business. 

Another  way  of  looking  at  borrowed  money  is  that  many  busi- 
nesses, especially  those  which  the  author  characterizes  as  engaged 
in  contract  work,  have  no  definite  amount  of  invested  capital,  in 
his  conception  of  the  term.  Such  firms  take  as  much  business  as 
they  can  get  hold  of  and  then  raise  the  necessary  additional  capi- 
tal to  handle  the  business  just  as  they  take  on  extra  hands  to 
execute  it,  and  the  interest  they  pay  for  this  capital  must  be  con- 
sidered an  expense  the  same  as  are  the  wages  they  pay  for  the 
extra  men  and  to  be  deducted  before  any  profit  is  declared.  The 
writer  thinks  therefore  that  Axiom  15  should  be  amended  to  read 
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Interest  on  Borrowed  Capital  should  he  treated  as  an  Operating 
Expense. 

The  object  of  this  discussion,  however,  is  to  emphasize  the  vital 
importance  of  Mr.  Towne's  paper  calling  as  it  does  for  agreement 
in  the  method  of  accounting  or  the  creation  of  a  correct  science 
of  industrial  accounting.  The  writer's  appreciation  of  the  value 
of  the  paper  is  such  that  he  has  hesitated  to  express  a  divergent 
opinion  concerning  Axiom  15.  The  main  thing  is  to  work  for  a 
standard  system  which  can  be  amended  from  time  to  time  after- 
ward if  necessary.  As  the  author  says  no  standard  as  to  what 
such  words  as  "  earnings  "  and  "  profits  "  mean  has  as  yet  been 
established.  Scientific  management  without  scientific  accounting 
resembles  professional  billiard  players  competing  without  keep- 
ing the  score. 

Wm.  Kent.  Eeferring  to  Mr.  Towne's  percentage  distribution 
of  the  several  items  of  cost  given  in  his  table  in  Par.  7,  he  takes 
the  total  cost,  including  the  commercial  expenses  at  100  per  cent 
and  expresses  the  several  items  as  percentages  of  that  total  cost- 
In  my  experience  as  an  accountant  I  have  found  it  preferable 
to  take  the  factory  cost  of  the  goods  packed  and  in  the  warehouse 
at  100  per  cent,  and  to  express  the  several  items  as  percentages  of 
that  total.  By  this  method  the  table  would  be  modified  as  fol- 
lows: 

Nos.  12  3  4 

L  =  productive  labor 31  24  35  24 

M  =  productive  material 42  47  30  48 

PC  =  prime  cost 73  71  65  72 

Me  =  manufacturing  expenses 27  29  35  2S 

SC  =  shop  cost 100  100  100  100 

Ce  =  commercial   expenses 11  43  22  28 

AC  =  actual  cost Ill  343  122  12S 

Total  expenses  (that  is.  Mr  +  Cc)—    38  72  57  5fi 

The  factory  cost  is  the  labor,  plus  the  material,  plus  the  factory 
expense.  The  factory  should  make  the  goods  as  cheaply  as  it  can 
and  sell  them  to  the  selling  department  either  at  an  agreed  price 
or  at  some  percentage  of  the  factor)'  cost.  In  a  factory  in  which  I 
was  interested  we  arbitrarily  fixed  the  price  to  the  sales  depart- 
ment at  50  per  cent  of  list  (we  had  a  list  price  from  which  dis- 
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counts  were  usually  gi\en),  and  we  said  that  the  factory  should 
make  the  goods  for  half  the  list  including  the  factory  expense, 
and  the  factory  should  make  a  profit  on  them  at  that  price  if  it 
could.  The  selling  department  should  buy  the  goods  from  the 
factory  at  50  per  cent  from  the  list  and  sell  them  for  what  it 
could,  and  make  as  much  profit  as  it  could.  The  accounts  of  the 
two  departments,  the  factory  and  the  selling  department,  should 
be  kept  separate. 

The  Author.  Mr.  Jackson's  comment  on  Par.  12  shows  that 
he  is  in  accord  with  me  as  to  the  distinction  between  production 
and  selling.  It  seems  immaterial  Avhether  we  call  these  divisions 
processes  or  functions. 

He  contends  that  it  is  not  often  the  case  that  the  selling  price 
of  a  manufactured  product  remains  more  uniform  than  the 
prices  of  the  materials  entering  into  its  manufacture.  Possibly 
this  is  true  when  the  product  is  simple  and  staple;  it  is  not  true, 
however,  as  to  specialized  products,  especially  those  controlled 
by  patents  or  trademarks,  the  prices  of  which  frequently  remain 
unchanged  for  months  or  years,  whereas  the  prices  of  the  mate- 
rials from  which  they  are  made  usually  fluctuate  weekly  or  daily. 

I  do  not  regard  "  sales  ''  as  a  proper  basis  for  the  distribution 
of  coumiercial  or  selling  expenses.  In  the  case  of  staple  prod- 
ucts prices  fluctuate  frequently,  sometimes  daily,  and  in  the  case 
of  nearly  all  products  dilierent  prices  are  charged  for  the  same 
article  at  the  same  time  to  different  classes  of  customers.  The 
price  basis,  therefore,  is  a  fluctuating  one,  whereas  the  cost  basis 
is  substantially  constant,  the  changes  in  it  taking  place  gradually 
and  infrequently.  I  believe  that  on  full  consideration  of  all  the 
factors  it  w^ill  be  found  that  "  shop  cost  "  constitutes  the  mo.st 
logical,  most  stable,  and  mo.st  accurate  basis  for  the  distribution 
of  commercial  expenses. 

Mr.  Smith  suggests  that  the  importance  of  the  subject  justifies 
the  appointment  by  the  Society  of  a  special  committee  to  formu- 
late and  submit  a  standard  system  for  comi)uting  manufacturing 
costs.  I  heartily  concur  in  this  suggestion.  Already,  in  several 
lines  of  industry  with  which  I  am  familiar,  there  is  a  movement 
among  the  manufacturers  concerned  to  bring  about  uniformity 
in  uiethods  of  cf)st  accounting,  in  order  thereby  to  promote  closer 
uniformity  in  quotations.  Experience  has  shown  that  di- 
vergence in  quotations  is  frequently  based  upon  divergence  in 


CLOSURE  1129 

costs,  due  in  turn  to  divergence  in  methods  of  computing  costs. 
The  Society  can  render  no  greater  service  to  organized  industry 
than  b}'  taking  the  lead  in  bringing  about  a  reform  in  the  method 
of  computing  costs,  and  in  establishing  a  standard  method  for 
the  accomplishment  of  this  vitally  important  part  of  the  work 
of  industrial  management. 

Mr.  Smith  questions  the  correctness  of  my  views  concerning 
the  distribution  of  interest  on  capital.  He  says  "  interest  on 
borrowed  capital  has  to  be  paid  whether  or  not  there  is  any 
profit  in  the  business.''  This  may  be  true  also  as  to  dividends. 
A  dividend  is  sometimes  paid  (out  of  accumulated  profits)  when 
it  has  not  been  earned,  and  still  more  frequently  the  dividend 
actually  paid  represents  only  a  fraction  of  the  profit  earned.  In 
both  cases  the  question  relates  merely  to  the  disposition  of  profits, 
and  to  the  ditferent  ownership  of  capital  involved.  Mr.  Smith 
would  amend  Axiom  15  to  read  "  Interest  on  borrowed  capital 
should  be  treated  as  an  operating  expense."  To  this  I  must  dis- 
sent. It  is  immaterial  who  owns  the  capital  employed  in  a  busi- 
ness, and  whether  it  is  represented  by  stock,  by  bond,  or  by  bills 
payable.  All  of  it  should  be  treated  alike  for  accounting  pur- 
poses. Either  no  deduction  should  be  made  from  profits  on 
account  of  interest  on  capital,  or  else  interest  should  be  deducted 
on  the  entire  amount  of  capital  employed.  Any  other  division 
would  imply  ditferences  between  the  results  obtained  in  one  case 
and  in  others  which  would  be  fatal  to  the  establishment  of  a 
standard  of  comparison. 

I  endorse  uiujualifiedly  Mr.  Smith's  closing  statement  that  the 
main  thing  is  to  work  for  a  standard  system. 


No.  1378 

THE  PRESENT  STATE  OF  THE  ART  OF 
INDUSTRIAL  MANAGEMENT 

MAJORITY  REPORT  OF  SUB-COMMITTEE  ON  ADMINISTRATION 

During  the  past  few  years  a  number  of  striking  phenomena, 
in  connection  with  industrial  management,  must  have  become 
evident  even  to  the  uiost  superficial  observer.  The  more  impor- 
tant are: 

a  The  widespread,  popular  interest  in  the  subject  which 
had  its  rise  in  a  statement  made  before  the  Inter- 
state Commerce  Commission,  in  a  hearing  on  the 
matter  of  proposed  advances  in  freight  rates  by  car- 
riers. An  attorney  for  the  shippers  stated  on 
November  21,  1910,  that  it  was  estimated  that  by 
the  application  of  newly  discovered  principles  of 
management  "  in  the  railroad  operation  of  this  coun- 
try an  economy  of  $1,000,000  a  day  is  possible,"  and 
further  that  these  principles  can  be  applied  with 
equal  success  "  in  every  form  of  business  activity." 
This  popular  interest  is  shown  by  the  great  number 
of  articles  published  in  the  daily  papers  and  popu- 
lar magazines,  mediums  that  give  but  scant  atten- 
tion to  technical  subjects,  except  of  the  most  striking 
nature. 
h  The  suddenly  intensified  interest  in  the  subject  on 
the  part  of  employers  and  business  executives  in 
many  lines  of  activity,  shown  by  lectures,  addresses, 
professional  papers  and  reports  presented  to  their 
associations. 
c  The  opposition  of  labor  unions  to  the  newer  methods 
of  management,  shown  by  statements  of  labor  leaders, 
in  a  few  instances  bv  strikes,  and  by  an  attempt  to 
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prohibit  by  law  the  use  of  some  of  these  methods  in 
(lovernment  shops. 

d  Governmental  recognition  of  the  matter  shown  by  the 
appointment  of  a  spec-ial  committee  of  the  House  of 
Representatives  to  investigate  systems  of  manage- 
ment in  Government  arsenals  and  shops,  which  re- 
ported in  March  1012;  by  the  appointment  of  a  ci- 
\ilian  board  by  the  Secretar}'  of  the  Nav}'^  to  investi- 
gate management  in  the  navy  yards,  which  reported 
in  July  1911 ;  and  by  Senate  bill  S  6172^  now  in  com- 
nittee,  which  is  intended  to  prohibit  time  study  and 
the  pa3nnent  of  premiums  or  bonus  on  Government 
work. 

e  The  rapidity  with  which  literature  on  the  subject  has 
accumulated.  One  directory  of  books  on  business 
management  lists  500  titles,  and  states  that  75  per 
cent  of  them  have  been  written  within  five  years. 

/  The  formation  of  two  societies  having  as  an  aim  the 
furtherance  of  the  application  of  the  principles  of 
management. 

g  The  separation  of  persons  interested  in  the  matter 
into  two  camps,  one  of  enthusiastic  advocates,  the 
other  of  vigorous  opponents  of  what  is  called  the 
new  element  in  management. 

h  'V\iQ,  unquestionable  proof  of  the  advance  that  can  be 
made  in  unskilled  work,  as  shoveling  material,  and  in 
ancient  trades,  as  bricklaying,  by  the  application  of 
the  principles  of  n  anagement.  This  is  the  most 
striking  phenomenon  of  all. 

THE    PinNCIPLRS    OK    MANUFACTURE 

2  P>efore  defining  the  eleuient  in  the  art  of  management 
that  hits  given  rise  to  these  phenomena,  it  is  necessary  to  review 
briefly  the  beginnings  of  modern  industry.  This  gives  a  his- 
torical setting  from  which  the  present  can  be  more  truly  judged. 

3  Modern  industry  is  stated  by  some  writers  to  have  begun 
in  1738  when  John  Wyatt  brought  out  a  spinning  machine. 
Others  place  the  period  as  between  1750  and  1800,  when  the 
jjower  loom  and  steam  engine  came  into  being.  It  was  marked 
by  the  development  of  labor-saving  machinery.  It  was  brought 
about  by  the  change  from  handicraft  to  manufacture. 
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4  Early  Brititili  economists  held  that  the  application  of  the 
principle  of  dimsioii  of  labor  was  the  basis  of  manufacture. 
From  Adam  Smith's  "  Wealth  of  Nations,"  1770,  we  (|ut)te: 

"  This  great  increase  of  the  quantity  of  work  which,  in  consequence  of 
the  division  of  labor,  the  same  number  of  people  are  capable  of  perform- 
ing, is  owing  to  three  diftereut  circumstances;  tirst,  to  the  increase  of  dex- 
terity in  every  particular  workman  ;  secondly,  to  the  saving  of  the  time 
which  is  commonly  lost  in  passing  from  one  species  of  work  to  another ; 
and  lastly,  to  the  invention  of  a  great  number  of  machines  which  facilitate 
and  abridge  labor,  and  enable  one  man  to  do  the  work  of  many." 

5  Charles  Babbage,  the  great  British  mathematician  and 
mechanician,  believed  that  from  the  above-quoted  statement  the 
most  important  principle  was  omitted.  This  omission  he  sup- 
plied as  follows  in  his  "  Economy  of  Machinery  and  Manu- 
facture," 1832: 

"  That  the  master  manufacturer,  by  dividing  the  work  to  be  executed  into 
different  processes,  each  requiring  different  degrees  of  skill  and  force,  can 
purchase  exactly  that  precise  (piautity  of  both  which  is  necessary  for  each 
process ;  whereas,  if  the  whole  work  were  executed  by  one  workman,  that 
person  must  possess  sufficient  skill  to  perform  the  most  difficult,  and  suffi- 
cient strength  to  execute  the  most  laborious,  of  the  operations  into  which 
the  art  is  divided." 

0  It  appears,  however,  that  another  principle  is  the  basic 
one  in  the  rise  of  industry.  It  is  the  transference  of  skill.  The 
transference  of  skill  from  the  inventor  or  designer  to  the  power- 
driven  mechanism  brought  about  the  industrial  revolution  from 
handicraft  to  manufacture.  It  will  be  necessary  to  refer  to  this 
principle  frequently  throughout  this  report,  in  showing  the 
meaning  and  position  of  management  in  industry. 

7  No  better  single  illustration  of  the  application  of  this 
principle  can  be  found  than  in  the  invention  of  the  lathe  slide 
rest  by  Henry  Maudsley  in  1794.  This  has  been  ranked  as 
second  only  to  the  steam  engine  in  its  influence  on  machinery 
building,  and  thus  on  industrial  development.  The  simple, 
easily  controlled  mechanical  movements  of  the  slide  rest  were 
substituted  for  the  skilful  human  control  of  hand  tools.  So 
complete  has  been  this  transference  of  skill  that  today  hand 
tooling  is  a  vanished  art  in  American  machine  shops.  Very 
few  lathe  hands  can  chase  a  thread  with  hand  tools,  yet  all 
can  cut  good  threads  on  an  engine  lathe,  thanks  to  the  slide 
rest.     After  the  traditional  skill  of  a  trade,  or  the  special,  pe- 
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culiar  skill  of  a  designer  or  inventor,  has  been  transferred  to 
a  machine,  an  operator  with  little  or  no  previously  acquired  skill 
can  learn  to  handle  it  and  turn  oti'  the  product. 

8  An  example  of  the  extent  to  which  this  transference  of 
skill  is  carried  today  is  presented  by  the  shoeniaking  industry. 
The  United  Shoe  Machinery  Company  builds  some  400  machines 
used  in  shoe  manufacture.  These  are  so  highly  organized  that 
the  greater  part  of  shoe-shop  operatives  are  unskilled  except 
in  a  single  readily  mastered  detail  of  the  work.  The  skill  in 
shoemaking  is  now  in  the  n:echanical  equipment  of  the  shops. 
This  transference  is  a  development  of  the  past  50  years. 

9  James  Nasmyth,  a  British  engineer,  inventor  of  the  steam 
hammer,  has  this  to  say  in  1851  of  the  application  of  this  prin- 
ciple in  his  ow  n  works :  "  The  characteristic  feature  of  our 
modern  mechanical  improvements,  is  the  introduction  of  self- 
acting  tool  machinery.  What  every  mechanical  workman  has 
now  to  do,  and  what  every  boy  can  do,  is  not  to  work  himself, 
but  to  superintend  the  beautiful  labor  of  the  machine.  The 
whole  class  of  workmen  that  depend  exclusively  on  their  skill 
is  now  done  away  with." 

10  Methods  of  analyzing  and  recording  operations  were 
early  developed.  Adam  Smith  records  the  divisions  of  the 
work  of  manufacturing  pins,  listing  11  operations.  Charles 
Babbage  gives  a  table  (see  Appendix  No.  1,  Table  1)  from  a 
French  investigator,  showing  the  number  of  operations,  time 
for  each,  cost  of  each,  and  expense  of  tools  and  material  for 
making  pins  in  France  in  17C0.  He  gives  a  similar  table  for 
English  manufacture  in  his  day  (see  Appendix  No.  1,  Table  2, 
from  Economy  of  Machinery  and  Manufacture,  1832). 

11  He  further  comments  on  the  use  of  the  watch  to  time 
operations.  We  quote  from  his  instructions  to  one  making  such 
observations  and  using  a  skeleton  form  that  he  recommends: 
"  In  filling  up  the  answers  which  require  numbers,  some  care 
should  be  taken:  for  instance,  if  the  observer  stands  with  his 
watch  in  his  hand  before  a  person  heading  a  pin,  the  workman 
will  almost  certainly  increase  his  speed,  and  the  estimate  will 

be  too  large The  number  of  operations  performed  in  a 

given  time  may  be  frequently  ascertained  when  the  worlcman 
is  quite  unconscious  that  any  person  is  observing  him.  Thus 
the  sound  made  by  the  motion  of  a  loom  nuiy  enable  the  observer 
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to  cciint   (ho  niiniber  of  strokes  per  minute,  even  though  he  is 
outside  the  building  in  which  it  is  contained." 

12  M.  Coidomh,  the  noted  French  physicist  (1736-1806),  who 
had  great  experience  in  making  such  observations,  cautions 
those  who  may  repeat  his  experiments  against  being  deceived 
by  such  cinMUKStances.  We  translate  a  single  quotation:  "I 
pray  (sa3's  he)  those  who  wish  to  repeat  them  (the  experiments) 
if  they  have  not  time  to  measure  the  results  after  several  days 
of  work,  to  observe  the  workmen  at  various  times  during  the 
day  without  their  Iniowing  that  they  are  being  watched.  We 
cannot  be  too  well  warned  of  the  danger  of  self-deception  in 
comj^uting  either  the  speed  or  the  effective  time  of  work  through 
an  observation  of  a  few  minutes." 

13  Thus  we  see  the  application  of  the  principle  of  trans- 
ference of  sl'ill  at  the  basis  of  the  development  of  the  industry, 
and  an  early  appreciation  of  the  value  of  the  detailed  study 
of  operations  in  n  aking  that  transference  more  comj^lete.  But 
the  machine  was  the  viewpoint.  It  was  looked  upon  as  the 
producing  unit.  Combined  and  contrasted  with  this  was  a  lack 
of  knowledge  of  scientific  jirinciplea  and  their  sure  application. 
Charles  Babbage  treats  of  this  forcefuUy.    We  quote: 

"  There  is  perhaps  no  trade  or  profession  existing  in  which  there  is  so 
much  quackery,  so  much  ignorance  of  the  scientific  principles,  and  of  the 
history  of  their  own  art,  with  respect  to  its  resources  and  extent,  as  is  to 
be  met  with  amongst  mechanical  projectors." 

14  In  the  same  vein  he  emphasizes  the  need  of  accurate  draw- 
ings as  if  having  in  mind  the  poor  quality  of  the  work  from  the 
average  draftsman  of  his  day:  "It  can  never  be  too  strongly 
impressed  upon  the  minds  of  those  who  are  devising  new 
machines  (says  he)  that  to  make  the  most  perfect  drawings 
of  every  part  tends  essentially  both  to  success  of  the  trial,  and 
to  economy  in  arriving  at  the  result." 

15  He  further  points  out  that  there  is  another  important 
factor  in  successful  industry, -in  addition  to  machinery.  Wc 
read  that  "  in  order  to  succeed  in  a  nuinufacturCj  it  is  necessary 
not  merely  to  possess  good  machinery,  but  that  the  domestic 
economy  of  the  factory  .should  l)e  most  carefully  regulated." 

16  These  quotations  foreshadow  modern  methods  of  think- 
ing out  the  work  in  advance  and  transferring  this  thought  to 
the  workmen.     The  subsequent  development  has  had  the  effect 
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of  advancing  still  further  the  division  of  labor,  and  beginning 
the  division  of  thought.  The  drafting  room  presents  the  first 
example  of  the  trend,  in  its  collection  of  engineering  data,  in 
its  prediction  of  results  and  the  formation  of  staff  organization. 

17  But  from  the  period  of  the  last  quotation  almost  to  the 
present  there  has  been  no  change  in  the  basic  principles  dis- 
covered and  applied  in  industry.  There  has  been  nothing  but 
an  extension  of  those  already  known.  The  place  of  greatest 
advance  has  been  in  the  draAving  room.  The  art  of  machine 
design  has  been  greatly  developed.  The  last  half  of  the  last 
century  saw  a  tremendous  increase  in  inventions,  a  tremendous 
furtherance  of  the  application  of  transference  of  skill  to 
machines  and  tools.  The  skeleton  of  an  industrial  organization 
of  this  period,  one  that  was  too  large  for  a  single  executive  to 
manage,  consisted  of  a  designing  department  and  a  production 
dej)artnient,  each  with  a  head  responsilde  to  the  manager. 

18  The  first  of  these,  the  one  that  was  the  means  of  embody- 
ing skill  in  the  machinery  and  tools  of  production,  was  highly 
developed  and  organized.  Experiment,  research  and  detailed 
study  were  constantly  resorted  to,  to  aid  in  reaching  the  desired 
result.  The  work  was  highly  specialized  and  the  employees 
highly  paid.  Not  infrequently  the  manager  or  chief  executive 
devoted  much  of  his  own  time  to  this  part  of  the  business. 

19  The  production  department  presented  a  contrasting 
condition.  The  workmen  were  given  the  tools  and  machines 
designed  in  the  drawing  room  and  using  their  own  unaided 
skill  Avere  expected  to  produce  work  of  the  desired  quality  and 
quantity.  Except  in  rare  instances  no  effort  was  made  to  trans- 
fer the  skill  of  the  management  to  the  production  department 
and  the  employees,  or  to  undertake  the  division  of  executive 
thought.  Very  little  consideration  was  given  to  the  workmen 
as  a  producing  unit. 

FEATURES   OF   THE    CHANGE 

20  Within  the  past  20  or  25  years  certain  changes  have 
taken  place  in  the  attitude  of  many  production  managers  toward 
the  problems  that  they  face  and  the  forces  and  means  that  they 
control.  An  increasing  amount  of  attention  is  being  given  to 
the  worker.  An  early  evidence  was  the  development  of  profit- 
sharing,  premium  and  bonus  systems  to  reward  inrroascd  effort 
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and  output.  There  followed  welfare  work,  industrial  better- 
ment movements,  the  ach^ption  of  safeguards  and  regulations 
to  minimize  industrial  at-cidents,  the  substitution  of  the  prin- 
ciple of  accident  compensation  for  employers'  liability  and  an 
improvement  in  the  physical  suriountlings  and  conditions  of 
factories.  All  of  these  tendencies  have  been  fostered  and  to  a 
great  extent  initiated  by  employers.  But  even  today  these  are 
by  no  means  generally  adopted. 

21  Another  tendency,  less  pronounced  in  character,  has  as 
its  object  the  improvement  of  the  personal  relations  between 
employe  and  employe  and  between  employe  and  employer.  It 
is  an  ert'ort  to  establish  the  best  of  factoiy  working  conditions 
in  those  things  not  physical  in  nature,  to  develop  and  maintain 
a  shop  atmosphere  free  from  all  harassing  and  hindering  in- 
fluences. It  is  an  attempt  to  make  use  of  the  results  of  experi- 
mental psychology,  in  improving  working  conditions. 

22  But  the  most  important  change  and  one  that  comprehends 
the  others,  is  in  the  mental  attitude  toward  the  ]iroblems  of  pro- 
duct ioii.  The  tendency  is  toward  an  attitude  of  (luestioning,  of 
research,  of  careful  imestigation  of  evcrvtliiiig  att'ecting  the 
problems  in  haiul,  of  seeking  for  exact  knowledge  and  then  shap- 
ing action  on  the  discovered  facts.  It  has  developed  the  use  of 
time  study  and  motion  study  as  instruments  for  investigation, 
the  planning  department  as  an  agency  to  put  into  practice  the 
conclusions  drawn  from  the  results  of  research,  and  methods 
of  wage  payment  which  stimulate  cooperation. 

23  All  of  these  changes  have  affected  the  production  de- 
partment much  more  than  the  designing  department.  The  effect 
is  to  extend  the  principle  of  transference  of  skill  to  produc- 
tion, so  that  it  completely  embraces  every  activity  in  manu- 
facture. The  skill  of  the  management  is  consciously  transferred 
to  all  of  the  operations  of  the  factory.  This  extension  is  ex- 
pressed by  these  phrases:  the  drawing  room  is  the  planning 
department  of  design,  and  the  planning  department  is  the  draw- 
ing room  of  production. 

NATURE  OF  THE  COMMITTEE'S  INVESTIGATION 

24  To  obtain  inforniaticm  on  present  conditions  your  com- 
mittee wrote  to  the  recognized  experts,  to  executives  of  plants 
in  many  lines  of  industry,  to  students  of  industrial  problems. 
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and  has  had  many  interviews  with  men  in  these  various  fields. 
The  response  to  our  requests  has  been  in  the  main  most  generous. 
We  are  deeply  indebted  to  the  information  thus  received  for 
a  large  portion  of  the  following  sections  of  this  report.  We 
are  glad  to  take  advantage  of  this  opportunity  to  express  our 
gratitude  to  all  those  who  have  given  aid. 

25  Throughout  the  following  pages  there  is  a  plentiful  use 
of  illustrative  quotations.  Man}'^  of  these  are  taken  from  cor- 
respondence resulting  from  our  investigations.  Others  are  from 
the  mass  of  literature  mentioned  in  Paragraph  le. 

26  On  some  points  diametricall}'^  opposed  views  have  been 
expressed.  In  such  cases  we  have  presented  both.  In  no  case 
has  credit  been  given  for  these  vieAvs  or  quotations,  as  the  infor- 
mation was  solicited  in  confidence. 

DEFINITION    OF    THE    NEW    ELEMENT    IN    THE    ART    OF    MANAGEMENT 

27  Requests  for  a  definition  of  the  new  element  in  the  art  of 
management  brought  forth  a  difference  of  opinion  as  to  its 
existence.  The  opposed  view  is  given  in  the  following  quota- 
tions : 

"  I  am  not  aware  that  a  new  element  in  the  art  of  management  has  been 
discovered ." 

"  There  have  been  no  new  discoveries  in  scientific  management  of  indus- 
trial institutions.  Common-sense  men  have  used  common-sense  methods 
always.  The  term  '  scientific  management '  is  a  catch-word  which  assumes 
that  industrial  institutions  have  not  been  scientifically  managed — which  is 
not  the  case.  My  experience  and  the  experience  of  my  friends  has  been 
that  there  has  been  no  new  element  injected  into  the  art  of  management." 

"  In  the  writer's  opinion  there  is  very  little  that  is  new  'about  it  (the  art 
of  management).  There  is  hardly  any  part  of  it  that  has  not  been  practised 
by  managers  for  the  past  iOO  years.  The  trouble  is  there  are  not  enough 
managers  with  sufficient  initiative  to  set  the  system  moving  properly." 

" the  problem  presented  is  not  the  adoption  of  something  en- 
tirely new;  but  rather  the  extension  to  every  detail  of  our  work  of  some- 
thing which  we  have  already  tried." 

28  Turning  now  to  the  other  side  of  the  question,  from  a 
large  number  of  definitions  of  this  new  element  we  select  the 
following  as  very  nearly  convoying,  taken  together,  the  com- 
plete conception  as  our  investigation  has  disclosed  it: 

"The  best  designation  of  the  new  element  T  believe  to  be  '  scientific  man- 
agement.' This  term  already  has  been  adoi)ted  quite  generally  and  although 
frequently  misused,  carries  with  it  the  fundamental  Idea  that  the  manage- 
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uieiit  of  lalior  is  a  priKoss  reiiuii-iug  (iiorough  aualytkal  treatment  and 
involving  scientitic  as  opiiosed  to  '  rule  of  thumb  '  methods." 

"  The  writer  ventures  to  detine  the  new  elemeut  briefly,  but  broadly,  as : 
The  critical  observation,  accurate  description,  an.alysis  and  classitication  of 
all  iudusU-ial  and  business  phenomena  of  a  recurring  nature,  including  all 
forms  of  cooperative  human  effort  and  the  systematic  application  of  the  re- 
sulting records  to  secure  the  most  economical  and  ellirient  i)roduction  and 
regulation  of  future  phenomena." 

"  Stripi^ed  of  teclmicalitics  the  method  of  the  modern  efficiency  engineer 
is  simply  this:  First,  to  analyze  and  study  each  piece  of  worlc  before  it  is 
performed ;  second,  to  decide  how  it  can  be  done  with  a  minimum  of  wasted 
niotiou  and  euergj' ;  third,  to  instruct  the  workman  so  that  he  may  do  the 
work  in  the  manner  selected  as  most  efficient." 

"  The  Taylor  System  is  not  a  method  of  pay,  a  specific  ruling  of  account 
books,  not  the  use  of  liigh-speed  steel.  It  is  simply  an  honest,  intelligent 
effort  to  arrive  at  the  absolute  control  in  every  department,  to  let  tabulated 
and  uuimj)eachable  fact  take  the  place  of  individual  opinion;  to  develop 
'  team  play  '  to  its  highest  possibility." 

"  As  we  conceive  it,  scientific  management  consists  in  the  conscious  appli- 
cation of  the  laws  inherent  in  the  practise  of  successful  managers  and  the 
laws  of  science  in  general.  It  has  been  called  management  engineering, 
which  seems  more  fully  to  cover  its  general  scope  than  a  science." 

'29  These  quotations  convey  the  ideas  of  a  conscious  effort 
to  ascertain  and  study  facts  and  systematically,  to  apply  them 
in  instructing  the  workmen  and  in  controlling  every  department 
of  industry.  Setting  these  against  the  untlcrlying  principle  of 
the  transference  of  skill  we  c<jnceive  the  prominent  element  in 
present-day  industrial  management  to  be:  The  mental  attitude 
that  consciously  applies  the  transference  of  skill  to  all  the  ac- 
tivities of  industry. 

30  Here  emphasis  is  placed  upon  the  word  all  for,  as  shown 
in  Pars.  17  and  18,  the  restricted  application  of  this  principle 
to  machines  and  tools  has  been  highly  develooed  for  a  long 
period.  But  its  conscious  application  in  a  broad  way  to  the  pro- 
duction departments,  and  particularly  to  the  workmen,  we 
believe  has  been  made  during  the  last  quarter  century. 

RISE    OF    THIS    MENTAL    ATTITUDE 

31  The  ri.se  of  this  change  of  attitude  in  regard  to  industrial 
management  is  shown  in  the  papers  on  the  subject  in  the  Trans- 
actions of  this  Society.  These  are  16  in  number  and  are  listed 
in  Appendix  No.  2  of  this  report.  The  period  covered  is  from 
1886  to   1908.     The   practice  upon   which   several   were  based 
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extended   over  a  number  of  years  before  the  paper  was  pre- 
sented.    l*apers  on  accounting  have  been  excluded. 

32  The  first,  No,  207,  classifies  management  of  works  as  a 
modern  art  having  a  vast  amount  of  accumulated  experience, 
points  out  that  tlie  executives  must  have  *'  a  practical  knowledge 
of  how  to  observe,  record,  analyze  and  compare  essential  facts 

in  relation  to   all that  enters  into  or  affects  the 

economy  of  production  and  the  cost  of  the  product,"  and  makes 
a  plea  for  the  interchange  of  management  data. 

33  Eight  following  papers,  Nos.  256,  341,  449,  596,  647,  928, 
965  and  1012,  deal  with  methods  of  wage  payment,  showing  the 
increasing  attention  given  to  the  workmen  during  this  period. 
Of  these  methods  the  "  premium  plan  "  described  in  paper  No. 
449  has  an  extensive  use  today  in  machine  shops.  It  probably 
ranks  third,  in  extent  of  use,  being  exceeded  by  day  work  and 
piece  work  in  the  order  named.  Paper  No.  647  outlines  element- 
ary rate  fixing;  that  is,  the  minute  study  of  each  detail  of  each 
operation.  From  this,  motion  study  and  time  study  have  grown. 
The  "  bonus  system  "  of  paper  No.  928  also  has  an  extensive 
use,  probably  ranking  fourth. 

34  Paper  No.  1003,  "Shop  Management,"  is  the  first  com- 
plete presentation  of  the  subject.  This  paper  with  the  subse- 
quent writings  of  its  author,  stands  today  as  the  only  compre- 
hensive outline  of  industrial  management.  Papers  Nos.  1001, 
1002,  1010,  1011  and  1115,  are  amplifications  of  certain  features 
of  No.  1003  and  are  based  on  the  same  practice. 

35  Paper  No.  1221  deals  with  the  training  of  workmen,  and 
outlines  practical,  tested  methods  of  Ijringing  about  the  all- 
important  transference  of  skill. 

LABOR-SAVING    MANAGEMENT 

36  Since  these  papers  were  presented,  and  during  the  de- 
velopment of  popular  interest  in  the  subject,  the  term  ''  scien- 
tific management "  has  been  generally  and  loosely  applied  to 
the  new  system  and  methods.  This  is  commonly  taken  to  mean 
that  there  is  a  science  rather  than  an  art  of  management.  A 
truer  interpretatif)n  is  that  it  means  management  using  scien- 
tific methods,  these  being  taken  largely  from  the  sciences  of 
physics  and  psychology. 

37  The  expreission  ''  lal)or-sa\ing  manageuient  "  better  con- 
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veys  the  meaning  of  the  movement.  It  has  the  fuithor  advant- 
age of  being  easily  antl  surely  understood  because  of  its  strict 
analogy  with  the  term  '•  labor-saving  machinery."  It  is  no 
chance  that  puts  these  two  terms  labor-saving  machinery  and 
labor-saving  uianagement,  in  conjunction,  for  the  first  is  the 
past  develoi)ment  and  the  second  the  present  trend  of  industry, 
and  they  will  be  closely  and  inevitably  associated  in  the  suc- 
cessful manufacturing  of  the  future.  Throughout  the  following 
pages  of  this  report  the  teruis  "  industrial  management  "  and 
"  labor-saving  management "  are  used,  the  first  to  denote  the 
subject  broadly,  the  second  the  newer  attitude. 

THE    REGULATIVE    PRINCIPLES    OF    INDUSTRIAL     3r\NAGEMENT 

38  The  lack  of  accurate  thinking  and  clear  exjjression  in 
regard  to  management  are  nowhere  better  shown  than  in  many 
of  the  statements  of  the  so-called  principles.  These  can  be 
divided  into  two  classes,  personal  characteristics  of  managers 
and  mechanical  means  of  applying.  It  is  evident  that  neither 
can  show  us  the  way  in  which  the  activities  of  industry  are  to 
be  regulated. 

39  In  our  investigation  preparing  for  this  report,  one  cor- 
respondent writes  as  follows : 

"The  regulative  principles  of  maiiaseiuent  along  scientific  lines  include 
four  important  elements : 

o  Plaiuiing  of  the  pi'ocesses  and  operations  in  detail  by  a  special 
department  organized  for  this  purpose. 

b  Functional  organization  by  which  each  man  superintending  the 
workman  is  responsible  for  a  single  line  of  effort.  This  is  dis- 
tinctly opposed  to  the  older  type  of  military  organization,  where 
every  man  in  the  management  is  given  a  combination  of  execu- 
tive, legislative  and  judicial  functions. 

r  Training  the  worker  so  as  to  require  him  to  do  each  job  in  what 
has  been  found  to  be  the  best  method  of  operation. 

d  Equable  payment  of  the  workers  based  on  quantity  and  ipiali(y 
of  output  of  each  Individual.  This  involves  scientific  analysis  of 
each  operation  to  dolermine  the  proi)er  time  that  should  be  re- 
quired for  its  accomplishment  and  also  high  payment  for  the 
worker  who  obtains  the  object  sought." 

40  Another  correspondent  finds  the  .s(»lnti(>ii  (if  i)roblems  of 
management  in  the  observing  and  regulating  of  three  classes 
of  industrial  phenomena : 

"  a    The  economic  results  of  different  arrangements  and  forms  of 
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materials  and  operations  upon  them,  either  to  produce  equipment 
or  product.  This  covers  the  whole  field  of  recorded  experience 
from  invention  and  design  of  product  and  tools  down  through 
the  succossive  shop  processes  to  ultimate  finished  product  and  its 
tests  in  service.  It  is  the  object  of  the  scientific  method  to  make 
the  best  of  this  experience,  in  its  essential  details,  readily  avail- 
able for  all  concerned,  and  to  see  that  it  is  actually  absorbed  and 
put  in  practice. 

b  The  economic  results  of  varying  executive  methods  for  effect- 
ively directing  human  efforts  as  a  whole  in  the  use  of  the  above 
experience.  This  covers  the  entire  field  of  building  up,  coordi- 
nating and  controlling  the  supervising  organization  of  a  plant 
with  its  statistical  and  recording  systems. 

c  The  economic  results  of  steps  taken  to  raise  the  Industrial  effi- 
ciency of  the  individual  worker  in  every  grade  of  service.  This 
covers  the  whole  problem  of  labor  reward,  intensified  ability,  con- 
served energ\  and  the  general  relations  of  employer  and  em- 
ployee." 

41  We  have  pointed  out  that  the  underlying  principle,  that 
is,  cause  in  the  widest  sense,  the  application  of  which  has  built 
up  modern  industry,  is  the  transference  of  skill.  This  basic 
principle  is  put  into  effect  on  the  management  side  of  all  in- 
dustrial activities,  through  three  regulative  principles  •  which 
sum  up  the  ideas  in  the  above  quotations,  Pars.  39  and  40. 
These  have  been  concisely  stated  as^ :  (a)  the  systematic  use 
of  experience;  (b)  the  economic  control  of  effort;  (c)  the  pro- 
motion of  personal  effectiveness. 

42  The  first  includes  the  use,  in  all  essential  detail,  of  tradi- 
tional knowledge,  personal  experience  and  the  results  of  scien- 
tific study  on  the  part  of  the  executive  force.  It  implies  the 
accumulation  and  use  of  records  and  the  setting  up  of  standards. 

43  The  second  includes  the  division  and  subsequent  coordina- 
tion of  both  executive  and  productive  labor;  the  planning  of 
single  lines  of  effort,  the  setting  of  definite  tasks  and  the  com- 
parison of  results;  and  the  effective  training  of  the  workers. 
It  implies  the  previous  acquisition  of  skill   by  the  executives. 

44  The  third  includes  a  definite  allotment  of  responsibility 
and  the  adequate,  stimulative  encouragement  and  reward  of  both 
executive  and  productive  labor;  the  development  of  contented 
workers,  and  the  promotion  of  their  physical  and  mental  health. 
It  implies  the  most  thorough  comprehension  of  the  human  being. 

•  American  Machinist,  vol.  30,  p.  857,  The  Principles  of  Management,  bj 
Church  and  Alford. 


^ 
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45  As  labor-saving  inaiiageincnt  springs  from  a  change  in 
mental  attitude,  the  beginning  of  its  practice  should  be  with  the 
persons  having  the  final  responsibility,  the  proprietors  of 
closely-oAvned  businesses,  the  directors  of  larger  establishments, 
or  the  officials  having  charge  of  (jovernment  works.  Before 
any  changes  are  made,  such  men  should  clearly  understand  the 
viewpoint  from  which  all  of  the  managerial  work  is  to  be  done, 
the  principles  that  are  to  be  applied,  the  general  method  of 
their  application  and  the  results  expected. 

46  A  similar  mental  attitude  must  be  fostered  among  all 
the  members  of  the  executive  force  and  a  period  of  training 
for  them  begun.  This  may  include  a  redistribution  of  function 
and  responsibility,  and  will  include  a  detailed  study  of  produc- 
tion by  scientific  methods.  This  is  the  period  of  division  of 
thought,  training  of  the  management  stall'  and  setting-up  stan- 
dards of  performance.  This  must  be  carefully  performed  before 
there  can  be  ett'ective  transference  of  skill  to  the  workers  in 
the  production  departments. 

47  The  usual  conception  of  modern  management  is  that  it 
affects  the  workmen  most  of  all,  tending  to  stimulate  them  to 
turn  out  increased  production  to  their  possible  hurt.  This  is 
wrong.  If  the  principles  outlined  are  followed,  the  executive, 
or  non-producing  labor  is  the  most  affected.  Its  individuals 
are  compelled  to  study,  plan  and  direct.  They  must  acquire 
knowledge  and  skill  in  order  to  transfer  it.  It  is  a  system  of 
management  that  forces  the  executives  to  manage. 

48  This  being  so,  the  introduction  of  modern  management 
in  a  plant  must  be  made  slowly.  The  causes  of  most  so-called 
failures  are  principally  two:  a  failure  of  the  executives  to 
acquire  the  vital  mental  attitude  and  too  great  haste  in  applica- 
tion. The  latter  seems  to  be  the  dominant  one.  Your  com- 
mittee feels  compelled  to  emphasize  the  danger  of  attempting 
to  hurry  any  change  in  methods  of  management.  Each  step 
of  the  work  should  be  made  permanent  before  the  next  is  begun. 

49  We  have  examined  records  of  production  which  clearly 
show  a  lessening  of  individual  output  among  workers  who  had 
been  trained  for  some  time  and  had  achieved  good  results  as 
soon  as  untrained  workers  were  put  with  them,  thus  lessenin"^ 
their  share  of  personal  supervision.    Later  the  original  standard 
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of  production  was  again  reached,  but  the  results  seemed  to  be 
directly  proportional  to  the  amount  of  skilful  supervision,  dur- 
ing a  lengthy  period  of  training. 

50  After  those  who  are  to  operate  the  new  methods  have 
acquired  the  necessary  knowledge  and  established  sufficient 
standards,  the  work  of  putting  these  into  effect  can  be  begun. 
This  means  the  fixing  of  the  best  attainable  working  conditions 
and  giving  each  worker  definite  tasks  with  an  adequate  reward 
to  each  one  who  attains  to  the  standard  set.  This  part  of  install- 
ing the  methods  must  be  accomplished  w^ith  tact  and  patience, 
remembering  that  leadership  and  example  are  powerful  aids  in 
bringing  about  enthusiastic  cooperation. 

51  The  training  of  the  workers  is  essential  in  this  part  of 
the  application.  This  must  be  far  more  than  mere  demonstra- 
tion, the  mere  showing  that  a  thing  can  be  done.  It  must  be 
patient  teaching  and  help  until  the  required  degree  of  dexterity 
or  skill  is  acquired,  that  is,  up  to  the  habit  stage.  It  is  evident 
that  such  work  cannot  be  hurried. 

52  Such,  broadly,  are  the  three  steps  in  the  practice  of  man- 
agement. It  is  now  necessary  to  investigate  the  internal  ele- 
ments of  permanence  in  such  methods.  If  the  proper  mental 
attitude  is  once  taken,  we  believe  it  will  never  be  given  up.  This 
is  substantiated  by  a  few  cases  when  early  attempts  to  improve 
management  were  failures  and  the  methods  abandoned.  Later, 
however,  other  attempts  were  made  with  substantial  success. 
The  mental  attitude  outlived  the  failure.  Thus  in  a  given 
industrial  organization  this  feature  would  not  be  lost  except 
by  a  loss  of  the  executive  staff. 

53  The  permanence  of  records  of  j^erformance  and  stan- 
dards needs  only  to  be  mentioned  to  be  appreciated.  Once  set 
up  in  an  industry,  disaster  is  invited  if  they  are  disregarded. 

54  To  these  is  added  a  third  in  the  nature  of  a  spur  from  the 
working  forces  to  the  managing  force.  An  adequate  reward 
is  one  of  the  essentials.  Whatever  disturbs  the  mechanism  of 
production  interferes  w^ith  the  earning  of  the  rewards.  The 
workers  at  once  object,  pointing  out  the  trouble  and  insisting 
that  it  be  rectified.  The  management  is  spurred  to  keep  all 
conditions  up  to  the  fixed  standard.  Examples  of  this  action 
have  been  brought  to  the  attention  of  your  committee. 

55  The  practice  as  outlined,  while  built  upon  fixed  standards 
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and  procedure,  is  by  no  means  rigid  and  inflexible  as  has  l)een 
alleged.  The  design  and  construction  of  labor-saving  machin- 
ery is  carried  on  Avith  a  multiplicity  of  different  details.  Lab<ir- 
saving  management  should  likewise  use  a  variety  of  details 
suited  to  the  requirements  of  different  industries  and  plants. 
There  can  be  nothing  hxed  in  such  human  endeavor  except  the 
underlying  principle.  As  a  simple  matter  of  fact  we  have 
found  different  methods,  details  and  nomenclature  in  use  in 
dili'erent  plants.  Many  efforts  have  undergone  marked  change 
and  development  since  first  installed.  Further,  this  idea  of 
rigidity  is  repudiated  by  some  of  the  foremost  management 
experts. 

56  In  Par.  39  is  emphasized  the  need  of  a  scientific  study 
of  everything  comiected  with  production.  The  methods  used 
are  adapted  from  the  research  laboratory.  But  the  purpose  of 
their  use  is  changed.  The  scientific  investigator  uses  his  labora- 
tory to  discover  facts.  Their  discovery  and  declaration  is  his 
end  and  aim.  The  management  investigator  uses  laboratory 
methods  to  discover  facts  for  immediate  use.  The  end  and  aim 
is  utility.  This  is  the  test  of  industry.  It  is  therefore  unwise 
and  in  fact  detrimental  to  carry  investigations  to  an  extreme. 
Enough  facts  must  be  observed  to  shape  intelligent  action.  Per- 
sons having  time  study  and  motion  study  in  charge  should 
possess  that  rare,  intuitive,  human  quality  that  causes  its*  pos- 
sessor to  know  when  enough  observations  have  been  collected 
to  form  a  sound  working  conclusion. 

~u  The  i)osition  of  the  expert  in  the  practice  of  management 
is  more  clearly  seen  as  experience  increases.  The  element  of 
mystery  has  already  departed.  This  is  to  be  welcomed  for  it 
means  the  downfall  of  mere  ''  systematizers.""  One  of  the  un- 
fortunate features  of  this  great  movement  has  been  the  rise 
of  alleged  experts  who  have  been  ready  to  promise  extravairnut 
results  if  they  were  allowed  to  S3'stematize  an  industrial  plant. 
The  test  which  their  work  cannot  meet  is  the  one  of  permanence. 

58  An  industrial  luanager  who  has  had  signal  success  iu 
directing  large  enterprises  sums  up  the  more  undesirable  char 
acteristics  of  systematizing  practice  as: 

"  a  The  publication  and  quotation  of  statistics  resardins  sains  niadn 
through  the  use  of  particular  systems,  without  a  frank  state- 
ment of  the  degree  of  inefficiency  of  the  plants  before  reorganiza- 
tion. 


y 


1146  REPORT    OF    COMMITTEE    ON    ADMINISTRATION 

b  The  failure  to  view  the  plant  from  the  investor's  standpoint  rather 
tluin  as  a  laboratory  offering  opportunities  for  interesting  and 
expensive  experience. 

c  The  failure  to  admit  that  every  application  of  past  solutions  to 
unstudied  new  and  different  conditions  is  an  experiment. 

d  The  waste  of  time  and  money  on  problems  that  will  yield  to  scien- 
tific treatment,  but  which  do  not  recur  often  enough  to  justify 
such  a  solution. 

e  The  undervaluing  of  effective  leadership  in  management  and  con- 
sequent lack  of  permanency  in  results. 

/  The  overvalue  of  emasculated  '  system  '  leading  to  a  curious  non- 
responsibility  on  the  part  of  any  person  for  the  total  result. 

y  The  frequent  assumption  that  the  treatment  of  the  problems  of 
similar  plants  should  be  identical. 

h  The  failure  to  properly  appraise  in  a  growing  concern  the  value 
of  its  internal  asset  of  '  good  will.' 

i  The  imperfect  analysis  and  appreciation  of  the  human  factor  in 
industry,  with  a  consequent  failure  to  reckon  patiently  with 
'  habit '  and  '  inertia  '  and  a  tendency  to  hasty  '  substitution,' 
bringing  about  the  breaking  up  of  valuable  organization."      -^ 

59  The  real  expert  concentrates  on  the  facts  of  a  given 
problem,  and  from  a  wide  experience  in  analysis,  coordination 
and  practical  responsibility  works  out  a  solution  by  scientific 
methods,  suited  to  the  material  and  human  factors  involved. 
The  tendency  is  for  him  to  do  less  of  the  detail  work  of  in- 
stallation, but  to  train  and  direct  the  persons  who  are  perman- 
ently to  manage.    This  is  a  true  process  of  transference  of  skill. 

STATISTICAL    DATA 

60  Your  committee  hoped  to  present  statistics  on  the  extent 
to  which  labor-saving  management  is  in  use.  This  could  not  be 
realized.  Many  industrial  managers  whom  we  have  addressed 
have  not  honored  us  with  their  confidence  in  this  direction. 
In  fact,  it  seems  as  if  a  secretive  stage  is  now  with  us.  There 
are  two  reasons  for  withholding  such  information.  The  first 
is  identical  with  the  one  that  has  developed  "  trade  secrets " 
and  secretiveness  in  regard  to  machines,  tools  and  processes,  the 
desire  to  keep  things  of  value  away  from  competitors.  The 
.second  is  a  belief  that  in  the  minds  of  some  persons  a  reflection 
is  cast  upon  the  ability  of  the  executives  of  an  industrial  estab- 
lishment if  outside  experts  are  employed.  Frequently  a  sys- 
tem of  management  is  referred  to  as  the  development  of  some  one 
in  the  organization,  although  it  was  in.stalled  by  a  management 
expert,  employed  for  the  purpose. 
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61  Some  idea  of  the  variety  of  the  industries  in  which  labor- 
saving  management  is  in  use  can  be  gained  from  Appendix 
No.  3,  which  lists  a  total  of  52. 

BKOAl)    KESL  LTS    01'    LAIiOU-SAVIXG    MANAGEMENT 

62  In  cases  where  the  use  of  labor-saving  management  can 
be  considered  a  success,  the  broad  results  have  been:  a  reduced 
cost  of  product ;  greater  promptness  in  delivery  with  the  ability 
to  set  and  meet  dates  of  shipment;  a  greater  output  per  worker 
per  day  with  increased  wages;  and  an  improvement  in  the 
contentment  of  the  workers.  This  last  item  is  shown  by  the 
few^ness  of  strikes  under  the  new  management,  and  in  the  refusal 
of  those  working  under  the  changed  conditions  to  join  in  a  strike 
of  their  fellows  in  the  same  plant  who  were  not  working  under 
the  new  methods.  This  last-mentioned  situation  has  arisen  a 
number  of  times.  In  one  case  an  attempt  was  made  to  strike 
a  room  where  about  one-half  of  the  operators  were  under  the 
new  conditions.     These  refused  to  go  out;  the  rest  went. 

63  These  results  indicate  certain  advantages  to  both  em- 
ployer and  employe.  But  it  is  charged  that  the  movement 
has  not  yet  entirely  justified  itself  from  the  economic  view- 
point, for  it  has  not  reduced  the  cost  of  product  to  the  con- 
sumer. The  implication  is  that  its  possibilities  will  not  be 
realized  until  employers,  eniploj-os  and  the  public  are  alike 
benefited.  With  this  view  we  are  in  most  hearty  accord.  Labor- 
saving  machinery  has  brought  the  comforts  that  we  all  enjoy  to- 
day. Labor-saving  manageinent  promises  to  extend  those  com- 
forts. Where  properly  administered  it  is  conserving  labor  and  is 
thus  contributing  to  the  good  of  society  at  large,  and  although 
the  benefit  to  the  consumer  may  not  yet  be  generall}^  felt,  it  has 
already  developed  to  a  certain  extent  and  will  continue  to  de- 
velop as  the  natural  result  of  increased  production. 

J.  M.  Dodge,  Chairman 

L.  P.  Alfokd,  Secretary 

D.  M.  Bates 

H.  A.  EVANS  (  Members 

WiLFRE.)  LEWIS  .k>uh-Committeeon 

W.  L.  Lyall 

W.  B.  Taboy 

H.   R.   TowNE 
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APPENDIX  NO.  1 

04  The  following  tables  are  taken  from  a  book  published  in  1832.  Econ- 
omy of  Machinery  and  Manufacture,  by  Charles  Babbage.  Table  1  gives 
the  cost  and  operations  in  detail  in  manufacturing  12,000  No.  G  pins  in 
France  in  1760.    The  observations  were  made  by  M.  Perronet. 

65  Table  2  gives  similar  data  for  manufacturing  pins  in  England  in  the 
time  of  the  author.    The  size  is  "  eleven  "  of  which  there  are  5546  to  the  lb. 


TABLE    1      OPERATIONS   IN  PIN   MANUFACTURE  IN  FRANCE   IN   1760 


Name  of  the  Process 


Wire 

Straightening  and  Cutting 

[  Coarse  Pointing 

I  Turning  Wheel  * 

Fine  Pointing 

I  Turning  Wheel 

'^Cutting  off  Pointed  Ends. 

Turning  Spiral 

Cutting  off  Heads 

Fuel  tu  Anneal  Heads    . 

Heading 

Tartar  for  Cleaning 

Tartar  for  Whitening. . . . 
'  Papering 

Paper 

,  Wear  of  Tools 


Time  of 

Making 

12.000 

Pins.  Hr. 


12 
1  2 
12 

0  8 

1  2 
0  6 
0  5 
0  8 

12.0 


4.8 


24.3 


Coat  of 

Making 

12,000 

Pins,  Pence 


0  5 
0.625 
0,875 
0.5 
0  5 
0.375 
0.125 
0 .  X75 

0  333 


0  5 


4  708 


Workman 

Expense  of 

usually  Earns 

Tools  and 

per  Day. 

Materials, 

Pence 

Pence 

24,75 

4.5 

10  0 

7  0 

9  375 

4.75 

7.5 

3.0 

5.625 

0.125 

4.25 

0  5 

0  5 

2.0 

10 

2  0 

*  Til'"  f'xpciise  of  turniiiK  thf  whi'cl  appears  to  have  Hriscn  from  the  piTMoii  so  onrupied  Ix-iug 
uiif-niployed  iluriiig  half  his  tiim-,  whilst   tin-  pointer  went  to  atiolher  iiiaiiufKctory. 


114S 


THE    ART    OF    INDl'STRIAl-    MANAGEMENT  111'.* 

TABLE  2     OPERATIONS  IN  PIN  MANUFACTURE  IN  ENGLAND  ABOUT  1830 


Name  of  the  Process 


Drawing  Wire 

StraightoninK  the  Wire 

Pointing 

Twisting  and  Cutting  the 

Heads 

Heading 

Tinning,   or   Whitening 

Papering 


Work- 
men * 


Man 
I  Girl 
I.  Woman 

Man 
/Boy 
I  Man 

Woman 
f  Man 
\  Woman 

Woman 


Time  of 
Making 

1  Lb. 

of  Pins, 

Hr. 


0  3636 
0.3000 
0.3000 
0.3000 
0 . 0400 
0 . 0400 
4 . 0000 
0.1071 
0.1071 
2.1314 


Cost  of 
Making 

1  Lb. 
of  Pins, 

Pence 


1  2500 
0.1420 
0.2840 
1.7750 
0.0147 
0.2103 
5.0000 
0.6666 
0.3333 
3.1973 


7.6892         12.8732 


Workman 

Earns 
per  Day 


s.  d. 

3  3 

0  6 

1  0 
5  3 

0  4,^ 

5  43^ 


Price  of 

Making  Each 

Part  of  a 

Single  Tin 

in  Millionths 

of  a  Penny 


225 
26 
51 

319 

3 

38 

901 

121 
00 

576 


2320 


•  Number  of  Persons  Employed:  Men,  4;  Women,  4;  Children,  2.     Total,  10. 
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66    Following  is  a  complete  list  of  papers  published  in  the  Tran.sactions  of  The 
American  Society  of  Mechanical  Engineers  dealing  with  industrial  management: 


No. 

207     The  Engineer  as  an  Economist 

256     A  Problem  in  Profit  Sharing 

341     Gain  Sharing 

449     The  Premium  Plan  of  Paying  for  Labor ... 
596     The  Relation  of  the  Drawing  Office  to  the 

Shop  in  Manufacturing 

647     A  Piece-Rate  System 

928     A  Bonus  System  for  Rewarding  Labor 

965     Gift  Propositions  for  Paying  Workmen 

1001  The  Machine-Shop  Problem 

1002  A  Graphical  Daily  Balance  in  Manufacture 
100.3     Shop  Management 

1010  Slide  Rules  for  the  Machine  Shop  as  a  Part 

of  the  Taylor  System  of  Management. . .  . 

1011  Modifying  Sy.stems  of  Management 

1012  Is  Anything  the  Matter  with  Piece  Work?.. 
1115     A  History  of  the  Introduction  of  a  System 

of  Shop  Management 

1221     Training  Workmen  in  Habits  of  Industry 
and  Cooperation 


Henry  R.  Towne 1886 

Wm.  Kent 1887 

Henry  R.  Towne.  ..  1889 

F.  A.  Halsey 1891 

A.  W.  Robin.son..  ..  1894 

Fred.  W.  Taylor...  1895 

H.  L.  Gantt 1902 

Frank  Richards 190.3 

Charles  Day 1903 

H.  L.  Gantt 1903 

Fred.  W\  Taylor...  1903 

CarlG.  Barth 1904 

H.  L.  Gantt 1904 

Frank  Richards 1904 

James  M.  Dodge. .  . .  1906 

H.  L.  Gantt 1908 
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APPENDIX  NO.  3 


67     Following  is  a  list  of  the  iudustries  in  which  some  form  of  labor- 
saving  nianagenient  has  been  installed: 

Tin  cans 

Valves  and  pipe  fittings 
Miscellaneous  manufacturing 
Beer 

Beet  sugar 

Boxes   (wood  and  paper) 
Buttons 


Book  binding 
Building  construction 
Carriage  and  wagon  building  • 
Construction   and   repair  of   vessels 

(navy  yards) 
Fire-arms  and  ordnance 

liilles 

Gun  carriages 
Machinery  building 

Automobiles 

Agricultural  implements 

Coal-handling  machinery 

Electrical  machinery 

Founding,  iron  and  brass 

General  machine  work 

Gas  engines 

Locomotives 

Machine  tools 

Molding  machines 

Pumps 

Pneumatic  toools 

Sewing  machines 

Typewriters 

Wood-working  machineiy 
Metal  and  coal  mining 
Metal  working 

Bolts  and  nuts 

Chains 

Hardware 

Tanks 


Clothing 

Cordage 

Food  products 

Fui'uiture 

Flour 

Glass 

Lumber  products 

Pianos 

Paper  and  paper  pulp 

Rubber  goods 

Soaps 

Shoes 

Slate  products 
Printing  and  lithographing 
Railroad     maintenance     of 

power 
Steel  manufacture 
Textile  manufacture 

Bleaching  and  dyeing 

Cottons 

Velvets 

Woolens   . 


motive 


THE    PRESENT    STATE    OF   THE    ART   OF 
INDUSTRIAL  MANAGEMENT 

MINORITY  REPORT  OF  SUB-COMMITTEE  ON  ADMINISTRATION 

1  am  unable  to  sign  the  majority  report  in  its  entirety,  much  as  I 
admire  the  thoroughness  with  which  it  has  been  prepared  and  its 
great  interest.  In  its  general  tenor  it  distinctly  implies  the  de- 
sirability of  what  is  termed  labor-saving  management,  involving  the 
planning  department,  functional  organization  and  the  bonus  system. 
Perhaps  this  statement  is  not  strictly  justified,  but  I  cannot  avoid 
the  impression  after  reading  the  report  most  carefully.  That  the 
methods  of  management  have  undergone  a  great  change  in  recent 
years  I  certainly  agree.  I  would  explain  it  by  stating  that  in  many 
respects  the  art  of  management  is  developing  into  a  science.  In 
common  with  most  lines  of  work,  the  method  of  investigating  facts 
has  changed.  Phenomena  are  analyzed,  information  is  obtained 
accurately,  the  mental  attitude  of  the  manager  is  scientific  rather 
than  empirical.  Things  that  used  to  be  known  generally  by  gradual 
experience  are  now  known  specifically  by  detailed  observation.  In 
the  course  of  this  development  many  new  systems  and  ideas  have 
been  invented,  time  studies,  motion  study,  pa3Tnent  systems,  func- 
tional management,  etc.  Some  are  new,  others  partly  new,  others 
simply  practices  of  many  managers  put  into  definite  form.  The 
science  of  management  will  classify  these  for  us,  perhaps  even  ex- 
plain their  advantages  and  limitations  so  that  we  may  in  time  know 
which  is  preferable  and  when. 

2  But  the  introduction  of  the  use  of  these  methods  has  been 
attended  by  claims  as  to  the  results  that  might  be  obtained  by  their 
use,  and  these  claims  have  led  to  such  absurd  statements  as  that 
made  before  the  Interstate  Commerce  Commission,  which  is  referred 
to  in  the  report.  I  feel  most  strongly  that  each  of  the  suggestions 
that  have  been  made  to  improve  methods  of  management  may  have 
merit,  but  I  do  not  feel  that  any  one  of  them  is  a  panacea  for  all  our 
ineflBciency.  For  instance,  in  certain  classes  of  work  time  studies 
are  valuable,  in  others  they  may  be  a  waste  of  time.     In  certain 
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classes  of  work  I  consider  piece-work  or  bonus  systems  desirable,  in 
others  I  consider  them  inferior  to  day  work.  Functional  management 
may  be  an  improvement  in  certain  industries,  in  others  I  do  not 
consider  it  suitable.  In  some  cases  the  workman  can  be  trained  by 
the  skilled  executive,  in  others  he  can  train  him  with  ease. 

3  In  general  I  feel  that  labor-saving  management  is  not  any 
particular  system,  but  will  always  remain  the  art  of  selecting  and 
applying  the  most  appropriate  methods  furnished  by  the  science  of 
management,  the  science  that  records  what  these  methods  are  and 
the  results  obtained  from  them.  As  you  will  see,  I  agree  with  your 
correspondent  in  his  last  paragraph,  quoted  under  Par.  28;  but  his 
opinion  is  not  really  represented  in  the  trend  of  the  report. 

II.  H.  Vaughan 

Member,  Sub-Cot)tniiltee  on  Adminidration 
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DISCUSSION 

CiiAHi.Ks  B.  (lOiNG  expressed  the  view  that  there  was  a  lack 
of  correspondence  between  the  title  and  the  substance  of  the 
majority  report.  His  impression  from  reading  the  report  was 
that,  after  an  introductory  attack  upon  the  analysis  of  the  ele- 
ments of  industrial  management,  it  proceeded  to  argumentation 
on  its  own  behalf  and  presented,  not  a  survey  of  the  present  state 
of  the  art  of  industrial  management  as  it  exists  in  this  country, 
but  an  interpretation  of  a  theory  of  management  as  it  exists  in 
the  convictions  of  the  majority  of  the  committee.  He  did  not 
intend  to  depreciate  the  interest  of  the  conclusions  expressed  by 
the  majority  of  the  committee,  but  only  to  point  out  that  these 
do  not  constitute  a  report  on  '*  the  state  of  the  art  of  manage- 
ment," and  that  they  give  us  no  more  than  a  fragmentary  idea 
of  the  conditions  under  which  this  art  is  carried  on  in  the  United 
States  today. 

A  most  commendable  stand  is  taken  by  the  committee  in  using 
the  term  "scientific  management "  descriptively,  and  not  in  the 
titular  sense,  applicable  only  to  the  Taylor  system,  in  which  it 
has  often  been  employed.  Scientific  management  should  mean, 
as  the  committee  says  (Par.  36),  "management  using  scientific 
methods,  these  being  taken  largely  from  the  sciences  of  physics 
and  psychology.''  But  even  with  this  definition  in  mind,  the  com- 
mittee appear  to  have  limited  their  views  too  closely  to  questions 
of  physics  and  to  have  given  inadequate  attention  to  the  ques- 
tions of  psychology,  which,  in  the  estimate  of  many  students  of 
the  subject,  are  really  paramount  in  the  art  and  practice  of  in- 
dustrial management. 

Scientific  management,  using  the  term  now  in  its  titular  sense, 
offers  one  method  of  finding  standard  individuals.  There  are 
other  methods,  forming  no  part  of  the  systematic  ritual  of  this 
school,  which  are  stated  to  be  far  more  effectual  in  discovering 
and  distributing  standard  individuals.  There  are  policies  or 
methods  of  much  interest,  designed  to  better  the  conditions  of 
operation  with  the  apparently  large  numbers  of  non-standard  or 
sub-standard  individuals  by  whom  so  much  of  the  work  of  indus- 
try is  now  carried  on.  Quantitatively,  these  schools  of  thought 
and  of  practice  are  of  much  importance  in  the  existing  state 
of  the  art  of  industrial  management.  The  Taylor  system  is  but 
one  factor.  There  is  much  valuable  contribution  to  thought  and 
practice  outside  of  the  list  of  publications  published  in  the  So- 
ciety's Transactions  and  listed  in  Par.  (\(>. 
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By  leaving  this  apparently  out  of  its  consideration,  and  con- 
centrating its  attention  upon  a  single  factor  instead  of  analyzing 
the  entire  equation,  he  thought  the  majority  report  of  the  com- 
mittee was  but  another  contribution  to  an  already  overburdened 
controversy,  and  that  it  had  left  the  general  survey  not  only 
unfinished,  but  scarcely  even  begun. 

Halbert  p.  Gillette,  while  able  to  subscribe  to  many  of  the 
statements  of  the  report,  took  exception  to  the  statement  that 
"This  paper  (Shop  Management  by  Fred.  W.  Taylor)  with  the 
subsequent  writings  of  the  author  stands  today  as  the  only  com- 
prehensive outline  of  industrial  management." 

Mr.  Taylor's  admirable  paper  on  Shop  Management  and  his 
subsequent  writings  (which  are  all  restatements  of  the  principles 
gi\'en  in  that  paper)  are  so  far  from  being  a  "comprehensive 
outline  of  industrial  management "  that  one  needs  but  to  con- 
trast the  four  "  Taylor  principles "  of  management  vi^ith  the 
twenty  or  more  principles  that  have  already  been  formulated 
to  recognize  that  Mr.  Taylor  has  confined  his  writings  to  a  very 
narrow,  though  very  important  class  of  industrial  management 
principles. 

In  1908,  in  conjunction  with  Richard  T.  Dana,  the  writer  pre- 
pared a  series  of  lesson  papers  entitled  Cost  Analysis  Engineer- 
ing which  were  published  in  book  form  and  in  which  appears 
what  the  writer  believes  to  be  the  first  use  of  the  term  "  science 
of  management."  In  that  book  six  principles  of  management 
were  formulated. 

In  1909,  Cost  Keeping  and  Management  in  Engineering,  by 
Gillette  and  Dana,  were  published  and  dedicated  to  Fred.  W. 
Taylor.  This  book  contains  an  execution  of  part  of  the  writer's 
original  idea  of  writing  a  philosophy  of  management.  Ten  laws 
of  management  are  formulated  in  this  volume  and  seventeen 
rules  to  be  applied  in  managing  construction  work  are  given, 
several  of  which  the  authors  have  in  subsequent  writings  ex- 
panded into  broader  generalizations  which  may  be  termed  laws 
of  management.  Since  writing  these  books  the  authors  have 
prepared  a  considerable  number  of  articles  formulating  other 
laws  of  management,  such  for  example  as  the  law  of  plant  loca- 
tion, the  best  illustrations  of  which  may  be  attributed  to  the 
late  A.  M.  Wellington,  whose  book  on  The  Economic  Theory  of 
Railway  Location   (1887)   is  one  of  the  most  profound  exposi- 
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tions  of  the  application  of  one  law  of  management  which  has 
ever  been  written. 

While  to  mechanical  engineers  belongs  much  of  the  credit  for 
having  written  discussions  of  the  principles  of  management,  the 
writer  believes  that  members  of  this  Society  have  often  made  the 
serious  mistake  of  supposing  that  the  whole  of  the  science  of 
management  has  come  within  their  discussions.  They  have  quite 
generally  overlooked  the  W(u-k  of  such  giants  in  the  civil  engi- 
neering field  as  the  late  A.  M.  Wellington.  It  is  true  that  Wel- 
lington did  not  write  about  the  direct  handling  of  men,  but  he 
so  wrote  about  one  phase  of  the  indirect  handling  of  men,  if  it 
might  so  be  termed,  that  he  is  justly  entitled  to  place  as  one 
of  the  greatest  authorities  on  management  engineering.  Others 
before  him  have  applied  the  principle  of  capitalizing  operating 
expenses  to  determine  which  of  two  plants  or  machines  is  the 
most  economic,  but  he  applied  this  principle  so  minutely  and  so 
extensively  as  to  revolutionize  the  practice  of  railway  location. 
Indeed,  he  converted  the  art  of  railway  location  into  a  science 
by  the  application  of  one  principle  of  the  science  of  management. 

The  science  of  management  embraces  far  more  than  the  direct 
handling  of  men  or  the  timing  of  the  operations  of  men  and 
machines.  These  may  be  scientific  management  as  far  as  they 
go,  but  they  do  not  comprise  a  science  of  management. 

The  science  of  management  is  a  comprehensive  code  of  demon- 
strable and  formally  enunciated  laws  for  so  directing  the  energies 
of  men  as  to  secure  the  most  economic  production  and  marketing 
of  utilities. 

The  whole  science  of  management  usually  covers  five  fields: 

{a)    Directing   the  planning  of  the  plant;    {h)    Directing  the 

building  of  the  plant;  {c)  Directing  the  operation  of  the  plant; 

.{d)   Directing  the  purchase  of  materials  and  supplies  for  the 

plant;  (e)  Diiecting  the  marketing  of  the  products  of  the  plant. 

The  papers  on  scientific  management  that  have  been  read 
before  this  Society  have  related,  almost  entirely,  to  the  third 
field  mentioned. 

In  developing  a  science  of  management,  it  has  been  the  aim 
of  Mr.  Dana  and  the  writer  to  apply  the  inductive  method  of 
logic  in  a  thorough  manner.  The  methods  pursued  by  successful 
business  men  in  all  lines  of  endeavor  have  been  collated  and  ana- 
lyzed, the  object  being  to  draw  sound  generalizations  from  the 
data  thus  gathered.  The  generalizations  drawn  from  these  data 
have  been  called  "  laws  "  or  "  principles  "  of  management.    This 
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is  a  process  that  has  no  kinship  with  the  invention  of  a  new  sys- 
tem of  management.  An  invention,  which  may  consist  in  a  new 
combination  of  several  old  principles,  is  not  a  science  and  never 
can  be  properly  designated  as  such,  no  matter  how  far  reaching 
are  the  economies  effected  thereby. 

It  seems  to  the  writer  that  the  public  in  general,  and  even  the 
engineering  public,  has  thus  far  failed  to  perceive  the  difference 
between  what  is  scientific  and  what  is  a  science.  Failure  to  rec- 
ognize the  fundamental  difference  between  what  is  a  part  and 
what  is  a  whole,  has  led  to  extravagant  claims  for  the  part  and 
consequently  will  lead  to  derision  of  claims  that  may  now  be 
properly  made  for  the  whole.  Such  is  the  potency  of  words  that 
many  of  the  most  serious  errors  arise  solely  because  words  are 
not  strictly  defined  and  strictly  used  according  to  definition. 

A.  Hamilton  Church.^  Of  the  two  reports  presented  by  the 
committee,  the  minority  report  raises  the  question  as  to  whether 
the  claims  of  certain  groups  of  men  to  the  possession  of  the  key 
to  all  progress,  have  any  measure  of  justification. 

As  it  appears  to  me,  the  various  schools  of  management 
have  not  presented  to  us  any  well-balanced  theory  of  manage- 
ment capable  of  being  developed  in  a  hundred  different  ways 
according  to  special  needs.  On  the  contrary,  it  is  as  if  they  had 
presented  to  us  a  barrel  of  gunpowder,  a  telescope,  and  a  mag- 
netic compass  and  claimed  these  mechanisms  to  be  the  whole 
science  of  maritime  warfare.  Certain  definite  and  concrete  mech- 
.anisms  such  as  planning  departments,  stop-watches,  despatching 
boards,  instruction  cards  of  extraordinary  complexity,  and  spe- 
cial methods  of  remunerating  labor  are  interesting  and  useful, 
but  do  not  make,  either  singly  or  combined,  a  science  of  manage- 
ment. 

Moreover,  the  original  claims,  already  generously  broad,  have 
been  so  expanded  by  some  of  the  younger  disciples  that  almost 
every  modern  method  is  claimed  to  ])e  the  direct  outcome  of  the 
wisdom  of  one  or  another  of  the  rival  schools  of  scientific  effi- 
ciency. It  is  because  of  this  kind  of  thing  that  the  minority 
report  is  important. 

Turning  to  the  majority  report,  we  find  that  the  prime  under- 
lying principle  of  management  engineering  is  the  transference 

I  Ck)n8.  Engr.,  30  Broad  St.,  New  York. 
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of  skill.  This  is  an  illiiininative  statement,  and  I  venture  to 
think,  of  great  practical  value.  It  is  put  very  tersely  in  the 
sentence  in  Par.  8,  '"  the  skill  in  shoenuiking  is  now  in  the  me- 
chanical equipment  of  the  shop."  That  is  a  clear-cut  picture  of 
a  change  that  is  already  complete,  and  it  helps  us  to  realize 
exactly  what  is  meant  by  the  transference  of  skill.  It  also  helps 
us  to  understand  why,  in  the  engineering  trades,  there  are  such 
wide  discrepancies  in  the  amount  of  work  turned  out  by  individ- 
ual operators.  It  is  because,  in  these  trades,  the  transference 
of  skill  is  by  no  means  so  complete.  For  one  thing,  the  capacity 
and  range  of  the  average  machine  tool  is  large,  and  to  some 
extent  indefinite.  A  considerable  amount  of  skill  is  still  vested 
in  the  worker.  Still  more,  a  remarkable  amount  of  ignorance 
as  to  what  the  machine  will  or  will  not  do  is  shared  by  the 
employer  and  the  workman. 

The  report  shows  why  this  is^  bound  to  be  so  at  the  present 
stage.  In  the  process  of  transfering  hand  skill  to  the  mechanical 
fingers  of  the  machine,  the  report  emphasizes  the  fact  that  more 
attention  has  been  devoted  to  designing  it,  than  to  the  problem 
of  using  it  afterwards. 

The  more  I  think  over  this  problem,  the  more  I  am  convinced 
that  the  true  line  of  progress  is  the  exhaustive  study  of  machines, 
their  capacities  and  limitations.  I  have  held  this  opinion  for 
many  years,  and  the  system  of  industrial  accounting  I  have  been 
advocating  for  the  past  decade  was,  I  believe,  the  first  step  made 
towards  bringing  forward  the  machine  to  its  true  place  as  a 
factor  of  production.  But  I  must  confess  that  until  this  prin- 
ciple of  the  transference  of  skill  was  brought  out  so  clearly  by 
this  report,  I  did  not  realize  exactly  why  the  machine  tool  was 
frequently  so  surprisingly  ineffective  under  indifferent  handling. 

I  will  pass  over  the  acceptance  by  the  committee  of  the  three 
regulative  principles  of  management,  viz:  (a)  the  systematic 
use  of  experience,  (h)  the  economical  control  of  effort,  and  (c) 
the  promotion  of  personal  effectiveness,  which  were  worked  out 
by  Mr.  Alford  and  myself,  except  to  say  that  the  credit  for  the 
formulation  of  these  principles  belongs  in  a  larger  degree  to 
Mr.  Alford  than  to  me,  and  I  will  conclude  my  remarks  by 
calling  attention  to  a  phrase  used  in  Par.  51  of  the  report,  viz : 
"  the  habit  stage." 

All  the  mechanism  of  organization  in  the  world  is  valueless 
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beside  the  steadiness  of  production  that  comes  from  the  estab- 
lishment of  good  habit  throughout  a  plant.  I  will  go  further, 
and  say  that  the  whole  object  and  end  of  organization  should 
be  to  create  the  right  kind  and  degree  of  habit  in  everyone  of 
the  i^ersons  engaged  in  production,  from  the  president  down  to 
the  shop  sweeper. 

It  is  not  enough  for  the  workman  to  be  so  instructed  that  he 
forms  good  habit.  Every  living  link  in  the  chain  of  production 
requires  equally  to  be  so  trained  that  his  acquired  habit  is 
harmonious  with  all  the  rest.  The  report  has  mentioned  this 
aspect  of  the  question  where  it  insists  that  the  executives  and 
not  the  workman  are  the  persons  most  important  to  be  reached. 
Few  people  understand  that  the  principal  work  of  an  expert 
organizer  is  not  the  designing  of  elaborate  blanks  and  cards, 
but  the  fostering,  with  tireless  patience,  of  correctly  adjusted 
habit  in  each  member  of  the  staff. 

As  the  new  ideals  of  management  engineering  appear  to  me. 
and  this  view  seems  confirmed  by  the  committee's  report,  they 
may  be  summed  up  in  three  sentences : 
Take  nothing  for  granted. 

See  that  every  effort  is  adapted  to  its  purpose. 
Cultivate  habit. 
These  sentences  are,  of  course,  merely  practical  derivatives 
of  the  three  regulative  principles  referred  to  in  the  report. 
Each  of  them  in  turn  implies  other  things  which  will  readily 
suggest  themselves.  Thus,  the  possibility  of  cultivating  cor- 
rectly adjusted  habit  depends  obviously  upon  proper  mental 
and  physical  conditions  for  the  living  forces.  It  implies  "  lead  " 
and  not  "  driA'e." 

It  is  an  interesting  question  where  the  new  spirit  that  we 
find  abroad  in  industrial  management  has  come  from.  To  some 
extent,  I  think,  it  is  part  of  a  larger  movement,  the  realization 
of  a  sense  of  social  solidarity,  of  social  responsibility  of  each 
for  all,  that  is  so  marked  a  feature  of  the  times.  But  it  also 
arises,  in  part,  from  another  cause.  Scientific  men  tell  us  that 
the  great  difference  between  a  savage  race  and  a  highly  civilized 
one  is  that  the  former  remains  in  a  condition  of  natural  inno- 
cence, and  the  latter  has  arrived  at  self-consciousness.  This,  I 
think,  is  the  real  state  of  affairs  in  regard  to  management  engi- 
neering. We  are  passing  from  a  stage  at  which  there  was  a 
simple  and  unconscious  following  of  tradition,  into  a  stage  of 
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self-consciousness  in  which  we  are  moved  to  subject  our  habits 
and  our  motives  to  severe  self-scrutiny,  and  examine  afresh  every 
item  of  our  daily  practice.  It  is  a  very  painful  stage  to  have 
arrived  at.  Most  of  us  are  so  content  with  our  comfortable 
natural  innocence  that  we  do  not  like  to  part  with  it,  but  it  is 
a  process  that  once  commenced,  must  continue. 

The  examination  into  new  methods  of  remunerating  labor, 
the  adoption,  with  caution,  of  searching  instruments  of  analysis, 
such  as  time  study,  the  use  of  precise  methods  of  accounting — 
these  are  not  causes,  but  consequences^  of  this  newly  awakened 
self-consciousness.  It  is  beginning  to  be  recognized  that  pro- 
duction is  an  aggregate  of  infinitesimal  separate  acts,  in  each 
of  which  there  are  three  main  components.  First,  experience 
must  be  drawn  on;  secondly,  the  resulting  effort  must  be  intel- 
ligently adapted  to  the  end  in  view;  thirdly,  this  intelligent 
effort  must  become  habitual.  And  to  secure  the  successful  per- 
formance of  these  acts,  the  living  forces  concerned  must  be 
maintained  in  the  pink  of  condition,  both  mental  and  physical. 

C.  B.  Thompson.^  A  fact  not  to  be  ignored  is  that  labor, 
organized  and  unorganized,  has  taken  its  stand,  at  least  tempo- 
rarily, in  opposition  to  the  develojmient  of  scientific  manage- 
ment. While  many  of  the  objections  raised  have  been  so  unrea- 
sonable as  to  be  abandoned  almost  from  the  start,  there  are  three 
criticism.s  made  by  working  n^en  which  persist  in  spite  of  ex- 
planation :  In  the  first  place,  they  seem  to  cherish  an  innate 
resentment  against  time  study — "  putting  the  stop-watch  on 
them,"  as  they  express  it.  It  "  makes  them  nervous,"  "  makes 
them  speed  up  unduly  while  under  inspection,"  "  is  simply  an- 
other means  of  slave  driving,"  "  is  used  unfairly,"  "  is  im-Ameri- 
can."  They  say  also  that  the  method  of  minute  planning  in 
advance  and  of  specific  instructions  as  to  details,  is  destructive 
of  the  initiative  which  has  been  the  backbone  of  American  in- 
dustrial progress.  Further,  they  assert  that  the  enhanced  prod- 
uct due  to  these  methods  is  not  fairly  divided  between  the  man- 
agement and  the  men;  that  an  increase  of  400  per  cent  in  pro- 
duction, as  in  the  classic  case  of  Schmidt,  the  pigiron  handler, 
has  been  accomj)anied  by  an  increase  of  only  00  per  cent  in 
wages. 

*  Instructor,  Industrial  Organization,  Graduate  School  of  Business  Adminis- 
tration, Harvard  University. 
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It  is  neither  wise  nor  expedient  to  pass  by  these  criticisms 
without  comment.  That  they  are  all  unmerited  may  perhaps 
be  shown :  for  instance,  it  has  been  demonstrated  that  time  study, 
carried  on  by  one  who  is  trained  in  the  subject  (and  whose  train- 
ing is  ethical  as  well  as  intellectual),  is  not  unfair,  nor  is  it 
used  as  a  new  method  of  driving,  nor  is  it  in  any  sense  un- 
American.  Time  study  has  been  carried  on  for  decades  in  psy- 
chological laboratories  for  purely  scientific  purposes  and  with 
instruments  even  more  refined  than  the  despised  stop-watch,  but 
no  one  suggests  that  this  use  is  open  to  criticism.  When  it  is 
once  clearly  understood  that  time  study  in  an  industrial  estab- 
lishment, made  under  the  proper  conditions  and  by  the  proper 
persons,  is  aimed  at  similar  scientific  results,  and  that  these 
results  are  then  to  be  applied  to  work,  subject  to  the  mutual 
consent  of  employer  and  men,  based  on  a  conviction  of  their  reli- 
ability and  essential  justice,  these  objections  will  disappear.  But 
on  the  other  hand,  there  is  no  doubt  that  time  study  can  be 
and  has  been  abused,  and  the  working  man  has  a  right  to  be 
"  shown." 

Similarly  in  regard  to  the  alleged  destruction  of  initiative. 
Here  the  facts  are  clear.  The  machinist  does  not  consider  his 
initiative  restrained  when  he  is  asked  to  do  his  work  in  accord- 
ance with  the  drawings  supplied  him  by  the  drafting  depart- 
ment. Systematic  routing  and  planning  of  work  and  the  devel- 
opment of  a  science  by  which  it  shall  be  done  are,  as  the 
committee  points  out,  analogous,  for  the  production  department, 
with  the  working  drawing.  We  all  believe  in  liberty,  but  we 
recognize,  or  are  capable  of  being  shown,  that  true  liberty  is 
liberty  under  law;  that  the  artist  is  not  in  the  least  trammelled 
in  his  genius  because  he  has  been  taught  the  laws  under  which 
he  must  use  his  materials;  nor  is  the  citizen  any  the  less  free 
because  he,  in  common  with  all  others,  must  conduct  himself  in 
accordance  with  the  law  of  the  land. 

The  problem  of  just  distribution  of  the  increased  product  is 
not  capable  of  easy  solution  and  demonstration,  and  much  yet 
remains  to  be  done  in  this  field.  No  one  has  yet  solved  the 
problem  of  justice  in  distribution,  and  it  does  seem  somewhat 
hypercritical  to  allege  against  scientific  management  that  it  has 
not  done  what  any  other  movement  or  individual  thus  far  has 
not  been  able  to  do.  Rather  it  should  be  given  credit  for  having 
pointed  out  the  industrial  necessity  of  justice  in  distribution. 


DISCUSSION    BY    C.    B.    THOMPSON  1161 

aiul  of  having  proposed  steps  in  that  direction.  The  sohition 
of  this  problem  is  not  to  he  h)oked  for  from  engineers.  ■  Wiien 
an  engineer  wanders  into  the  held  of  economics,  he  is  apt  to 
make  ahout  the  same  tli verting  si)ectacle  that  the  economist 
would  who  would  undertake  to  expound  the  principles  of  ma- 
chine design.  Probably  the  wages  question  will  be  worked  out 
in  the  future  as  it  has  been  in  the  ])ast  by  neither  the  engineer 
nor  the  economist,  but  by  the  daily  struggle  and  adjustment 
known  as  the  "  higgling  of  the  market."  In  this  struggle  the 
rights  of  the  working  men  will  have  to  be  conserved  and  enforced 
by  organization.  Onl}^  by  pooling  their  strength  can  they  meet 
the  superior  strategic  position  of  the  employers. 

The  report  of  such  a  committee  as  this  should  not  have  over- 
looked the  opportunity  to  begin  or  extend  the  campaign  of  edu- 
cation in  these  particulars.  Something  more  than  education 
is  necessary,  however.  Labor  unions  are  a  potent  and  active 
force  in  present-day  industry,  and  we  should  get  their  enthusi- 
astic cooperation.  They  are  the  culmination  of  decades  or  cen- 
turies of  development.  In  spite  of  their  numerous  mistakes  and 
injustices  the}"  have,  on  the  whole,  justified  their  existence;  and 
whether  you  agree  that  they  have  or  not,  they  are  a  condition 
and  not  a  theory  that  confronts  us.  It  would  seem  to  be  the 
part  of  wisdom,  therefore,  not  to  take  the  tack  of  ignoring  or 
combatting  the  doubts  and  questionings  and  opposition  of  the 
labor  unions,  but  rather  to  persuade  them  of  the  advisability 
of  acquainting  themselves  with  the  facts,  of  recognizing  the 
inevitability  of  the  march  of  labor-saving  management,  and  to 
secure  their  active  cooperation  in  its  development.  A  proposal 
at  this  time  to  retain  their  positive  help  in  the  extension  of  scien- 
tific management  may  seem  Utopian,  but  it  is  warranted  by  cer- 
tain facts  and  precedents  in  the  history  of  trade  unions.  They 
have  already  established  their  right  to  determine  the  lighting, 
heating  and  ventilating  facilities  of  establishments  in  which  their 
members  work.  There  are  cases  on  record  in  which  they  have 
required  owners  of  old  plants  to  scrap  their  obsolete  machinery 
and  install  ncAv  and  modern  devices,  in  order  that  the  owners 
themselves  niay  make  sufficient  profit  to  pay  adequate  wages 
to  their  employees.  It  is  but  one  step,  and  a  short  one,  in  the 
extension  of  this  principle  to  say  to  the  owner  that  he  must  mod- 
ernize his  estahlishmcnt  in  every  detail,  not  hecavse  the  worhiny 
man  is  interested  in  the  ovmer'^s  personal  profits,  hut  because  only 
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smeh  an  estahlishment  can  pay  the  ivorking  man  the  wages  ivhich 
his  standard  of  living  demands. 

The  objections  of  the  working  men  are  naturally  grounded  in 
their  personal  experience  and  interest.  The  criticisms  of  the 
•'friends  of  labor,"  however,  are  in  most  cases  disinterested; 
tliough  it  must  be  said  that  in  too  mam'  cases  they  are  based 
ui)()n  a  faint  acquaintance  with  the  facts.  So  far  as  they  are 
disinterested,  they  must  be  recognized  and  met.  It  is  sheer  folly 
to  adopt  the  attitude  of  the  "  hard-headed  business  man  "  and 
display  a  lofty  contempt  for  the  increasing  interest  in  the  wel- 
fare of  the  working  men,  which  has  been  developing  into  a  pow- 
erful force  during  the  last  century.  "  Hard-headed  "  is  too  often 
a  mere  euphemism  for  hard-hearted.  Intelligent  hun  anitarian- 
ism  is  not  only  legitimate  but  is  one  evidence  of  upward  prog- 
ress, and  is  neither  to  be  ignored  nor  treated  with  contempt. 

But  business  men  have  a  right  to  ask. the  humanitarians  that 
they  be  intelligent  and  informed.  It  is  the  business  of  business 
men  to  supply  the  information  needed  from  the  data  which  are 
usually  at  their  exclusive  disposal.  When,  for  instance,  it  is 
alleged  that  scientific  management  is  "  dehumanizing,"  the 
charge  should  be  met  with  the  actual  histories  of  men  who  have 
worked  under  this  system.  Many  plants  where  it  has  been  de- 
veloped can  show,  on  the  part  of  their  employees,  an  increase 
of  leisure,  of  interest  in  their  work,  of  knowledge  and  improve- 
ment in  general  character,  and  an  enhancement  of  all-round  wel- 
fare. Mr.  Taylor,  and  especially  Mr.  Gantt,  have  not  ignored 
this  side  of  the  subject;  but,  in  proportion  to  the  mass  of  data 
in  their  hands,  their  contributions  have  not  been  full  enough. 
This  committee  must  have  had  an  opportunity  to  look  into  this 
side  of  the  case;  and  it  is  to  be  regretted  that  they  have  not 
improved  it  more  fully. 

In  a  remarkable  book.  Fatigue  and  Efficiency,  by  Josephine 
Cioldmark,  published  by  the  Russell  Sage  Foundation,  a  chapter 
is  devoted  to  The  New  Science  of  Management:  Its  Relation  to 
Human  Energies.  In  this  chapter  are  pointed  out  the  advan- 
tages of  the  new  methods  from  the  point  of  view  of  the  work- 
ing man.  After  enumerating  the  perversions  to  which  scientific 
management  may  possibly  be  put,  the  author  says:  "If  the 
unscrupulous  use  of  scientific  management  were  all  that  could 
be  charged  against  it,  the  system  could  defend  itself  easily 
enouirh.     .     .     .     More  serious   is  the  contenticm   that  the  effi- 
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ciency  engineers  themselves  have  failed  to  gauge  fairly  the  tax 
of  increased  productivity  upon  the  workers.  .  .  .  What  Ave 
need  as  regards  both  men  and  women  (and  the  only  answer 
which  will  allay  the  suspicions  aroused  by  scientific  manage- 
ment) is  more  knowledge  as  to  the  ultimate  phj'sical  adjustment 
of  the  workers  to  the  heightened  intensity  of  their  tasks."  And 
lest  this  seem  to  have  too  philanthropic  a  sound,  I  hasten  to  add 
the  word  of  a  prominent  manufacturer,  William  C.  Redfield, 
of  Brooklyn.  He  says:  "Once  for  all,  let  it  be  said  that  no 
management  is  scientific  or  permanently  profitable  which  either 
promotes  or  permits  human  overstrain,  or  which  taxes  the  future 
of  women  and  children."  This  reflects,  I  think  accuratel3\  the 
judgment  of  many  thinking  people.  The  problem  of  the  health 
of  employees  is  one  Avhich  demands  and  must  have  adequate 
consideration.  No  one  who  knows  scientific  management  at  first 
hand  can  deny  that  it  has  been  given  such  consideration  by  those 
who  are  entitled  to  class  themselves  as  scientific  managers.  Miss 
Edith  Wyatt's  investigation  of  the  subject  with  reference  to 
women  workers,  the  results  of  which  are  described  in  Chap.  7 
of  the  book  by  Clark  and  Wyatt,  "  Making  Both  Ends  Meet," 
is  conclusive  on  this  score  (and  incidentally  is  somcAvhat  misrep- 
resented in  Miss  Goldmark's  discussion).  Numerous  instances 
of  the  effect  of  this  work  on  the  health  of  employees  might  haA^e 
been  collected  by  the  committee  and  should  be  given. 

I  know  of  a  case  of  a  girl  who  asked  to  be  put  on  a  task  50 
per  cent  greater  than  what  she  had  theretofore  performed.  At 
the  time  she  appeared  to  be  in  a  sickly  condition.  The  factory 
nurse  was  consulted  as  to  the  advisability  of  allowing  her  to 
undertake  the  task  and  gave  her  consent  on  the  condition  that 
the  girl  be  alloAved  to  go  back  to  her  ordinary  work  if  at  the 
end  of  a  fair  period  it  was  evident  that  the  task  was  too  severe 
for  her.  After  the  expiration  of  four  Aveeks  the  nurse  reported 
(and  it  was  already  evident  to  the  manager)  that  the  girl  Avas 
not  only  doing  the  task  easily  but  had  greatly  improved  in 
health.  This  in  the  nurse's  opinion,  was  due  partly  to  the  im- 
proA^ed  condition  under  which  the  girl  worked,  to  the  better 
method  she  had  been  taught,  to  the  higher  wages  she  received, 
and  to  her  increased  contentiuent.  This  same  girl  shortly  after- 
ward asked  for  an  increase  of  33  1/3  per  cent  more  in  her  task, 
but  this  was  refused. 

In  this  report  the  committee  emphasize  the  "  transference  of 
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skill  "  as  the  basic  feature  of  the  new  labor-saving  management. 
Unfortunately,  however,  it  appears  that  this  term  is  used  with 
two  meanings.  Throughout  most  of  the  report  it  seems  to  mean 
the  accumulation  of  skill  by  the  planning  department  and  its 
transference  from  this  department  by  actual  instruction  to  the 
worlanen  just  as  machinery  is  said  to  be  the  transference  of  skill, 
according  to  the  report,  from  the  designer  and  draftsman  to  the 
machine.  The  idea  intended  to  be  conveyed  is  undoubtedly 
right,  but  the  illustration  chosen  is  unfortunate. 

Transference  of  skill,  when  considered  with  reference  to  the 
industrial  revolution  and  the  introduction  of  machinery,  might 
easily  be  interpreted  to  mean  the  transference  of  skill  from  the 
workman  to  the  machine.  What  actually  happened  was  that 
the  machine  brought  to  the  aid  of  the  workmen  some  of  the  vast 
forces  of  nature;  and  in  addition  it  superseded  the  skill  of  the 
hand  worker.  That  this  was  a  distinct  loss  to  the  hand  worker 
who  was  unable  to  adjust  himself  to  the  new  conditions  is  incon- 
testable in  the  face  of  economic  history;  and  the  sad  record  of 
the  change  is  a  solemn  warning  to  present  day  managers  to  take 
every  step  possible  to  make  the  adjustment  to  new  methods  of 
management  as  easy  and  gradual  as  possible.  The  machine  de- 
veloped a  new  kind  of  skill  on  the  part  of  the  operator;  but  now 
it  is  a  minute  skill  easily'  acquired  and  subject  to  sudden  loss 
with  the  change  in  the  design  of  the  machine. 

The  old-fashioned,  all-round  workman  has  disappeared  or  is 
rapidly  disappearing;  and  though  his  replacement  by  the  mod- 
ern, keen-eyed,  high-strung,  quick-moving  specialist  is  not  to 
be  altogether  deplored,  it  has  had  certain  serious  consequences. 
It  has  made  the  present  day  operator  narrower  in  his  knowledge 
of  industry  and  his  skill  less  adaptable  and  elastic.  It  has  also 
rendered  obsolete  the  old  methods  of  apprenticeship,  and  the 
present  chaotic  condition  of  this  subject  presents  a  striking  illus- 
tration of  the  failure  of  managerial  thought  to  bring  about  the 
necessary  readjustments. 

H.  M.  Wilcox*  wrote  that  he  felt  that  through  the  unfortunate 
adoption  of  the  term  labor-saving  management,  the  committee 
have  allowed  themselves  to  lose  the  perspective  of  the  subject 
of  scientific  management  as  a  whole.  The  definition  of  the  word 
science  is  "  knowledge  duly  arranged  and  systematized,  and  this 

'  Miller,  Franklin  &  Co.,  17  Battery  PI.,  New  York 
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sd-calliMl  new  oU'Iik'hI  in  indiislrv  is  cliiolly  (1k'  iirriiiiiiiii»:,  sys- 
tematizing and  ii'cordinii'  <»f  ])rinc'i{)k's  o\(»I\(m1  by  (lio  ail  of 
management,  so  that  (ho  (cini  scientific  inanagcnicnl  is  the  nutst. 
logical  to  use.  The  (ci-ni  hihor-saving  ai)poars  (o  have  detracted 
from  other  phases  of  scientific  uianagement. 

In  a  conversation  Avith  Mr.  Frank  O.  Wells,  his  attention  had 
been  called  to  the  fact  that  practically  every  industrial  plant  of 
any  size  had  a  purchasing  agency  for  materials,  but  how  many 
had  a  purchasing  agent  for  labor? 

H.  L.  Gantt.  The  difficulty  of  making  a  satisfactory  report 
on  the  present  state  of  the  art  of  industrial  management  can  be 
thoroughly  understood  only  by  those  engaged  in  the  installation 
of  the  new  methods.  The  Committee  have  caught  fully  the  pres- 
ent spirit  of  the  movement  now  in  progress,  and  Pars.  45  to  58 
of  their  report  seem  to  me  to  be  an  excellent  resume  of  the 
subject. 

In  Par.  21,  however,  we  find  the  following  statement:  "An- 
other tendency,  less  pronounced  in  character,  has  as  its  object 
the  improvement  of  the  personal  relations  between  employe  and 
employe,  and  between  employe  and  employer." 

This  tendency  which  is  described  as  being  less  pronounced, 
I  believe  to  be  the  most  important  part  of  the  whole  subject,  for 
until  proper  relations  are  established  between  employer  and  em- 
ploye, no  system  of  management  or  training  can  be  permanently 
successful. 

When  the  methods  described  by  the  committee  were  first  pre- 
sented, many  people  thought  that  they  were  simply  new  schemes 
for  exploiting  the  employe  for  the  benefit  of  the  employer.  How- 
ever false  this  impression  may  have  been,  it  was  undoubtedly 
widespread,  and  formed  a  serious  obstacle  to  their  introduction. 
How  deeply  rooted  this  idea  was  in  the  public  mind  can  best 
be  appreciated  by  reading  the  discussions  of  my  paper  on  The 
Training  of  Workmen.^ 

Since  that  time  the  prominent  writers  on  the  subject  of  man- 
agement have  emphasized  the  necessity  of  establishing  proper 
relations  between  employer  and  employe,  realizing  that  no 
scheme  that  does  not  recognize  this  as  an  integral  part  can  be 
permanent.  Unfortunately  this  has  not  yet  been  acknowledged 
by  everybody  to  be  a  fact.     Many  people  value  these  methods 

•Trans.  Am.  Soc.  M.  E.,  vol.  30,  p.  1053. 
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only  as  new  ways  of  controlling  workmen  for  their  exclusive 
benefit,  and  become  interested  in  them  only  in  times  of  trouble. 
Financiers  seem  particularly  prone  to  take  this  view. 

To  illustrate  this  point,  about  a  year  ago  1  was  consulted 
by  a  large  corporation,  which,  however,  took  no  further  steps. 
Recently  the  same  corporation  was  much  interested  in  the  sub- 
ject of  management,  and  I  found  that  its  employes  were  on  the 
\erge  of  a  strike.  The  strike,  however,  did  not  come  off,  and  the 
interest  of  the  management  apparently  died  out  when  the  dan- 
ger disappeared. 

While  the  idea  of  exploiting  workmen  for  some  one's  benefit  is 
obnoxious  to  most  people  engaged  directly  in  industrial  pursuits, 
this  is  not  the  case  with  those  farther  removed  from  the  work- 
men. 

If  I  am  to  judge  from  the  letters  I  received  after  the  hearing 
before  the  Interstate  Commerce  Commission  in  Washington  in 
November,  1910,  many  people  thought  they  saw  in  this  move- 
ment a  chance  to  get  something  for  nothing.  So  strongly  was 
I  impressed  with  the  extent  of  this  attitude  that  I  felt  impelled 
to  condemn  it  most  strongly  in  my  address  at  Dartmouth  a  year 
ago.  When  I  was  leaving  the  hall  after  that  address,  a  benevo- 
lent looking  old  gentleman  came  up  and  said :  "  Of  course  you 
will  modify  that  before  it  is  published  ?  "  and  I  did,  but  not 
just  as  he  meant. 

I  regret  that  the  committee  did  not  include  in  their  bibliog- 
raphy of  this  subject,  books  and  papers  published  elsewhere  than 
in  the  annals  of  the  Society,  for  some  of  the  very  best  work  on 
this  subject  has  been  done  in  the  last  three  years,  during  which 
time  the  Society  has  nothing  to  show.  I  wish  to  call  especial 
attention  to  the  work  of  Major  Hine  on  Modern  Organization 
and  to  that  of  Hon.  William  C.  Redfield  on  The  New  Industrial 
Day.  Both  of  those  books,  just  published,  will  well  repay  care- 
ful study,  as  they  are  in  accord  with  the  democratic  as  opposed 
to  the  autocratic  spirit  in  industry. 

With  regard  to  the  minority  report,  a  careful  reading  seems 
to  indicate  that  the  writer  of  it  is  practically  in  accord  with  the 
majority,  except  that  he  wishes  to  take  a  shot  at  the  statement 
made  before  the  Interstate  Commerce  Commission  that  the  rail- 
roads were  losing  one  million  dollars  per  day.  I  must  confess 
that  when  this  statement  was  made  it  seemed  to  me  rather  ex- 
travagant, but  a  careful  study  of  conditions  for  the  past  two 
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years  has  convinced  me  that  the  statement  was  conservative 
rather  than  otherwise  if  all  preventable  losses  are  included. 

The  writer  of  the  minorit}^  report  is  connected  with  what  I 
believe  to  be  one  of  the  most  progressive  and  best  managed  rail- 
roads on  this  continent.  I  did  a  little  work  for  him  a  few  years 
ago,  first,  having  in  conjunction  with  Messrs.  Dodge  and  Day 
of  Philadelphia,  made  a  report  on  the  conditions  in  his  shops. 
Our  report  expressed  the  opinion  that  his  method  of  operating 
these  shops  was  at  least  as  good  as  that  of  the  best  railroad  shops 
we  knew  anything  about,  and  we  visited  several  representative 
shops  in  this  connection. 

The  real  inefficiencies  with  which  I  came  in  contact  on  this 
road,  however,  were  not  in  the  shops.  They  lay  in  antique  time- 
keeping, record-keeping,  cost-keeping,  and  purchasing  systems, 
which  were  run,  not  for  the  benefit  of  the  maintenance  and  oper- 
ating departments,  but  apparently  to  hamper  these  departments 
to  the  greatest  possible  extent.  Inasmuch  as  most  roads  handle 
these  functions  in  substantially  the  same  manner,  I  believe  that 
the  inefficiencies  of  railroad  operation,  due  to  the  lack  of  appre- 
ciation by  the  financial  end  of  the  needs  of  the  operating  end, 
are  far  greater  than  those  over  which  the  operating  end  has 
absolute  control. 

Eailroads  are  built  nominally  to  earn  money  for  their  stock- 
hohlers  by  the  sale  of  transportation.  If  this  were  the  only  way 
they  could  be  used  to  get  money,  all  activities  connected  with  a 
railroad  would  be  so  run  as  to  assist  in  the  economical  production 
of  transportation,  just  as  all  the  activities  of  a  well  run  foundry 
are  harmonized  for  the  production  of  castings  at  low  cost. 

As  a  matter  of  fact,  the  financial  end.  including  the  purchas- 
ing, store-keeping,  time,  cost,  and  record  keeping,  does  not  as  a 
rule  consider  economical  operation  as  any  of  its  affair,  but  puts 
this  responsibility  entirely  up  to  the  operating  force.  The  best 
railroad  managers  of  today,  however,  see  that  real  economical 
operation  cannot  be  had  unless  all  functions  contribute  to  that 
end.  just  as  they  do  in  the  best  managed  factories. 

Unfortunately  this  is  a  view  that  the  average  financier  finds 
difficulty  in  accepting,  especially  if  he  has  always  been  a  financier. 
A  proper  comprehension  of  this  subject,  however,  is  the  best 
way  to  head  off  the  growing  sentiment  for  the  government  owner- 
ship of  railroads. 

Turning  again  to  Par.  21,  concerning  the  relations  between 
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employer  and  employe,  any  scheme  for  the  training  of  work- 
men, or  promoting  the  transference  of  skill,  if  that  term  is  pre- 
ferred, to  be  ultimately  successful  must  carry  with  it  a  guarantee 
on  the  part  of  the  management  that  the  employe  shall  receive 
his  share  of  the  product  of  his  increased  efficiency  or  skill.  In- 
creasing the  efficiency  of  a  workman  thus  differs  radically  from 
increasing  that  of  a  machine,  which  claims  no  share  of  the 
results. 

If,  however,  the  attempt  to  increase  the  efficiency  of  the  work- 
man is  made  in  such  a  manner  as  to  lead  both  employer  and 
employe  to  feel  that  he  is  getting  what  he  should  from  their 
mutual  efforts,  the  promotion  of  efficiency  is  sure  to  follow,  and 
we  have  a  working  basis  on  which  to  attempt  the  solution  of 
some  of  our  industrial  problems.  As  long,  however,  as  such 
prominent  men  as  Mr.  Parry  and  Mr.  Kirby  of  the  National 
Association  of  Manufacturers  continue  to  use  such  language  as 
they  have  in  the  past  in  speaking  of  workmen,  just  so  long  will  the 
workmen  continue  to  use  brute  force  in  dealing  with  employers, 
and  a  satisfactory  solution  of  the  labor  problem  be  delayed. 

The  implication  in  the  report  of  the  committee  that  the  devel- 
opment of  methods  and  the  training  of  worlonen  are  functions 
of  the  management  has  to  my  mind  not  been  sufficiently  empha- 
sized. The  piece-work  system  as  usually  operated,  and  most  of 
the  premium  and  bonus  systems  in  general  use  do  not  recognize 
training  as  a  function  of  management,  and  may  be  classed  as 
individual  effort  systems.  They  have  undoubtedly  accomplished 
some  results  in  the  past,  but  we  have  now  reached  the  stage  in 
our  complicated  industries  where  more  than  individual  effort  is 
required.  Individual  effort  may  be  so  hampered  by  environment 
as  to  make  progress  impossible,  and  to  cause  the  workman  to 
become  so  discouraged  as  to  give  up  whatever  effort  he  may  be 
making.  On  the  other  hand,  if  the  management  determines  that 
a  certain  degree  of  efficiency  is  attainable,  accepts  the  respon- 
sibility of  training  workmen  up  to  the  point  necessary  to  obtain 
that  efficiency,  and  provides  means  for  obtaining  it,  we  have  an 
entirely  different  condition. 

This  view  of  the  su]>jort  is  so  opposed  to  that  held  by  most 
managers,  superintendents  and  foremen  tlmt  it  is  with  great 
difficulty  that  wo  can  get  them  to  acce])t  it,  and  the  time  needed 
to  bring  tlieni  around  to  this  viewpoint  is  far  greater  than  most 
realize.     There  are  many  reasons  for  this,  and  the  fact  that  a 
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man  does  not  instantly  accept  a  new  proposition,  which  is  to 
his  mind  revolutionary,  should  not  for  one  minute  be  held  up 
against  him,  for  a  strong  man  Avho  has  been  successful  in  follow- 
ing one  line  of  action,  justly  regards  an  entirely  different  line 
as  being  inferior  to  one  which  has  brought  him  his  success. 

Fig.  1  represents  the  work  of  women  winding  yarn  in  a  cotton 
mill  after  the  system  had  been  in  effect  one  month,  at  which 
time  three  operatives  were  regularly  earning  a  bonus.  At  the 
start,  one  of  the  best  workers  was  offered  the  opportunity  to 
perform  the  task  and  to  earn  bonus,  but  she  felt  the  task 
was  too  severe  and  did  not  wish  to  try.  A  week  later, 
however,  she  did  begin  the  work  and  made  her  bonus  right  along. 
Some  of  the  people  in  this  room  were  young  girls  who 
apparently  had  but  little  interest  in  the  work  and  made  prac- 
tically no  effort  to  earn  their  bonus.  The  older  and  more  staid 
ones,  however,  took  hold  promptly  and  the  younger  ones  grad- 
ually dropped  out.  The  newcomers  at  first  spent  three  or  four 
weeks  before  they  actually  earned  the  bonus.  As,  however,  those 
who  were  not  interested  in  earning  the  bonus  gradually  disap- 
peared, the  habit  or  fashion  in  that  room  came  to  be — attend  to 
your  job  and  earn  the  bonus.  The  newcomers  then  in  many  cases 
earned  their  bonus  from  the  very  first  day.  This  chart  is  dated 
March  1909.  Fig  2  shows  a  chart  of  this  room  as  it  exists  today 
and  is  reproduced  by  permission  of  the  treasurer  of  the  mill. 

Some  months  ago  the  Industrial  Workers  of  the  World  made 
an  attempt  to  cause  a  strike  in  all  of  the  mills  in  the  town  where 
this  mill  is  situated,  and  actually  succeeded  in  shutting  down 
some  of  the  mills  for  several  weeks.  In  this  mill,  on  which  a 
strong  attack  was  made,  only  00  out  of  600  employes  were  drawn 
out,  and  the  management  had  no  difficulty  whatever  in  filling 
all  their  places  in  a  few  days. 

Fig.  3  represents  the  work  of  girls  in  a  woi-sted  mill.  The 
best  workers  were  put  on  bonus  work  first.  Their  improvement 
is  noticeable.  It  was  nearly  three  months  ])efore  all  were  put 
on  this  work.  The  poorer  ones  failed  at  first,  but  on  the  last  day 
shown  on  the  chart  all  of  the  poorer  workers  earned  bonus.  Dur- 
ing the  period  from  April  15  to  July  10,  one-hundred  and  sixty- 
one  girls  had  been  i)ut  on  bonus  work,  and  21  out  of  this  number 
had  for  one  i-eason  or  other  left  the  enipl<>y  of  the  company.  The 
reasons  were  as  follows:  four  left  on  account  of  poor  health  or 
were  dissatisfied ;  one  married ;  one  entered  a  convent :  one  went 


1170 


THE    ART    OF    INDUSTRIAL    MANAGEMENT 


"2 


-"J 
o 


a 
.3 


3 

a 

m 

01 

-^ 
O 

■BK 


o 

J3 


M 


DISCUSSION  •  BY    H.    L.    GANTT 


1171 


to  work  in  the  iiumiitaiiis  t\»r  the  summer;  five  left  town  and  nine 
were  discharged. 

One  of  the  obstacles  nearly  always  encountered  is  the  opposi- 
tion of  certain  people  in  authority  who,  having  once  expressed 
their  disapproval  of  these  methods,  feel  it  their  duty  to  oppose 
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Bonus  Earned 

Bonus  Lost 

Day    Work 

Day  Lost 

Heavy  vtrtical  lines  indicate  Si/na/ays. 

FiQ.  2    Conditions  Existing  in  1913  in  the  Department  represented  in 

Fig.  1 


their  introduction  to  as  great  an  extent  as  possible.  Their  orig- 
inal arguments  having  failed,  the  argument  that  we  were  over- 
working the  girls  was  advanced  and  they  insisted  on  being 
allowed  to  put  on  piecework  some  of  this  work  which  was  in 
another  building,  and  which  had  not  yet  been  put  on  the  task 
and  bonus  system.  Accordingly,  on  June  19  their  piecework  was 
started.  On  July  11,  the  date  of  the  report,  19  out  of  a  total 
of  53  girls  in  this  building  had  left.  In  other  words,  almost  one- 
third  of  the  girls  who  were  put  on  piecework  according  to  the 
request  of  the  man  who  had  their  interests  most  at  heart,  left 
in  three  weeks.  In  the  case  of  our  bonus  workers,  approximately 
one-eighth  of  the  girls  left  in  15  weeks. 

In  1904  I  put  this  system  into  a  shop  making  packing  boxes. 
A  few  weeks  ago  I  had  word  that  it  was  running  substantially 
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as  it  was  started  and  that  nearly  all  of  the  original  bonus  workers 
were  still  there. 

Fig.  4  represents  the  making  of  sheets  and  pillow  cases  and 
the  work  of  starting  the  task  and  bonus  was  done  by  a  man  who 
had  been  connected  with  me,  but  who  was  doing  this  on  his  own 
re.sponsibility.  I  was  not  personally  in  touch  with  this  work 
when  it  was  done.  The  factory  was  shut  down  on  a  number  of 
days,  November  28  (evidently  Thanksgiving  day)  and  then  on 
Christmas  and  all  Wednesdays  and  Saturdays  for  the  next  two 
weeks.  The  work  started  otf  very  well,  but  the  rush  to  get 
people  on  bonus  on  November  30  evidently  upset  things,  for  a 
number  of  workers  are  back  on  day  work.  This  was  probably 
due  to  the  inability  of  the  task  setter  to  set  tasks  on  new  work 
fast  enough.  Just  before  Christmas  week  the  same  condition 
obtained,  and  after  Christmas  there  was  not  enough  work  to 
keep  the  factory  running  full.  However,  ])v  the  middle  of  Jan- 
uary those  who  had  bonus  work  were  beginning  to  earn  their 
bonus  pretty  regidarly,  and  by  February  10  the  number  of  work- 
ers was  just  about  large  enough  so  that  each  could  be  supplied 
with  a  full  amount  of  work.  From  that  time  on  the  work  went 
smoothly. 

It  is  evident  from  this  chart  that  the  management  has  its  pari 
to  play  in  supplying  work  and  teaching  Avorkers,  and  that  the 
trouble  was  not  with  the  workers  but  with  lack  of  proper  balance 
in  the  managing  department.  The  fault,  hoAvever,  is  a  natural 
one,  for  Avhen  the  man  responsible  for  the  output  finds  the  ad- 
vantage he  can  obtain  by  the  task  and  bonus  system  he  almost 
invariably  insists  on  jnitting  as  many  people  on  bonus  as  possible, 
with  the  result  that  he  finds  he  cannot  supply  all  the  workers 
properly  and  that  numbers  of  them  have  to  be  put  back  on  day 
work. 

You  will  ask  why  the  task  setter  does  not  explain  this  to  the 
superintendent  and  make  it  clear  that  that  is  the  wrong  way 
to  do.  I  can  only  say  that  no  amount  of  explanation  on  my  part, 
or  that  of  my  representatives,  seems  to  have  much  effect  and 
we  haA'e  about  come  to  the  conclusion  that  the  best  Avay  to  do 
is  to  let  them  make  their  mistakes  and  find  out,  then  the  question 
is  settled  once  and  for  all  time. 

Fig.  5  is  a  partirularly  interesting  chart  inasmuch  as  it  is 
the  most  recent — the  development  is  still  going  on.  It  is  repro- 
duced by  the  courtesy  of  the  manager.     In  this  the  Avork  went 
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very  well  until  we  began  to  push  it  too  fast.  When  the  desire 
to  get  an  incj'oased  output  overcame  the  conservatism  with  which 
it  is  necessary  to  establish  a  new  method,  those  workers  who  were 
last  put  on  inlluenced  the  others  not  to  perform  the  task,  and 
on  one  day  nobody  made  bonus.  One  girl,  however,  felt  that  she 
needed  the  numey  and  continued  with  the  work.  The  others 
showed  their  hostility  toward  her  in  a  number  of  ways,  but  she 
still  persisted.  After  they  had  ceased  to  try  to  do  the  work 
for  tliree  or  four  days,  several  of  the  girls  sent  in  their  notice 
that  they  were  going  to  quit.  They  were  evidently  trying  to 
raise  an  issue,  but  inasmuch  as  the  nuinagement  ignored  it  and 
went  about  its  business  of  getting  conditions  so  perfect  that  the 
workers  could  have  no  cause  whatever  for  not  trying  to  earn 
their  bonus,  they  were  unable  to  get  the  issue  accepted.  At  the 
end  of  eight  days  some  of  the  girls  became  willing  to  try  again, 
and  from  that  time  on  the  number  increased.  For  some  time  past 
the  applications  from  other  girls  to  work  on  task  and  bonus  have 
been  so  numerous  that  we  have  been  unable  to  provide  proper 
c(mditions  and  to  set  tasks  for  them  fast  enough. 

The  question  naturally  arises  with  respect  to  the  charts  as  to 
the  ratio  between  the  amount  which  is  being  accomplished  now 
and  what  was  accomplished  previous  to  starting  in  with  this 
work.  In  order  to  make  these  comparisons  clear  we  devised  what 
is  called  a  Percentage  Chart.  On  this  the  average  production 
previous  to  the  installation  of  our  methods  is  called  100  per 
cent.  Our  new  productiim  may  be  two,  three  or  four  times  that 
amount.  The  wages  paid  before  the  work  was  started  are  also 
rated  at  100  per  cent.  The  new  wages  would  be  an  increase  over 
the  old  standard,  usually  of  from  30  to  50  per  cent  and  the  wage 
cost  measured  in  the  same  manner  would  be  distinctly  below 
the  previous  wage  cost. 

Fig.  6  shows  these  ratios  with  regard  to  work  done  several 
years  ago  in  a  bleachery  in  Rhode  Island.  Each  of  the  vertical 
lines  represents  a  different  kind  of  work.  The  horizontal  black 
line  marked  100  i)er  cent  represents  the  amount  of  work  which 
was  done  on  each  of  these  operations  previous  to  our  investiga- 
tions. The  upper  lines  represent  the  amount  of  work  now  being 
done,  compared  with  what  was  previously  done.  The  heavy 
black  line  marked  100  per  cent  also  represents  the  previous  wages 
paid,  and  the  dotted  lines  above  it  represent  wages  now  paid. 
The  100  per  cent  line  also  represents  the  previous  wage  cost.  The 
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dotted  line  below  represents  the  present  wage  cost.  The  increase 
in  product  is  around  200  per  cent  and  the  decrease  in  wage  cost 
is  approximately  40  per  cent,  while  the  increase  in  wages  is  also 
40  per  cent.  It  should  be  borne  in  mind  that  this  hicrccLse  in 
product  is  not  due  solely  to  the  work  of  the  operative^  hut  also  to 
more  careful  study  and  cooperation  on  the  part  of  the  manage- 
ment as  well. 
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Fig.  6    Actual  Results  under  the  Task  and  Bonus  System  aftek  moke 
THAN  Two  Years'  Operation 
Each  Vertical  Line  Represents  a  Different  Operation 

Fig.  7  shows  similar  results  for  work  on  small  automatic  screw 
machines.  In  this  case  the  light  line  represents  the  task;  the 
upper  heavy  line  the  amount  of  work  done;  the  upper  dashed 
line  the  wages  now  being  received;  the  lower  dotted  line  the 
new  wage  cost.  In  this  particular  case  the  shop  was  well  run 
before  we  undertook  to  study  the  work,  and  the  workmen  were 
getting  good  wages.  The  increase  in  production  is  not  quite  so 
high  as  in  Fig.  S  which  shows  similar  results  for  large  automatic 
machines.  Fig.  9  represents  the  same  change  for  miscellaneous 
machine  work  in  a  plant  manufacturing  a  small  article  in  quan- 
tities. 

Comparing  all  four  of  these  charts  it  will  be  noted  that  there 
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is  a  very  striking  similarity  whether  doing  handwork  in  a  bleacii- 
ery  or  automatic  lathe  work  in  a  machine  shop.  If  the  manage- 
ment assumes  its  share  of  responsibility  in  preparing  the  work, 
in  seeing  that  the  machines  are  in  proper  condition,  and  in  train- 
ing the  workmen,  we  can  get  from  two  to  three  times  as  much 
work  done  as  is  usually  d(me,  pa}'  20  to  50  per  cent  increase  in 
wages  and  still  save  about  40  per  cent  in  wage  cost. 

This  increase  in  output  brings  down  the  overhead  expense 
on  every  unit  of  product  so  that  the  decrease  in  wage  cost  is 
not  the  only  important  item.    It  is  not  even  the  most  important. 


Fig.  8    Wages  and  Production  Diagram  on  Large  Automatk-  Work 
Each  Vertical  Line  Represents  a  Different  Operation 

Unless  the  overhead  expense  is  markedly  increased  when  the 
product  is  increased  this  expense  per  unit  of  product  comes  down 
substantially  in  inverse  ratio  to  the  amount  that  the  product 
goes  up.  The  reduction  in  cost  from  this  source  is  usually 
markedly  greater  in  dollars  and  cents  than  the  reduction   in 
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wage  cost.  This  side  of  the  cost  question  has  been  given  too 
little  consideration,  Andrew  Carnegie  was  among  the  first  men 
in  this  country  to  recognize  the  great  value  of  getting  a  larger 
product  from  his  plants,  and  this,  perhaps  more  than  any  other 
fact,  gave  him  the  mastery  of  the  steel  business.  Many  times 
we  can  afford  to  pay  even  a  higher  wage  per  piece  if  there- 
by we  can  reduce  this  overhead  expense.  In  general,  however,  a 
thorough  study  of  the  work  enables  us  to  reduce  both  wage  cost 
and  overhead  expense  per  unit  of  product  at  the  same  time 
substantially  increasing  the  earnings  of  the  workman. 

In  Fig.  9  will  be  noted  a  discrepancy  in  certain  cases 
between  the  task  set  and  the  amount  of  work  performed,  show- 
ing that  the  workman  did  a  great  deal  more  than  expected.  It 
is  asked,  naturally,  how  we  could  overcome  this  difficulty,  for 
many  would  feel  at  once  that  a  serious  mistake  had  been  made 
and  that  the  tasks  should  be  increased  or  the  rates  reduced. 

In  reply,  these  tasks  were  set  by  a  task-setter  who  had  not 
had  sufficient  experience.  We,  however,  do  not  consider  that 
becau.se  he  has  made  an  error  that  it  is  necessary  for  us  to 
change  the  rates.  As  a  matter  of  fact,  we  rather  prefer  that 
there  should  be  a  few  easy  tasks  so  that  the  workmen  may  have 
a  practical  demonstration  of  the  fact  that  we  are  not  going  to 
cut  rates  and  that  they  need  have  no  fear  whatever  if  they  do 
all  the  work  they  can  and  earn  all  the  money  possible. 

Another  comment  may  be  that  these  shops  must  certainly  have 
been  run  very  badly  before.  While  some  of  them  perhaps  were 
not  in  the  class  of  well  run  shops,  others  were,  and  high  up  in 
the  class.  Before  the  introduction  of  these  methods  the  results 
achieved  were  due  to  the  effort  the  workman  put  into  his  work, 
with  practically  but  little  direct  assistance  from  those  over  him. 
After  the  methods  were  installed  he  was  taught  the  best  way 
that  we  could  devise  of  doing  the  work,  offered  a  substantial 
reward  for  accomplishing  the  desired  results  in  the  manner  in 
which  he  had  been  taught,  and  the  conditions  under  which  he 
was  working  were  so  modified  that  these  results  could  be  ac- 
complished if  the  worker  had  been  properly  trained.  In  other 
words,  these  results  are  not  accomplished  by  the  workman  alone 
and  unaided.  He  had  the  thorough  cooperation  of  a  strong 
management. 

Another  criticism  may  be  that  no  account  is  taken  of  the  indi- 
rect labor,  such  as  transportation,  clerical  work,  etc.    In  reply. 
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we  find  as  a  rule  that  there  has  been  even  less  attention  given  to 
the  proper  study  and  planning  of  indirect  labor  than  to  direct 
Labor,  and  that  the  chance  for  improvement  in  that  line  is  quite 
as  great  as,  if  not  greater  than,  in  the  line  of  direct  labor. 

My  object  in  presenting  so  many  charts  which  illustrate  the 
same  thing,  is  to  show  to  as  great  an  extent  as  possible  that  the 
principles  laid  down  in  this  discussion  are  of  wide  application; 


Fig.  9    Wages  and  Production  Diagram  on  Small  Miscellaneous  Machine 

Shop  Work 
Each  Vertical  Line  Represents  a  Different  Operation 

and  that  in  all  cases  substantial  results  may  be  expected  if  these 
principles  are  properly  carried  out. 

The  essential  point  in  carrying  out  these  ideas  properly  is 
that  they  should  be  understood,  and  thoroughly  appreciated  by 
the  people  who  undertake  their  application.  The  results  shown 
cannot  be  accomplished  unless  we  have  harmonious  cooperation 
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between  employer  and  employe,  which  is  impossible  under  the 
form  of  management  which  assumes  that  the  responsibility  of 
the  manager  has  ended  when  he  has  issued  his  instructions  to  the 
shop. 

To  my  mind,  the  training  of  W'Orkmen  to  till  all  the  different 
positions  in  a  factory  is  one  of  the  important  functions  of  the 
management,  and  we  all  know  that  training  is  slow  and  expen- 
sive, but  it  is  the  only  ii:ethod  which  holds  out  any  hope  of  pro- 
ducing even  a  partial  solution  of  our  present  industrial  problems. 
This  training  cannot  l)e  accomplished  l»y  following  blindly  a  lot 
of  rules.  The  men  responsible  for  the  training  must  understand 
clearly  the  reasons  for  every  step  before  they  can  teach  employes 

to  follow  them  intelligently. 

■r^  ■ 

John  G.  Aldrich.  I  believe  that  the  report  of  this  Committee 
is  right.  Scientific  or  labor-saving  management  is  scientific 
measurement  and  everyone  will  agree  that  this  is  desirable.  The 
importance  has  been  pointed  out  in  this  report  of  the  study  of 
production  by  scientific  methods  and  of  setting  up  standards. 
It  is  impossible  to  make  up  standards  Avithout  first  making  a 
careful  study  of  the  correct  motions  and  of  the  times  required 
to  make  them. 

The  NeAv  England  Butt  Company,  of  which  I  am  manager, 
is  doing  some  work  along  this  line  to  which  I  would  like  to  call 
attention.  This  company  builds  largely  machinery  for  making 
braids,  such  as  trimmings  for  ladies'  dresses,  shoe  strings,  cover- 
ings for  insulated  wires,  etc.  The  machines  are  made  up  mostly 
of  small  light  castings  which  are  machined  but  little,  but  which 
must  be  well  made  so  that  the  parts  will  fit  together  without  fil- 
ing or  other  hand  work. 

Within  the  last  few  years  with  the  help  of  various  experts  we 
have  continually  made  improvements  in  our  manufacturing  de- 
partments. Time  study  was  made  of  different  operations  and  of 
different  methods  and  proper  times  were  set  on  those  methods 
upon  which  to  base  the  various  systems  of  payments  for  work 
performed.  We  are  now  using  a  method  of  time  and  motion 
study  which  has  not  been  used  l)efore,  and  which  not  only  gives 
more  accurate  results  than  have  been  heretofore  possible,  but  also 
enables  us  to  discover  methods  that  are  much  more  economical. 

This  method  consists  of  taking  motion  pictures  of  the  various 
operations  with  a  special  moving  picture  camera,  and  photo- 
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Fig.  10    Double  Deck  Braiding  Machine 


Fig.   11      Typical  Portable  Assembly  Bench  against  Packet  with  the 
ARTS  Arranged  for  Assembling  a  Braiding  Machine 
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gi-aphing  in  each  picture  a  clock  of  special  design  showing 
minute  divisions  of  time.  The  hand  of  this  clock  revolves  once 
in  six  seconds  so  that  the  divisions  represent  thousandths  of  a 
minute  and  are  easily  read  to  half  thousandths.  The  continuous 
motion  picture  film  furnishes  permanent  record  of  times  and 
motions.  To  develop  improved  methods  this  film  is  afterwards 
studied  with  a  magnifying  glass  and  it  is  not  necessary  to 
project  the  pictures  on  a  screen. 

Before  taking  these  pictui-es  considerable  study  was  given  to- 


Fio.  12    Motion  Picture  Machine  Recording  the  Motions  of  a  Wokkman 


ward  eliminating  waste  motions  and  otherwise  improving  the 
conditions  under  which  the  work  was  done.  In  assembling  ma- 
chines, instead  of  picking  up  the  pieces  to  be  assembled  from 
various  boxes,  packets  were  arranged  with  the  parts  placed  in 
convenient  positions,  and  also  placed  in  the  proper  sequence,  so 
that  no  mental  process  was  required  of  the  workman  to  determine 
or  select  the  parts  to  come  next. 

Since  using  this  method,  which  we  have  designated  micro- 
motion study,  previous  times  have  been  reduced  over  two-thirds. 
Its  records  have  suggested  to  us  methods  that  now  permit  in  one 
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Figs.  13,  14,  15    Sections  of  Motion  Picrr  kk  Films  of  Workmen  Assembling 
A  Braiding  Machine 
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case  doing  work  in  8I/2  minutes  that  before  using  micro-motion 
study  took  37'/^.  minutes. 

Par.  6  of  the  report  calls  attention  to  a  most  important  prin- 
ciple, "  the  transference  of  skill."  Micro-moti(m  study  furnishes 
a  means  for  the  transference  of  skill  from  man  to  machine.  More 
important  than  this  it  furnishes  a  means  for  the  transference  of 
experience  from  a  man  who  has  had  it  to  one  who  has  never  had 
it.     We  have  used  micro-motion  studv  for  determinins:  the  cor- 


FiG.  16     Enlargement  of  One  Picture  of  a  Motion  Picture  Film 

rect  times  of  the  best  motions  in  many  different  kinds  of  work. 
It  is  the  least  expensive  as  well  as  the  only  accurate  method  of 
recording  motion  and  time  study  data.  A  few  illustrations  will 
give  a  clear  idea  of  this  process: 

Fig.  10  shows  one  of  the  styles  of  braiding  machines  which  we 
build  and  to  which  we  have  applied  this  method  of  time  and 
iiioti(m  study. 

Fig.  11  shows  a  typical  portable  assembly  bench  against  a 
packet  with  the  parts  arranged  for  assembling  a  braiding  ma- 
chine with  the  fewest  and  shortest  motions. 

Fig.  12  shows  the  motion  picture  machine  recording  the  actual 
motions  of  the  most  skilled  workman.  It  also  records  the  sub- 
divisions of  each  elementary  motion.  It  will  be  noticed  that  the 
floor  and  background  are  both  marked  off  into  4-in.  squares. 
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The  object  of  this  is  to  enable  us  to  phice  the  bench  in  the  most 
desirable  location  and  to  see  that  the  workman  stands  in  the  most 
convenient  position.  Furthermore,  it  enables  us  to  determine 
the  lengths  of  all  motions. 

Figs.  13  and  14  show  sections  of  two  typical  motion  picture 
films  of  a  workman  assembling  a  braiding  machine.  The  clock 
can  be  easily  seen  in  these  pictures  and  by  means  of  it  the  times 
of  each  elementary  motion  can  be  determined.  In  the  consecu- 
tive views  the  clock  shows  elai)sed  times  of  thre«  one-thousandths 
of  a  minute. 

Fig.  15  shows  a  section  of  a  motion  picture  film  with  several 
workmen  assembling  the  same  kind  of  machines.  It  shows  how 
different  operations  are  recorded  at  the  same  time  for  future 
study,  thus  reducing  the  cost  of  time  study.  It  also  shows  how 
the  performance  of  a  number  of  men  on  the  same  kind  of  work 
can  be  compared. 

Fig.  16  shows  an  enlargement  of  one  of  the  pictures  of  mo- 
tion picture  films. 

From  the  above  it  will  be  realized  that  micro-motion  study 
enables  us 

a  To  capture  the  experience  of  the  most  skilled  workman 

and  record  it  for  the  benefit  of  all. 
h  To  determine  the  motions  of  least  waste. 
c  To  teach  the  best  known  methods  only. 
d  To  analyze,  measure  and  compare  new  data  so  that  im- 
proved methods  may  be  constantly  standardized  as 
fast  as  discovered. 
T  believe  that  the  time  will  soon  come  when  we  will  have  a 
national  bureau  of  standards  of  best  methods,  and  micro-motion 
study  will  provide  a  means  that  the  government  can  use  for  col- 
lecting and  recording  the  best  practice  of  the  workn.en  in  our 
industries. 

Robert  Tiii'kstox  Kent.  Underlying  the  three  regulative 
principles  given  in  Par.  41,  is  a  greater  one  which  renders  them 
all  effective — the  principle  of  measurement.  Micro-rnotion  study 
is  the  most  ]iowei"ful  tool  ever  oH'ered  the  engineer  to  measure 
the  efficiency  of  the  worker.  The  moving  j^icture  machine  to- 
gether with  a  specially  constructed  clock  which  will  measure 
time  intei'vals  to  the  half-thousandth  of  a  minute,  presents  a 
means  of  studying  operations  or  cycles  of  operations  which  occur 
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too  rapidly  for  the  eye  to  follow  and  which,  therefore,  are  impos- 
sible of  study  by  the  ordinary  method  of  an  observer  with  a 
stop  watch. 

Time  study  is  the  basis  of  all  modern  management.  The  pro- 
vision of  a  machine  to  make  time  study  should  be  as  revolution- 
ary in  the  art  of  time  study  as  was  the  invention  of  the  power 
loom  in  the  art  of  weaving.  Among  other  things  it  absolutely 
eliminates  the  human  equation.  It  provides  a  method  in  which 
there  is  not  only  no  possibility  of  error  in  measurement,  but 
which  furnishes  at  once  a  true  statement  of  the  time  elapsed  in 
the  performance  of  any  operation  and  a  record  and  instruction 
card  of  the  best  method  of  doing  a  job. 

In  The  Psychology  of  Management  the  following  statement 
appears: 

Measurement  is  a  most  necessary  adjunct  to  selecting  the  workers  and  the 
managers  and  assigning  them  to  the  proper  functions  and  work.  They  cannot 
be  selected  to  the  greatest  advantage  and  set  to  functionahzed  work  until  (a) 
the  unit  of  measurement  that  will  of  itself  tend  to  reduce  costs  has  been  deter- 
mined; (6)  methods  of  measurements  have  been  determined;  (c)  measurement 
has  been  applied,  and  (d)  standards  for  measurement  have  been  derived. 

It  is  ol)Ai()us  that  micro-motion  study  at  once  presents  a  means 
of  most  economically  determining  and  applying  all  these  stan- 
dards. 

It  was  the  writer's  privilege  to  be  present  at  many  of  the  ex- 
periments which  led  to  the  development  of  micro-motion  study 
and  to  observe  how  it  was  applied  to  the  transference  of  skill 
and  experience.  Scientific  management  makes  use  of  the  best 
methods  of  all  trades  which  can  be  transferred  to  the  trade  under 
consideration.  The  experiments  under  which  micro-motion 
study  was  developed  are  an  illustration  of  this  point.  The  work 
involved  was  the  assembling  of  braiding  machines,  obviously  a 
machine  shop  proposition.  The  original  method  of  assembly 
involved  the  bringing  of  the  various  pieces  to  the  job  in  a  box 
or  boxes  from  which  they  were  taken  as  required  by  the  worker. 
Many  unnecessary  motions  were  used  to  transfer  the  individual 
pieces  to  the  growing  machine  which  were  promptly  revealed  by 
the  moving  picture  machine.  A  bench  which  would  bring  the 
top  of  the  completed  machine  at  a  convenient  level  for  the  work- 
man was  built  and  the  parts  were  arranged  in  an  orderly  manner 
in  bins  behind  him.  thus  reducing  the  number  of  motions. 

In  other  trades  in  Avhich  some  of  the  experimenters  hnd  been 
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eiiirajj^etl  it  had  Ikhmi  round  a(l\  i.sal)lc  to  jj^roiip  the  units  compos- 
ing a  sin<i;Io  assoinl)ly  on  a  i)acket  arranging  them  in  the  order 
in  which  they  were  needed.  This  suggested  a  similar  packet 
scheme  for  tlie  [larts  of  the  braider.  A  horizontal  packet  was 
first  made  up  and  the  motion  picture  machine  revealed  an  irregu- 
larity and  lack  of  rhythm  in  the  movements  of  assembling  which 
seriously  cut  down  the  efficiency  of  the  workman.  A  change  to 
a  vertical  packet  and  a  standard  height  of  portable  assembly 
bench  was  thereby  indicated.  On  this  packet  the  various  parts 
are  hung  on  pegs  in  that  exact  position  which  micro-motion  study 
has  revealed  as  the  most  economical  of  motions  both  as  regards 
time  and  length  of  travel.  Micro-motion  study  revealed  the  de- 
ficiencies of  previous  methods  and  permitted  the  development 
of  the  final  accepted  methods  in  a  small  fraction  of  the  time  and 
expense  which  would  have  been  necessary  under  conditions  exist- 
ing before  its  invention. 

F.  A.  Waldrox.  Literature  on  scientific  management  has 
dwelt  largely  with  the  labor  problem,  while  the  other  elements 
which  tend  so  much  toward  maintaining  factory  output  have 
been  to  a  large  extent  ignored.  Scientific  management  in  its 
highest  sense  can  be  likened  to  the  proper  functioning  of  the 
human  body,  in  which  each  part  carries  its  ow^n  portion  of  the 
load,  does  its  own  share  of  the  work  at  the  proper  time  and 
distributes  energy  in  proper  proportions  to  all  parts  of  the 
human  frame. 

There  has  been  more  or  less  tendency  in  the  management  of 
industries  to  divorce  the  financial  and  sales  organizations  from 
the  factory  or  shop  management  in  such  an  arbitrary  manner 
that  the  two  act  in  a  way  indicating  that  each  is  working  for 
itself  regardless  of  the  broader  interests  of  the  company  of  which 
each  is  a  part.  So  long  as  the  sales  end  can  get  orders  to  the 
factory  and  be  duly  credited,  the  fact  as  to  whether  this  order 
contains  enough  specific  information  to  complete  it,  is  ignored 
and  it  is  left  for  the  factory  to  make  it  out  as  best  it  can.  A 
serious  loss  in  volume  of  output  may  thus  be  caused.  I  can  recall 
several  instances  in  my  experience  where  an  output  of  from 
$50,000  to  $100,000  worth  of  business  was  held  awaiting  detailed 
information  on  minor  items  before  the  order  could  be  shipped. 
It  is  essential  to  keep  the  entire  organization  in  balance.  Do  not 
overload  sale  and  advertising  departments  if  the  factory  cannot 
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handle  the  work.  Biiihl  up  on  a  solid  foundation  surely  and 
graduall3^  Educate  not  in  the  factory  alone,  l)ut  along  the 
entire  line. 

Output.  In  the  excitement  of  the  moment,  the  quality  of  out- 
put should  not  be  lost  sight  of.  This  cannot  be  maintained  by 
the  mere  placing  of  tools,  instructions  and  drawings  in  the  hands 
of  the  workman.  Men  must  be  trained  and  it  takes  time  and 
money  to  train  them.  Unless  this  training  embodies  the  elements 
of  thoroughness  and  completeness,  they  become  half-rate  and 
slip-shod  men,  looking  for  pay  day  and  taking  little  if  any  inter- 
est in  the  work. 

Ideal  factory  conditions  rest  almost  entirely  on  one  basic 
principle  which  is  constant  volume  of  output.  It  is  not  always 
possible  to  maintain  this  owning  to  conditions  that  may  arise, 
such  as  orders,  capital,  and  the  proper  supply  of  materials  and 
help.  Every  green  workman  broken  in  means  sacrifice  in  profits, 
quality  and  volume  of  output.  As  these  weak  spots  develop, 
however,  we  should  try  to  build  them  up  in  such  a  waj^  as  to 
make  conditions  tending  towards  constant  volume  of  output,  as 
nearly  perfect  as  possible. 

It  is  far  better  to  work  at  a  steady  even  gait  for  a  year 
than  to  intensify  the  production  to  a  point  where  all  the  work 
is  done  in  six  months  and  your  factory  is  idle  for  the  remaining 
six  months. 

The  extent  to  which  time  study  should  be  carried  depends 
entirely  on  these  conditicms  and  the  expense  incurred  by  ultra- 
refinement  could  better  be  invested,  oftentimes,  in  raw  materials 
or  finished  stock  of  proper  quality.  It  is  the  province  of  the 
industrial  and  efficiency  engineer  to  help  guide  the  manufac- 
turer as  to  how  far  he  should  go  into  a  question  of  this  kind. 

A  factory  with  an  undersold  output  is  no  place  for  a  premium 
or  bonus  systeui.  Accurate  and  simple  accounting  and  routing 
are  requisites  here.  With  an  oversold  output,  a  premium,  bonus 
or  piece  rate  system,  based  on  accurate  time  study,  combined 
with  accurate  and  simple  accounting  and  routing  are  necessary 
to  produce  the  uaximum  efficiency  on  the  shop  end,  combined 
with  a  purchasing,  inspection  and  stock  department  that  can 
keep  pace  with  a  well  developed  shop  organization. 

Purchasing.  The  most  effective  co()peration  between  the  fac- 
tory and  purchasing  departments  is  as  essential  as  time  study 
or  production  engineering  work.     Of  what  avail  is  time  study 
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and  intensified  production  if  the  materials  the  purciiasing  agent 
buys  at  the  loAvest  price  will  not  meet  the  requirements  of  the 
product  in  quality?  Work  will  either  be  thrown  away  before  it 
is  assembled,  or  if  sent  out  in  the  finished  jn-oduct,  it  will  react 
on  business.  The  only  way  is  to  buy  to  specifications  and  see  that 
the  material  is  on  hand  before  it  is  needed  and  that  the  specifica- 
tions are  conformed  to. 

Low  prices  paid  for  materials  are  not  necessarily  exponents 
of  a  purchasing  agent's  efficiency.  The  man  who  can  discrim- 
inate and  buy  the  right  thing  at  a  fair  price  is  the  kind  of  man 
that  lasts  in  this  period  of  competition  and  exacting  require- 
ments. 

Serious  delays  and  expenses  are  often  caused  by  incomplete 
or  incorrect  specifications  for  simple  materials  and  supplies. 
This  trouble  can  be  obviated  by  a  symbol  or  number  system 
which  ties  all  materials  used  in  the  factory  to  a  standard  specifi- 
cation which  is  definite  and  complete  in  its  wording. 

Engineering.  A  product  improperly  designed  and  well  made 
cannot  maintain  its  place  in  the  market,  and,  conversely,  a  pro- 
duct properly  designed  and  improperly  made,  cannot  be  sold.  To 
design  properly  and  to  see  that  it  is  properly  made,  is  the  meas- 
ure of  efficiency  of  the  engineering  department. 

Proper  strength,  lines,  proportions,  tolerations,  inspection,  in- 
structions, manufacturing  specifications,  tool  design  and  manu- 
facturing, should  be  done  in  this  department  and  done  thor- 
oughly. Time  study  and  bonus  system  are  thrown  away  if  done 
on  work  that  cannot  be  used,  or  hurts  trade.  Further,  respon- 
sibility is  more  readily  placed  if  this  is  done  in  the  full  sense 
and  meaning  of  the  word  "  complete." 

The  engineering  department  in  the  iiiodeni  organization  of 
high  efficiency  is  the  ujost  important  of  all,  as  it  is  the  fountain 
head  from  which  all  specifications  are  issued,  designs  made  and 
(piality  of  work  determined. 

Inspection.  To  insure  proper  materials  being  given  to  the 
workmen  is  the  first  and  most  important  duty  of  the  inspection 
department,  followed  i)y  i)roi)er  tools,  condition  of  machines. 
jigs  and  fixtures  for  the  reasonable  performance  of  accei)tal)le 
work.  These  functions  are  just  as  necessary  to  efficient  work 
as  time  study  or  bonus  system,  for  without  these  the  intensified 
production  would  be  lacking,  owing  to  the  fact  that  conditions 
for  perfecting  the  work  would  not  be  constant  and  the  failure 
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to  perfect  such  work  would  be  beyond  the  worlonan's  control. 

After  these  requirements  have  been  brought  up  to  the  proper 
standard  of  efficiency,  this  division  can  control  the  quality  of 
the  work  as  specified  by  the  engineering  division  and  is  in  a 
position  to  insist  on  its  quality  being  maintained. 

Maintenance.  To  do  a  full  day's  work  a  man  must  have 
proper  light,  heat,  power  machines,  tools  and  fixtures,  etc.,  in 
proper  working  condition,  and  it  is  up  to  the  management  to 
see  to  it  that  he  does.  One  of  the  most  common  troubles  is  the 
condition  of  belts,  long  ago  recognized  by  Fred.  W.  Taylor  and 
covered  in  his  paper  on  Shop  Management.^  His  system  with 
the  belt,  bench  and  scales  in  a  factory  using  many  belts  is  the 
best  obtainable  and  shows  direct  results  in  volume  of  output  and 
saving  in  belt  bills. 

Countershafts,  main  shafts,  jack  shafts,  motors,  machine  re- 
pairs, should  receive  a  systematic  supervision  to  insure  constant 
and  efficient  operation.  It  is  true  that  time  study  develops 
these  requirements,  but  these  requirements  should  be  attended 
to  first  or  time  study  will  in  a  way  be  wasted. 

Accounting.  To  have  reasonably  accurate  costs  is  both  desir- 
able and  necessary,  not  only  as  a  means  of  efficiency  but  also  to 
eliminate  unprofitable  articles  of  manufacture  and  produce  the 
more  profitable  ones.  This  system  requires  methods  of  factory 
accounting  which  interlock  with  routing  system,  time  keeping, 
and  stores,  requiring  a  close  cooperation  with  the  stores,  inspec- 
tion and  producing  work  of  management. 

Proper  distribution  of  overhead  charges,  accurate  time  study 
and  charges,  accurate  material  charges,  controlled  from  a  cen- 
tral point  in  which  all  is  charged  against  its  proper  account  by 
the  same  mental  interpretation  is  the  only  accurate  way,  com- 
bined with  a  symbol  method,  not  too  complicated,  which  places 
the  burdens  where  they  belong  at  the  time  the  expense  is  incurred. 

Stores.  Raw  and  worked  materials  must  be  properly  ac- 
counted for,  and  the  truthful  conduct  of  a  stock  room  is  impor- 
tant and  necessary.  Stores  records  should  be  complete  and  show 
enough  information  to  gage  efficiency  without  being  so  compli- 
cated and  cumbersome  as  to  require  more  time  to  tell  the  story 
than  an  inventory. 

Maximums  and  iiiinimunis  should  l)e  so  proportioned  as  to 
allow  a  minimum  amount  of  capital  being  tied  up  in  fixtures, 

1  Trans.  Am.  Soc.  M.  E.  vol.  24,  p.   1.3.37 
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stock,  raw  materials  and  work  in  process  as  well  as  all  materials 
spoiled  or  defective.  A  graveyard  in  a  store  in  plain  sight  of 
all  is  a  mighty  object  lesson  to  the  management  and  workmen. 

The  broad  or  conunercial  interpretation  of  elliciency  engineer- 
ing, or  scientific  management,  is  profitable  management,  in  which 
the  final  measui-e  of  success  is  tlie  return  on  the  investment.  As 
tliis  return  is  dependent  on  other  than  labor  elements,  it  would 
seem  but  fair  that  we  carefully  and  earnestly  consider  the  fact 
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AND  Profit 


that  no  man  can  do  efficient  work  at  a  machine  unless  the  con- 
ditions are  made  right  for  the  performance  of  such  work  and 
that  each  function  of  the  industrial  organization  requires  as 
close,  if  not  closer,  attention  on  the  part  of  the  management 
as  do  the  workman  and  the  machine. 

Explanation  of  Diagram.  Variations  in  expense  and  cost  of 
labor  and  materials  are  practically  negligible,  but  each  factory  or 
unit  of  output  should  have  a  separate  diagram  based  on  actual 
conditions  of  costs  of  flat  labor,  materials,  overhead  and  profit. 
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In  Fig.  17  BC  shows  the  points  of  cost;  BD  the  points  of  profit : 
the  different  percentages  of  profit  are  shown  by  EE. 

To  use  the  diagram,  assume  first  that  the  prothict  is  sold  at 
a  certain  price.  Then  select  E  to  corresj^ond  to  the  profit  for 
these  price  jxants.  Following  this  line  to  the  left  until  it  inter- 
sects the  curve,  will  give  the  point  where  the  3'ear's  business  will 
break  even.  To  illustrate  with  50  per  cent  profit,  it  will  be 
necessary  to  do  a  business  of  2.5  per  year  in  order  to  break  even. 
On  an  annual  business  of  5,  the  profit  would  be  3.  With  an 
annual  business  of  10,  the  profit  would  be  9.  Then  the  dollars 
and  cents  profits  would  be  those  made  on  5  multiplied  b}'  9  and 
divided  by  3. 

The  line  ////  is  drawn  from  the  point  of  no  profit  to  the  point 
of  maximum  profit  on  the  basis  of  10  for  the  year's  business,  or 
double  the  average  business. 

For  any  given  volume  of  business  of  the  line  BB^  the  points 
profit  could  be  obtained  by  the  intersection  of  the  lines  J  J  with 
the  line  11  and  read  out  to  the  scale  on  the  line  BD. 

By  studying  Fig.  17,  it  will  be  seen  that  the  cost  of  materials 
and  the  overhead  expenses  are  so  great  in  proportion  to  the  labor 
performed  that  more  emphasis  should  be  placed  in  this  report 
on  the  management  end  of  the  factory  than  on  the  workman 
and  the  machine. 


6/ 


Fred.  W.  Taylor.  The  preparation  of  this  report  has  evi- 
dently involved  careful  research,  followed  by  a  close  analysis 
of  the  materials  gathered  in.  The  viewpoint  from  which  the 
whole  subject  is  examined  is  new  and  original.  Most  writers 
upon  this  subject  have  emphasized  the  necessity  of  reducing  to 
a  science  the  knowledge  which  in  the  past  has  been  in  the  heads 
of  the  workmen.  The  change  from  rule  of  thumb  to  scientific 
knowledge  has  been  largely  dwelt  upon,  and  its  importance 
pointed  out.  The  thought  of  the  committee,  however,  centers 
mainly  about  transfering  this  knowledge  to  the  workman  after 
it  has  been  acquired  by  the  management;  and  from  this  view- 
point scientific  management  is  very  properly  summarized  as  "  the 
mental  attitude  that  consciously  applies  the  transference  of  skill 
to  all  of  the  activities  of  the  industry." 

The  committee  xci-y  pro|)erly  call  attention  to  the  signifi- 
cance of  the  change  in  the  mental  attitude  of  both  sides  which 
takes  place  under  scientific  management.  This  would  seem  to 
be  the  most  vital  element  in  scientific  management.     It  was, 
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indeed,  looked  upon  as  of  such  importance  that,  during  the 
hearinj;s  before  llie  House  Couiinittec  ■•  to  inve.sti<j;ale  the  Taylor 
and  other  systems  of  management,""  num  after  man  came  from 
the  shops  which  are  being  run  under  scientific  manageuient,  to 
testify  that  the  very  essence  of  this  system  lies  in  the  great 
mental  change  which  comes  both  to  the  management  and  to  the 
worku:en.  In  fact,  with  but  few  exceptions,  these  men  testified 
that  without  this  complete  mental  revolution,  scientific  uianage- 
ment  could  not  exist. 

This  mental  change  is  great  and  far-reaching.  It  means  es- 
sentially a  change  from  suspicious  watchfulness  and  antagonisui 
and  frequentlv  open  enmity,  between  the  two  sides,  to  that  of 
friendship,  heartv  good-will  and  cooperation.  It  means  a  change 
from  the  old  belief  that  the  interests  of  employer  and  employe 
are  in  many  respects  necessarily  antagonistic,  to  the  firm  convic- 
tion that  the  true  interests  of  the  two  are  mutual. 

This  feature  of  scientific  management  is  of  such  importance 
that  it  seems  desirable  to  make  one  of  the  causes  for  the  change 
in  mental  attitude  a  little  more  clear.  The  following  illustration 
mav  help  to  do  this: 

Into  the  manufacture  of  any  article  there  enter  two  items  of 
expense,  the  cost  of  the  materials  of  which  it  is  composed,  ^and 
the  cost  of  what  are  commonly  called  "  overhead  expenses  "  or 
general  expenses,  such  as  the  proper  share  of  power,  light,  heat, 
salaries  of  officers,  etc. 

Now,  if  these  two  items  of  expense,  cost  of  materials  and  gen- 
eral expense,  be  added  together  and  their  sum  subtracted  from 
the  selling  price  of  the  article,  we  have  what  is  called  the  "  sur- 
plus "  And  it  is  over  the  division  of  this  surplus  between  the 
company  and  the  men  that  most  of  the  labor  troubles  and  dis- 
putes have  come  in  the  past.  The  men  want  as  large  a  part  of 
this  surplus  as  possible  in  the  form  of  wages,  and  the  company 
as  large  a  share  as  possible  in  the  form  of  profits.  And  in  the 
division  of  the  surplus,  under  the  older  systems  of  management, 
both  sides  have  come  in  many  cases  to  look  upon  their  interests 
as  truly  antagonistic. 

A  part  of  the  great  uiental  revolution  that  occurs  under  scien- 
tific management  is  the  complete  change  in  viewpoint  of  both 
sides  as  to  this  surplus:  from  looking  upon  the  division  of  the 
surplus  as  the  important  question,  they  both  come  to  realize  that 
if,  instead  of  pulling  apart  and  quarreling  over  it,  they  join 
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together  and  both  push  hard  in  the  same  direction,  they  can 
make  this  surplus  so  large  that  there  is  no  need  to  quarrel  over 
its  division,  because  each  side  can  get  a  far  larger  sum  than  they 
had  ever  hoped  to  get  in  the  past.  And  each  side  realizes  that 
this  result  would  have  been  entirely  impossible  without  the 
hearty  cooperation  of  the  other.  The  workmen  see  clearly  that 
without  the  constant  help  and  guidance  of  those  on  the  manage- 
ment side,  they  could  not  possibly  earn  their  extra  high  wages, 
and  the  management  see  that  without  the  true  friendship  of 
the  workmen  their  efforts  would  be  futile,  and  they  are  glad  to 
have  their  worlonen  earn  much  higher  wages  than  they  can  get 
elsewhere. 

The  introduction  of  scientific  management  is,  so  far  as  I  know, 
the  first  large  movement  in  industrial  history  in  which  a  great 
increase  in  the  output  of  the  workmen  has  been  at  once  accom- 
panied by  a  large  increase  in  the  earnings  of  the  workmen.  The 
great  increase  in  output  resulting  from  the  introduction  of  labor- 
saving  machinery  was  not  at  once  accompanied  by  much  if  any 
increase  in  the  wages  of  operatives,  and  in  many  instances  the 
introduction  of  labor-saving  machinery  resulted  in  paying  lower 
wages  to  the  operatives  of  these  machines  than  had  been  received 
by  similar  hand  workers  before  the  introduction  of  machinery. 
The  main  profit  was  absorbed  at  first  in  almost  all  cases  by  the 
manufacturers,  who  introduced  the  new  labor-saving  machinery. 
In  the  end,  of  course,  the  operatives,  along  with  all  the  rest  of 
the  world,  have  profited  immensely  through  the  introduction 
of  labor-saving  machinery. 

One  of  the  most  notable  features  of  scientific  management, 
however,  is  that  the  group  of  men  who  have  introduced  it  have 
insisted  that  the  workmen  coming  under  its  principles  should  at 
once  be  paid  from  30  per  cent  to  100  per  cent  higher  wages  than 
they  could  get  elsewhere.  This  fact  is  not  appreciated  by  the 
general  public,  and  largely  because  the  labor  leaders,  consistent 
in  their  fight  against  the  introduction  of  any  labor-saving  device, 
have  seen  fit  to  misrepresent  far  and  wide  almost  all  of  the  good 
features  of  this  system;  and  in  doing  this  they  have  strenuoHsly 
denied  that  the  worlonen  coming  under  scientific  management 
are  paid  higher  wages  than  heretofore.  Quotations  such  as  the 
following,  taken  from  the  famous  circular  distributed  by  Presi- 
dent O'Connell  throughout  the  Machinists'  Union,  are  typical 
of  this  misrepresentation  by  labor  leaders: 
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Wherever  tliis  system  lias  bceu  tried  il  liu.s  resulted  either  in  labor  trouble 
and  failure  to  install  the  system,  or  it  has  destroyed  the  labor  organization  and 
reduced  the  men  to  virtual  slavery  and  low  wages,  and  has  engendered  such  an 
air  of  suspicion  among. the  men  that  each  man  regards  every  other  man  as  a 
possible  traitor  and  spy. 

The  installation  of  the  Taylor  system  throughout  the  country  means  one  of 
two  things — i.  e.,  either  the  machinists  will  succeed  in  destroying  the  usefulness 
of  this  system  through  resistance,  or  it  will  mean  the  wiping  out  of  our  trade 
and  organization  with  the  accompanying  low  wages,  life-destroying  hard  work, 
long  hours,  and  intolerable  conditions  generally. 

In  answer  to  this  statement  of  O'Connell's,  however,  in  the 
sworn  testimony  given  before  the  House  Committee  to  investi- 
gate the  Taylor  and  other  Systems  of  Management  there  was 
presented  a  schedule  of  the  present  wages  in  comparison  with 
the  past  wages  of  all  of  the  workmen  who  had  been  more  than 
12  months  in  the  employ  of  a  company  which  was  using  scien- 
tific management.  This  statement  showed  that  the  workmen 
were  then  receiving  on  an  average  73  per  cent  higher  wages  than 
when  they  first  came  under  scientific  management.  The  list  of 
employes  included  all  kinds,  even  the  colored  men  who  helped 
move  the  materials  around  the  floor  of  the  shop,  and  the  sweep- 
ers, etc. 

The  testimony  also  showed  that  the  company,  after  paying 
this  73  per  cent  increase  in  wages,  found  itself  better  off  than  it 
was  under  the  older  type  of  management.  That  fewer  work- 
men were  turning  out  three  times  the  output  formerly  obtained 
and  that  the  selling  price  of  machines  manufactured  had  been 
reduced  25  per  cent. 

It  is  object  lessons  of  this  sort  which  are  rapidly  convincing 
those  who  investigate  scientific  management  that  the  interests 
of  both  sides  are  mutual,  instead  of  antagonistic. 

The  historical  portion  of  the  report  shows  careful  study,  and 
is  e\'idently  the  result  of  much  research.  In  certain  particulars, 
however,  it  is  somewhat  misleading;  that  portion  of  it,  at  least, 
which  includes  the  quotations  from  Adam  Smith,  etc.,  and  par- 
ticularly Tables  1  and  2,  given  in  the  Appendix. 

Although  the  fact  is  not  specifically  stated,  still  the  general 
impression  from  reading  this  part  of  the  report  is  that  "  time 
study,"  which  is  the  foundation  for  '*  the  transference  of  skill 
from  the  management  to  the  uien,"  was  practically  carried  on 
in  17G0  and  in  1830,  as  it  is  now  under  scientific  management. 
This  is,  however,  far  from  the  truth,  and  in  the  interest  of  his- 
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torical  accuracy  it  may  be  desirable  to  make  a  statement  as  to 
the  beginning  of  '"  time  study,"  although  I  lealize  that  questions 
as  to  who  started  time  study,  and  when  it  was  started,  are  of 
very  little  conse(juence,  the  important  <}uestions  being,  what  is 
time  study?  and,  how  shall  we  make  it  more  useful? 

Time  study  was  begun  in  the  machine  shop  of  the  Midvale 
Steel  Company  in  1881,  and  was  used  during  the  next  two  years 
sufficienth'  to  prove  its  success.  In  1883,  Mr.  Euden  Hare  Miller 
was  employed  to  devote  his  whole  time  to  "  time  study,"  and  he 
worked  steadily  at  this  job  for  two  years,  using  blanks  similar  to 
that  shown  in  Par.  367  of  "  Shop  Management."  ^  He  was  the 
first  man  to  make  "  time  study  "  his  profession. 

It  is  true  that  the  form  of  Tables  1  and  2.  given  in  the  Appen- 
dix to  the  Committee's  report,  is  similar  to  that  of  the  blanks 
recording  time  study,  but  here  the  resemblance  ceases.  Each 
line  in  Table  2,  for  instance,  gives  statistics  regarding  the  aver- 
age of  the  entire  work  of  an  operative  who  works  day  in  and 
day  out,  in  running  a  machine  engaged  in  the  manufacture  of 
pins.  This  table  involves  no  study  whatever  of  the  movements 
of  a  man,  nor  of  the  time  in  which  his  movements  should  have 
been  made.  Mere  statistics  as  to  the  time  which  a  man  takes 
to  do  a  given  piece  of  work  do  not  constitute  "  time  study." 
"  Time  study,"  as  its  name  implies,  involves  a  careful  study  of 
the  time  in  which  work  ought  to  be  done.  In  but  very  few  cases 
is  it  the  time  in  which  the  work  actually  w^as  done. 

Previous  to  the  development  of  "  time  study  "  in  the  Midvale 
Steel  Works,  there  have  in  all  probability  been  many  instances 
in  which  men  have  carefully  studied  and  analyzed  the  move- 
ments of  other  men,  and  have  timed  them  with  watches.  (No 
such  instances  have,  however,  come  to  my  personal  attention.) 
Any  such  former  work  was  without  doubt  confined  to  isolated 
cases,  and  was  of  short  duration ;  and  (most  important  from  the 
historical  point  of  view)  it  did  not  lead  to  the  development  of 
a  new  trade,  or,  more  properly,  to  a  new  scientific  occupation, 
"  the  profession  of  time  study." 

Any  former  efforts  of  this  kind  would  bear  the  same  general 
relation  to  the  time  study  done  in  the  Midvale  Steel  Works  that 
the  many  early  altem])ts  at  flying  V>ear  to  the  work  of  the  Wright 
brothers. 

The  Wright  brothers  started  "  man  flying." 

•F.  W.  Taylor,  Trans.  Am.  Soc.  M.  E.,  vol.  24,  p.  1436. 
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The  Midvale   Steel  Works  started   the  "  profession   of   time 
study." 

(I  do  not  of  course  intimate  that  the  two  developments  are 
of  equal  importance.) 

Time  study  is  the  one  element  in  scientific  management  beyond 
all  others  making  possible  the  "  transfer  of  skill  from  manage- 
ment to  men."  The  nature  of  time  study,  however,  is  but  imper- 
fectly understood  and  it  is  therefore  important  to  define  it 
clearly.  ''  Time  study  "  consists  of  two  broad  divisions,  first, 
analytical  work,  and  second,  constructive  work. 
The  analytical  work  of  time  study  is  as  follows: 

a  Divide  the  work  of  a   man  performing  any  job   into 

simple  elementary  novements. 
6  Pick  out  all  useless  movements  and  discard  them. 
c  Study,   one   after   another,   just    how    each    of   several 
skilled  worlanen  makes  each  elementary  movement, 
and  with  the  aid  of  a  stop  watch  select  the  quickest 
and  best  method  of  making  each  elementary  move- 
ment known  in  the  trade. 
d  Describe,  record  and  index  each  elementary  movement, 
with  its  proper  time,  so  that  it  can  be  quickly  found.' 
e  Study  and  record  the  percentage  Avhich  must  be  added 
to  the  actual  working  time  of  a   good  workman   to 
cover  unavoidable   delays,   interruptions,  and   minor 
accidents,  etc. 
/  Study  and  record  the  percentage  which  must  be  added 
to  cover  the  newness  of  a  good  workman  to  a  job, 
the  first  few  times  that  he  does  it.     (This  percentage 
is  quite  large  on  jobs  made  up  of  a  large  number  of 
different  elements  composing  a  long  sequence  infre- 
quently repeated.     This  factor  grows  smaller,  how- 
ever, as  the  work  consists  of  a  smaller  number  of  dif- 
ferent elements  in  a  sequence  that  is  more  frequently 
repeated.) 
g  Study  and  record  the  percentage  of  time  that  must  be 
allowed  for  rest,  and  the  intervals  at  which  the  rest 
must  be  taken,  in  order  to  offset  physical  fatigue. 
The  constrtictive  work  of  time  study  is  as  follows: 
«  Reoording  thcsp  movements  so  that  they  can  be  readily  found  is  the  most 
difficult  element  of  time  study.     The  writer  threw  away  his  first  two  years  of 
time  study  because  it  was  so  poorly  indexed  that  he  was  unable  to  find  the  ele- 
ments when  he  needed  them. 
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h  Add  together  into  various  groups  such  combinations 
of  elementary  movements  as  are  frequently  used  in 
the  same  sequence  in  the  trade,  and  record  and  index 
these  groups  so  that  they  can  be  readily  found. 
i  From  these  several  records,  it  is  comparatively  easy  to 
select  the  proper  series  of  motions  which  should  be 
used  by  a  workman  in  making  any  particular  article, 
and  by  summing  the  times  of  these  movements,  and 
adding   proper    percentage    allowances,    to    find    the 
proper  time  for  doing  almost  any  class  of  work. 
k  The  analysis  of  a  piece  of  work  into  its  elements  almost 
always  reveals  the  fact  that  many  of  the  conditions 
surrounding  and  accompanying  the  work  are  defec- 
tive; for  instance,  that  improper  tools  are  used,  that 
the  machines  used  in  connection  with  it  need  perfect- 
ing, that  the  sanitary  conditions  are  bad,  etc.     And 
knowledge  so  obtained  leads  frequently  to  construc- 
tive work  of  a  high  order,  to  the  standardization  of 
tools  and   conditions,   to   the  invention   of   superior 
methods  and  machines. 
It  is  imusual  to  make  a  study  such  as  this  of  the  elementary 
movements  of  the  workmen  in  a  trade.    The  instances  in  which 
this  has  been  done  are  still  rare^ :    And  it  would  seem  that  this 
must  be  due  to  a  lack  of  appreciation  of  the  great  power  which 
is  given  to  the  man  who  possesses  a  knowledge  of  the  time  value 
of  these  elements,  and  also  to  a  lack  of  appreciation  of  the  large 
variety  of  work  to  which  these  elements  apply.    How  many  men. 
for  instance,  know  that  a  man  who  has  received  his  education  in 
"  time  study  "  through  analyzing  their  elements  of  the  move- 
ments of  machinists  engaged  in  manufacturing  conveying  and 
hoisting  machinery,  can  go  with   this  knowledge  into  another 
establishment  manufacturing  machinery  not  in  the  most  remote 
degree  resembling  hoisting  machinery,  and  there  use  this  Imowl- 
edge  to  fix  accurate  daily  tasks  for  the  machinists?    Yet  during 
the  past  year  and  more,  a  young  man  trained  in  time  study  in 
the  Link-Belt  Works  in  Philadelphia,  has  been  setting  the  daily 
tasks  in  one  of  our  arsenals  manufacturing  a  large  variety  of 

«  Most  of  the  mon  who  have  made  what  they  '^all  "time  study"  have  been 
contented  with  getting  the  gross  time  of  a  whole  cycle  of  operations  necessary 
to  do  a  particular  piece  of  work,  and  at  best  they  have  thrown  out  the  time 
when  the  workman  was  idle,  or  evidently  purposely  going  slowly. 
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war  materials,  including  the  great  disappearing  gun  carriages 
used  in  our  coast  defence. 

Surely,  when  the  significance  of  such  a  fact  as  this  is  appre- 
ciated, companies  employing  machinists,  even  though  they  may 
be  manufacturing  radically  different  kinds  of  work,  will  join 
together  in  studying  the  rudimentary  elements  of  the  machin- 
ists' trade  and  then  in  publishing  this  knowledge  so  that  it  may 
be  available  for  hundreds  of  companies,  where  now  it  is  the 
private  property  of  the  few  concerns  who  have  had  the  patience 
and  the  courage  to  be  pioneers  in  this  field.  It  is  the  lack  of 
published  data  regarding  the  time  required  to  perform  each 
one  of  the  elementary  operations  in  our  various  trades  (more 
than  any  other  element)  that  makes  the  introduction  of  scien- 
tific management  such  a  slow  process. 

If  we  accept  the  committee's  definition  of  the  new  management 
as  the  "  transference  of  skill  from  the  management  to  the  men," 
it  is  evident  that  the  management  cannot  transfer  Imowledge 
and  skill  until  they  themselves  possess  this  knowledge,  and  up 
to  this  time  each  new  company  introducing  scientific  manage- 
ment has  been  obliged  to  obtain  this  rudimentary  laiowledge 
through  their  own  analysis  and  study,  a  very  slow  and  tedious 
process. 

Seventeen  years  ago,  I  predicted,  in  a  paper  read  before  this 
Society,^  that  books  would  be  published  similar  to  our  engineer- 
ing handbooks,  embodying  a  time  study  of  all  of  the  elementary 
operations  occurring  in  our  various  trades ;  and,  was  then  greatly 
laughed  and  sneered  at  for  making  this  statement.  Only  one 
such  book  has  as  yet  appeared,  but  I  wish  to  repeat  my  prophecy 
with  more  emphasis  even  than  before — that  hundreds  of  books 
of  this  sort  will  be  published  in  the  future,  and  in  the  not  far 
distant  future.  These  books  will  make  possible  "  the  transfer- 
ence of  knowledge  and  skill  from  the  management  to  the  work- 
man "  on  a  large  scale  throughout  the  country,  and  the  introduc- 
tion of  scientific  management  will  then  indeed  proceed  at  a  rapid 
pace. 

F.  G.  CoBTjRN^  said  that  the  committee  have  expressed  in 
their  report  the  "  human  interest  "  side  of  scientific  or  labor- 
saving  management,  which  some  of  its  critics  say  it  lacks.  The 
human  part  of  industrial  management,  it  seemed  to  him,  was 

» A  Piece-Rate  System,  Trans.  Am.  Soc.  M.  E.,  vol.  17,  p.  856. 
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the  use  of  certain  psychological  or  psychic  hifluences  to  cause 
employes  to  work  hard,  loyally  and  intelligentl}',  and  the  degree 
of  success  attained  depended  largely  on  the  number  of  these 
influences  that  were  correctly  used.  They  have  never  been  clearly 
defined  and  are  not  clearly  understood,  even  by  those  who  use 
them.  When  they  are  defined,  the  industrial  manager  will  have 
a  set  of  proximate  rules  for  a  game  which  is  at  present  played 
without  rules. 

The  manager  who  supports  his  unconscious  use  of  these  psy- 
chological influences  with  known  methods  of  labor-saving  man- 
agement, i.e.,  worked-out  details  based  on  the  basic  and  regu- 
lative principles*  stated  in  the  report,  applied  to  his  own  plant, 
is  bound  to  be  better  off  than  if  he  did  not. 

The  system  of  management  is  but  the  tool  of  the  manager. 
Alone  it  is  useless,  may  even  be  dangerous;  the  management 
without  it  is  handicapped,  whereas  the  system,  backed  by  an 
active  mind  continuously  using  it,  is  the  eff'ective  combination. 
And  labor-saving  management  is  a  sj'stem  that  forces  the  execu- 
tives to  manage. 

As  at  present  understood,  the  expressed  principles  underlying 
and  regulating  labor-saving  management  do  not  completely  solve 
industrial  management.  They  may  only  postpone  the  strike 
problem.  A  prominent  investigator  of  business  and  industrial 
problems  expressed  this  by  saying  that  there  is  no  assur- 
ance that  the  increased  reward  offered  to  the  worker  for  at- 
taining high  production  is  the  worker's  correct  share  of  the 
increased  profit.  He  has  his  own  misgiving  as  to  what  would 
happen  were  the  greater  part  of  a  given  labor  market  employed 
.under  labor-saving  management. 

It  would  seem  that  cooperation  between  employer  and  em- 
ployes, so  necessary  to  the  successful  practice  of  labor-saving 
management,  is  based  on  a  bargain  subject  to  change;  and  that 
successful  readjustment  of  the  bargain  would  be  required  from 
time  to  time,  to  insure  the  continuance  of  such  cooperation.  This 
may  settle  itself.  A  noteworthy  example  of  readjustment  initi- 
ated by  the  employer  in  favor  of  the  employes  has  been  recently 
brought  to  his  attention.  He  expressed  the  opinion  that  the 
committee's  report  opened  the  way  to  study  of  psychological 
principles — or  psychic,  perhaps — -that  are  in\'olved;  and  the  hope 
that  some  day  may  see  a  committee  of  this  Society  appointecl 
to  take  up  this  investigation. 
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Carl  G.  Bartii.  I  am  gratified  with  the  report  as  an  endorse- 
ment of  the  kind  of  work  1  am  permanently  engaged  in;  par- 
ticuhirly  as  I  find  among  the  names  of  the  members  of  the  com- 
mittee who  have  signed  the  majority  report,  that  of  a  personal 
friend  who,  only  through  this  investigation  has  become  a  convert 
to  scientific  management.  I  am  unable  to  take  as  broad  a  view 
of  the  matter  as  the  committee  have  attempted,  as  I  am  tied 
down  too  closely  to  the  daily  details  and  difficulties  of  the  prac- 
tical introduction  of  scientific  management  to  devote  much  time 
to  its  broad  historical  and  economic  aspects.  Part  of  the  report, 
also,  has  a  rather  amusing  side  for  those  of  us  who  now  for 
several  years  past  have  been  working  with  son^e  success  in  this 
field,  in  that  it  is  virtually  a  declaration  to  the  effect  that  the 
committee  have  assured  themselves  that  there  really  is  such  a 
thing  as  "scientific  management,"  and  that  it  does  accomplish 
some  of  the  things,  at  least,  which  its  exponents  allege  that  it 
does.  It  reminds  me  of  the  farmer  who  came  to  town  in  the  early 
days  of  the  automobile  to  assure  himself  that  there  really  was 
such  a  thing  as  a  horseless  wag(m  not  requiring  tracks  to  run  on. 
and  that  it  actually  did  carry  people  around  in  the  streets  with- 
out running  wild  and  upsetting  everything  in  its  way,  except 
when  in  the  hands  of  a  driver  possessing  more  ambition  than 
experience  and  sense  of  responsibility. 

As  regards  the  minority  report,  I  see  no  good  reason  for  its 
coming  into  being,  as  it  contains  nothing  that  I  cannot  agree 
to,  and  to  my  mind  nothing  that  it  recommends  conflicts  with 
the  majority  report. 

It  merely  asserts  that  there  are  places  in  which,  and  condi- 
tions under  which,  the  introduction  of  scientific  management 
would  not  be  a  paying  proposition ;  a  matter  that  T  do  not 
believe  anybody  will  dispute.  In  fact,  experience  has  long  ago 
taught  me  that  there  is  hardly  an  establishment  in  which  there 
is  not  some  departuient  or  corner  of  the  works  which  is  not 
better  left  almost  untouched  by  the  new  order  of  things,  except 
in  the  matter  of  having  its  relations  to  the  rest  of  the  works 
properly  dovetailed  into  this. 

To  take  the  automobile  for  a  second  illustration,  I  have  never 
heard  of  anybody  recommending  its  use  to  the  extent  of  declar- 
ing that  walking  is  no  longer  a  profitable  and  sensible  method 
of  locomotion,  to  be  eventually  given  up  entirely;  though  we 
also  know  that  some  automobile  enthusiasts  do  use  the  automo- 
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bile  at  times  and  in  places  where  walking  would  be  more  appro- 
priate. 

As  regards  the  attempt  of  the  committee,  and  others,  to  give 
a  more  appropriate  name  to  what  we  all  now  pretty  well  under- 
stand by  scientific  management,  I  like  to  state  that  I  have  until 
recently  preferred  to  refer  to  what  I  am  trying  to  do,  as  the 
"  Taylor  system  of  management ;  "  and  that  Mr.  Taylor  himself 
was  the  first  one  to  discourage  me  in  thus  using  his  personal 
name  in  that  connection,  and  to  suggest  substituting  therefor 
the  term  scientific  management.  However,  as  I  am  not  only  not 
ashamed  of,  but  on  the  other  hand  exceedingly  proud  of,  being 
accused  of  being  Mr.  Taylor's  most  orthodox  disciple,  I  have 
stuck  to  the  former  until  recently ;  ^though  since  numerous  imi- 
tators have  invented  a  number  of  substitute  names,  so  far  as  I 
can  see  to  no  practical  purpose,  I  have  become  more  favorably 
inclined  to  the  use  of  the  term  scientific  management.  Accord- 
ingly, I  now  refer  to  myself  as  an  exponent  of  the  "  Taylor  sys- 
tem of  scientific  management,"  and  feel  that  in  doing  so  I  have 
just  about  the  whole  thing. 

In  his  discussion  Mr.  Gillette  tries  to  point  out  that  Mr. 
Taylor  and  his  disciples  have  not  covered  the  w^hole  field  and 
mentions  as  an  example,  cost  and  accounting  as  a  matter  to 
which  they  have  paid  no  attention.  However,  the  mere  fact  that 
Mr.  Taylor  has  not  written  on  every  subject  of  his  activities, 
must  not  be  taken  as  a  proof  that  he  has  neglected  any  impor- 
tant matter  connected  with  the  management  of  an  industrial 
institution.  The  fact  is  that  Mr.  Taylor's  disciples  also  owe  him 
a  great  debt  for  the  cost  and  accounting  sj^stem  he  has  handed 
over  to  them,  one  which  for  completeness  and  flexibility  stands 
absolutely  unequalled  even  today,  in  spite  of  the  great  attention 
this  subject  has  recently  received. 

Mr.  Church  also  mentions  that  the  study  of  machines  is  a 
matter  thus  neglected.  However,  this  is  also  a  subject  which  Mr. 
Taylor  gave  serious  attention  over  25  years  ago,  or  about  the 
same  time  that  he  first  took  up  the  study  of  the  art  of  cutting 
metals,  and  this  has  played  one  of  the  most  important  roles  in 
the  subsequent  work  done  by  juyself  in  the  perfection  of  some 
of  Mr.  Taylor's  methods. 

Again,  one  speaker  suggested  that  there  should  be  a  special 
purchasing  agent  for  buying  labor,  as  if  that  too  were  a  brand 
new  idea,  whereas  Mr.  Taylor  has  also  pointed  out  the  desirabil- 
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ity  of  that,  and  as  long  ago  as  1895  gave  us  an  example  of  it 
in  a  man  employed  by  some  AVestern  company  at  a  salary  of 
$5,000  a  year,  who  had  the  buying  of  labor  down  to  a  fine  art. 

Mr.  Gantt  has  told  us  about  the  disastrous  results  of  changing 
to  piecework  from  his  bonus  system  of  paying,  in  a  plant  sys- 
tematized by  himself,  and  I  fear  that  what  he  said  might  hav^ 
been  misleading  to  some  of  the  audience. 

There  is  no  question  that  piecework  based  on  careful  time 
study  is  the  best  and  most  just  form  of  contract  between  em- 
ployer and  employe,  and  though  I  have  not  introduced  Mr.  Tay- 
lor's differential  piece  rates  for  some  years  past,  I  still  believe 
that  system  is  the  best  suggested  to  date.  However,  it  is  so  diffi- 
cult to  get  employers  to  wait  until  all  such  standards  have  been  ^ 
provided,  and  such  time-study  men  have  been  trained,  as  are 
absolutely  essential  for  the  introduction  of  a  piece-rate  system, 
that  we  are  usually  forced  by  circumstances  to  beg  the  question 
and  to  resort  to  the  expedient  of  a  bonus  or  premium  system. 

These  systems  have  the  advantage  of  any  piece-rate  system, 
and  particularly  the  differential,  in  that  they  may  be  established 
and  give  some  satisfaction  to  both  parties  concerned,  long  before 
it  would  be  possible  to  make  a  success  of  a  piece-rate  system. 

However,  there  is  no  doubt  in  my  mind,  that  the  differential 
piece-rate  system  conceived  and  used  by  Mr.  Taylor  some  30 
years  ago,  is  the  ideal  of  all  the  schemes  suggested  to  date  for 
paying  workers  in  any  other  way  than  by  straight  day  wages. 

Kegarding  the  use  of  a  moving  picture  machine  for  motion- 
and  time-studies,  it  looks  to  me  to  be  practically  the  same  thing 
as  was  offered  to  the  Watertown  Arsenal  at  the  time  we  took 
up  that  part  of  the  work  there.  I  do  not  remember  the  inventor's 
name,  only  that  he  w^as  connected  with  the  Navy  or  with  one 
of  the  navy  yards  in  one  capacity  or  another.  While  the  scheme 
was  interesting,  it  was  declined  after  a  conference  between  the 
commanding  officer  Mr.  Merrick,  and  myself,  particularly  on 
the  opinion  expressed  by  Mr.  Merrick,  who  is  one  of  the  most 
experienced  time-study  men  in  the  country,  and  because  of  the 
anticipated  great  expense  both  of  procuring  and  operating  such 
a  machine.  Perhaps  this  was  a  mistake,  for  no  doubt  the  ma- 
chine can  be  successfully  used  for  motion  study,  and  hence  for 
the  elimination  of  useless  motions,  but  T  am  still  open  to  con- 
viction regarding  the  use  of  any  machinery  of  this  kind  in 
connection  with  time  study.    The  two  main  difficulties  in  time 
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study  are:  first,  to  judge  when  a  worker  is  w(jrking  at  a  proper 
rate  and  to  make  proper  allowances  when  he  is  not;  second,  to 
make  proper  allowances  for  necessarj^  rests,  etc.;  and  I  do  not 
see  how  any  kind  of  machinery  can  help  us  in  these  difficulties. 

Alex.  C.  Humphreys.  We  should  discuss  frankly  the  ques- 
tions that  come  before  us.  Professor  Thompson  in  his  remarlcs 
made  this  statement :  '"  Referring  to  the  problem  of  wages,  the 
solution  of  this  problem,  if  there  is  one,  is  not  to  be  looked  for 
from  engineers.  When  an  engineer  wanders  into  the  field  of 
economics  he  is  apt  to  bring  about  the  same  diverting  spectacle 
that  the  economist  wcnld  who  would  undertake  to  expound  the 
principles  of  machine  design." 

I  think  that  this  statenent  should  be  met  in  a  meeting  of  this 
kind,  not  in  the  interest  of  the  engineer  so  much  as  in  the  interest 
of  truth;  and  certainly  so  in  this  particular  meeting  which  is 
called  to  consider  the  subject  of  efficiency  in  management.  This 
day's  work  alone,  I  think,  should  be  sufficient  to  contradict 
effectively  the  statement  to  which  I  object.  Again,  the  record 
of  our  industrial  life,  largely  directed  and  controlled  by  engi- 
neers, serves  to  contradict  the  statement.  A  book  economist 
makes  his  principal  error,  and,  in  my  opinion,  he  has  many  to 
answer  for  in  this  country  especially  today,  in  neglecting  to 
consider  facts  developed  in  the  field  of  work  and  so  in  failing 
to  look  on  all  sides  of  the  question,  as  necessarily,  in  my  opinion, 
any  man  must  look:  particularly  one  who  is  i)rimarily  a  book- 
man. Unquestionabh',  the  book  economist  fails  in  this  regard 
because  he  is  not  (jualificd  by  practical  experience  to  arrive  at 
exact  conclusions. 

Finally,  after  giving  this  matter  very  serious  consideration 
for  a  number  of  years  and  having  had,  T  believe,  unusual  oppor- 
tunities to  judge  through  my  work  as  an  engineer,  an  industrial 
manager,  and  the  president  of  an  engineering  college,  I  do  not 
hesitate  to  say  that  some  of  the  most  inefficient  guides  as  to  ques- 
tions of  economics  are  certain  of  the  professors  of  economics  in 
our  colleges  and  universities.  I  trust  that  Professor  Thompson 
will  believe  that  in  Ihis  nothing  personal  is  intended. 

David  Van  Alstyne'  in  a  conniiunication  endorsed  the  minor 
ity  report  of  Mr.  Vaughan.  Referring  to  Par.  la,  he  said  that 
while  it  may  be  possible  that  the  application  of  the  newly  dis- 
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covered  principles  of  manageiiient  to  railroads  would  result  in 
a  million  dollars  a  day  economy  such  a  statement  has  no  prac- 
tical value  because  the  application  of  these  principles  is  impos 
sible  at  present  and  will  be  for  many  years.  The  investment 
required  to  make  possible  such  economy  would  be  enormous  and 
the  change  of  attitude  on  the  part  of  railroad  owners,  operators 
and  employes  before  such  investments  and  changes  in  methods 
are  possible  will  be  long  deferred. 

Referring  to  Par.  1<?,  any  system  of  management  which  cannot 
be  made  acceptable  to  organized  labor  is  doomed  to  failure. 
There  is  probably  no  greater  problem  before  scientific  managers 
than  to  convince  labor  unions  that  scientific  management  has 
advantages  for  them  as  well  as  for  employers. 

The  term  scientific  management  seems  inappropriate  because 
it  tends  to  emphasize  the  contrast  between  a  system  presumed 
to  be  based  entirely  on  scientific  principles  and  one  in  which  pre- 
sumably nothing  is  done  scientifically.  Neither  wholly  scientific 
nor  wholly  unscientific  management  exists  and  the  degree  to 
which  management  is  scientific  is  the  extent  to  which  it  endeav- 
ors to  knoAv  what  its  conditions  are,  what  they  should  be  and 
how  to  bring  the  actual  to  the  standard. 

Hugo  Diemer.  The  report  of  the  committee  indicates  that  in 
their  opinion  there  is  no  system  of  management  any  more  than  there 
is  a  system  of  music,  chemistry  or  education. 

The  committee  are  to  be  commended  for  a  strong  effort  put  forth 
to  get  at  the  fundamentals.  It  should  bo  borne  in  mind,  however, 
that  it  is  possible  to  go  to  extremes  in  our  searcli  for  basic  principles. 
For  instance,  we  might  consider  that  the  basic  principle  ot  mathe- 
matics is  measurement.  If  we  contented  ourselves  with  this  bald 
statement  we  would  not  explain  the  scope  and  objects  of  the  science 
ot  mathematics  as  fully  as  if  we  extended  our  definition  somewhat. 

I  believe  we  should  not  content  ourselves  with  saying  that  the 
principle  of  division  of  labor  is  the  basis  of  manufacturing.  If  we 
add  to  this  statement  a  further  one  that  the  principle  of  division  of 
labor  gives  rise  to  such  matters  as  organization,  control  specializa- 
tion and  functionalization,  we  are  adding  to  our  definition  the  sort 
of  matter  which  we  would  consider  it  necessary  to  add  to  our  defini- 
tion of  the  basic  principle  ol  mattiematics. 

Attention  is  called  by  the  committee  to  the  fact  that  early  writers 
foreshadowed  the  planning  department,  also  that  motion  and  time 
study  are  not  even  19th  century  products,  but  that  they  were  known 
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and  practised  at  the  opening  of  the  manufacturing  era  in  the  eight- 
eenth century. 

The  relationship  of  these  isolated  cases  to  the  modern  science  of 
management  is  not  much  more  definite  than  Jules  Verne's  prediction 
of  the  submarine  and  the  aeroplane  to  the  modern  perfection  and 
utilization  of  these  ideas.  Even  in  King  Solomon's  time  we  had 
pretty  well  regulated  subdivision  of  labor,  also  the  eight-hour  day 
with  Saturday  half  holiday  and  pay  checks. 

There  is  no  present  day  science  that  was  not  foreshadowed  by 
disconnected  parts  in  earlier  centuries.  For  this  reason  I  would 
change  the  dej&nition  which  the  committee  have  given  for  the  second 
basic  principle,  which  they  designate  as  the  transference  of  skill. 
The  committee  illustrate  as  examples  of  this  principle  the  transfer- 
ence of  the  skill  of  the  inventor  to  the  power-driven  mechanism,  also 
the  transference  of  the  skill  of  the  real  expert  in  management  who 
trains  and  directs  the  persons  who  are  permanently  to  manage.  I 
believe  this  element  can  be  better  defined  by  stating  that  it  is  the 
conscious  application  of  scientific  methods  to  all  phases  of  industry, 
or  the  conscious  effort  to  build  up  a  science  of  industrial  management. 
The  real  science  of  management  will  apply  research  methods,  not 
only  to  designing  and  testing  but  to  all  phases  of  industry. 

Henry  P.  Kendall^  outlined  the  experiments  which  have  been 
worked  out  by  the  company  with  which  he  is  connected,  in  the 
purchasing  of  labor,  and  spoke  of  the  work  of  the  employment 
man  as  a  particular  function  in  scientific  management. 

In  this  establishment  this  man  engages  the  employes  and  tries 
to  apply  to  them  whatever  physiological  test  he  can  to  determine 
the  kind  of  work  each  is  best  fitted  for,  or  whether  any  particu- 
lar one  is  fitted  for  the  position  for  which  he  applies. 

In  employing  women  and  girls,  all  are  hired  subject  to  the 
approval  of  the  factory  nurse,  and  if  there  is  any  question  as 
to  the  health  of  men  applicants,  they  are  likewise  passed  upon. 

So  far  as  any  person  can  judge,  employes  are  given  the  kind 
of  work  for  which  they  are  best  fitted. 

The  employment  man's  responsibility  does  not  cease  when  he 
has  hired  the  man.  He  has  to  follow  his  record  in  his  work, 
and  adopting  a  suggestion  that  came  from  James  M,  Dodge, 
cards  are  used  to  preserve  the  record  of  each  employe.  Four 
times  a  year  information  on  each  employe  is  added  to  these 
cards,  as  to  how  he  is  performing  his  work,  his  aptitude  foi-  if, 
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his  skill  and  earning  power,  and  general  deportment.  He  keeps 
in  touch  with  each  foreman  or  gang  boss,  and  gets  a  signed  re- 
port on  each  emphne  for  these  card  entries. 

The  hiring  and  dischai-ging  and  matters  of  discipline  of  the  fac- 
tory are  all  concentrated  in  the  employment  man,  wliich  prevents 
the  injustice  that  comes  from  a  gang  boss  or  foreman  discharg- 
ing a  man  in  a  moment  of  anger  and  sa3dng  that  he  is  no  good. 
Should  he  say  that  a  man  was  no  good,  and  recommend  his' 
discharge,  a  written  report  from  several  (quarters  might  contra- 
dict the  statement,  if  it  were  unjustly  made. 

The  training  of  young  workers  is  especially  important.  There 
is  nothing  so  discouraging  to  a  boy  as  to  be  set  to  work  at  the 
end  of  school  by  an  average  foreman  and  forgotten.  He  may  be 
in  the  wrong  place  and  not  fitted  for  that  kind  of  work.  He  has, 
in  the  employment  man,  one  to  whom  he  can  go  for  advice  in 
regard  to  his  present  employment,  for  suggestions  in  regard  to 
outside  education  or  instruction,  one  who  is  in  sympathy  with 
him,  and  with  whom  he  can  rest  his  grievances  and  feel  secure 
that  he  will  not  get  in  wrong  with  the  boss. 

The  foremen  at  first  thought  they  would  lose  their  authority 
when  they  could  no  longer  hire  and  discharge,  but  now  they 
feel  that  it  rather  helps  their  authority  to  have  the  employment 
man  to  send  to  in  cases  of  discipline.  When  a  man  is  discharged 
by  a  foreman,  although  perhaps  for  cause,  this  may  be  done  in 
an  angry  manner,  and  he  may  leave  defiant,  and  with  a  de- 
termination to  "  get  even."  If  instead,  he  is  called  to  the  office 
of  the  employment  man  and  an  explanation  is  given  him  as  to 
why  his  services  have  not  been  satisfactory,  and  he  is  made  to 
see  that  he  is  at  fault,  and  if  this  is  done  in  a  quiet  frank  way, 
he  leaves  with  an  entirely  different  feeling.  Under  this  present 
scheme,  the  employe  is  given  an  opportunity  to  register  just 
complaints  against  a  foreman,  if  he  has  any. 

The  purchase  of  machines  and  equipment  has  been  strongly 
emphasized.  The  purchase  of  labor  is  more  important,  but  is 
given  less  attention.  Then,  too,  the  main  functions  of  scientific 
management  can  be  used  only  in  combination  with  other  func- 
tions. This  function  can  be  adopted  in  any  concern  with  equal 
advantage. 

Tracy  Lyon  suggested  that  if  there  is  any  lack  in  the  report 
it  is  in  the  consideration  of  the  reasons  for  the  vigorous  opposi- 
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tion  to  the  new  element  of  management  which  is  mentioned  and 
the  absence  of  permanent  results  from  some  conspicuous  efforts 
in  this  direction.  The  subject  of  so-called  scientific  management 
is  often  clothed  in  glittering  generalities  which  otter  no  practical 
suggestions  to  the  average  man,  but  it  really  means  no  more  than 
that  the  manufacturer,  operator  or  business  man  shall  take 
the  time  or  employ  others  to  consider  analytically  every  condi- 
tion of  his  business  and  every  step  in  his  operations  rather  than 
to  push  ahead  by  mere  force  of  weight.  Looked  at  in  this  light 
it  would  seem  that  anv  real  opposition  to  the  ''  new  element  " 
must  be  to  the  form  rather  than  to  the  substance  and  to  ill- 
advised  and  hasty  efforts  of  "  systematizers  "  in  name  only.  We 
have  yet  to  discover  any  royal  road  leading  to  efficient  manage- 
ment other  than  through  painstaking  and  persistent  effort. 

It  is  difficult  to  understand  a  charge,  that  if  a  manufacturer's 
tools  are  put  in  the  best  operative  condition  and  so  arranged  as 
to  minimize  the  movement  of  material,  if  provision  is  made  for 
material  in  definite  and  sufficient  quantities,  small  tools  and  other 
necessities  are  on  hand  before  the  commencement  of  a  piece 
of  work,  and  a  liberal  and  intelligent  measure  established  for 
the  payment  of  the  workman,  the  result  will  not  be  to  the  benefit 
of  the  employer,  the  employe  and  the  consumier.  The  function  of 
a  planning  system  is  no  more  than  to  provide  in  advance  that 
the  right  thing  shall  be  in  the  right  place  at  the  right  time,  and 
to  distribute  the  work  to  the  proper  tools  in  such  lots  that  twelve 
men  will  not  be  nursing  their  jobs  with  a  small  amount  of  mate- 
rial ahead  of  them,  when  there  is  not  more  than  six  can  take 
care  of.  It  does  not  seem  as  though  such  a  provision  could  do 
otherwise  than  reduce  the  cost  to  the  consumer. 

Any  plan  of  wage  payment  can  be  used  whether  bonus,  piece 
or  day  work  without  interfering  with  the  principles  of  scientific 
management,  provided  there  is  a  clear  understanding  that  the 
employers  are  willing  to  pay  liberally  for  a  fair  day's  work. 
Some  of  the  sj'stems  may  have  been  handicapped  by  the  effort 
to  convey  instructions  to  the  workmen  in  too  elaborate  a  manner. 
The  prime  requisite  is  that  time  study  men  and  in.structors  should 
be  thoroughly  practical  and  experienced. 

Dextrh  S.  Kimbai,l.  Ever  since  the  beginning  of  the  present 
industrial  era  tliere  has  been  a  growing  tendency  to  separate 
mental  and  manual  processes  and  to  again  subdivide  these  by 
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the  application  of  the  division  of  lahoi-.  The  enjj^ineering  and 
drafting  department  ^vas  the  first  direct  result  and  is  the  l)est 
existing  exaniide  of  the  separation  of  the  mental  from  the  manual. 
A\'hile  the  art  (►f  industrial  management  has  lagged  behind  scien- 
tific design  for  natural  reasons,  its  fundamentals  are  well  known 
and  basic  data  will  no  doubt  soon  be  available  so  that  we  may 
expect  to  see  it  on  a  more  scientific  basis. 

It  is  to  be  noted  that  the  process  of  "  functionalizing  "  any 
branch  of  industry  involves  no  new  principle.  It  is  an  exten- 
sion of  the  general  tendency  to  separate  mental  and  manual  proc- 
es.ses  and  motion  and  time  study  are  not  new  discoveries  as  the 
report  clearlj^  points  out;  but  this  should  detract  in  no  way  from 
the  credit  due  those  who  have  so  ably  called  our  attention  to  the 
possibility'  of  their  more  extended  use.  The  ultimate  extent  to 
which  these  principles  will  be  carried  and  the  rate  of  progress 
that  they  will  make  will  depend,  however,  not  on  their  inherent 
value  or  effectiveness  alone,  but  on  the  growth  of  i)ublic  opinion 
that  permits  or  demands  them. 

One  phase  of  the  discussion  touched  on  in  Pars.  62  and  6.S 
deserves  more  than  passing  thought.  Changed  industrial  con- 
ditions resulting  from  the  separation  of  the  worker  from  the 
ownership  of  his  tools  have  introduced  a  difficult  problem  in  the 
matter  of  the  compensation  of  the  employe.  The  efforts  of  such 
men  as  Halsey  and  Towne  were  the  first  steps  toward  new  meth- 
ods of  rewarding  labor.  All  so-called  systems  of  management 
are  based  on  the  extension  of  the  principles  already  mentioned 
with  the  addition  of  some  special  philosophy  of  management 
which  invariably  includes  some  variation  of  these  methods  of 
rewarding  labor,  mixed  perhaps,  with  certain  altruistic  ideas  on 
the  relations  between  em))lover  and  employe  and  the  general 
uplift  of  the  workman.  These  altruistic  ideas  are  fine  and  help- 
ful, though  not  new,  as  they  Avere  introduced  and  used  by  Robert 
Owen  more  than  a  century  ago. 

Success  in  the  use  of  these  combined  methods,  whereby  better 
wages  and  better  conditions  have  accrued  to  small  comnninities. 
has  led  some  over  ardent  ad\ocates  of  these  methods  to  the  hasty 
conclusion  that  they  really  offered  a  solution  of  the  industrial 
difficulties  which  press  so  heaA'ily  upon  us.  Statements  sindlar 
to  the  following  are  often  seen : 

"  The  increase  in  wages  which  accompanies  this  type  of  man- 
agement will  largeh'  eliminate  the  wage  (]uestion  as  a  source 
of  dispute." 
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"'  The  one  cure,  the  only  one  for  the  condition  whicli  confronts 
us  is  to  increase  the  elliciency  of  the  producer." 

That  is  to  say  increased  productive  power  necessanly  means 
increased  profits  to  the  actual  producer.  But  a  diligent  search 
through  the  literature  of  efficiency  engineering  will  fail  to  dis- 
close a  single  new  regulative  principle  bearing  on  the  equitable 
distribution  of  the  fruits  of  industry  either  between  the  employer 
and  employe,  or  between  the  industry  as  a  whole  and  the  ulti- 
mate consumer. 

Stripped  of  all  sentiment  these  new  methods  are  exactly  sim- 
ilar in  operation  to  labor  saving  machinery  (Par.  37)  and  their 
initial  and  ultimate  effects  must  be  similar.  They  will  enable 
those  who  first  adopt  them  to  obtain  some  commercial  advantage 
and  to  pay  better  wages  than  their  competitors  for  a  time 
at  least.  They  will  also  result,  if  universally  adopted,  in  a  con- 
siderable increase  of  productive  power;  but  they  in  no  way 
affect  the  fundamentally  inherent  advantage  which  must  always 
accrue  to  those  who  control  the  tools  of  production.  They  can 
in  no  way  affect  the  principle  that  knowledge  of  all  kinds  tends 
to  become  common  property  and  for  that  reason  no  labor  saving 
device  can  forestall  competition  for  any  extended  time.  They 
can  in  no  way  affect  the  law  of  supply  and  demand;  and  even 
if  all  the  manufacturers  in  the  country  w^ere  to  adopt  these 
methods  at  once  we  should  continue  to  see  in  many  places  at 
the  same  time,  storehouses  filled  wath  raw  materials,  idle  fac- 
tories equipped  with  the  finest  tools,  and  people  walking  the 
streets  without  food  or  clothes  and  yet  willing  to  work.  Labor- 
saving  machinery  opened  the  door  to  tremendous  possibilities 
for  humanity  far  greater  in  proportion  than  can  ever  be  prom- 
ised by  labor-saving  management;  but  it  brought  with  it  no  self- 
regulating  principle  which  insured  equitable  distribution  of  these 
advantages;  and  labor  saving  management  is  at  best  a  small 
extension  of  a  great  movement. 

It  is  true  that  all  classes  of  people  have  profited  by  the  use 
of  labor-saving  machiner}'',  the  actual  producer  as  much  as  any, 
and  it  also  follows  that  in  the  long  run  we  shall  all  profit  to  some 
extent  by  increased  productive  power.  But  the  industrial  prob- 
lems with  which  we  are  now^  wrestling  will  all  be  with  us  till 
\^  have  made  some  changes  in  the  basic  principles  on  which  we 
now  distribute  the  results  of  our  labors. 

True,  all  the  new  systems  lay  stress  on  the  "  square  deal  "  and 
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tlie  cooperation  of  employer  and  employe,  but  these  are  old  as 
nianldnd  and  have  alwa^'s  been  available  as  a  basis  of  economic 
justice  in  common  with  all  other  welfare  work.  But  these  meas- 
ures are  optional  with  employer  and  employe  and  do  not  consti- 
tute basic  principles.  They  are  exceedino;ly  useful  and  beneficial 
as  they  serve  as  a  means  of  better  understanding  of  the  dual 
difficulty  and  as  a  basis  of  corrective  legislation,  which  after  all 
is  a  reflection  of  the  sentiment  of  the  community  and  grows  with 
it.  It  is  neither  fair  nor  wise,  however,  to  attribute  powers  and 
advantages  to  efficiency  engineering  which  it  clearly  does  not 
possess.  I  am  not  sure  but  what  a  small  readjustment  of  some 
other  of  our  economic  problems  would  do  as  much  for  us  as 
increased  productive  power.  We  need  and  need  badly  some 
scientific  distribution  and  we  shall  be  fortunate  indeed  if  some 
of  the  reactive  influences  now  at  work  on  our  social  and  indus- 
trial organization  will  offer  some  help  in  this  direction  before 
the  strain  becomes  unbearable. 

R.  R.  Kf.ely  briefly  summed  up  the  economy  from  the  applica- 
tion of  scientific  management  through  placing  the  control  of  pro- 
duction in  a  central  office.  By  this  means  customers  are  pre- 
vented from  becoming  discontented  through  having  an  order 
handled  improperly  or  overlooked,  and  there  is  a  saving  in  time 
in  getting  out  important  orders,  in  the  nervous  energy  of  the 
nianagement,  in  material  through  preventing  Avaste,  in  losses 
due  to  ignorance  of  the  actual  condition  of  the  plant  in  the  old 
system,  and  in  labor  due  to  the  planning  of  all  work  in  advance 
of  its  performance,  and  the  best  workmen  are  induced  to  remain 
through  the  creating  of  contentment  and  the  offering  of  highei- 
pay. 

The  "  mental  attitude "  in  scientific  management,  to  which 
the  committee  refer,  is  new  in  that  the  individual  and  his  work- 
place are  considered,  instead  of  the  shop  as  a  whole,  as  a  unit. 
So  far  as  he  knew  there  had  never  been  a  planning  room  for 
the  handling  of  the  entire  work  of  an  industry  from  a  central 
office  previous  to  the  introduction  of  scientific  management  b}' 
Mr.  Taylor. 

Joseph  A.  Bitrsley  called  attention  to  the  fact  that  this  was 
the  first  time  the  Society  had  devoted  an  entire  session  to  the 
consideration   of  scientific   management.     He   was   particularly 
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interested  in  the  possibility  of  applying  the  principles  of  this 
subject  to  works  of  educational  institutions,  especially  technical 
schools,  and  felt  that  there  was  a  great  field  for  applying  this 
work  in  teaching  in  the  engineering  schools.  The  men  in  the 
shops  connected  with  the  universities,  for  instance,  should  be 
shown  the  best  way  of  doing  each  particular  piece  of  work,  so 
that  after  they  are  graduated,  they  may  transfer  this  knowledge 
to  others. 

This  same  scheme  could  be  followed  in  the  laboratories  where 
various  tests  are  made;  and  even  in  the  class  room  in  the  solu- 
tion of  problems  of  various  kinds  there  is  always  one  way  which 
is  the  best,  requires  the  least  time,  and  gives  the  smallest  oppor- 
tunity for  mistake. 

William  Kent.  I  hesitate  to  criticize  so  splendid  a  report, 
but  I  do  object  to  the  statement  in  Par.  37,  "  The  expression 
'  labor-saving  management '  better  conveys  the  meaning  of  the 
movement."  Labor-saving  management  is  but  a  fraction  of  the 
new  movement.  As  I  conceive  it,  the  whole  question  is  indus- 
trial management,  and  there  are  three  kinds  of  industrial  man- 
ageuient,  which  some  one  has  called,  traditional  or  unsystema- 
tized, transitional  or  systematized,  and  scientific  management. 
This  third  type  is  industrial  management  carried  on  in  a  scien- 
tific manner,  and  it  refers  not  only  to  labor-saving  management, 
but  to  saving  of  fuel,  capital,  machinery,  wear  and  tear,  lubri- 
cants, and  everything  that  enters  into  the  product.  I  think  if 
a  scientific  expert  were  called  in  by  the  management  of  a  factory 
and  they  should  sa}^  '*  We  want  your  services  to  show  us  what 
we  ought  to  do,"  he  would  have  carte  blanche  to  go  into  every 
department  as  well  as  the  labor-saving  department. 

In  regard  to  the  statement  that  has  been  made  to  the  effect 
that  an  engineer  who  dabbles  in  economics  is  going  outside  of 
his  field,  I  wish  to  call  his  attention  to  the  fact  that  the  first 
paper  mentioned  in  Appendix  No.  2  of  the  paper.  No.  207,  writ- 
ten in  1886,  was  on  the  topic,  "  The  Engineer  as  an  Economist." 
The  engineer  was  an  economist  in  1886  and  long  before  that. 
Part  of  the  education  of  the  ouiriiK'ci-.  and  no  small  part,  is  edu- 
cation in  economics.  The  Ihordiighly  educated  engineer  must 
be  a  political  economist  and  when  he  dal)l)les  in  questions  of 
economy,  he  is  right  in  his  own  field  and  is  not  going  outside 
of  it  at  all. 
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H.  H.  Vaughan  explained  his  objections  to  the  majority  report' 
II(>  differed  from  the  report  because  it  definitelj'  advocates  certain 
things,  such  as  the  bonus  system,  the  i)lanning  dei)artment,  'func- 
tional organization  and  time  studies,  as  constituting  the  new  way 
in  which  to  run  industrial  establishments.  No  one  could  value  Mr. 
Taylor's  work  more  than  he,  but  his  methods  had  their  limitations 
Hke  most  new  discoveries.  It  is  a  mistake  to  think  they  will  revo- 
lutionize everything  and  supersede  all  other  systems. 

One  thing  in  the  report  was  very  interesting  to  him,  the  re-marks 
of  James  Nasmyth,  quoted  in  Par.  9,  in  which  it  is  stated:  "The 
characteristic  feature  of  our  modern  mechanical  improvements  is 
the  introduction  of  self-acting  tool  machinery.  What  every  me- 
chanical workman  has  now  to  do  and  wliat  every  boy  can  do,  is  not 
to  work  himself,  but  to  superintend  the  beautiful  labor  of  the  ma- 
chine. The  whole  class  of  workmen  that  depend  exclusively  on  their 
skill  is  now  done  away  with."  He  thought  that  a  good  instance 
of  how  a  man's  ideas  that  a  new  discovery  is  going  to  take  the  place 
of  everything  that  comes  up  is  frequently  limited  by  his  subsequent 
experience.  There  are  more  skilled  men  in  Nasmyth's  shop  today 
than  there  were  at  the  time  that  Nasmyth  wrote  these  comments. 

In  his  minority  report  Mr.  Vaughan  used  the  phrase,  "art  of 
management."  There  is  essentially  an  art  in  these  things,  and  one 
cannot  give  the  rules  that  make  an  art.  There  is  more  in  the  creating 
of  a  successful  shop  than  the  studying  of  a  set  of  prescribed  methods. 
There  must  be  the  peculiar  intuitive  judgment  that  comes  from 
experience  and  from  the  contact  with  men. 

He  said  further:  "Transference  of  skill,"  referred  to  in  the  report, 
means  in  one  place  doing  away  with  skill,  in  another  the  im- 
provement of  skill,  and  develops  into  the  idea  of  telling  the  men  how 
to  do  everything.  It  is  commercially  absurd  to  assume  that  we  will 
reach  the  point  where  we  instruct  the  men  in  everything.  I  believ<' 
in  experts  in  the  shop,  but  the  experience  of  the  men  in  the  shop 
must  be  taken  into  account.  Anybody  who  has  started  to  build  a 
machine  or  produce  any  other  class  of  work  with  new  and  unskilled 
labor,  has  found  to  his  cost  the  value  of  the  skillfulness  of  their  men 
as  an  asset. 

The  report  advocated  functionalizing.  Instead,  I  believe  in  put- 
ting more  responsibility  upon  the  foreman,  making  him  the  head  of 
the  units.  Functional  management  is  very  much  like  departmental 
management  on  a  railroad  as  opposed  to  divisional  management. 
The  most  successful  railroads  are  managed  on  the  divisional  system. 
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We  do  not  expect  a  divisional  man  to  know  everything,  but  we  work 
through  him  wth  the  staff  department,  and  want  him  to  be  the  boss 
of  his  unit  as  far  as  possible.  In  that  way  we  certainly  get  results, 
quicker  action  in  the  case  of  emergency  than  where  the  departmental 
system  is  in  use  and  where  one  must  go  through  a  lot  of  routine  to 
get  results.  Suppose  we  have  a  rush  order.  One  man  is  put  in 
charge  of  the  job,  who  follows  it  through  department  after  de- 
partment, to  see  that  the  work  is  properly  done.  We  could  not  do 
that  if  each  department  had  to  be  called  upon  through  its  head  to 
cooperate  to  obtain  the  results.  The  best  results  in  our  shop  have 
been  obtained  by  putting  the  work  up  to  the  superintendent  or 
foreman  and  leaving  the  matter  in  his  hands. 

With  our  piecework  system  the  object  is  to  advise  the  foreman  of 
what  is  being  done  rather  than  of  what  has  been  done.  We  have 
obtained  good  results  by  putting  on  a  man  whose  duty  it  is  to  advise 
the  foreman  from  time  to  time  as  to  what  is  being  done  so  that  he 
can  take  immediate  action  in  case  any  men  are  failing  to  make  the 
time  expected,  as  governed  by  the  records  in  the  operation  of  the 
shop. 

As  to  the  question  of  fairness  in  dealing  with  labor  and  cutting 
prices,  much  of  this  is  really  due  to  the  fact  that  the  workmen  of  to- 
day will  not  stand  cutting  prices.  A  few  years  ago  men  were  less 
independent  and  many  shops  were  operated  satisfactorily  on  straight 
l)iecework  and  with  cutting  prices.  There  is  no  use  in  pretending  to 
be  altruistic  in  this  matter.  We  have  been  forced  to  our  present 
position  by  experience  and  it  is  pleasant  to  know  that  we  can  truth- 
fully say  to  ourselves  that  it  does  not  pay  to  cut  prices. 

We  have  been  building  the  same  class  of  locomotives  for  five  years 
under  the  ordinary  piecework  system,  and  by  dealing  with  the  men 
fairly  and  encouraging  them  and  getting  them  interested,  the  hours 
have  dropped  from  100  per  cent  to  68  per  cent. 

We  believe  in  the  piecework  system  with  a  guaranteed  day  rate,  and 
do  not  use  the  bonus  system,  although  in  my  opinion  it  is  better  than 
piecework  where  the  operations  are  comparatively  simple  and  the 
conditions  standardized.  However,  the  system  must  appeal  to  the 
men,  and  if  they  do  not  understand  it  the  same  degree  of  success 
will  not  be  secured. 

We  are  using  time-study  work  to  a  large  extent,  and  I  think  time 
studies  are  of  great  value  in  perfecting  a  shop.  On  the  other  hand 
we  had  a  shop  with  a  pay  roll  of  $4000  a  month  get  into  bad  condi- 
tions.   We  sent  a  couple  of  men  there,  with  a  few  good  demonstra- 
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tors,  picked  it  right  up,  and  it  began  to  turn  out  the  output.  That 
is  better  than  if  we  had  been  depending  on  a  long-dra^vn-out  system ; 
it  is  a  question  of  personal  influence  and  quick  action.  The  influ- 
ence exerted  in  that  case  will  be  felt  for  a  long  period  to  come. 

As  Mr.  Gantt  has  stated,  he  introduced  time  studies  in  our  shops, 
which  we  value  highly.  Our  results  in  the  time-study  work  have 
cost  on  the  average  SOOO  to  $800  a  month,  since  we  started,  and  we 
are  now  saving  $2000  a  month  on  a  pay  roll  of  $35,000,  contract 
work.  There  has  been  a  satisfactory  progression  with  time  study, 
not  a  revolution;  we  would  not  be  without  it,  but,  on  the  whole,  it 
has  not  been  as  important  as  the  piecework  system. 

There  is,  moreover,  certain  work  in  which  day  work  is  preferable 
to  piecework.  We  would  not  think  of  putting  steam-shovel  repairers 
on  piecework.  We  would  rather  have  them  work  day  work.  We 
must  use  day  work  in  certain  cases  and  we  should  then  do  all  we 
can  to  help  the  men  to  get  the  results. 

We  believe  that  we  should  not  have  any  more  system  in  our  work 
than  we  can  get  along  with  nicely.  We  would  rather  have  too  little 
system  than  too  much  in  the  operation  of  the  shop.  We  think  that 
the  best  results  are  secured  not  only  by  studying  the  conditions, 
but  also  by  studying  the  men  who  are  operating  the  shop. 

Thomas  R.  Woolley^  considered  that  the  benefits  from  scien- 
tific management  had  not  been  all  that  could  be  desired  for  the 
worker,  the  manufacturer  or  the  con.sunier.  The  worker  is  dis- 
satisfied because  of  the  strain  put  upon  him  to  increase  his 
speed  and  the  stop  watch  in  particular  causes  dissatisfaction. 
If  instead  of  taking  the  initiative  away  from  the  worker,  the 
rule  could  be  reversed  and  the  initiative  of  the  individual  encour- 
aged under  the  guidance  of  competent  executives,  the  system 
would  have  permanent  results. 

While  the  manufacturer  has  been  benefited  in  some  cases,  in 
other  cases  he  has  been  driven  into  bankruptcy  on  account  of  the 
large  overhead  burden  introduced  to  carry  out  effectively  the 
system,  particularly  where  the  business  fluctuates  greatly  from 
year  to  year  and  from  season  to  season.  Under  such  circum- 
stances, it  is  questionable  whether  it  pays  to  train  Avorkers  (mly 
to  let  them  go  during  a  dull  season  or  to  carry  (hem  on  the  pay 
roll  working  inefficiently  during  that  period. 

Further,  the  public  had  not  l)een  benefited  by  the  adoption 

*  Efficiency  Engineer,  Boston,  Mass. 
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of  the  system  and  the  writer  cited  a  case  where  a  large  order 
for  steel  was  placed,  after  securing  bids  from  different  firms, 
one  of  which  employed  scientific  management  and  whose  bid 
was  higher  than  those  of  its  competitors. 

Dealing  with  ]Mr.  Taylor's  example  of  training  men  to  carry 
pig  iron,  he  believed  that  a  fraction  of  the  money  spent  upon 
labor  saving  machinery  with  an  electro-magnet  in  connection 
with  a  crane  would  give  better  results  at  less  expense. 

In  considering  whether  to  install  scientific  management,  a 
manager  must  determine  whether  there  is  enough  of  one  class 
of  work  to  make  it  pay  him  to  train  men;  whether  his  plant 
runs  continuously  throughout  the  year;  whether  it  will  pay  to 
add  a  corps  of  men  to  instruct  his  workmen;  and  whether  he 
should  consider  that  it  would  pay  better  instead  to  install  the 
latest  improved  machinery  for  the  particular  class  of  work  to 
be  produced. 

Mr.  Taylor  and  his  associates  are  to  be  commended  for  stimu- 
lating thought  along  the  lines  of  eliminating  movements,  etc. 
Some  of  these  principles  can  be  applied  in  a  plant  but  all  can 
not  be  applied  in  all  plants  because  of  varying  conditions. 

H.  K.  Hathawa-y  wrote  that  the  essence  of  this  report  lay  in 
the  phrase  (Par.  29),  "The  mental  attitude  that  consciously 
applies  the  transference  of  skill  to  all  the  activities  of  industry," 
further  qualified  by  the  statement,  "  the  novelty  of  the  new  man- 
agement lies  in  this  transference  of  skill  from  the  management 
to  the  workman. 

This  viewpoint  is  so  novel  that  one  is  led  to  question  whether 
the  older  descriptions  of  the  essence  of  scientific  management 
may  not  have  been  wrong.  The  committee,  however,  are  merely 
laying  emphasis  upon  one  of  the  elements  which  has  heretofore 
been  looked  upon  as  rather  of  secondary  importance. 

Before  skill  can  be  transferred,  the  management  must  gather 
in  and  record  the  knowledge  and  skill  which  were  formerly 
widely  diffused  in  the  possession  of  a  great  number  of  workmen, 
and  much  of  which  was  an  almost  unconscious  inheritance.  Gath- 
ering in  and  systematizing  this  knowledge  ready  for  use,  con- 
stitutes the  development  of  a  science  to  replace  the  old  rule-of- 
thumb  knowledge:  this  is  what  has  been  called  by  other  writers 
the  first  of  the  four  principles  of  scientific  management,  and  this 
point  the  committee  recognize  in  Par.  47. 

The  writer's  experience  leads  him  to  feel  that  the  committee 
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have  not  given  sufficient  prominence  to  the  element  of  acquisition 
of  skill  or  "  the  development  of  a  science "'  as  it  has  heen  termed. 
Such  development  goes  farther  than  the  acquisition  of  existing 
skill  and  results  in  additions  thereto  as  well  as  improvement  in 
methods  and  machinery,  and  the  establishment  and  maintenance 
of  standards. 

It  is  impossible  to  transfer  skill  from  the  management  to  the 
workman  without  first  choosing  carefully  the  workman  who  is 
fit  to  do  a  particular  kind  of  work,  and  then  training  him  until 
he  acquires  skill :  the  second  of  the  principles  of  scientific  man- 
agement. It  is  not  only  a  transference  of  skill,  but  in  one  sense 
the  creation  of  skill  as  well;  perhaps  a  better  expression  would 
be  the  development  of  latent  skill. 

The  third  principle  of  scientific  management  has  been  called 
"  bringing  the  science  and  the  scientifically  selected  and  trained 
workman  together,"  which  is  merely  another  name  for  the  com- 
mittee's statement,  "  the  mental  attitude  that  consciously  applies 
the  transference  of  skill  to  all  the  activities  of  industry." 

The  fourth  principle  of  scientific  management  has  been  de- 
fined as  "  an  almost  equal  division  of  the  work  and  responsibility 
between  the  management  and  the  workmen.  The  management 
takes  over  all  work  for  which  they  are  better  fitted  than  the 
workman,  while  in  the  past  almost  all  of  the  work  and  the  greater 
part  of  the  responsibility  were  thrown  upon  the  men."  This 
principle  also  follows  directly  the  moment  the  management  ac- 
cept as  their  duty  the  first,  second  and  third  principles  of  scien- 
tific management.  The  burden  of  developing  a  science  where 
only  rule-of-thumb  knowledge  existed  in  the  past,  and  the  burden 
of  training,  teaching  and  transfering  skill  from  the  management 
to  each  workman  in  the  place,  of  necessity  calls  for  an  almost 
equal  division  of  the  work  between  the  two  sides.  So  that  in  the 
one  definition  of  the  new  science,  by  the  committee,  are  implied 
all  of  the  four  principles  of  scientific  management. 

It  might  be  proper  to  point  out,  in  order  to  avoid  misunder- 
standing, that  specialization  of  workmen  on  one  comparatively 
simple  operation  is  not  necessarily  in  accord  with  the  best  and 
most  economic  practice  in  management.  It  is  a  serious  mistake 
and  a  disadvantage  to  have  operators  "  unskilled  except  in  a 
single  readily  mastered  operation  "  as  in  the  instance  cited  in 
Par.  8  of  the  committee's  report.  The  writer's  experience  has 
been  that  it  is  not  only  generally  desirable,  but  in  many  cases 
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necessary  to  economy  in  manufacture,  that  each  operative  become 
skilled  in  at  least  two  and  generally  more  of  the  operations  mak- 
ing up  a  process  of  manufacture.  This  is  an  objection  to  over- 
specialization  purely  from  the  standpoint  of  production. 

Sanford  E.  Thompson.  Criticism  is  frequently  made  of  the 
amount  of  mechanism  re(]uired  to  handle  the  work  of  modern 
managciiient,  the  number  of  clerks  needed,  and  the  consequent 
increase  in  overhead  charges,  and  to  a  visitor  this  increase  in 
office  is  indeed  more  noticeable  than  the  decrease  in  number  of 
workmen  or  the  increase  in  production. 

If  it  were  possible  in  a  given  establishment  simply  to  make 
a  few  time  studies  and  set  scientifically  accuiate  rates  or  tasks 
so  as  to  obtain  maximum  production,  no  objection  would  be 
raised  to  the  installation  of  scientific  management,  although  it 
is  obvious  that  if  such  a  plan  could  be  arranged,  it  would  have 
l<^ng  ago  been  adopted  without  resort  to  laborious  study.  Yet 
the  criticism  is  heard  so  frequently  from  men  of  intelligence  that 
it  is  worth  careful  consideration. 

If  we  refer  to  the  list  of  papers  selected  from  the  Transac- 
tions, and  given  in  the  Appendix  to  the  report,  it  will  be  seen 
that  those  presented  earliest  discussed  methods  of  setting  rates 
for  paying  men.  Following  a  short  general  paper  by  Mr.  Towne 
in  1886,  there  are  two  papers  on  Profit  Sharing,  the  least  intri- 
cate form  of  incentive  to  the  workmen;  then  from  1890  to  1903, 
the  question  of  payment  is  discussed  more  in  detail,  the  premium 
plan,  piece-rate  and  bonus  systems;  then  come  subjects  relating 
more  specifically  to  the  more  general  problem,  the  management 
of  the  plant.  It  is  evident  from  these  papers  that  this  sequence 
is  not  chance,  but  represents  a  dev  elopment,  not  of  theory  but  of 
absolute  necessity  in  shop  management. 

A  man  who  has  made  studies  of  workmen  and  introduced 
piece  rates  or  tasks  on  accurate  detail  time  study  instead  of  by 
the  usual  "  fix  and  cut "  methods,  finds  that  the  very  require- 
ments of  accuracy  lead  necessarily  to  standardization  of  meth- 
ods. It  is  necessary  to  plan  out  the  work  of  each  man,  to  instruct 
him  in  the  method  so  that  he  may  use  the  least  material  and 
accomplish  his  work  in  the  smallest  practicable  time,  and  to 
install  a  system  of  cards  and  records  specially  adapted  for  keep- 
ing track  of  the  materials  and  the  time  of  the  men. 

The  development  of  what  Mr.  Taylor  terms  the  mechanism 
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of  scientific  management  is  thus  seen.  This  deveh)pment  indi- 
cates that  the  broad  general  principles  of  planning,  routing, 
instruction,  scientific  analysis,  time  study  and  standardization 
do  not  represent  a  mere  system  for  which  some  other  system  may 
be  substituted  with  equally  good  results,  but  a  plan  which  is 
of  broad  application  in  management.  These  things  appear  to  be 
fundamentally  necessary  for  any  organization  which  proposes 
to  set  rates  and  tasks  which  will  give  the  men  payments  based 
strictly  on  the  actual  work  which  they  acc()mi)lish,  and  which 
will  enable  them  to  do  the  work  with  (ho  minimum  waste  of 
material. 

The  practical  necessity  for  the  introduction  of  these  individual 
features  is  very  plain  to  anyone  who  makes  a  scientific  study 
of  any  operation  for  the  purpose  of  setting  tasks. 

These  statements  may  be  illustrated  by  one  or  two  examples 
from  actual  practice: 

Take  the  trimming  of  large  sheets  of  paper  to  make  ready 
for  the  press.  The  machine  consists  simply  of  a  bed  plate  about 
5  ft.  square  at  a  convenient  level  above  the  floor  and  an  adjustable 
knife  running  across  this  bed  plate  and  operated  by  power.  The 
operator  takes  the  paper,  places  it  on  the  bed  plate,  makes  the 
cuts  and  transfers  the  paper  back  to  a  truck:  a  very  simple 
operation,  lifting  paper,  cutting,  lifting  off. 

When  the  work  is  studied  with  a  view  to  putting  it  on  the 
task  basis,  the  following  facts  are  discovered:  The  cutter  is 
capable  of  going  through  a  thickness  of  about  51/2  in.  of  paper. 
The  size  of  the  paper  on  the  particular  machine  referred  to  is 
large,  running  up  to  40  in.  by  60  in.  On  account  of  the  weight, 
therefore,  the  operator  has  to  put  it  on  in  several  lifts,  bince 
the  lift  off  is  easier  he  is  able  to  take  it  off  in  a  fewer  number 
of  lifts.  The  number  of  lifts  in  both  cases  is  not  directly  pi-o- 
portional  to  the  weight.  It  is  dependent  also  on  the  size  the 
stiffness,  the  thickness  and  the  surface  finish  of  the  individual 
sheets  of  paper.  It  is  readily  to  be  seen,  if  a  man  takes  six 
lifts  where  he  should  take  four,  as  he  naturally  will  do  if  he 
wishes  to  shirk,  the  time  of  lifting  and  therefore  the  cost  of  this 
part  of  the  work  will  be  50  per  cent  too  great.  It  is  necessary 
therefore,  before  establishing  a  task  to  standardize  the  plan  ot 
furnishing  the  paper.  The  paper  was  always  counted,  but  in- 
.stead  of  the  usual  plan  of  counting  by  hundreds,   it  is  now 
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arranged  to  divide  the  piles  by  slips  of  paper  into  individual 
lifts  which  a  man  should  take. 

For  determination  of  the  amount  of  lift  and  the  other  vari- 
ables, special  studies  were  required.  These  studies  took  rather 
more  time  and  skill  than  the  actual  setting  of  the  tasks  when 
this  preliminary  work  was  accomplished.  After  the  tasks  were 
finally  set  and  put  into  operation,  it  was  necessary  to  throw  out 
of  commission  the  other  cutter,  which  had  been  working  on  part 
time,  and  the  only  difficulty  experienced  was  in  finding  work 
enough  for  this  one  cutter  to  do.  As  a  result,  the  cost  of  the 
work  was  reduced  30  per  cent  with,  at  the  same  time,  an  increase 
of  40  per  cent  in  the  pay  of  the  workman. 

This  is  by  no  means  an  exceptional  case.  It  is  always  neces- 
sary first  to  standardize  the  machine  and  the  methods.  It  is 
this  as  much  as  anything  else  that  differentiates  scientific  from 
rule-of-thumb  methods.  Usually  the  direct  results  of  standard- 
ization produce  even  a  greater  saving  than  the  actual  task  and 
bonus. 

Another  illustration  may  be  taken  from  a  shoe  shop.  In  the 
cutting  of  leather,  or  in  cutting  linings  from  cloth,  it  is  a  simple 
matter  to  make  time  studies  and  determine  the  time  required 
by  the  men  to  pick  up  the  die  and  make  the  individual  cuts. 
Piece  rates  may  be  easily  set,  based  on  the  output  of  each  cutter. 
Suppose,  then,  that  this  is  done  and  such  rates  are  set.  The  men 
immediately  begin  to  "  speed  up,"  but  in  doing  this  without  any 
restraint  they  naturally  use  more  material  than  is  necessary. 
Now,  in  the  case  that  the  writer  has  in  mind,  the  raw  material 
used  in  a  certain  shop  during  a  week  averaged  $50,000  in  value. 
The  labor  cost  of  cutting  this  material  averaged  $280.  A  10 
per  cent  reduction  in  the  labor  cost  amounted  to  $28,  while  a 
1  per  cent  reduction  in  material  cost  amounted  to  $50.  Instead 
of  gaining  money  by  the  setting  of  rates,  the  plant  would  actually 
lose  money,  because  the  men  would  waste  more  material.  It  was 
necessary,  therefore,  at  the  start,  before  setting  any  rates  to 
attack  the  quantity  side  of  the  problem,  investigate  the  best  plan 
for  layout  of  dies  on  the  machine  and  establish  some  method 
for  fixing  the  amount  of  material  used  by  each  man.  This  in- 
volved eventually  a  definite  planning  of  each  man's  work,  so  as 
to  show  him  how  to  use  the  minimum  amount  of  material;  a 
routing  system,  as  an  absolute  requirement,  which  would  prop- 
erly deliver  the  materials  to  him  and  take  away  his  product;  and 
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a  system  of  iiistiiutioii  and  time  cards,  so  us  to  handle  the  work 
in  the  siiiootliost  manner  possible. 

It  may  be  claimed  that  these  are  special  instances  which  do 
not  often  occur,  but  experience  shows  them  to  be  very  simple 
cases.  Wherever  a  machine  or  an  operation  on  construction  work 
is  studied  thoroughly  in  order  to  eliminate  unnecessary  opera- 
tions and  the  waste  of  materials  so  far  as  possible,  similar  meth- 
ods must  be  gone  through  and  a  more  or  less  complicated  system 
adopted  for  the  proper  handling  of  the  work.  Only  by  such 
thorough  study  and  investigation  can  the  operation  be  reduced 
to  a  routine  which  will  be  essentially  automatic. 

Frank  B.  Gilbreth.  The  report  is  especially  valuable  for  the 
reason  that  it  emphasizes  the  fact,  which  has  long  been  realized 
by  those  engaged  in  the  work  of  installing  scientific  management, 
that  transference  of  skill  is  one  of  the  most  important  features.^ 
They  do  not,  however,  make  sufficiently  plain  that  such  skill  and 
the  experience  which  precedes  it  must  be  measured  and  recorded 
before  it  can  be  most  efficiently  transferred. 

A  better  name  for  scientific  management  is  "  measured  func- 
tional management."  It  is  not  sufficient  to  call  it  "  labor  saving 
management  "  for  it  deals  with  more  than  labor  and  labor  saving. 
It  is  a  way  for  obtaining  methods  of  least  waste.  It  not  only 
saves  useless  labor,  but  it  improves  labor  conditions;  improves 
quality  of  product;  prolongs  the  period  of  the  worker's  pro- 
ductivity; conserves,  teaches  and  transfers  skill  and  experience. 
The  committee  have  caused  the  Society  and  the  world  to  recog- 
nize at  last  the  importance  of  the  feature  of  the  transference  of 
skill,  but  they  apparently  still  lack  appreciation  of  the  even 
greater  feature  of  the  recording  and  transference  of  experience 
of  Mr.  Taylor's  measured  functional  management  and  of  micro- 
motion study.  Mr.  Taylor's  system  is  best  described  in  his 
writings  entitled  A  Piece  Rate  System,  Shop  Management,  and 
On  the  Art  of  Cutting  Metals,  published  by  the  Society,  and  Prin- 
ciples of  Scientific  Management,  published  liy  ITarper  &  Brothers. 

As  brought  out  in  the  report,  the  importance  of  transference 
of  skill  was  realized  many  years  ago.  Studies  in  division  of 
work  and  in  elapsed  time  of  doing  work  were  made  by  Adam 
Smith,  Charles  Babbage,  M.  Coulcomb  and  others,  but  accurate 

»  See  Primer  of  Scientific  Management.  F.  B.  Gilbreth,  p.  56 ;  Psychology 
of  Management,  L.  M.  Gilbreth,  chap.  8 ;  Motion  Study,  F.  B.  Gilbreth,  p.  36. 
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nieasiireinent  in  management  became  possible  when  Mr.  Taylor 
devised  his  method  of  observing  and  recording  elementary  unit 
net  times  for  performance  with  measured  allowance  for  fatigue. 

It  is  now  possible  to  capture,  record  and  transfer  not  only  skill 
and  experience  of  the  best  worker,  but  also  the  most  desirable 
elements  in  the  methods  of  all  workers.  To  do  this,  scientific 
management  carefully  proceeds  to  isolate,  analyze,  measure, 
synthesize  and  standardize  least  wasteful  elementary  units  of 
methods.  This  it  does  by  motion  study,  time  study  and  micro- 
motion study  which  are  valuable  aids  to  sort  and  retain  all  useful 
elements  of  best  methods  and  to  evolve  from  these  a  method 
worthy  to  be  established  as  a  standard  and  to  be  transferred  and 
taught.  Through  this  process  is  made  possible  the  community 
conservation  of  measured  details  of  experience  which  has  revo- 
lutionized every  industry  that  has  availed  itself  of  it. 

Micro-motion  study,  presented  for  the  first  time  at  this  meet- 
ing, is  a  new  and  accurate  method  of  recording  and  transmitting 
skill.  Based  upon  the  principles  of  motion  study  and  time  study, 
it  makes  possible  simultaneous  measurement  of  both  time  and 
path  of  motions.  It  produces  an  entirely  different  result  from 
any  of  the  methods  attempted  by  its  predecessors,  in  that  it 
shows  a  measured  difference  in  the  time  of  day  on  each  and 
every  cinematograph  picture,  even  when  the  pictures  are  taken 
at  a  rate  much  faster  than  ever  considered  in  work  where  posi- 
tive films  are  printed  and  projected  upon  the  screen. 

The  devices  used  in  making  micro-motion  study  are  adaptable 
to  the  needs  of  the  work.  The  kind  of  clock  and  camera -used 
and  the  number  of  pictures  taken  per  unit  of  time  depend  upon 
the  nature  of  the  work  observed.  For  those  interested  primarily 
in  the  time  study  work  of  a  machine  shop,  the  clock  that  shows 
divisions  of  1/200  of  a  minute  is  recommended;  for  ordinary 
problems  of  motion  study,  the  clock  showing  divisions  of  1/1000 
of  a  minute  is  the  best;  and  for  those  who  desire  to  make  the 
finest  of  motion  and  (iuie  studies  for  the  purpose  of  obtaining 
ultimate  methods  of  least   waste,  the  clock  showing  divisions 

1 
of   1  QQA  AAA   ''^  'iri  hour  or  le.ss  is  absolutely  necessary.    Such  a 

clock  is  essential  for  discovering  the  method  of  least  waste  in 
cases  such  as  handing  instruments  to  a  surgeon  when  operating. 
There  is  no  case  in  the  industries  where  the  necessity  for  highest 
possible  speed  consistent  with  desired  results  is  so  great.     For 
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example,  when  operating  for  mastoiditis,  it  is  necessary  that 
the  probe  to  lift  the  scalp  be' used  Avithin  the  shortest  possible 
time  after  the  skin  has  been  cut,  before  the  blood  has  had  time 
to  run  down  into  the  cut.  Micro-motion  study  and  stereo-cycle 
graphs  are  the  only  methods  that  will  measure  the  times  and 
paths  of  different  motion  methods  for  doing  tliis  portion  of  the 
operation.  Micro-motion  study  has  already  determined  that  the 
combining  of  two  or  more  instruments  or  tools  for  such  cases  and 
reversing  the  ends  in  the  hand  is  much  (luicker  than  dropping 
one  tool  and  grasping  another. 

Not  only  is  it  possible  with  micro-motion  study  to  nuike  more 
accurate  measurements  of  shorter  times  than  one  could  with  any 
other  method  of  motion  or  time  study,  it  is  also  less  expensive, 
even  for  ordinary  work,  than  the  older  stop-watch  method.  Much 
of  the  work  can  be  done  b}^  a  less  skillul  man  than  the  old  time- 
study  man;  moreover,  provision  is  made  for  stopping  all  photo- 
graphic expense  during  any  time  the  worker  is  resting,  or  doing 
work  where  no  record  except  elapsed  time  is  wanted. 

Recent  iuiprovements  in  the  method  of  taking  pictures  and  of 
using  half-width  films,  with  nearly  twice  as  many  pictures  to 
the  foot  and  about  one-third  as  many  to  the  second  as  is  used 
in  motion  pictures  of  the  standard  "  movies,"  have  still  further 
reduced  the  cost  of  taking  micro-motion  studies. 

Because,  of  the  flexibility  of  the  micro-motion  study  apparatus 
the  possibilities  of  its  use  are  much  extended.  It  is  possible  to 
take  pictures  as  slowly  as  is  desired,  for  such  observations  for 
example,  as  are  required  on  time  study  of  the  machine's  tiuie, 
such  as  one  picture  per  minute,  while  when  it  is  desired  to  study 
the  minutiae  of  motions  the  pictures  can  be  recorded  at  :niy  de- 
sired speed,  even  at  the  rate  of  1,00(),0()()  ])er  hour,  for  short 
periods.  Recording  as  it  does  rest  periods  as  well  as  work  pe- 
riods, micro-moti()n  study  presents  complete  as  well  as  accurate 
records  of  the  skill  displayed. 

Thase  records  are  not  only  indispensable  to  those  who  nvo  to 
teach  or  transfer  the  skill  or  experience,  niid  are  in  tluMiisehcs  use- 
ful as  object  lessons,  \mt  more  important  than  all  else  they  are 
the  devices  that  measure  and  record  the  skill  which  is  to  be  trans- 
ferred. They  are  used  by  the  man  who  nuike,s  standards  to  de- 
termine the  most  efficient  method  of  doing  work.  By  them  he 
is  able  to  "  take  any  motion  apart "  and  to  think  in  elementary 
motions.     Being  provided   not  (»nly  with  a  record  of  the  best 
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method  of  the  best  man,  but  with  records  of  the  best  methods 
of  all  most  skilled  workers,  he  can  synthesize  thase  into  a  stand- 
ard method  which  will  be  better  than  any  of  the  methods  sub- 
mitted, and  is  likely  to  be  better  than  all  combined. 

To  the  worker  this  knowledge  comes  in  various  ways:  He 
may  be  given  photographic  films  depicting  some  method  that  he 
desires  to  acquire.  These  he  can  study  at  his  leisure ;  making  the 
demonstrator  do  the  work  as  slowly  as  he  pleases.  The  difficulty 
that  most  skilled  workers  find  in  making  habitual  motions  slowly 
is  a  great  hindrance  to  learning  by  observing  them.  The  film 
records  the  swiftest  motions,  which  can  be  taken  apart  and  ob- 
served slowly.  He  may  be  given  films  on  which  are  recorded 
methods  of  distant  shops  whose  workers  he  would  never  other- 
wise observe.  The  worker  may  be  taught  not  directly  by  the 
films,  but  by  methods  derived  indirectly  by  them. 

With  records  of  skill  that  fulfil  the  three  requirements  of 
measurement,  namely,  (a)  of  proper  units,  (h)  made  by  scientif- 
ically derived  methods,  (<?)  with  devices  that  reduce  expense,  and 
with  transference  of  skill  that  assures  every  worker  an  oppor- 
tunity to  acquire  the  best  that  has  been  thought  and  done  in  his 
line,  scientific  management  can  now  look  forward  to  fulfilling 
the  ultimate  demands,  and  justify  itself  from  the  economic  view- 
point, and  reduce  the  cost  of  the  product  to  the  consumer. 

The  Committee.  The  large  amount  of  discussion  offered  on  the 
report  on  The  Present  State  of  the  Art  of  Industrial  Management 
shows  the  interest  in  this  subject  on  the  part  of  members  of  the 
Society.  This,  and  the  manner  in  which  the  report  was  received, 
are  sources  of  gratification  to  the  committee.  Although  a  few 
points  were  singled  out  for  objection,  the  report  as  a  whole 
seems  to  have  been  approved.  In  fact,  these  objections  as  they 
appear  in  the  printed  discussion,  in  most  cases  can  be  directly 
offset  by  quotations  from  the  same  source. 

The  first  objection  is  that  the  report  gives  "  no  more  than  a 
fragmentary  idea  of  the  conditions  under  which  this  art  is  car- 
ried on  in  the  United  States  today,"  first  paragraph  of  Mr.  Go- 
ing's discussion.  Offsetting  this,  we  quote  from  the  first  para- 
graph of  Mr.  Gantt's  discussion,  "  The  committee  have  caught 
fully  the  present  spirit  of  the  movement  now  in  progress,  and 
Pars.  45  to  58  of  their  report  seem  to  me  to  be  an  excellent 
resume  of  the  subject."  It  was  obviously  imiu-oppr  for  the  com- 
mittee to  consider  the  details  of  Uie  systems  of  the  art  of  man- 
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agenient  as  practised,  but  it  was  essential  to  show  the  spirit  of 
the  movement  and  if  possible,  the  i)riiiciples  upon  which  it  rests^ 
This  the  report  endeavored  to  do,  and  did  do  in  the  opinion  of 
the  member  quoted  above. 

Mr.  C.  B.  Thompson  pointed  out  that  there  are  several  criti- 
cisms made  by  workmen  against  modern  industrial  management, 
and  that  labor  unions  are  busily  fighting  its  introduction.  With 
further  reference  to  these  features  is  this  sentence,  "  The  report 
of  such  a  committee  as  this  should  not  have  overlooked  the 
opportunity  to  begin  or  extend  the  campaign  of  education  in 
these  particulars."  And  again,  in  regard  to  the  dehumanizing 
effect  on  the  workers  of  the  methods  of  modern  industrial  man- 
agement the  same  author  says,  ''This  committee  must  have  had 
an  opportunity  to  look  into  this  side  of  the  case;  and  it  is  to  be 
regi-etted  that  they  have  not  improved  it  more  fully." 

This  author  seems  to  have  overlooked  the  necessity  which 
compelled  the  committee  to  treat  of  their  subject  in  a  non-con- 
troversial manner.  At  the  same  time,  the  broad  results  from 
industrial  management  are  clearly  stated  in  Pars.  62  and  63. 
These  seem  sufficient  to  meet  this  criticism.  In  regard  to  the 
statement  that  the  criticism  of  the  dehumanizing  effect  should 
have  been  met,  we  need  but  quote  from  Mr.  Coburn's  discussion 
to  show  that  the  human  side  of  the  subject  was  found  by  one  of 
the  Society's  members —"  the  committee  have  expressed  m  their 
report  the  human  interest  side  of  scientific  or  labor-saving  man- 
ao-ement,  which  some  of  its  critics  say  it  lacks."  Further,  the 
entire  discussion  of  H.  L.  Gantt  develops  the  point  that  the 
workers  are  benefited  by  the  best  of  modern  management. 

The  term,  transference  of  skill,  is  used  fre<iuently  in  the  report 
and  conveys  one  of  the  important  ideas  in  the  definition  of  the 
new  element  in  the  art  of  management.  This  term  seems  to  have 
been  misinterpreted,  for  near  the  end  of  Mr.  C.  B.  Thompson's 
discussion  we  read,  "  In  this  report  the  committee  emphasize  the 
'transference  of  skill'  as  the  basic  foatuye  of  the  new  labor- 
saving  management.  Unfortunately,  however,  it  appears  that 
this  term  is  used  with  two  meanings.  Throughout  most  of  the 
report  it  seems  to  mean  the  accumulation  of  skill  by  the  plan- 
ning department  and  its  transference  from  this  department  In- 
actual  instruction  to  the  workmen  just  as  machinery  is  said  to 
be  the  transference  of  skill,  according  to  the  report,  from  the 
designer  and  draftsmen  to  the  machine.     The  idea  intended  to 
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be  conve3ed  is  uiKloubledly  right,  but  the  ilhistration  chosen  is 
unfortunate;"  and  in  Mr.  Vaughan's  discussion,  "the  transfer- 
ence of  skill  referred  to  in  the  report  means  in  one  place,  doing 
away  with  skill,  in  another  tlie  iniproveirient  of  skill,  and  dev^el- 
ops  into  the  idea  of  telling  men  how  to  do  everything." 

The  idea  of  the  "  transference  of  skill "  is  abstract,  and  these 
quotations  indicate  that  their  authors  have  failed  to  get  the 
meaning  of  the  t^rra  as  used  by  the  committ<;e.  "  Transference 
of  skill  "  is  a  process,  and  the  expression  might  be  expanded  into 
"  (he  process  of  transfering  skill."  It  was  the  completion  of 
this  process  that  did  away  with  hand  looms  and  hand  weaving 
in  England.  At  the  time  of  this  completion,  the  skill  in  hand 
w('a\ing  was  the  personal  possession  of  the  last  generation  of 
hand  weavers.  Men  of  the  succeeding  generation  did  not  acquire 
this  skill  for  there  was  no  economic  advantage  in  so  doing.  Yet 
cloth  was  woven  in  greater  quantities  than  before,  leading  at 
once  to  the  question,  where  then  was  the  skill?  It  is  evident 
that  the  yarn  was  being  manipulated  by  machines,  thus,  the  for- 
mer human  skill  was  now  in  the  metal  fingers  and  arms  and 
levers  of -the  mechanism.  But  a  new  form  of  human  skill  was 
being  developed  as  the  process  advanced;  this  is,  the  practical 
ability  to  tend  the  machine,  keep  it  in  order  and  producing  to 
its  maximum  capacity. 

The  report  pointed  out  that  this  process  had  advanced  to  a 
great  length  in  the  field  of  machine  design,  but  had  remained 
almost  without  application  in  the  field  of  manufacturing.  The 
best  of  modern  industrial  management  applies  this  process  to  all 
of  the  activities  of  manufacturing,  that  is,  a  study  is  made  of 
the  steps  of  manufacturing  in  the  same  w\ay  that  a  study  is  made 
of  the  steps  of  designing.  The  results  of  handling  and  operation 
study  are  recorded  for  the  instruction  of  the  men  engaged  in 
manufacturing,  in  the  same  manner  that  the  conclusions  of  the 
study  of  design  are  recorded  on  drawings  as  instructions  for 
what  is  to  be  made.    The  parallel  is  exact. 

It  must  be  emphasized  that  this  process  applies  to  much  more 
than  the  operation  of  machines,  it  applies  to  everything  that  is 
done  in  handling  materials,  machines,  tools,  and  labor  used  in 
production.  It  is  unnecessary  to  list  these  in  detail,  for  everyone 
acquainted  with  manufacturing  appreciates  what  is  included. 
The  training  of  the  workmen  is  but  one  small,  though  important, 
part  of  the  application  of  this  process  of  transfering  skill. 
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Regarding  the  discussion  as  a  whole,  there  are  two  striking 
characteristics  that  attract  and  hold  attention;  tlie  entire  absence 
of  exaggerated  statement  and  the  presence  throughout  of  a  hu- 
mane spirit  in  keeping  with  the  best  trend  of  thought  toward 
social  justice.  The  first  of  these,  the  absence  of  exaggeration  as 
to  what  industrial  management  has  done  or  can  do  was  to  be 
expected  in  any  discussion  before  a  body  of  engineers.  The  sec- 
ond shows  clearly  the  development  that  has  taken  place  within 
the  hist  few  years  leading  to  a  new  appreciation  of  the  needs  and 
rights  of  employees. 

Hut  this  commendable  attitude  of  justice  does  not  seem  to 
have  had  its  full  influence  on  the  relations  existing  between  num- 
agement  experts.  Among  some  of  these,  there  is  an  unfortunate 
spirit  of  intolerance.  This  is  in  marked  contrast  to  the  spirit 
prevailing  in  all  the  great  divisions  of  engineering.  In  these 
there  is  room  for  the  cadet  engineer  as  well  as  the  recognized 
expert  and  for  man}'^  others  between  these  two  extremes  possess- 
ing varied  degrees  of  knowledge  and  experience,  as  witness  the 
membership  of  our  own  S(x;iet3\  The  same  is  true  in  the  field 
of  industrial  management.  There  is  room  and  need  for  everyone 
who  understands  the  principles  upon  which  it  rests  and  who  will 
conscientiously  and  intelligently  apply  them. 

This  situation  and  these  facts  should  lead  to  a  tolerant  atti- 
tude between  all  who  are  honestly  trying  to  further  the  art  of 
industrial  management,  and  there  should  exist  the  same  spirit 
of  mutual  helpfulness  and  encouragement  which  actuates  those 
in  other  lines  of  engineering  specialization.  On  the  other  hand, 
all  who  are  trying  to  exploit  the  present  interest  in  this  impor 
tant  subject:  for  mere  personal  advantage  must  be  unsparingl}' 
condemned.  ' 
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No.  1379 
THE  PRINCIPLES  OF  VALUING  PROPERTY 

WITH  SPECIAL  REFERENCE  TO  INDUSTRIAL  ENTERPRISES 

By  Henry  K.  Rowell,  Boston,  Mass. 

Member  of  the  Society 

In  general  ever\'  industry  should  be  revalued  at  stated  periods. 
The  laws  of  some  states  require  a  revaluation  every  five  years,  or 
for  purposes  of  assessment  or  insurance  every  seven  years.  In 
this  paper  the  leading  principles  laid  down  for  defining  and  as- 
certaining the  value  of  property  for  various  purposes  are  con- 
cisely expressed. 

2  In  discussing  the  several  kinds  of  values,  reference  is  made 
to  a  number  of  cases  handed  down  from  the  Supreme  Courts  of 
several  states  and  the  United  States,  and  some  of  the  cases  estab- 
lishing the  precedent  u})on  which  the  rules  of  law  are  founded 
may  be  found  in  Judson's  Taxation.  In  some  cases  the  language 
used  is  that  of  the  reported  cases  and  in  others  of  the  textbook. 
The  matter  contained  in  the  discussions  of  depreciation  and  capi- 
talization is  out  of  the  author's  own  experience,  with  a  brief  ref- 
erence to  the  report  of  the  Tariff  Board  on  the  worsted  and  wool- 
en industry. 

DEFINITION    OF   TERIVIS 

3  Following  is  a  definition  of  the  terms  u.sed,  or  referred  to : 

a  Cost  of  plant  includes  the  cost  of  the  materials,  labor, 
professional  services  required  to  produce  the  physical 
property,  interest  and  insurance  during  construction, 
and  the  amount  required  to  put  the  plant  in  operation. 

h  Coat  of  operating  includes  labor,  supplies  and  inci- 
dentals necessary  to  manufacture  the  product,  but 
does  not  include  the  stock  in  process,  repairs  and 
maintenance. 
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c  Fixed  charges  includes  tuxes,  insurance,  interest  on  cur- 
rent liabilities,  and  bonds. 

d  Overhead  cJiarges  includes  oversight,  olfice  and  count- 
ing room  expenses,  ad\ertising  and  selling. 

e  Deorcciation  annuity,  the  sum  set  aside  as  a  sinking 
fund  to  replace  the  plant. 

/  Annuity,  the  sum  set  aside  to  discharge  the  funded  debt 
at  the  end  of  a  stated  period. 

g  Amortization,  the  annuity  set  aside  as  a  sinking  fund 
to  redeem  the  capital  invested  at  the  end  of  a  stated 
period.  The  term  refers  particularly  to  the  death  of 
an  industry  from  its  exhaustion,  as  a  mine  or  quarry. 
It  is  not  depreciation,  although  analogous  to  it.  De- 
pi-eciation  infers  a  continuance  by  renewals  to  the 
tangible  pruj^erty.  The  term  amortization  is  not 
again  referred  to  in  the  following  discussions. 

VALUE  OF  PROPERTY 

4  In  determining  the  value  of  property  all  the  factors  enum- 
erated enter  into  the  i)r<)blem,  and  each  must  be  given  its  proper 
amount  of  consideration  and  correct  application  to  bear  the  test 
of  logical  reasoning.  E\ery  case  of  appraisal  should  be  ap- 
proached with  the  idea  that  the  results  may  have  to  stand  the 
test  of  the  court. 

5  Value  does  not  mean  cost,  nor  does  it  necessarily  mean  the 
purchase  nor  the  selling  price.  It  means  the  desirability  or 
worth  of  one  thing  as  compared  with  that  of  another,  with  ref- 
erence to  its  usefidncss.  Value  as  defined  b}'^  law  is  measured  in 
terms  of  money. 

6  A  valuable  c(msideration,  however,  within  the  meaning  of 
the  laAv  may  consist  either  in  some  right,  interest,  profit  or  benefit 
accruing  to  ojie  party,  or  some  forbearance,  detriment,  loss  or 
responsil)ility  given,  siill'ered  or  undertaken  by  the  other.  It  is 
under  this  definition  that  a  court  of  equity  would  compel  the  spe- 
cific performance  of  a  contract  where  damages  would  not  give 
adequate  compensaticm  as  in  a  case  where  the  thing  contract<»d 
for  is  specific  and  its  counterpart  can  not  be  purchased  in  the 
open  market. 

7  The  rule  of  law  would  be  to  place  a  value  upon  the  loss  or 
non-performance  of  the  promise  and  award  the  damages  in  a 
payment  of  money.    Equity  follows  the  law  wherever  possible, 
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and  in  a  suit  for  dainagfcs  where  compensation  can  be  given  by 
the  pa^'nient  of  a  sum  of  money  <lelenuino(l  by  the  vahie  of  the 
property  in  question,  equity  wouKl  not  j^rant  specific  perform- 
ance, nor  what  is  termed  a  payment  in  kind. 

8  The  theor}'  of  (he  law  is  that  money  as  the  universally  rec- 
ognized medium  of  exchange  and  measure  of  value,  is  always  ac- 
ceptal)le  and  leaves  the  one  who  rightfully  possesses  it  free  to 
puivhase  what  he  wishes  to  satisfy  his  reciuirements  or  pleasure. 
It  is  very  rare,  indeed,  that  a  demand  or  pleasure  can  not  be  sat- 
isfied by  the  purchase  of  something  else. 

9  Another  reason  for  preferring  a  payment  of  damages  in 
money  is  that  upon  the  payment  of  money  litigation  ceases; 
whereas,  if  specific  performance,  or  payment  in  kind  were 
granted,  the  courts  would  have  the  difliculty  of  enforcing  the 
specific  performance,  or  payment  in  kind. 

10  Payment  in  kind,  in  the  case  of  water  rights,  has  been 
allowed  in  England,  by  act  of  parliament. 

TAX  VALUE 

11  Tax  value  is  defined  by  the  courts  and  stated  by  the  legis- 
lators of  the  several  states  to  be  the  true  or  fair  cash  value  of 
the  property  at  the  time  of  assessment.  The  fair  cash  value  is 
the  price  which  a  willing  and  voluntary  seller  will  accept  from 
a  willing  purchaser  who  has  the  money  to  pay  at  the  time  of  sale. 
In  the  assessments  of  taxes  the  rates  will  vary  from  nothing  in 
the  case  of  exemption  to  over  $20  per  thousand.  Some  localities 
may  have  a  low  rate  of  valuation  Avith  a  low  rate  of  tax,  others 
may  have  both  a  high  rate  of  valuation  with  a  high  rale  of  tax. 
while  others  may  have  a  moderate  rate  for  both  valuation  and 
tax.  There  is  no  violation  of  the  law  as  long  as  the  rates  are 
uniform  and  equal.  The  United  States  Supreme  Court  laid  down 
the  rule  that  uniform  and  equal  refers  to  ge(»graphical  uniformity 
where  the  rates  operate  generally  throughout  the  United  States, 
and  uniformly  wherever  the  sulqect  of  the  tax  is  found.  The 
court  has  declined  to  define  the  word  e<iual  as  no  rule  can  l)e 
formulated  to  cover  everj'  case,  but  upon  the  general  question  it 
is  said  that  equal  protection  of  the  law  means  that  no  person  or 
class  of  persons  shall  be  denied  the  same  protection  of  the  laws 
enjoyed  by  other  persons  or  other  classes  of  persons  in  the  same 
place  and  in  like  circumstances. 

12  Some  of  the  states  hold  that  equal  and  uniform  mean  in- 


1234  THE   PRINCIPLES   OF   VALUING    PROPERTY 

trinsic  equality  and  uniformity,  which  is  not  apparent  equality 
or  uniformity.  The  Supreme  Court  of  Massachusetts  said  that 
a  fair  cash  value  is  irrespective  of  value  placed  by  the  assessors 
upon  similar  property  in  the  same  city,  the  question  being 
whether  it  had  been  valued  at  more  or  less  than  its  fair  cash 
value,  and  not  relatively  more  or  less  than  similar  property  of 
other  persons. 

13  The  amount  of  taxes  assessed  is  usually  taken  from  about 
two-thirds  to  three-quarters  of  the  full  value  of  the  property, 
but  this  is  not  always  the  case.  While  making  an  appraisal  re- 
cently the  author  found  that  the  rule  of  the  locality  was  to  collect 
the  amount  of  tax  upon  80  per  cent  of  the  full  value,  while  the 
tax  rate  was  $18  per  thousand  upon  a  fair  valuation. 

14  It  is  obviousl}^  immaterial  w'hat  the  basis  of  valuation  is  if 
it  is  uniform  as  to  all  property  within  the  territory,  or  as  to  the 
class  of  subjects  upon  w^hich  the  tax  is  laid.  This  is  recognized 
in  the  requirements  of  state  constitutions  that  taxation  shall  be 
uniform  upon  the  same  class  of  subjects  within  the  territorial 
limits  of  the  authority  imposing  it.  Thus,  if  all  the  property  in 
the  state  were  valued  on  the  same  basis  it  would  be  immaterial 
to  the  individual  tax  payer  whether  he  paid  1  per  cent  on  a  val- 
uation of  $1,  or  2  per  cent  on  a  valuation  of  50  cents.  If  there 
was  no  general  property  tax  levied  by  the  state,  based  upon  val- 
uation, it  would  make  no  difference  whether  property  in  one 
town  or  county  was  valued  on  a  higher  basis  than  property  in 
another.  But  within  the  territory  Avherein  the  tax  is  levied,  in- 
equality of  taxation  results  as  certainly  from  inequality  of  val- 
uation as  from  inequality  in  tax  rate.  The  failure  to  recognize 
this  fundamental  principle  in  taxation  can  result  only  in  mis- 
leading comparisons. 

15  It  has  been  held  by  the  courts  that  the  evidence  of  the  val- 
uation of  other  properties  is  admissible  as  a  possible  assistance 
in  determining  the  cash  value  of  the  property  in  question,  when 
the  cash  value  and  not  the  proportionate  value  is  the  point  in 
issue. 

10  Stock  market  quotations  of  the  company's  securities  may 
be  considered  because  the  stock  and  indebtedness  represent  the 
property.  But  they  are  not  to  be  regarded  as  conclusive  stand- 
ards or  tests  of  value.  In  the  language  of  the  United  States 
Supreme  Court  such  quotations  represent  the  faith  which  a  pur- 
chaser of  stock  in  such  a  coiupany  has  in  the  ability  with  which 
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the  company  will  be  maiiaged,  and  in  the  capacity  to  make  iuture 
earnings.  Whether  it  is  well  or  ill  founded,  is  but  a  matter  o 
opinion.  While  the  value  of  the  proj^erty  is  one  of  the  material 
facts  going  to  make  up  the  market  value  of  the  stock,  it  is  not  the 
sole  one.  Speculation  has  been  known  to  exercise  a  potent  in- 
tluence  on  the  market  price  of  stock,    lint  assessors  can  use  this 

as  evidence  of  value.  .        u    -f  • 

IT  Capitalized  net  earnings  as  a  means  to  determine  the  tair 
cash  value  of  public  utility,  or  quasi-public  corporations,  includ- 
ing the  stock,  franchise  and  tangible  property,  have  been  allowed 
by  the  court.  The  basis  of  the  valuation  was  taken  as  the  net 
earnings  for  the  vear,  which  did  not  appear  to  be  an  exceptional 
one,  and  capitalized  at  G  per  cent;  this  ratio  being  adopted  in  a 
special  case,  is  the  rate  adopted  in  states  where  assessments  were 
made  upon  the  basis  of  net  earnings. 

18  The  court  also  said  that  this  rate  was  less  than  some  ad- 
vanced advocates  of  municipal  ownership  were  willing  to  guar- 
antee to  investors  in  securities  of  this  character,  but  it  was 
deemed  justifiable  bv  the  considerations  that  attended  the  real 
investor's  purchase  of  stock.  To  the  value  of  the  stock  and  fran- 
chises determined  bv  capitalization  of  net  earnings  was  added 
the  value  of  the  tangible  property.  In  a  case  where  there  were 
no  net  earnings,  but  an  apparent  loss,  the  court  said  there  was 
no  basis  upon  which  to  assess  the  stock  above  the  value  of  the 
tangible  property. 

INSURANCE   VALUE 

19  In  cases  of  personal  property  the  measure  of  damages  for 
loss  of  the  insured  property  is  its  market  value  at  the  time  and 
phice  where  the  loss  occurred,  within  the  amount  named  in  the 
policy.  In  the  case  of  damage  to  an  insured  building,  the  rule  is 
indemnification  to  the  owner,  not  exceeding  the  sum  insured  The 
question  is  not  what  someone  would  have  paid  for  the  building, 
but  what  amount  will  indemnify  the  insured  for  the  loss  sus- 

20  Where  goods  are  insured  the  insurer  is  bound  to  pay  their 
value  at  the  time  of  loss;  where  damaged  only  he  is  bound  to  pay 
the  difference  between  the  value  in  the  sound  an.l  damaged  con- 
dition.   Market  value,  and  not  local  or  peculiar  value  must  con- 

""li     In  the  case  of  the  destruction  of  a  building,  where  the  policy 
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is  not  valued,  the  damage  would  be  the  value  of  the  property  as  it 
stood  upon  the  ground  the  day  it  was  destroyed.  If  the  building 
was  old  and  dilapidated  by  use  and  decay,  its  value  in  that  con- 
dition should  be  the  ground  of  recovery.  If  the  policy  stipu- 
lates that  the  cash  vahie  of  the  propert}'  destroyed  or  damaged 
shall  not  exceed  the  cost  of  rebuilding  it,  and  in  case  of  damages 
from  use  or  otherwise  that  a  suitable  deduction  shall  be  made 
from  the  cost  of  repair,  the  measure  of  damages  is  the  cost  of 
repairs,  if  thereby  the  property  is  rendered  as  valuable  as  before. 
If  less  valuable  than  before,  then  the  difference  must  be  added  to 
the  cost ;  if  more  valuable,  it  must  be  deducted. 

22  Under  the  laws  of  Massachusetts,  no  insurance  company 
shall  knowingly  issue  any  fire  insurance  policy  upon  property 
within  the  Commonwealth  for  an  amount  which,  with  any  exist- 
ing insurance  thereon,  exceeds  the  fair  cash  value  of  the  property, 
nor  for  ^  longer  term  than  seven  years.  If  the  buildings  insured 
against  loss  by  fire  are  totally  destroyed  by  fire,  the  company 
shall  not  be  liable  beyond  the  actual  value  of  the  insured  prop- 
erty at  the  time  of  the  loss  or  damage. 

FAIR   CASH   VALUE 

23  Fair  cash  value  is  defined  as  being  the  price  a  willing  seller 
would  accept  from  a  willing  purchaser,  without  any  undue  ad- 
vantage to  either  party. 

24  The  influences  which  affect  the  salable  values  of  property 
are  variable  and  often  complicated.  It  has  been  said  that  differ- 
ences between  assessors  on  questions  of  valuation  of  the  same  class 
of  property  are  no  greater  than  frequently  arise  between  wit- 
nesses in  a  trial  on  questions  of  value.  There  is  no  certain,  def- 
inite standard  of  values  excepting  that  of  money  and  standard 
marketable  articles.  Many  influences,  tangible  and  intangible, 
affect  the  salable  value  of  property,  real  and  personal,  both  in 
city  and  country,  so  as  to  make  its  real  valuation  a  work  of  great 
(lifliculty,  resulting  in  inevitable  inequalities.  Mere  mistake  in 
judgment  is  no  discrimination. 

25  The  Massachusetts  rule  is.that  the  fair  cash  value  is  deter- 
mined upon  the  basis  of  a  willing  seller  and  a  willing  purchaser. 

2G  In  New  Jersey  the  rule  has  been  stated  as  being  the  ordi- 
nary selling  and  buying  price  for  cash  at  the  time,  irrespective 
of  (he  actual  cost  of  the  property,  the  amount  it  would  realize  at 
a  public  sale  being  a  good  criterion.     This  rule  would  seem  to 


HENRY    K.    ROWELL  1237 

admit  of  the  possibility  of  some  undue  advantage  to  the  pur- 
chaser, as  a  public  sale  uiight  not  always  be  a  willing  sale  on  the 
part  of  the  vendor.  On  the  other  hand,  tlie  reason  for  the  rule 
suggesting  public  sale  as  a  criterion  for  establishing  values  is 
undoubtedly  based  upon  the  possibility  of  inflating  values  for 
some  reasons,  or  discounting  them  for  other  reasons;  also  for  the 
purpose*  of  lending  aid  to  a  uniloruj  and  equal  basis  of  valua- 
tion on  the  ground  that  the  records  of  such  sales  of  property  of 
the  same  class,  within  the  territorial  limits,  will  be  available  to 
form  a  standard  of  com])arisoii. 

27  The  Massachusetts  rule  c!ni)loying  the  words  willing  seller 
and  willing  purchaser  implies  the  status  of  equality  between  the 
parties  which  is  not  in  the  nature  of  a  forced  sale.  In  a  case 
where  a  manufacturing  property  was  sold  at  public  auction,  on 
account  of  the  owner's  personal  wish  to  sell  the  property,  there 
is  the  fact  of  a  willing  sale  to  the  purchasers,  wdio  paid  about 
one-quarter  of  the  appraised  value  of  the  property,  as  tangible 
property.  If  the  sale  had  been  made  under  legal  process,  by 
order  of  the  court,  it  would  have  been  a  forced  sale,  even  though 
the  purchase  price  paid  was  the  same.  The  price  paid  under 
the  circumstances  may  be  held  as  not  representing  the  fair  cash 
value.  The  sale  can  be  said  to  resemble  more  closely  a  sacrifice 
by  the  owner, 

COMMERCIAL  VALUE 

28  The  commercial  value  is  the  estimated  worth  of  property 
placed  upon  it  as  a  business  proposition,  the  chief  considerations 
being  the  earning  capacity  of  the  plant  and  the  amount  of  profit 
to  be  derived  from  it,  both  present  and  prospective.  Involved  in 
these  considerations  are  location,  facilities  for  receiving  and  ship- 
ping goods,  available  supply  of  help,  management  and  reputa- 
tion. 

29  This  value  is  to  be  determined  by  a  proper  capitalization 
of  the  earnings,  which  for  nuinufacturing  properties  will  fairly 
represent  the  market  value  of  the  property.  It  is  evident  that,  as 
to  the  owners  of  a  prosperous  industry,  the  commercial  value  may 
be  above  the  market  value  of  property  of  the  same  class,  also  that 
some  industry  may  be  below  the  market  value  of  property  of  the 
same  class.  The  method  of  management  may  have  the  weight  of 
influence  to  determine  the  commercial  value  in  some  cases,  or  a 
peculiarly  favorable  market  for  the  product.  These  reasons  are 
largely  of  local  value  rather  than  of  general  value.    In  the  case 
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of  poor  iiianagcMnent  there  is  a  factor  that  can  usually  be  rem- 
edied. Ill  the  case  of  a  peculiarly  fa\orable  market,  the  influ- 
ence of  competition,  or  the  changes  in  fashion,  will  in  time  level 
the  particular  advantages  accruing  to  the  individual  plant. 

30  Industries  may  be  so  located  as  to  involve  the  expenditure 
of  a  larger  amount  of  money  in  the  establishment  of  their  tangi- 
ble property  than  other  plants  more  favorably  located,  owing  to 
some  particular  advantage  gained  at  the  time  of  their  inception. 
With  the  advent  of  new  inventions  and  improved  methods,  the 
reason  for  having  the  plant  in  such  a  locality  has  passed  away. 
Ctmditions  and  environment  may  result  in  larger  operating  ex- 
penses reducing  the  profit.  As  a  business  proposition  the  value 
of  the  tangible  property  can  be  no  greater  than  that  of  other 
plants  of  the  same  class  more  favorably  located  and  costing  less ; 
and  their  commercial  value  should  be  determined  by  an  amount 
equivalent  to  the  charge  upon  the  profits  owing  to  the  unfavor- 
able conditions.  This  is  illustrated  by  many  cases  where  plants 
have  been  located  in  out-of-the-way  places  to  take  advantage  of 
some  water  power.  With  the  advent  and  increased  use  of  elec- 
tricit}'^,  with  the  groAvth  of  the  plant  beyond  the  capacity  of  the 
water  power,  with  a  grooving  scarcity  of  help,  and  with  a  more 
favorable  locus  for  producing  the  same  kind  of  goods  in  other 
places,  these  plants  have  been  forced  to  sutler  loss  of  money  and 
prestige. 

31  In  valuing  industrial  property  for  tax  assessment,  insur- 
ance indemnity  or  for  sale,  the  commercial  value  is  the  leading 
consideration,  as  upon  it  would  depend  the  attitude  of  the  pur- 
chaser towards  the  seller.  In  determining  the  value  of  propertj'^ 
upon  the  basis  of  net  earnings  or  profits  the  amount  to  charge  off 
against  the  tangible  property  would  be  the  extra  expenses  in- 
volved in  manufacturing  the  product  that  could  be  saved  if  the 
plant  was  working  under  favorable  circumstances.  This  would 
not  necessarily  affect  the  value  of  the  collateral  intangible  or  in- 
corporeal property,  except  in  so  far  as  the  loss  of  profit  might 
affect  the  sale  of  the  stock,  which  might  also  be  affected  by  loss 
of  profit  due  to  poor  management.  While  poor  management 
may  have  a  very  material  affect  upon  the  commerrinl  value  of  an 
industry,  it  is  subject  to  correction,  and  the  result  of  poor  man- 
agement may  be  felt  for  some  time  after  the  cause  has  been  re- 
moved. It  is  not  inherent  in  the  property  the  same  as  unfavor- 
able location,  the  betterment  of  which  would  mean  the  removal  of 
the  plant. 
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32  In  valuing  the  tangible  property,  its  adaptability  for  other 
uses  is  to  be  considered.  This  involves  the  amount  of  capital 
which  must  be  expended  to  put  the  property  into  a  proper  con- 
dition to  carry  on  the  business  fc)r  whicli  it  may  be  purchased. 
In  the  e\ent  of  carrying  on  the  same  chiss  of  business  the  ques- 
tion of  the  economical  organization  of  the  phint,  as  compared 
with  other  well  arranged  plants  entering  into  competition  wouhl 
be  involved. 

33  The  uniform  and  equal  valuation  of  textile,  and  other  in- 
dustrial property  and  power  plants  should  by  this  time  be  well 
within  the  range  of  possibility,  and  no  one  should  be  any  better 
able  to  make  fair  and  unprejudiced  appraisal's  than  the  mechani- 
cal or  industrial  engineer.  There  is  a  suflicient  amount  of  infor- 
mation at  hand  true  to  the  facts  of  cost,  both  for  installing  plants 
and  for  operating  them,  covering  all  classes,  especially  of  the 
textile  industries.  The  engineer,  who  has  made  certain  industries 
a  specialty  in  all  of  the  processes  of  mechanical  organization, 
cost  of  establishing,  and  cost  of  operation,  should  be  better  (piali- 
fied  than  any  other  man  to  act  as  an  expert  in  such  valuations. 
He  has  a  broad  field  from  w^hich  to  gather  his  information  and  a 
larger  opportunity  to  view  the  various  grades  of  the  same  classes 
of  industry.  The  ethics  of  his  profession  should  lead  him  to  be 
an  unprejudiced  w-itness  before  the  court.  The  theory  upon 
which  tlie  expert  witness  is  allowed  to  testify  is  that  he  can  assist 
the  court  to  arrive  at  a  just  decision  between  the  parties  in  a  con- 
troversy, owing  to  his  superior  knowledge  and  experiences.  His 
evidence  should  be  free  from  the  taint  of  partisanship,  and  he 
should  stand  before  the  court  in  the  same  attitude  as  an  attorney, 
representing  his  client,  but  serving  the  court.  The  expert  witness 
is  the  only  one  allowed  to  give  opinion  evidence,  on  the  theory  of 
his  special  qualification. 

34  No  valuation  ran  bo  made  without  taking  into  ac(!ount  the 
depreciation. 

DEPRECIATION 

35  Depreciation  is  the  falling  oil'  in  \alue.  T*hysical  depre- 
ciation refers  particularly  to  the  lessening  value  of  material 
things,  due  to  age  and  wear,  and  improvements  in  the  mechanical 
arts.  Everything  of  substance  has  some  intrinsic  value,  however 
small. 

30     There   are  several    methods   (if   coniputing   (le|)reciation; 
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some  are  represented  diagrammatically  by  curved  lines,  others  by 
straight  lines,  all  of  which  methods  show  some  variations,  but 
any  method  adopted  may  be  only  approximately  correct.  Depre- 
ciation begins  at  once,  however  small,  and  the  actual  process  will 
not  proceed  very  far  before  the  work  of  maintenance  begins. 
Whatever  the  method  or  rate  of  computing  the  depreciation,  if  it 
is  sufficient  to  meet  the  conditions  its  relative  accuracy  is  near 
enough  to  the  truth  for  all  practical  purposes.  Then  it  is  logi- 
cal to  utilize  the  simplest  form  of  diagram  to  represent  the  loss, 
which  is  the  straight  line  computed  on  the  original  cost,  or  the 
replacement  cost  if  new  at  the  time  of  making  a  valuation  of 
property. 

37  While  it  is  not  the  purpose  to  discuss  the  several  methods 
of  computing  the  depreciation  here,  as  these  discussions  may  be 
read  elseN\here,  the  rate  of  depreciation  may  be  briefly  considered. 

38  While  the  rate  of  depreciation  will  vary  with  materials 
and  circumstances,  it  may  be  possible  to  determine  a  fairly  con- 
stant rate  applicable  to  property  of  the  same  class,  used  under 
similar  ccmditions  and  subject  to  the  Same  general  care  and  main- 
tenance. In  the  case  of  the  Chicago  Union  Traction  Com})any  vs. 
State  Board  of  Equalization,  114  Fed.  Rep.  557,  it  was  held  that 
an  annual  reduction  equal  to  0  per  cent  of  the  current  value  of 
cars,  tracks  and  machinery  was  not  excessive  as  the  allowance 
for  curi-ent  depreciation. 

39  In  the  textile  industries,  plants  may  be  grouped  together 
in  chisses,  each  class  being  subject  to  the  same  economic  condi- 
tions. In  the  cottcm  industry,  plants  may  be  classified  as  duck 
mills,  course  sheeting  n)ills  based  on  a  standard  weight  of  cloth 
containing  three  yards  to  the  pound,  medium  weight  goods  mills 
based  on  a  standard  of  four  yards  of  cloth  to  the  pound,  print 
goods  mills,  making  goods  for  the  general  household  trade,  and 
fine  goods  mills.  The  mills  of  each  class  enter  the  market  to  sell 
their  product  in  competition  with  the  other  mills  of  the  same 
class.  Each  mill  of  the  same  class  must  strive  for  the  highest 
efficiency  in  order  to  compete  successfully  with  the  othci's,  and 
these  conditions  have  led  to  a  highly  scientific  development  of 
the  industry.  In  the  woolen  and  worsted  trade,  the  same  highly 
efficient  physi<'al  organization  is  being  wi'oiight  out,  until  it  seems 
IIS  if  there  can  not  be  any  vciy  radical  changes  in  the  methods 
or  general  types  ctf  iriiuhines  used  in  (ho  process  of  manufacture. 

40  In  :ill  iiicrhiniiciil  ;nid  iiidnstriiil  |)rocesses  the  same  laws  of 
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growtli  and  development  are  as  potent  as  are  tlie  laws  of  evolu- 
tion in  the  natural  growlh  and  development  of  the  ph\sical 
worki.  The  very  nature  of  the  materials  we  have  had  to  convert 
into  a  marketable  product  for  our  use  has  indicated  the  lines  of 
development  for  the  mechanisms  of  our  industrial  processes. 
Many  improvements  are  yet  to  be  made  and  perfected. 

41  One  of  the  most  notable  developments  and  advancements 
in  the  art  in  recent  years  is  the  advent  and  successful  operation 
of  the  steam  turbine,  and  prior  to  it  the  introduction  and  develop- 
ment of  electricity  for  all  purposes.  One  of  the  greatest  develop- 
ments yet  to  come  is  the  method  of  generating  heat  without  coal. 

42  A  statement  was  recently  made  that  no  great  advancement 
has  been  made  in  the  cotton  industry  for  about  forty  years.  This 
is  a  cause  for  surprise  and  some  inquiry.  The  period  from  1870 
to  1880  appears  to  mark  the  beginning  in  improved  modern  build- 
ings, better  lighted  rooms,  better  fire  resisting  construction,  more 
economical  arrangements  of  plants  generally.  The  decade  from 
1880  to  1890  appears  to  have  been  the  j^eriod  of  increase  of  the 
product  of  machinery  and  of  a  higher  efficiency  of  the  plant  gen- 
erally. The  decade  from  1890  to  1900  appears  to  have  lieen  the 
time  for  introducing  better  organized  plants,  of  giving  more  at- 
tention to  the  welfare  of  the  employees  and  tending  to  raise  the 
standard  of  quality  generally.  The  last  decade  has  witnessed  the 
introduction  and  successful  operation  of  electricity  generally,  bet- 
ter appointed  power  plants,  more  efficient  machinery  and  build- 
ings, and  the  study  into  the  question  of  more  efficient  work  people. 

43  In  the  decade  from  1870  to  1880  the  average  speed  of  the 
front  roll  of  spinning  frames  on  print  goods  numbers  was  64 
r.p.m.,  the  average  product  being  about  0.80  II).  in  60  hours.  To- 
day the  average  speed  of  the  front  roll  for  the  same  numbers  of 
yarn  is  122  r.p.m.,  with  the  average  product  of  1.44  lb.  per  spin- 
dle in  60  hours,  an  average  increase  of  80  per  cent  per  spindle, 
with  an  infinitely  better  quality  of  yarn.  The  product  of  looms 
has  increased  from  an  average  of  about  27  lb.  per  week  to  an 
average  of  44  lb.  per  week  on  print  goods.  Forty  years  ago  the 
average  product  per  week  gro.ss  floor  area  was  about  1  lb.  of  cloth 
to  7.25  sq.  ft.,  while  today  in  modern  mills  the  average  product  is 
about  1  lb.  of  cloth  per  week  to  3.5  sq.  ft.  for  a  week  of  60  hours. 
These  results  have  been  calculated  from  the  records  of  a  number 
of  mills  of  the  earlier  period  and  compared  with  what  is  seen  in 
practice  today.    The  increased  product  of  machinery  may  show 
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a  greater  ratio  than  the  increase  per  square  foot  of  floor  area  for 
the  reason  that  in  our  modern  mills  more  alley  room  is  allowed 
around  the  machinery,  spinning  frames  are  wider  and  built  to  a 
larger  gage  than  in  the  earlier  days,  looms  are  larger  and  heavier 
for  the  same  width  of  cloth.  There  is  a  saving  in  the  card  room, 
as  the  revolving  flat  cards  used  today  occupy  less  room  than  the 
double  system  of  flat  top  cards  used  years  ago,  and  a  large  in- 
crease in  weaving,  due  to  the  use  of  automatic  looms. 

44  Within  the  last  ten  years  there  have  been  some  marked  im- 
provements in  the  building  of  machinery.  It  is  built  more  strong- 
ly, on  better  lines,  and  is  more  rugged.  This  is  quite  apparent  in 
the  case  of  some  steam  engines,  as  compared  with  earlier  types. 

45  As  to  the  depreciation  rate  to  charge  off  against  machinery 
in  the  case  of  textile  machinery,  it  is  a  common  thing  to  find 
groups  of  the  same  kind  of  machines  in  a  mill  varying  in  age 
from  fifteen  to  eighteen  years;  sometimes  one  sees  a  group  of 
machines  over  twenty  years  old,  and  it  is  not  uncommon  to  see 
single  machines  from  thirty-six  to  forty  years  old.  As  a  rule  it 
would  be  beneficial  to  the  organization  to  dispense  with  these  old 
machines.  The  writer  visited  a  mill  sometime  ago  where  there 
were  some  old  roving  frames  and  was  told  by  the  agent  that  it 
w^as  more  economical  to  let  the  old  frames  remain  idle  than  to 
try  to  run  them.  It  is  short-sighted  policy  that  keeps  such  old 
machines  out  of  the  junk  heap. 

46  By  the  time  spinning  frames  reach  the  age  of  fifteen  years 
they  usually  begin  to  require  more  extensive  overhauling  than 
ordinary  repairs.  The  writer  has  known  frames  of  about  this 
age  to  require  such  thorough  refitting  that  the  standards  were 
about  all  that  was  left  of  the  original  machine. 

47  During  the  recent  investigation  by  the  tariff  board  ap- 
pointed by  the  President  of  the  United  States,  some  rather  in- 
teresting data  were  obtained  regarding  length  of  time  machinery 
has  been  used  in  worsted  and  woolen  mills,  not  necessarily  indi- 
cative of  the  rate  of  depreciation  of  such  machinery,  although 
certain  inferences  may  be  drawn.  Some  of  these  data  are  given 
in  Tables  1-5. 

48  There  is  nothing  in  any  of  the  tables  given  to  show  the  age 
of  any  of  the  individual  plants  from  which  these  lists  were  made 
up,  so  that  no  allowance  can  be  made  for  new  industries  starting 
up  within  the  last  ten  years,  but  between  the  ten  and  twenty  year 
period  there  is  about  the  same  ratio  for  each  period  of  five  years. 
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and  after  this  period  the  aiiioiiiit  of  machinery  that  has  been  in 
operation  is  relatively  small. 

49     From  perstmal  observation  among  a  large  number  of  tex- 
tile mills  the  average  rate  of  depreciation  appears  to  follow  along 

TABLE  1    YEARS  IN  OPERATION  OF  WORSTED  MACHINERY,  BRADFORD  SYSTEM 


Scouring 

Carding 

Combing 

Gilling 

Drawing 

No. 

Per 
Cent 

No, 

Per 
Cent 

No. 

Per 
Cent 

No. 

Per 

Cent 

No. 

Per 

Cent 

11 
26 
17 
5 
5 
2 
1 

16.4 
38.8 
25.3 
7.5 
7.5 
3.0 
1.5 

173 
143 
76 
61 
155 
31 
19 

26.3 

21.7 

11.5 

9.3 

23.6 

4.7 

2.9 

53 
136 
18 
46 
43 
47 
37 

14.0 
35.8 

4.7 
12.1 
11.3 
12,4 

9.7 

137 
214 
68 
66 
116 
71 
67 

18.6 
29.0 
9.2 
8.9 
16.7 
9.6 
9.1 

797 
628 
126 
434 
92 
214 
129 

32.9 

5  years  but  loss  than  10  years. 
10  years  but  less  than  15  years 
15  years  but  less  than  20  years 
20  years  but  less  than  25  years 
25  years  but  less  than  30  years 

26.0 
5.2 

17.9 
3.8 
8.9 
5.3 

67 

100 

658 

100 

380 

100 

739 

100 

2420 

100 

TABLE  2     YEARS   IN  OPERATION  OF  WORSTED   MACHINERY,   SPINNING   AND 

WEAVING 


Less  than  6  years 

6  years  but  less  than  10  years. 
10  years  but  less  than  15  years 
15  years  but  less  than  20  years 
20  years  but  less  than  25  years 
25  years  but  less  than  30  j'ears 
30  years  and  over 

Total  machines 


Mules 

Frames 

Loor 

No. 

Per 
Cent 

No. 

Per 
Cent 

No. 

92 

24.9 

273 

20.3 

4125 

121 

32.7 

559 

41.5 

1244 

12 

3.2 

109 

8.1 

2009 

34 

9.2 

76 

5.6 

2072 

100 

27.0 

98 

7.3 

2053 

11 

3.0 

116 

8.6 

396 

0 

0 

116 

8.6 

438 

370 

100 

1346 

100 

12,337 

Per 
Cent 


33.4 
10.0 
10.3 
16.8 
10.7 
3.2 
3.6 


•  Includes  all  looms  for  both  worsted  and  woolen  mills. 


these  general  lines.  Up  to  about  fourteen  years  of  use  the  machin- 
ery contains  practically  the  original  parts  with  which  it  was  fur- 
nished, subject  to  the  ordinary  repairs  that  an  economical  mill 
will  keep  up.     Of  cour.se  accidents  or  some  unlooked-for  event 
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TABLE  3     YEARS  IN  OPERATION  OF  WOOLEN  MACHINERY 


Cards 

Mules 

No. 

Per  Cent 

No. 

47 
204 
143 
72 
47 
53 
22 

588 

Per  Cent 

IjCsa  than  5  years 

40 
62 
68 
16 
3G 
32 
165 

9.6 
14.8 
16. 2 
3.8 
8.6 
7.6 
39.4 

S  0 

5  years  but  less  tlian  10  years 

34  7 

24  3 

15  years  but  less  than  20  years 

12  3 

20  years  but  less  than  25  years    .'  .  .    .  . 

8  0 

25  years  but  less  than  30  years 

30  years  and  over 

9  0 
3  7 

Total  machines 

419 

100 

100 

TABLE  4 


RELATION  BETWEEN  DOMESTIC  AND  FOREIGN  MADE  MACHINERY. 
GIVING  THE  NUMBER  OF  MACHINES   IN  PLANTS   LISTED 


Country 


Scouring 

1 
Cards 

37 

730 

18 

271 

7 

90 

5 

0    ! 

1 

67 

1091 

Combs 


57 
323 
225 

22 


627 


Gills 


37 
210 

90 
32 


369 


Drawing 


273 

2488 

192 

36 


2989 


Spinning 


617 

1486 

195 

6 


2304 


Looms 


9517 

2713 

107 


12337 


TABLE  5    AVERAGE  YEARS  IN  OPERATION  OF  WORSTED  MACHINERY  LISTED 

IN  TABLES  1  AND  2 


Years  in  Operation 


Average  Per  Cent  of  Total  Machinery 


Ijeae  than  5  years 

5  years  but  less  than  10  year.". 
10  years  but  less  than  15  years, 
15  years  but  less  than  20  years, 
20  years  but  less  than  25  years, 
26  years  but  less  than  30  years, 
30  years  and  over 


26 
29 
10 
11 
13 
6 
6 
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may  happen  to  a  machine  to  cause  some  extraordinary  expense. 
From  the  tenth  to  the  fifteenth  year  there  is  likely  to  be  some 
very  general  overhauling  of  the  machinery,  renewal  of  vital 
parts,  and  perhaps  the  substitution  of  one  or  more  machines  in  a 
group  of  similar  machines.  The  whole  organization  is  toned  up 
generally.  Conditions  will  run  along  for  the  next  ten  years  or 
so  under  the  ordinary  mill  care  when  there  begins  to  be  a  very 
general  reorganization  of  the  plant. 

50  The  inference  might.be  drawn  from  Tables  1-5  that  the 
general,  or  average,  depreciation  may  follow  the  results  shown, 
and  this  does  not  seem  an  unreasonable,  although  it  may  not  be 
the  true  conclusion.  Assuming  that  the  inference  is  approxi- 
mately true,  it  seems  that  a  depreciation  annuity  of  6  per  cent 
on  the  cost  of  the  machinery  is  not  too  much  to  set  aside  in  order 
to  provide  a  proper  and  conservative  amount  with  which  to  re- 
place textile  machinery.  This  would  allow  for  a  partial  replace- 
ment at  the  end  of  the  15  year  period,  and  a  general  renewal  of 
the  plant  at  the  end  of  25  years.  If  the  plant  is  in  a  good  condi- 
tion at  the  end  of  25  years  and  can  continue  to  operate  for  a  few 
years  longer,  the  gain  is  so  much  greater. 

51  Industrial  buildings  are  planned  for  certain  specific  pur- 
poses. The  organization  of  the  plant  is  first  worked  out,  the  de- 
partments arranged  most  ecojiomically,  then  the  walls  and  roof 
put  over  the  whole. 

52  Under  proper  conditions,  buildings  will  last  for  hundreds 
of  years,  but  with  factory  buildings,  the  conditions  are  such  that 
it  is  not  expected  to  have  a  building  last  much  beyond  a  certain 
limited  time,  owing  to  the  change  in  methods.  It  is  noticeable, 
however,  that  the  buildings  for  manufacturing  purposes  of  re- 
cent years  are  more  substantially  built  than  they  were  50  years 
ago. 

53  In  looking  over  the  records  of  existing  textile  industries, 
buildings  in  use  which  are  over  50  years  old  are  not  very  numer- 
ous; there  is  a  larger  number  of  those  40  years  old,  and  a  rapidly 
increasing  number  in  comparison  as  the  age  diminishes.  The  old 
buildings  are  wholly  unsuited  for  modern  practice.  In  fact, 
many  buildings  built  25  years  ago  are  not  suitable  for  a  proper 
arrangement  of  modern  machinery. 

54  With  more  rugged  and  better  built  machinery  and  stronger 
and  better  made  buildings  it  is  possible  that  the  depreciation  will 
hot  be  so  rapid  as  it  has  been  in  the  past.    To  a  very  large  extent 
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(lejireciation  is  due  more  to  rapid  advance  in  the  mechanical  arts 
than  to  age  and  wear.  The  proper  maintenance  of  a  plant  can 
retard  the  depreciation  due  to  age  and  wear  very  materially. 
Depreciation  due  to  advance  in  the  arts  is,  in  the  author's  opinion, 
one  of  the  essential  factors  to  be  considered  in  the  use  of  rein- 
forced concrete  buildings,  as  this  type  of  building  is  not  so 
readily  adapted  to  be  modified  or  changed  over  to  meet  new 
conditions  as  is  the  regular  mill  construction  type.  It  may  be, 
however,  that  radical  changes  are  not  so  likely  to  come  in  the 
future  as  they  have  been  in  the  past,  but  this  seems  a  short- 
sighted view. 

55  In  depreciating  factory  buildings,  a  rate  of  about  2  per 
cent  a  year  does  not  seem  excessive,  compared  with  the  useful 
life  of  the  older  type  of  building,  while  about  1  per  cent  a  year 
may  be  large  enough  to  allow  for  the  depreciation  of  the  modern 
buildings. 

56  In  making  up  valuations  of  textile  plants  the  physical  de- 
preciation for  the  preparatory,  spinning  and  weaving  machinery 
should  be  taken  at  about  4  per  cent  a  year,  while  for  dye-house 
and  wet-finishing  machinery  the  wooden  parts  of  machinery 
have  to  be  entirely  renewed  on  an  average  of  every  five  years,  so 
that  the  depreciation  on  these  machines  after  three  years  is  very 
nearly  a  constant  rate  for  a  going  concern,  and  can  be  taken  at 
about  25  per  cent  of  the  replacement  cost. 

CAPITALIZATION 

57  To  capitalize  is  to  convert  an  income,  annuity,  etc.,  into 
a  single  payment  or  an  equivalent  capital  sum. 

58  Under  the  subject  of  capitalization  we  must  take  into  ac- 
count what  is  included  in  the  fixed  charges  on  the  plant.  It  is  a 
very  easy  thing  in  handling  capitalized  values  not  to  include  some 
element  in  the  calculations  that  belongs  there  and  so  raise  false 
values,  or  vice  versa. 

59  The  fixed  charges  usually  include  taxes,  insurance  and  in- 
terest on  current  liabilities.  The  factors  subject  to  capitalization 
are  the  annuities  for  depreciation,  the  annuities  to  discharge  the 
funded  debt  and  a  fair  profit  to  be  derived  from  the  enterprise. 

60  The  rate  of  capitalization  is  not  always  easily  determined 
and  may  vary  under  varying  circuinstances  for  the  same  class  of 
property. 

61  In  making  up  the  commercial  valuation  of  the  railway 
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operating  property  of  the  United  States  in  1904  the  rates  of  cap- 
italization vary  from  about  3i/>  per  cent  to  about  10  per  cent 
based  on  the  net  earnings  of  the  raih'oads,  and  the  total  of  these 
capital  amounts  represented  tlie  wealth  of  the  railroad  property 
in  this  country  at  that  time.  The  whole  subject  is  discussed  in 
Bulletin  21,  Bureau  of  the  Census. 

G2  In  determining  the  rate  of  capitalization  of  values  for  in- 
dustrial properties,  Table  6  shows  the  factors  which  may  be 
taken.  The  table  is  based  on  the  assumption  that  the  economic 
life  of  buildings  is  50  years,  and  that  the  annuities  are  invested 
to  earn  a  return  of  4  per  cent  compound  interest,  the  buildings 

TABLE  6      FACTORS  IN  DETERMINING  RATE  OF  CAPITALIZATION 


Annuities 

Percentage  of  Contributions 

1 

0.25 
1.50 

1.12 
10.00 

0.25 

2   10 

1.12 
10.00 

0  25 

2 
3 
4 
6 
6 

Machinery  depreciated  at  4%  a  year  

Machinery  depreciated  at  5%  a  year 

Machinery  depreciated  at  6%  a  year 

Annuity  to  discharge  funded  debt,  say 

2.65 

1.12 

10  00 

Total 

12.87 

13.47 

14  02 

being  about  three-eighths  and  the  machinery  about  five-eighths 
of  the  cost  of  the  tangible  property. 

63  As  the  plant  grows  old  and  improvements  are  made  in 
methods  and  efficiency  the  net  profit  will  decrease.  Assuming 
this  decrease  to  follow  at  about  the  same  rate  as  the  average  phys- 
ical depreciation  of  the  property,  there  will  come  a  time  when  it 
will  cease,  unless  proper  precaution  is  taken  to  provide  a  fund 
large  enough  to  maintain  the  property  by  renewals  from  time  to 
time;  and  the  time  will  always  come  when  some  general  reorgan- 
izing and  renewals  are  necessary.  It  seems  justifiable  to  take 
the  depreciation  fund  at  6  per  cent  per  year  of  the  cost  for  tex- 
tile machinery,  and  following  similar  periods  of  usefulness  to 
allow  for  not  only  the  renewals  which  must  be  provided  for  in 
due  course,  but  for  renewals  due  to  improved  and  more  economi- 
cal machinery. 

64  A  gross  income  of  20  per  cent  should  be  conservatively 
assured  from   a  new   industry  not  only  to  cover  the  annuity 
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charges  and  the  profit  expected  to  be  realized  from  3^ear  to  year, 
but  also  the  extra  expenses  of  establishing  the  plant  and  the  risk 
involved  in  floating  the  enterprise. 

65  In  capitalizing  values  the  rate  of  10  per  cent  is  often  used. 
If  this  includes  the  annuity  charges  for  depreciation,  then  the 
allowance  for  the  net  profit  is  only  about  5  per  cent.  If  it  is 
assumed  to  include  the  net  profit  only,  it  is  a  more  conservative 
assumption. 

6G  The  method  of  capitalizing  a  possible  saving  to  an  indus- 
try to  determine  comparative  values  is  often  not  correct,  as  the 
capitalized  values  lead  to  exaggerated  conclusions  which  are 
wrong.  AVhat  percentage  of  saving  could  be  effected  by  compar- 
ing the  costs  of  installation  and  operation  between  two  processes 
should  be  ascertained,  and  the  values  then  determined  fi'om  the 
cost  of  installation.  If  the  saving  amounted  to  15  per  cent,  the 
cost  of  making  a  change  would  be  considered  justifiable;  if  to 
10  per  cent,  the  cost  of  making  the  change  would  not  be  consid- 
ered justifiable,  except  as  modified  by  the  question  of  necessity, 
as  by  the  renewal  of  an  old  plant  under  similar  conditions.  A 
saving  of  10  per  cent  might  warrant  a  change  in  methods.  Thus 
in  ascertaining  comparative  values  by  the  method  of  capitalizing 
possible  savings,  it  would  seem  as  logical  to  use  a  rate  of  15  per 
cent  on  the  basis  of  the  above  reasoning. 

67  A  low  rate  of  capitalization  may  lead  to  exaggerated  and 
wrong  conclusions.  It  is  easy  to  mistake  the  principle  involved, 
and  rate  the  value  of  tangible  property  on  the  negative  side  of 
the  equation.  A  small  variation  in  the  rate  results  in  large  vari- 
ations in  the  values.  The  values  for  tangible  property  should 
alwaj's  appear  (m  the  positive  side,  as  all  material  property  has 
some  intrinsic  value,  however  small. 

68  As  an  example  of  this  principle  we  will  assume  a  cotton 
mill  e<iuipped  with  500  automatic  looms  and  500  plain  looms. 
The  plant  is  making  a  class  of  goods  where  automatic  looms  can 
be  used  to  advantage.  The  product  of  the  automatic  looms  is 
about  45  lb.  of  cloth  per  week  per  loom,  that  of  the  plain  looms 
about  40  lb.  of  cloth  per  week  per  loom,  or  say  about  1,000,000  lb. 
per  year  for  the  500  plain  looms. 

09  By  using  444  automatic  looms  in  ])la('c  of  the  500  plain 
looms  a  net  saving  of  about  li/j  cents  per  lb.  of  product  can  be 
made,  or  a  total  yearly  saving  of  1,000,000  X  0.0125  —  $12,500. 
The  cost  of  144  automatic  looms  at  $168  each,  including  installa- 
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tion,  would  be  $74,592,  and  if  we  allow  a  salvage  value  of  $10  per 
loom  for  the  plain  looms  the  net  cost  of  installing  the  automatic 
looms  would  be  $69,592.  A  yearly  saving  of  $12,500  would  be 
about  18  per  cent  of  the  cost  of  installing  automatic  looms,  so  that 
the  mill  would  be  warranted  in  making  the  change. 

70  The  replacement  cost  of  500  plain  looms,  if  new,  would  be 
about  $30,000.  If  we  capitalize  the  saving  of  $12,500  in  favor 
of  automatic  looms  at  the  rate  of  15  per  cent,  the  capital  value 
equals  $83,333.  We  have  already  allowed  a  salvage  value  of 
$5000  for  the  plain  looms  so  it  is  evident  that  the  only  value  of 
the  caj)italized  saving  in  favor  of  autonuitic  looms  to  be  applied 
to  the  plain  looms  is  an  amount  having  the  positive  value  of 
$5000. 

71  Again,  assume  that  the  cost  of  installing  the  automatic 
looms  is  $74,592.  The  replacement  cost  of  the  plain  loonis  if  new 
is  about  $30,000,  which  depreciated  for  age  and  wear  is  at  pres- 
ent $5000,  with  no  rebate  by  the  loom  companj'^  as  an  inducement 
for  taking  these  looms  out  and  replacing  them  with  automatic 
looms.  The  gross  cost  chargeable  to  installing  automatic  looms 
would  be  about  $79,592,  including  the  value  of  the  plain  loom, 
and  a  yearly  saving  of  $12,500  would  be  about  IG  per  cent  of  this 
cost  in  favor  of  automatic  looms,  which  indicates  that  the  invest- 
ment would  be  warranted. 

72  With  reference  to  the  commercial  value  of  the  plain  looms, 
the  capital  value  of  the  saving  that  could  be  made  by  using  auto- 
matic looms  can  not  be  ap])lied  to  reduce  the  value  of  the  plain 
looms  by  an  amount  oi\\Mi\  to  more  than  their  depreciated  replace- 
ment cost,  as  a  positive  value,  or  $5000. 

73  One  of  the  hardest  experiences  is  to  recuperate  an  old 
plant  after  it  has  been  allowed  to  reach  such  a  state  of  physi- 
cal depreciati(m  as  to  beconte  profitless,  and  there  has  been 
no  depreciation  fund  provided  to  take  care  of  future  contingen- 
cies. Such  conditions  are  probably  more  likely  to  occur  in  pri- 
vately owned  industries  than  in  corporations.  There  are  num- 
bers of  cases  where  plants  in  such  a  condition  have  been  taken 
over  and  operated,  but  this  means  the  sinking  of  new  capital. 

74  A  case  coming  under  the  author's  observation  is  that  of  an 
old  mill  which  had  reached  the  limit  of  its  usefulness  as  a  pro- 
ducer. Under  a  proper  management,  the  old  buildings  were 
replaced  by  a  substantial  modern  mill.  During  a  ])eriod  of  de- 
pression the  conclusions  as  to  the  wisdom  of  building  a  new  mill 
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were  that  with  the  old  buildings  the  plant  would  have  been 
forced  to  close,  owing  to  the  stress  of  circumstances.  The  light 
was  so  much  better  in  the  new  mill  that  the  goods  formerly  pass- 
ing as  first  quality  in  the  old  mill  were  not  equal  to  the  second 
quality  in  the  new  mill.  Owing  to  trade  conditions,  it  had  been 
necessary  to  cut  wages  of  the  operatives  twice,  yet  with  the  re- 
duced wages  the  best  operatives  were  able  to  earn  more  money 
in  the  new  mill  than  they  had  been  able  to  earn  in  the  old  mill 
before  any  reduction  in  wages  had  been  made. 

METHOD    OF    VALUING    A    PLANT 

75  In  the  event  of  making  a  valuation  of  property,  the  first 
essential  thing  is  for  the  appraiser  to  go  over  the  property  as  a 
whole,  to  see  how  the  plant  is  arranged,  and  how  the  arrange- 
ment compares  with  other  plants  making  the  same  general  kind 
of  manufactured  product.  This  survey  will  usually  disclose  any 
special  features  that  may  be  unfavorable  to  a  more  economical 
arrangement,  or  where  certain  alterations  might  be  made  with 
benefit  to  the  plant,  as  the  organization  and  arrangement  should 
be  considered  one  of  the  vital  features  in  ascertaining  values. 

76  It  is  not  enough  to  say  that  the  physical  property  of  an 
industry  can  be  replaced  f(jr  a  certain  sum  of  money,  or  that  it 
costs  a  certain  amount  and  is  to  be  valued  at  a  certain  other  sum 
of  money  after  allowing  for  a  certain  depreciation  due  to  age, 
wear,  obsolescence,  etc.  An  investigation  must  be  made  into  the 
working  of  the  plant,  comparing  it  with  other  plants  in  compe- 
tition with  it.    Its  location  must  also  be  considered. 

77  Any  extra  cost  of  operation  that  can  be  eliminated  by  a 
proper  reorganization  must  be  accounted  for  and  set  off  against 
the  value.  Sometimes  the  cost  of  reorganizing  a  portion  of  the 
plant  is  greater  than  the  expense  of  making  the  change  would 
warrant,  but  the  poor  feature  will  remain  nevertheless  a  detri- 
ment to  the  plant  and  affect  the  value. 

78  Inventories  of  property  can  be  given  by  the  owners  of  the 
plant,  but  these  inventories  should  always  be  checked  up  by  a 
person  familiar  with  the  business,  who  knows  the  process  of  man- 
ufacturing the  goods  produced,  the  machine  used  in  each  process, 
and  how  they  should  be  arranged  in  each  department,  and  who  is 
capable  of  taking  a  birdseye  view  of  the  whole  property  and  see- 
ing it  as  a  working  whole,  as  well  as  segregating  the  several 
parts. 
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79  For  this  reason  the  engineer  who  is  familiar  with  certain 
lines  of  industry  is  better  ahle  in  fjeneral  to  take  an  unprejudiced 
as  well  as  a  more  eompreheiisixo  view  of  the  subject,  owing  to  his 
wider  experience  and  more  special  knowledge  of  engineering 
than  a  person  engaged  in  commercial  lines. 

DISCUSSION 

Charles  II.  Fisii.  The  question  of  the  valuation  of  property, 
speaking  particularly  of  manufacturing  property,  is  one  which, 
unfortunately,  can  be  looked  at  from  a  number  of  points  of 
view,  all  of  which  are  more  or  less  reasonable.  The  answer  to 
an  important  question  always  asked  as  to  the  age  of  a  machine, 
a  group  of  machines,  or  a  building,  is  apt  to  be  misleading. 
There  are  a  number  of  kinds  of  machines  which  have  been  but 
little  improved  upon  during  the  past  period  of  years,  and  on 
account  of  this  slow  advance  in  the  state  of  the  art,  the  age 
alone  is  of  comparatively  small  importance.  Again,  the  ques- 
tion as  to  how  carefully  or  intelligently  the  repairs  have  been 
kept  up  is  one  that  must  be  considered  in  determining  the  present 
value.  To  quote  from  Mr.  Rowell,  Par.  46,  "  The  writer  has 
laiown  frames  of  about  this  age  (15  years)  to  require  such  thor- 
ough fitting  that  the  standards  were  about  all  that  there  were 
left  to  the  original  machine."  In  other  words,  when  the  repairs 
were  finished,  these  frames  had  new  roll  stands,  new  rolls,  new 
spindles  and  rings,  or  in  fact  all  of  the  important  operative  parts 
of  the  machine  had  been  renewed.  Admitting  that  the  design  of 
these  machines  was  good,  as  no  doubt  it  was,  did  they  not,  by 
these  repairs,  practically  wipe  out  15  years  of  age  with  which 
the.se  frames  were  charged,  bringing  them  down  somewhere  near 
a  new  frame  age? 

At  the  same  time,  in  a  recent  experience  with  an  association 
of  insurance  couipanies,  the  writer  found  it  very  difficult  to  get 
them  to  depart  from  the  old  theory  that  all  machines  have  a 
certain,  more  or  less  definite  life,  at  the  end  of  which  they  were 
practically  dead  and  worth  only  their  value  as  scrap,  and  fol- 
lowing this  theory,  they  claimed  that  a  machine,  the  life  of  which 
was  called  20  years,  was  half  worn  out  at  the  end  of  ten  years. 
There  are  many  machines  in  textile  mills  that  are  of  such  design 
or  their  operation  of  such  chai'ncter.  that  their  active  life  can, 
by  intelligent  repairs,  be  continued  almost  indefinitely.  These 
machines  may  die  at  the  end  of  20  years  if  allowed  to  by  neglect- 
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ing  repairs,  but  as  a  rule  tliey  are  well,  or  at  least  fairly  well, 
kept  up.  On  the  other  hand,  it  is  a  fact  that  some  uiachines  are 
bound  to  Avear  out  in  spite  of  attempted  repairs,  or  many  become 
worthless  owing  to  new  hnprovements  and  inventions,  but  to 
state  that  the  life  of  a  machine  or  a  building  is  a  stated  period 
of  time,  or  that  its  value  depreciates  at  a  definite  percentage 
per  year,  is  very  often  wrong. 

One  of  the  princij)les  of  valuing  property  should  be  a  careful 
detail  investigation  of  each  part  or  portion  of  the  property  in 
order  to  determine  its  actual  physical  condition  and  not  to  be 
guided  too  much  by  the  one  factor  '"'  age." 

In  reply  Mr.  Kowell  said  it  was  his  intention  to  bring  out 
here  what  might  be  called  secondary  depreciation.  At  the  end  of 
a  period  a  machine,  or  grou])  of  machines,  might  be  revived 
so  as  to  be  comparatively  new,  yet  they  were  not  as  good  as 
wholly  new  modern  machines  would  be  on  account  of  improve- 
ments made  in  patterns,  design,  or  what  has  been  called  advance- 
ment in  the  art. 

C.  J.  H.  AVooDBUKY  said  that  the  distribution  of  power  by 
various  types  of  porches  following  the  open  belt  porch,  was  an 
important  feature  in  depreciation  of  mill  property.  Porches 
enclosed  by  wood  sheathing,  followed  by  the  type  at  the  side  of 
the  building  and  others,  in  all  of  which  power  was  distributed 
along  the  lines  of  belting,  and  finally  the  belt  porch  projecting 
into  the  mill  Ijy  which  the  power  was  distributed  along  the  lines 
of  shafting,  were  an  indirect  source  of  depreciation.  In  new 
mills  these  forms  of  construction  had  l)een  displaced  by  the  elec- 
trical transmission  of  power,  which  did  not  rc(|uire  more  than  a 
provision  for  the  conductors.  The  old  mill  buildings  were  de- 
preciated by  this  subsequent  electrical  invention  ])ecause  these 
belt  porches  formed  a  portion  of  the  structure  and  for  reasons 
of  strength  could  not  be  removed. 

Thus  the  advent  of  the  electrical  transmission  of  power  with 
its  freedom  from  requiring  structural  provisicm  in  a  mill  hitherto 
necessary,  had  within  a  few  years  enabled  engineers  to  design  a 
mill  solely  as  a  manufacturing  structure  without  making  ar- 
rangements for  belt  porches,  without  their  attendant  expensive 
impediments, to  floor  space  and  light,  and  this  improvement  has 
in  like  manner  de])reciated  mills  of  earlier  types  of  construction, 
independent  of  wear  and  tear. 
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There  was  a  depreciation  from  the  rontingency  of  an  abandon- 
ment of  the  site  of  tlie  mill,  especially  as  the  result  of  a  lire.  In 
such  a  case  the  owners  of  a  mill  at  a  water  power  distant  from 
a  railroad  might  find  it  more  advantageous  to  connect  the  power 
house  to  an  electrical  generating  plant  and  carry  the  wires  to 
another  site  along  the  line  of  a  railroad,  than  to  rebuild  on  the 
old  site. 

A  saving  in  gas  of  $3000,  or  G  per  cent,  on  the  cost  of  a  mill, 
was  revealed  in  the  case  of  removal  of  the  machinery  to  a  new 
building  having  larger  windows.  In  both  instances  the  buildings 
were  lighted  by  the  town  gas  at  the  same  rate  and  the  identical 
meter  was  used.  It  would  not  generally  be  assumed  that  modern 
windows  would  depreciate  a  mill  ha\  ing  old  tyi)es  of  windows 
G  per  cent. 

He  said  another  form  of  the  distribution  of  depreciation  was 
that  of  insurance.  He  knew  of  one  cotton  mill  which  had  been 
insured  for  a  number  of  years,  under  the  factory  mutual  insur- 
ance plan  on  the  basis  of  paying  gross  premiums  subject  to  re- 
turned dividends,  which  instead  of  being  credited  to  the  insur- 
ance account,  were  invested  in  the  stock  of  the  mill  purchased  on 
the  open  market  and  in  a  few  years  a  permanent  insurance  fund 
thereby  secured,  the  income  of  which  in  the  shape  of  dividends 
was  sufficient  to  pay  for  the  insurance  without  annual  expendi- 
tures from  the  merchandizing  income  of  the  mill. 

Charles  T.  Plunkett  asked  if  the  author's  statements  "  de- 
preciation is  the  falling  otf  in  value,'"  and  "  depreciation  begins 
at  once,  however  small,"  must  be  taken  in  with  a  series  of  years 
in  order  to  make  up  the  depreciation,  since  much  machinery  im- 
proves during  the  first  year.    He  was  answered  in  the  aflirmative. 

From  the  author's  statement  regarding  the  making  up  of  the 
valuations  of  a  plant,  "  an  investigation  must  be  made  into  the 
working  of  the  plant,  coni])aring  it  with  other  plants  in  com- 
petition with  it,"'  Mr.  IMunkett  wanted  to  know  if  the  valuations 
were  comparative.  The  author  said  he  regarded  commercial 
valuations  as  comparative. 

The  Author.  The  discussion  of  the  subject  has  turned  upon 
the  matter  of  depreciation  which  is  quite  a  dillicult  problem.  It 
seems  that  instead  of  closing  the  subject  with  this  paper  and  its 
discussion  an  eti'ort  should  be  made  on  the  part  of  the  Society 
to  take  up  the  subject  oi'  (Icprcfialion  and  main<«Miance  to  de- 
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termine  if  possible  what  may  be  the  best  methods  to  pursue  in 
™tus  iu,Ltries  and  so  leave  the  ,,uest,on  open  for  furthe. 


enlightenment. 
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The  firtit  railway  trains,  usually  made  up  of  one  car,  made 
short  trips  in  the  day  time  only  and  artificial  light  was  not  re- 
quired; as  the  trips  were  extended  into  the  evening  the  cars 
were  still  unlighted.  The  lighting  of  stage  coaches  before  the 
day  of  railway  coaches  was  obtained  by  candles  brought  in 
by  the  passengers  themselves  and  placed  in  sockets  along  the 
sides  of  the  coach.  It  is  recorded  that  the  first  railway  car 
illumination  can  be  traced  to  one  Thomas  Dixon,  a  driver  on 
a  horse  train  railway  in  England  in  1825,  who  out  of  his  gener- 
osity placed  a  penny  candle  on  a  table  in  the  center  of  the  car 
for  the  convenience  of  his  passengers.  The  early  railroad 
patrons  who  contcDiplated  traveling  by  night,  and  were  fore- 
sighted,  brought  their  own  candles;  and  later  the  candles 
were  supplied  by  the  railroad  companies  in  crude  sockets,  but 
the  passenger  had  to  light  them  and  nurse  the  flame. 

2  A  review  of  the  development  of  railway  car  lighting  shows 
that  it  is  divided  into  periods  of  approximately  twenty-five 
years  for  each  of  the  illuminants  used,  beginning  with  candles 
in  1825.  In  1850  oil  lamps  were  introduced,  which  gave  way 
to  gas  in  1875,  and  this  in  turn  was  superseded  by  electricity 
in  1900.  The  development  of  each  of  these  systems  extended 
over  a  number  of  years  and  the  new  illuminant  did  not  entirely 
displace  the  previous  method  of  lighting.     In  fact  candles  are 

1  Asst.  Elec.  Engr.,  N.  Y.  C.  &  H.  R.  R.R. 
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suiiietimes  used  today  for  cruergeiicy  lighting,  while  oil  lamps 
limy  be  found  in  many  coaches.  With  the  early  applications  of 
electric  lighting  to  cars  it  was  usual  to  retain  gas  lights  for 
emergency  use.  Increased  reliability  of  the  electric  sy.stem  has 
now  made  this  precaution  unnecessary.  Light  failures  on  well- 
maintained  electric  service  now  average  in  the  neighborhood  of 
1  per  1,000,000  miles. 

CANDLE   I'EUIOD  182ii  TO  1850 

3  The  railroad  companies  first  developed  the  candle  light 
by  placing  the  candles  in  proper  sockets,  putting  chimneys 
around  them  and  dellectors  on  top  of  the  chimneys.  Later 
the  candle  flame  was  kept  at  a  predetermined  focus  by  a  spring 
in  the  candle  socket.  The  candles  used  in  this  country  were 
made  from  the  scjlid  distillates  of  petroleum  formed  in  molds 
under  pressure,  while  in  Europe  wax  and  tallow  dips  were 
chiefly  used. 

OIL    PERIOD    1850   TO    1875 

4  The  railroad  companies  recognizing  the  need  of  better 
illumination  tried  various  forms  of  oil  lamps,  and  in  this  de- 
velopment the  lamps  were  always  the  latest  improvement  as 
regards  safety  and  reliability.  The  oils  used  in  this  country 
were  distillates  of  petroleum  differing  in  flame  and  fire  test 
in  the  various  states  and  on  different  roads.  The  oils  used  in 
Europe  were  vegetable  oils,  because  of  the  high  cost  of 
importing  mineral  oils  and  because  of  the  supposed  danger  from 
fire.  The  danger  of  fire  from  oil  of  either  class  depended,  how- 
ever, more  upon  the  method  of  containing  than  in  the  kindling 
point,  except  in  the  very  low  flash  point  distillates  of  petroleum 
which  were  not  used  directly  in  railroad  work. 

5  The  European  practice  for  oil  lamps  was  to  use  rape 
seed  and  Colza  vegetable  oils  which  are  irregular  in  composition 
and  congeal  in  cold  weather.  The  (lifliculties  met  with  in  the 
burning  of  this  oil  in  Europe  led  to  the  development  of  central 
draft  burners,  which  were  also  used  in  this  country  to  burn 
heavy  oils.  The  early  types  of  mineral  oil  burners  were  merely 
reservoirs  into  which  fil)rous  wicks  were  dipped  through  suit- 
al)le  holders.  Two  wicks  feeding  one  flame  was  the  next  de- 
velopment, allowing  a  more  copious  supply  of  oil  to  the  flame 
and  a  brighter  light  resulted. 
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6  The  Argaiid  and  Belgian  burners  are  representative  types 
of  the  central  draft  burner.  The  xVrgand  burner  lias  a  tube  and 
annular  wick  providing  a  strong  draft  of  air  both  to  the  in- 
side and  to  the  outside  of  the  tiame.  This  results  in  a  high 
temperature  and  a  bright  white  light.  This  burner  was  the 
forerunner  of  several  central  draft  burners  used  for  car,  locomo- 
tive and  station  lighting,  where  a  high  candle  power  was 
desired.  A  maximum  of  GO  c.p.  has  been  obtained  from  one  lamp 
of  a  size  suitable  for  railway  cars  by  this  central  draft  method. 
The  Belgian  lamp  represents  the  highest  improvement  in  de- 
livering a  current  of  air  both  inside  and  outside  the  tiame  so 
that  it  will  impinge  on  the  llame  at  the  proper  point  to  pro- 
duce rapid  combustion.  Other  burners  of  this  type  are  the 
Acme,  the  Student  Lamp,  and  the  Westlake  lamp, 

7  The  reservoirs  of  these  lamps  were  generally  of  metal  and 
either  double  glass  or  specially  tough  single  glass  chimneys 
were  used.  When  the  lamps  were  placed  in  the  center  of  the 
ceiling  of  the  car,  smoke  bells  were  provided  to  take  oH'  the  prod- 
ucts of  combustion  and  to  protect  the  Hame  from  drafts.  The 
oil  lamps  had  been  generally  superseded  for  first-class  service  by 
other  illuminants  before  the  develoj^nient  of  tiie  incandescent 
mantle,  and  therefore,  has  not  been  used  with  the  oil  lamp  in 
train  lighting. 

OAS    PERIOD   1875   TO    1900 

8  About  1870  coal  gas  was  introduced  as  a  head-end  system 
on  several  railroads  as  a  means  of  lighting  cars.  A  reservoir 
in  one  of  the  cars,  known  as  the  guards  \an,  was  tilled  with  gas 
secured  from  the  city  mains  and  tlien  slightly  compressed  by 
water  displacement.  The  reservoir  which  had  a  capacity  of 
about  100  cu,  ft.  was  generally  square  in  shape  and  was  made 
of  strong  canvas  reinforced  by  wood  ribs.  Gas  was  conveyed 
to  the  lamps,  which  burned  about  5  cu.  ft.  each  per  hour, 
through  iron  pipes  with  rubber  hose  connections  between  cars. 

9  Nearly  ten  years  later  Mr.  George  Westinghouse  dev  ised  the 
"air  gas"  or  carbureted  aii-  system.  A  heavy  cylinder,  sus- 
pended underneath  each  car,  was  III  led  with  such  material  as 
sawdust,  felt,  etc.,  saturated  with  some  liglit  hydrocarbon  such 
as  benzine.  Gompressed  air  was  passed  through  the  taidc  and. 
becoming  saturated  with  the  hydrocarbon  vapor,  was  conveyed 
to  the  lamps  where  it  was  burned.     The  system  was  never  ad- 
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vanced   much   beyond   the   experimental   stage,   as   changes   in 
temperature  ali'ected  the  carburation  to  a  great  extent. 

10  Carbureted  gasolene,  made  by  mixing  air  and  gaso- 
lene in  suitable  proportions  was  the  next  system  to  be  used.  The 
best  example  is  probably  the  Frost  Dry  Carbureter  System. 
The  essentials  of  this  system  are  that  the  gasolene  be  kept  from 
leaking  and  that  the  gas  be  burned  as  soon  after  generation  as 
possible  without  undergoing  any  change  of  temperature.  The 
Frost  system  accomplishes  this  by  locating  on  the  roof  of  the 
car  directly  over  each  lamp,  the  carbureter  which  consists  of 
a  chamber  filled  with  wicking  soaked  in  gasolene  through  which 
air  from  the  air-brake  system  is  passed  at  a  low  pressure,  the 
gasolene  vapor  being  supplied  to  a  burner  directly  underneath. 
The  products  of  combustion  are  passed  out  through  a  smoke 
bell  which  leads  around  the  carbureter,  thus  tending  to  keep 
the  gas  at  the  proper  temperature  in  all  weather.  The  difficulty 
of  maintaining  this  proper  temperature,  however,  was  the  chief 
drawback  of  the  system. 

11  The  extensive  manufacture  of  calcium  carbide  by  the  elec- 
trochemical process  gave  the  acetylene  system  a  great  impetus. 
Examples  of  the  acetylene  system  in  extensive  use  were  first,  the 
Adlake  system  in  which  about  50  lb.  of  calcium  carbide,  placed 
in  a  portable  steel  container  installed  in  a  special  panel  in  the 
car,  is  arranged  so  that  gas  is  generated  automatically  as  re- 
quired by  water  dropping  upon  the  carbide.  In  order  to  obtain 
this  automatic  supply,  a  small  tank  is  placed  underneath  the 
car  and  connected  to  the  steel  container,  which  automatically 
produces  the  gas  because  of  the  back  pressure  of  the  water  sup- 
ply when  a  certain  amount  of  gas  has  been  generated. 

12  The  Avery  system  resembles  the  Adlake  system,  except 
that  the  generator  is  placed  underneath  the  car  body. 

13  The  third  system  used  to  some  extent,  is  Icnown  as  the 
Commercial,  and  in  this  acetone,  a  liquid  distilled  from  wood 
alcohol  and  having  the  property  of  absorbing  acetylene  under 
pressure,  is  used.  The  gas  is  stored  in  tanks  filled  with  asbestos 
disks  saturated  with  acetone,  and  is  given  off  as  the  pressui-e  in 
the  tank  is  reduced. 

14  Acetylene  gas  gives  a  more  intense  light  than  any  of  the 
other  oil  or  gas  systems,  but  it  is  explosive  and  this  fact  has  mil- 
itated against  its  extensive  use. 
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IT)  In  1867  Pintsch,  in  Berlin,  devised  the  system  of  pas  il- 
lumination which  bears  his  name.  The  distinctive  features  of 
this  system  are.  the  manufacture  of  sas  from  crude  petroleum 
by  heat  distillation,  which  £:as  is  not  decomposed  by  compres- 
sion and  subsequent  expansion  and  a  regulator  which  controls  the 
supply  of  eras  to  the  lamps  at  a  very  low  pressure  for  atmo- 
spheric burninir.  Because  of  its  reliability  and  increased  storasfe 
capacity,  obtained  by  charcins  the  reservoirs  at  a  hijrh  pressure, 
the  Pintsch  jgras  is  very  extensively  used  for  car  liorhtinor.  Other 
systems  previously  tried,  namely,  coal,  water,  and  natural  jjas, 
did  not  have  these  distinctive  features  and  up  to  that  time,  were 
not  a  success.  The  substitution  of  mantle  burners  for  the  ordin- 
ary fish-tail  burners  has  irroatly  improved  the  quality  of  licfht, 
and  enabled  the  Pintsch  system  to  compete  on  more  equal  terms 
with  electric  liffhtinsr. 

Ifi.  The  Pintsch  system  requires  a  separate  plant  with  appli- 
ances for  peneratinjsr,  compressing  and  storing  the  gas,  also 
suitable  tank  cars  and.  pipe  lines  for  conveying  the  gas  to  the 
car  reservoirs. 

ELECTRIC   PERIOD   1000  TO   DATE 

17  Early  in  1881  the  London,  Brighton  and  South  Coast 
railway  had  in  operation  a  straight  storage  battery  system  with 
a  battery  under  each  car,  the  battery  being  charged  during  the 
layover  period  at  terminals. 

18  Bichromate  primary  batteries  were  tried  on  trains  in 
France  during  the  year  1885.  The  scheme  was  abandoned,  how- 
ever, when  the  first  set  of  batteries  had  run  down  and  renewal 
of  the  electrodes  and  acid  was  necessary. 

19  About  this  time  both  the  Pennsylvania  Railroad  and  the 
Boston  and  Albany  tried  out  the  straight  storage  system.  The 
general  opinion  was  that  the  system  was  practical  but  too  ex- 
pensive for  general  use. 

20  In  1888  the  Chicago,  Milwaukee  and  St.  Paul  had  in 
service  a  train  equipped  with  a  head-end  system  consisting  of 
a  boiler,  engine,  generator,  etc.,  installed  in  a  separate  car  for 
supplying  light  to  the  train.  The  present  system,  developed 
later,  uses  steam  from  the  locomotive. 

21  The  axle  driven  generator  was  developed  coincidently 
with  electric  lighting.  The  first  installation  of  this  kind  con- 
sisted of  a  generator  connected  to  a  relatively  high  capacity 
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battery  and  hand-operated  main  switch  and  pole  changer,  regu- 
lation being  eli'ected  through  the  iiilierent  regulation  of  the 
batteries  taking  the  excess  current  at  high  speeds,  thereby  hold- 
ing the  voltage  iieai'ly  constant  l)y  armature  reaction.  Later 
the  brushes  were  automatically  shifted  with  the  speed  for  voltage 
regulation.  The  next  step  was  to  allow  the  belt  to  slip  at  speeds 
in  excess  of  the  speed  required  to  deliver  current  at  normal 
voltage. 

22  Various  early  and  intermediate  systems  were  proposed, 
among  which  may  be  mentioned : 

a     A  head-end  system  deiiviiig  power  from  a  fan-driven 

dynamo  on  the  pilot. 
b     A  track  wire  system,  especially  thiough  tunnels,  for 

lighting  cars  from  a  trolley. 
c    A  track  wire  system  for  charging  batteries  from  an 

auxiliary   trolley    while   cars   were    passing   through 

electrified  territory, 

23  The  working  out  of  the  early  tried  system  resulted  in 
the  more  or  less  general  adoption  of  the  following:  (a)  the 
straight  storage  system,  (/;)  the  head-end  system,  (c)  the  axle 
generator  system. 

STRAIGHT   STOR.AGE   SYSTEM 

24  In  this  system,  each  car  is  provided  with  a  storage  bat- 
tery, which  must  be  charged  at  terminals  during  the  layover 
period.  A  consideration  of  the  requirements  for  successfid 
operation  reveals  the  following  essentials: 

The  capacity  of  the  battery  nmst  be  in  excess  of  the  de- 
mand for  current  to  operate  lamps,  fans,  etc.,  for  the 
longest  run  between  charging  periods. 

The  power  plant,  or  other  outside  source  of  power,  must 
be  of  sufficient  capacity  to  meet  the  maximum  de- 
mand for  charging  current. 

The  layover  time  at  terminals  must  be  sufficient  to  cover 
all  necessary  shifting  and  charging  of  the  batteries 
at  the  proper  rate. 

The  yard  must  have  a  sufficient  number  of  tracks  pro- 
vided with  charging  outlets,  so  arranged  that  the 
charging  of  batteries  will  not  interfere  with  .shifting 
operations. 

25  Two  considerations  enter  into  the  determination  of  the 
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size  of  the  battery;  the  demand  for  current  and  the  weight  of 
the  battery.  The  demand  for  current  will  vary  with  the  type 
of  car  used,  the  number  and  size  of  lamps  and  other  electrical 
apparatus  installed  and  the  time  during  which  this  apparatus  is 
used.  The  battery  must  be  divided  into  units  of  a  weight  that 
may  be  readily  handled. 

26  The  batteries  in  general  use  in  train  lighting  service  have 
a  rated  capacity  of  approximately  300  ampere-hours.  This 
is  about  the  maximum  limit  of  capacity  for  Plante's  type  bat- 
teries having  weight  low  enough  for  convenience  in  handling. 

27  The  great  majority  of  cars  on  which  this  system  is  used 
are  equipped  with  a  G4  volt  lead-lead,  or  nickel-iron  battery  with 
cells  connected  in  series.  A  few  cars  are  operated  at 
other  voltages,  viz.  20,  30,  32  and  110.  It  was  the  practice  of 
one  railroad  some  years  ago  to  operate  at  25  volts,  using  12  lead- 
lead  cells  in  series,  with  two  or  more  12  cell  sets  on  a  car  con- 
nected in  multiple. 

28  Two  battery  boxes  are  generally  provided  and  secured 
to  the  under  side  of  the  car,  one  on  each  side  equidistant 
from  the  ends  of  the  car,  and  with  the  front  or  door  side  slightly 
back  of  the  line  of  outside  finish.  The  cells  are  put  up  in  double 
compartment  lead-lined  wood  tanks  provided  with  handles, 
rollers,  etc.,  for  convenience  in  handling. 

29  The  two  halves  of  the  battery  are  connected  in  series  and 
leads  are  run  to  the  switchboard  in  the  end  of  the  car.  Taps 
are  taken  oil'  these  leads  at  the  battery  terminals  and  run  to 
charging  receptacles,  conveniently  located  on  each  side  of  the 
car. 

30  The  ampere-hour  meter  is  conung  into  general  favor  as  an 
indicator  of  the  state  of  charge  of  the  battery.  As  an  adjunct 
a  shunt  trip  circuit  breaker  is  sometimes  installed,  the  connec- 
tions being  such  that,  when  the  battery  is  fully  charged,  the 
pointer  on  the  meter  closes  a  circuit  which  energizes  the  shunt 
trip  and  opens  the  breaker,  thus  cutting  the  battery  otf  charge. 

31  The  source  of  power  avaihible  for  charging  purposes  at 
terminal  yards  must  be  of  the  proper  voltage  and  of  capacity 
sufficient  to  meet  the  maximum  demand.  The  charging  voltage 
provided  is  usually  50  per  cent  iiighcr  than  the  noiiual  voltage  of 
the  battery.  Hand  or  autonuitically  operated  resistance  de- 
vices are  i)rovided  for  reducing  the  voltage  of  the  individual 
charging  lines  to  the  proper  point. 
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32  The  batteries  are  charged  while  on  the  car  under  normal 
conditions.  When  the  layover  period  is  short  it  is  sometmies 
necessary  to  exchange  a  discliarged  battery  for  one  fully 
charged. 

83  The  operating  schedule  of  cars  equipped  with  this  sys- 
tem must  be  worked  out  to  allow  sufficient  layover  at  terminals 
to  permit  the  charging  of  batteries  and  shifting  of  cars.  Any- 
thing that  restricts  the  shifting  operations  necessitates  either 
additional  yard  trackage,  additional  motive  power,  or  both.  As 
cars  produce  a  revenue  only  when  in  service,  it  is  the  aim  of  the 
transportation  department  to  decrease  the  layover  period  to 
a  minimum. 

head-e:nd  system 

34  The  head-end  system  consists  essentially  of  a  steam- 
driven  generator  located  in  the  baggage  car  or  on  the  locomo- 
tive. Proper  controlling  apparatus  is  provided  and  train  lines 
are  run  from  the  generator  through  the  entire  length  of  the 
train,  flexible  connections  being  used  between  cars. 

35  So  far  as  can  be  learned  the  first  head-end  system  was 
installed  by  the  Pullman  Palace  Car  Company  in  January  1887, 
in  some  of  their  composite  cars.  A  three-cylinder  Brotherhood 
engine,  direct-connected  to  an  Eickemeyer  generator,  rated  at 
80  amperes  and  80  volts  full  load  at  1200  r.p.m.  was  used.  These 
cars  were  operated  in  the  Atlantic  Coast  Line  Special  running 
between  Jersey  City,  N.  J.,  and  St.  Augustine,  Fla.  In  June  of 
the  same  year  the  Pennsylvania  Limited  was  equipped  with  the 
same  type  of  apparatus.  In  both  of  these  trains  the  individual 
cars  were  equipped  with  batteries. 

36  This  system  of  lighting  was  afterwards  taken  up  by  other 
eastern  railroads  but  at  the  present  time  it  is  used  chiefly  on 
roads  operating  west  of  Chicago.  Following  -the  Brotherhood 
engine,  the  Westinghouse  standard  engine,  the  De  Laval  turbine 
and  the  Curtis  turbine  entered  the  field  in  turn. 

37  The  Pennsylvania  Railroad  conducted  a  series  of  experi- 
ments with  the  "'  Gould  Booster  "  head-end  system,  which  con- 
sisted of  a  compound-wound  turbine-driven  generator  mounted 
on  the  locomotive,  with  a  motor-generator  booster  and  automatic 
switches  mounted  <m  the  tender.  Four  train  line  wires  were 
run  underneath  the  cars  and  were  joined  together  by  connectors 
that  uncoupled  automatically  when  tlie  cars  were  parted.     A 
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battciv  and  transfer  switch  were  provided  on  each  car.  In 
this  system,  unlike  any  other  in  use  at  that  time,  the  entire  con- 
trol was  automatic  after  the  generator  was  started. 

38    The  hea<l-end  system  of  today  comprises  the  following 

apparatus:  '  i   •     +u 

A  generator,  usually  steam  turbine-driven,  placed  in  the 
"^baggage  car  or  on  the  locomotive,  and  furnished  with 
steam  from  the  locomotive. 

The  necessary  indicating,  regulating,  and  controlling  ap- 
paratus placed  near  the  generator  and  in  an  acces- 
sible position. 

Train  line' wires  of  the  proper  size  on  each  car  and 
running  the  entire  length  of  the  train,  flexible  connec- 
tions being  made  between  cars,  in  the  vestibule. 

Batteries,  consisting  of  a  suitable  number  of  cells  con- 
nected in  series  and  placed  in  battery  boxes  attached 
to  the  under  side  of  the  cars. 

Lamp  regulators  are  sometimes  installed  in  the  cars  to 
compensate  for  the  line  drop  and  to  maintain  con- 
stant voltage  at  the  lamps. 

39  The  successful  operation  of  this  system  requires  that  a 
sufficient  amount  of  steam  at  the  proper  pressure  be  provided 
when  lighting  is  necessary.  As  it  is  the  object  of  the  transporta- 
tion department  to  get  trains  to  their  destination  on  time  lack 
of  steam  is  felt  first  by  the  lighting  system,  the  pressure  being 
reduced  or  steam  cut  off  entirely  so  that  the  schedule  may  be 

maintained.  .,   ,      ,    .         ,,  ^, 

40  AVhen  the  train  is  broken  up  en  route,  it  is  obvious  that 
each  section  must  either  be  equipped  with  a  battery  to  insure 
light  until  the  train  is  again  made  up,  or  provided  with  some 

auxiliary  light.  , ,      j,  ^-    ,• 

41  A  member  of  the  train  crew  must  be  capable  of  operating 
the  generating  apparatus  and  of  making  running  repairs  and 
adjustments  en  route. 

42  Head-end  svstems  are  generally  operated  at  04  or  110 
volts,  although  in  "late  years  the  introduction  of  tungsten  lamps 
has  crone  a  long  wav  towards  eliminating  the  need  of  the  high 
volta'ge  equipm^ents'and  comparatively  few  railroads  are  now 

using  110  volts.  ,       ,       J        X  „.f 

43  It  is  apparent  that  the  use  of  the  head-end  system  must 
be   restricted   to   a   few   trains   having   assigned   runs   or   that 
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it  must  be  extended  to  cover  all  the  cars  operated  by  the  rail- 
road in  electrically-lighted  trains. 

AXLE  GENERATOR  SYSTEM 

44  The  axle  generator  systems  used  in  this  country  comprise 
the  following  principal  parts: 

a  An  axle-driven  generator  mounted  on  the  car  truck. 
(Abroad  where  rigid  trucks  are  used  the  axle  genera- 
tor is  frequently  secured  to  the  under  side  of  the 
car  body.) 

h  A  suspension  l»y  which  the  axle  generator  is  supported 
from  the  truck  frame. 

c     A  drive,  connecting  the  armature  shaft   to  the  axle. 

d  A  regulator  for  controlling  the  voltage  and  output  of 
the  generatoi-  at  all  train  speeds. 

e  An  automatic  swit<'h  designed  to  open  on  reverse  cur- 
rent for  the  purpose  of  preventing  discharge  of  the 
battery  through  the  generator. 

/  A  regulator  for  controlling  the  voltage  impressed  on 
the  lamp  circuits. 

g  A  battery  of  a  suitable  number  of  cells  to  supply  cur- 
lent  when  generator  current  is  not  available. 

45  For  the  successful  operation  of  the  system,  the  following 
requirements  must  be  met: 

The  polarity  of  the  generator  terminals  nuist  remain 
unchanged  with  a  movement  of  the  car  in  either 
direction. 

At  all  train  speeds,  from  the  cutting-in  speed  of  the  gen- 
erator to  the  maximum,  the  generator  output  and 
voltage  must  be  maintained  within  the  desired 
working  limits. 

The  generator  must  be  automatically  connected  and  dis- 
connected from  the  battery  circuit  as  the  train  speed 
rises  above  or  falls  below  the  Critical  speed. 

The  lights  may  be  burned  at  any  time  and  the  transfer 
of  this  load  from  the  battery  to  the  generator  and 
vice-versa  must  result  in  no  appreciable  change  in  the 
candle  power  of  the  lamps. 

The  voltage  impressed  on  the  lamp  circuit  must  be  main- 
tained within  such  limits  as  will  give  satisfactory  il- 
lumination and  reasonable  life  of  lamps. 


H.    A.    CURRIE    AND    BENJAMIN    F.    WOOD  1265 

46  The  early  axle  generators  were  practically  all  of  the  con- 
stant current  type.  The  generator  maintained  a  constant  current, 
only  that  portion  going  to  the  battery  that  was  not  required 
by  the  lights.  The  generator  output  could  be  varied  by  hand 
adjustment,  and  it  was  necessary  to  adjust  the  generator  output 
so  that  there  would  be  an  approximate  balance  between  the  bat- 
tery input  and  battery  output,  account  being  taken  of  the  bat- 
tery ampere-hour  efficiency.  This  requires  consideration  of  the 
following  factors:  (a)  the  ampere  capacity  of  the  generator, 
{b)  the  ampere-hour  demand  during  the  trip.  The  demand 
varies  with  the  number  and  size  of  lamps  installed,  the  run 
in  which  the  car  is  operated,  the  number  and  duration  of  stops, 
and  the  proportion  of  total  running  time  of  the  train  below 
cutting-in  speed.  A  change  oi  the  car  from  local  to  through 
service,  or  vice- versa,  required  a  complete  readjustment  of  the 
regulation.  A  failure  so  to  readjust  would  quickly  result  in 
battery  deterioration,  the  plates  becoming  sulphated  with  a  low 
generator  output,  while  a  corresponding  high  output  would 
boil  away  the  electrolyte.  In  a  variation  of  this  method 
the  battery  was  charged  at  a  definite  rate,  generally  the 
normal  charging  rate,  while  the  generator  output  varied 
with  the  lamp  load.  In  more  recent  systems  constant  cur- 
rent is  maintained  until  the  generator  voltage,  increasing  as 
the  counter  e.m.f.  of  the  battery,  reached  a  definite  value, 
after  which  one  of  two  results  would  obtain,  depending  upon  the 
design  of  the  control  apparatus.  In  one  the  generator  voltage 
was  held  approximate!}-  constant  producing  what  was  known 
as  the  taper  charge  or  a  gradual  decrease  in  the  rate  of  charge. 
In  the  other,  the  generator  voltage  was  automatically  reduced 
to  the  "  floating  "'  e.m.f.  of  the  battery  and  maintained  approxi- 
mately constant.    This  was  known  as  "  stop  charge  "  regulation. 

47  Both  methods  originally  depended  upon  the  operation  of 
a  voltage  coil  actuating  a  switch,  which  in  turn  changed  the 
field  current  by  means  of  resistance.  Premature  closing 
of  the  battery  stop  charge  switch  resulted  in  undercharging  and 
consequent  sulphating,  while  delayed  closing  caused  overcharg- 
ing and  the  boiling  away  of  the  electrolyte. 

48  These  devices  are  being  superseded  by  a  system 
using  a  voltage  coil  in  the  regulator  instead  of  the 
voltage  switches  previously  mentioned.  Here  the  current 
output  is  maintained  constant  to  the  full  generator  capacity 


1266  TRAIN    IJGHTING 

regardless  of  the  current  demand,  and  the  battery  must  supply 
all  current  in  excess  of  the  capacity  of  the  generator.  As 
the  battery  becomes  charged  the  generator  voltage  gradually 
increases  and  at  a  predetermined  voltage  the  voltage  regulating 
coil  takes  the  control  of  the  generator  from  the  current  regulat- 
ing coil  and  when  the  battery  becomes  fully  charged  the  cur- 
rent decreases  until  the  battery  is  "  floating  on  the  line."  As 
the  voltage  on  the  battery  on  charge  is  approximately  30  per 
cent  higher  than  on  discharge,  it  is  necessary  to  provide  some 
means  of  lamp  regulation  in  order  to  keep  a  constant  voltage 
on  the  lamps.  In  the  early  axle  generating  systems  this  was 
accomplished  by  introducing  a  fixed  metallic  resistance  into  the 
lamp  circuit  at  the  instant  the  automatic  switch  closed,  trans- 
ferring lamp  load  from  battery  to  generator.  This  method, 
however,  was  not  altogether  reliable  as  the  generator  voltage 
varied  with  the  condition  of  the  battery  and  the  number  of 
lamps  burning.  The  variation  of  the  voltage  due  to  these  condi- 
tions soon  led  to  the  development  of  a  variable  metallic  resist- 
ance in  place  of  the  "  fixed  "  resistance.  In  this  method  of 
regulation  the  amount  of  resistance  in  the  circuit  was  varied  by 
means  of  the  operation  of  a  small  auxiliary  motor  operated  by 
a  voltage  relay  or  other  means. 

49  A  later  type  of  lamp  regulator  employed,  as  a  means  of 
regulating  resistance,^  a  series  of  carbon  blocks,  the  resistance 
being  varied  by  var3'ing  the  pressure  on  these  blocks,  the  varia- 
tion of  pressure  being  determined  by  a  pilot  voltage  coil  con- 
nected across  the  lamp  mains. 

50  In  this  country  it  is  the  general  practice  to  support  the 
axle  generator  from  the  truck  frame.  When  first  applied,  the 
generator  was  placed  between  the  axle  and  the  truck-end  sill, 
this  arrangement  being  known  as  "  inside  suspension."  The 
generator  was  not  easily  accessible  for  inspection  and  repairs, 
and  at  the  present  time  it  is  placed  outside  of  the  truck  frame, 
this  arrangement  being  Imown  as  "  outside  suspension."  There 
are  four  general  methods  of  carrying  the  generator  from  the 
suspension  framing,  viz.  bottom  pivoted,  top  pivoted,  parallel 
link  and  .sliding.  The  bottom  pivoted  was  first  used  but  at 
the  present  time  the  parallel  link  suspension  is  in  more  general 
use. 

51  The  drive  generally  used  employed  a  rubber-filled  canvas 
belt  running  on  pulleys  on  the  axle  and   the  armature  shaft. 
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The  axle  pulley  as  fii'st  used  was  cast  iron  mounted  directly  on 
the  car  axle,  the  bore  of  the  pulley  confornimg  to  the  taper  of 
the  axle,  but  on  account  of  mequalities  in  the  axle  which  was 
hammered  or  rough-turned,  it  was  wrapped  with  tarred  paper. 
The  axle  pulley  at  present  in  use  is  of  pressed  steel,  mounted 
on  a  steel  bushing,  the  bushing  being  secured  independent- 
ly to  a  turned  seat  on  the  axle,  and  the  pulley  mounted  thereon. 
Belt  tension  is  provided  by  means  of  springs  which  also  alford 
relief  to  the  belt  due  to  the  movement  of  the  car  axle  with 
respect  to  the  truck  frame.  One  spring  is  generally  used  when 
the  generator  has  top,  bottom  or  sliding  suspension  and  two 
springs  with  the  parallel  link  suspension.  Chains  of  the  silent 
type  have  also  been  tried  and  have  the  advantage  of  positive 
action  and  decrease  in  bearing  pressure,  but  the  wear  of  the 
links  both  on  the  face  and  the  pivot  sprockets  has  been  ex- 
cessive. Belts  of  V-section  have  been  tried  and  would  seem  to 
have  the  same  advantages  as  the  chains,  but  it  is  found  that 
in  winter  the  bottom  of  the  V-groove  in  the  sheaves  packs  with 
ice  and  snow,  and  driving  power  is  lost.  Neither  the  chain 
nor  V-belt  requires  tension  device. 

52  A  form  of  shaft  drive,  from  a  bevel  gear  on  the  car  axle, 
through  an  extensible  shaft  with  universal  couplings  to  a  genera- 
tor carried  from  the  car  body,  is  being  tried.  A  gear  drive, 
with  the  generator  mounted  on  the  car  axle  after  the  manner  of 
the  street  car  motor  mounting  has  also  been  prepared  and  will 
soon  be  tried.  The  latter  will  no  doubt  require  a  track  pit  for 
the  inspection  and  repair  of  the  generator. 

53  Plain  bearings  with  ring  oilers  were  used  almost  ex- 
clusively until  five  years  ago.  With  this  method  of  lubrication, 
it  was  necessary  to  carry  the  oil  level  so  high  that  it  frequently 
entered  the  generator  frame  and  damaged  the  armature  and 
field  coils.  To  overcome  this  trouble,  a  form  of  wick  oiler  was 
tried  which,  however,  proved  unsatisfactory.  The  next  improve- 
ment was  a  conibination  ring  and  chain  oiler,  which  is  now  in 
general  use  on  one  type  of  machine.  Waste- packed  bearings  have 
also  been  extensively  used  and  have  given  no  trouble  on  account 
of  oil  entering  the  generator  frame.  Considerable  trouble,  due 
to  hot  bearings  has  been  experienced.  Ball  bearings  for  axle 
generators  were  introduced  in  England  about  1907  and  tried  in 
this  country  in  the  early  part  of  1911.  Although  the  use  of  ball 
bearings  to  date  has  been  limited,  the  indications  are  that  this 
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bearing  will  become  very  popular  on  future  machines.  On  ac- 
count of  the  widely  varying  temperatures  between  summer  and 
winter  conditions  that  obtain  in  the  operation  of  axle  generators, 
it  was  necessary  to  develop  special  oils  that  would  remain  fluid 
at  low  temperatures.  Those  now  used  have  a  freezing  point  of 
lU  deg.  fahr.  For  ball-bearing  lubrication  grease  should  be  free 
from  acid  or  alkali;  should  not  oxidize  or  evaporate;  should  not 
gum  nor  lose  its  body. 

LAMPS   AND   VOLTAGE 

54  The  early  train  lighting  lamps  were  of  the  ordinary 
multiple  burning  type  regularly  manufactured,  and  as  the  de- 
mand increased  manufacturers  took  up  the  development  of  lamps 
especially  adapted  to  train  lighting.  One  of  the  requisites  of 
these  lamps  is  that  the  smallest  size  bulb  consistent  with  reason- 
able life  of  lamp  be  used. 

55  Among  the  early  lamps  was  a  foreign-made  carbon- 
filament  lamp  operating  at  4  watts  per  c.p.  Some  time  later,  a 
carbon  lamp  operating  at  3.5  watts  per  c.p.  was  developed  by 
American  manufacturers. 

56  It  was  found  that  the  future  of  electric  car  lighting  de- 
pended to  a  large  extent  upon  whether  or  not  lamps  of  still 
higher  efficiencies  could  be  manufactured  in  large  quantities. 
About  this  time  the  tungsten  lamp  was  introduced  in  regular 
multiple  burning  service  and  investigations  were  immediately 
started  with  a  view  to  adapting  it  to  car  lighting.  The  use  of 
tungsten  lamps,  however,  was  looked  upon  with  some  doubt  on 
account  of  the  extremely  fragile  nature  of  the  filament,  especially 
in  the  smaller  sizes.  Eventually  a  25-watt  lamp  was  developed. 
This  did  not  improve  conditions  appreciably,  since  many  of  the 
carbon-filament  lamps  were  approximately  of  the  same  wattage. 
Further  investigations  resulted  in  the  development  of  a  15-watt 
lamp  which  improved  conditions  sufficiently  to  warrant  its  use 
in  large  quantities  and  made  it  possible  to  light  a  car  at  a 
reasonable  current  demand.  With  the  introduction  of  tungsten 
lamps  the  standard  voltage  of  axle  generators  has  been  changed 
from  60  to  30  volts. 

57  Coincident  with  the  introduction  of  tungsten  lamps  into 
train  lighting  service  there  was  introduced  the  so-called  "  hot 
filament "  system.  The  basis  for  this  system  was  the  belief  that 
a  tungsten  filament  of  the  early  type  when  heated  to  about  400 


H.    A.    CURRIE    AND    BENJAMIN    F.    WOOD  1269 

deg.  fahr.,  was  less  fragile  than  when  coKl,  so  that  by  maintaining 
the  filaments  at  this  temperature  the  lil'e  of  lamps  could  be  mate- 
rially increased.  A  circuit  switching  arrangement  was  provided 
whereby  the  lamps  were  operated  across  30  cells  of  battery  when 
light  was  desired  and  across  the  two  remaining  cells  of  the 
battery  at  other  times,  this  being  sufficient  to  keep  the  filaments 
at  a  dull  red.  Later,  the  introduction  of  the  drawn  wire  filament 
rendered  this  system  unnecessary,  and  it  has  been  abandoned. 

58  Metallized  filament  lamps  with  small  opal  bulbs,  operat- 
ing at  about  21/2  watts  per  c.p.  were  developed  for  berth  light- 
ing. These  lamps  gave  satisfaction  at  first,  principally  because 
berth  lights  had  never  before  been  furnished.  As  the  public 
became  educated  to  their  use,  the  demand  for  more  light  in 
berths  became  pronounced,  so  that  it  has  been  found  necessary 
to  use  the  15-watt  tungsten  lamp  as  a  berth  lamp,  and  the  use  of 
metallized  filament  berth  lamjis  is  decreasing  very  rapidly. 

50.  Tungsten  lamps  for  train  lighting  purposes  ai'e  now  fur- 
nished in  10,  15,  20,  25  and  50-watt  sizes,  although  the  bulk  of 
demand  is  concentrated  upon  15  and  50-watt  lamps.  Spherical 
bulbs  are  used  almost  exclusivel}^,  3%  in.  in  diameter  for  the 
50-watt  lamp  and  2  5/16  in.  in  diameter  for  the  smaller  sizes. 

60  The  voltage  of  the  lamp  is  necessarily  dependent  upon  the 
voltage  of  the  generating  system.  An  investigation  of  the 
records  of  the  principal  railroads  shows  the  use  of  the  following 
voltages  at  the  present  time:  24.  26,  30,  32,  60,  64  and  110.  The 
bulk  of  the  demand  for  train  lighting  lamps  is  concentrated  on 
two  voltage  groups,  the  30  volt,  which  includes  lamps  between 
25  and  34,  inclusive,  and  the  60  volt,  which  includes  lamps  of 
from  50  to  65  volts,  inclusive. 

61  From  an  engineering  standpoint,  it  is  highly  desirable 
that  as  many  of  the  voltages,  wattages  and  sizes  of  bulb  as  is  pos- 
sible be  eliminated.  From  a  manufacturing  standpoint,  it  is 
desirable  that  some  variation  be  allowed  in  the  voltages,  as 
a  large  number  of  high-voltage  and  low-voltage  lamps  are 
accumulated  in  the  manufacture  of  lamps  of  a  fixed  voltage. 
This  brings  up  the  question  of  the  inspection  of  lamps  before 
purchase. 

62  On  acctjunt  of  the  method  of  manufacture  of  train  light- 
ing lamps,  manufactureis  have  found  it  mo.st  convenient  to 
inspect  the  lamps  for  initial  variation  by  holding  the  lamps  at 
a  fixed  candle  power,  allowing  the  voltage  and  current  to  vary. 
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TABLE  1     METHODS  AND  DISTRIBUTION  OF  CAR-LIGHTING  SYSTEMS 
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From  the  railroad  standpoint,  this  method  of  inspection  seems 
to  be  wrong,  as  the  voltage  of  the  circuit  is  maintained  at  a  very 
closely  fixed  value  in  actual  service.  If  the  manufacturers  could 
be  persuaded  to  do  so,  it  would  be  much  more  desirable  to  have 
lamps  inspected  by  holding  them  at  a  predetermined  voltage,  al- 
lowing the  variations  to  take  place  in  the  wattage  and  candle 
power. 

03  According  to  the  present  method  of  inspection,  a  varia- 
tion of  5  per  cent  above  and  below  in  voltage  and  8  per  cent 
above  in  watts  is  allowed.  If  the  demand  is  concentrated  too 
greatly  upon  one  type  of  lamp,  it  will  probably  be  necessary 
to  increase  these  limits.  On  the  other  hand,  if  the  railroads 
aruong  themselves  can  standardize  their  voltages  close  enough 
for  each  voltage  class  to  permit  the  use  of  any  of  the  lamps 
on  any  railroad,  the  demand  for  any  one  voltage  lamp  will  prob- 
ably not  be  great  enough  to  make  the  increasing  of  the  limits  of 
inspection  above  mentioned  necessary. 

64  Until  recently  little  attention  has  been  given  to  the  de- 
velopment of  reflectors  adapted  particularly  tb  railroad  service. 
There  are  several  very  efficient  reflectors  now  on  the  market 
which  in  some  cases  have  increased  the  intensity  of  the  light  on 
the  reading  plane  in  a  passenger  car  as  much  as  65  per  cent  with- 
out changing  the  current  consumption  or  the  candlepower  of  the 
lamps.  To  secure  the  best  results,  attention  must  be  given  to  the 
proper  location  of  the  filament  relative  to  the  reflector. 

05  The  question  of  sockets  also  plays  a  very  important  part 
in  car  lighting.  The  socket  must  be  sufficiently  rugged  in  its 
construction  to  withstand  the  jar  and  vibration  encountered  in 
the  handling  of  passenger  equipment  cars.  It  must  also  be  so 
(•(mstru<(('»l  that  when  the  lamp  is  screwed  home  there  will  be 
sufficient  spring  in  the  inner  shell  and  contact  to  lock  the  lamp 
in  position,  holding  it  so  tight  that  it  will  not  become  unscrewed 
by  the  jar  and  vibration. 

STANDARDIZATION 

66  The  Association  of  Kailway  Electrical  Engineers  has 
made  lecommendations  as  to  the  standardization  of  many  of 
the  details  pertaining  to  electric  car  lighting  and  a  number  of 
the  railroads  of  tlie  count ly  have  already  indicated  their  in- 
tention of  following  these  recommendations  by  changing  their 
equipment  to  conform  to  the  reconnuended  practice. 
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67  The  standard  volta^jes  reoommeiulcHl  by  the  Associiiticjii 
of  Railway  Electrical  Eiijj^inoers  are: 

60   volts    (noiniiial)    for   straight   storage   and   head-end 

systems 
30  volts   (nominal)   for  axle  generator  systems 

68  The  lead  battery  has  been  fairly  well  standardized  and 
the  constrnction  recommended  includes  a  twu-compartnient  lead- 
lined  tank  with  rubber  jars.  The  jnincipal  variations  from  the 
standard  in  the  lead  batteries  are  that  some  roads  are  now  using 
lead  covers  in  place  of  the  rubber  covers,  this  change  being 
made  to  lessen  the  danger  to  battery  repairmen  on  account  of 
gas  explosions,  and  the  ditference  in  the  method  of  making  the 
connections  to  the  battery  posts. 

69  The  differences  in  batteries  are  not  of  such  a  character 
as  to  preclude  the  interchange  of  batteries  on  different  roads. 

70  The  nickel-iron  battery  is  manufactured  only  by  one  com- 
pany and  therefore  the  battery  is  more  easily  obtained  to 
standard  construction  and  dimensions. 
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DISCUSSION 

R.  M.  DixuN.  Ivi'tVrriiiii;  (n  Pars.  ',»  and  1(1  ri'lativo  to  <j:as()lcne 
systems,  by  the  use  of  luanlles  and  nnprovcnieiits  in  apparatns 
both  of  these  methods  are  very  acccplabU'  Un-  car  li<ilitin<::,  espe- 
cially for  cars  in  service  on  biaiich  Inies  or  on  roads  where 
Pintsch  gas  is  not  availabh'.  iMantk's  i,)erniit  of  the  use  of  a  bhie 
gas  which  is  non-illuminating  of  ilscH".  (Jas  ni  such  a  (piality 
can  be  produced  at  temperatures  bi'h)\v  (hat  of  zero  degrees  Fahr- 
enheit. II"  it  be  borne  in  mind  lor  a  moment  that  the  chai-acter- 
istic  controlling  the  absorption  of  vapors  is  independent  of  pres- 
sure, but.  dependent  upon  volume,  it  will  be  rcailily  understood 
that  air  can  be  carburetted  to  an  e((ual  amonnl  wlicllicrat  a  |)res- 
sure  approxiuuitely  atmosi)heric,  or  at  pressures  greater  than  at- 
mospheric, the  illmninating  value  is  |)ro|)ortioiiately  less.  'J'here- 
fore,  if  air  be  su})plied  to  the  carbureter  under  pressures  which 
are  increased  to  harmonize  with  increased  tt-mpei-aliu'es  and,  con- 
sequently increased  vapor  tension,  the  expanded  gas  will  be  of 
uniform  quality.  It  is,  therefore,  only  necessary  to  control  the 
supply  of  air  to  the  carbiu'eter  with  a  projx'r  thermostat i(;  factor 
controlling  the  j)ressure  in  the  carbureter  and  the  gas,  when  after- 
wards expanded  to  the  proper  pressure  for  burning,  will  be  of  a 
uniform,  constant  and  suitable  quality.  This  is  accomplished 
automatically.  Such  a  system  is  very  reliable  and  is  operated  at 
a  cost  of  approximately  Vii  ^'tjnt  an  hour  for  100  candles  light. 

The  statement  that  "  Pintsch  gas  is  xovy  extensively  used  for 
car  lighting,"  hardly  conveys  an  ade(|uate  idea  of  the  very  gen- 
eral and  world-wide  use  of  the  Pintsch  system.  'Jliere  is  not  a 
counti\v  on  earth  where  it  is  not  used  ;  there  is  no  singh'  ap[)liance 
used  in  passenger  car  construction  or  e(|uipment  that  has  had  the 
wide  and  general  use  of  IMntsch  gas.  The  total  luimber  of  cars 
lighted  by  this  system  aggregates  five  times  the  entire  passenger 
equipment  of  the  railroads  of  the  I'nited  States.  It  is  a  most 
economical  system,  costing  on  the  axcrage  altoiit  the  same  as  air 
gas,  naineh'',  about  ^^  cent  per  Ikmii-  for  Kio  candies  light.  Ap- 
proximately 12.000  cars  per  annum  are  now  being  equii)ped  with 
this  system,  this  ntunber  being  eciuixalent  to  about  •_'."»  per  cent 
of  the  entire  passenger  equipment  of  the  Tnited  States. 

As  regards  electric  light,  axle-drixcn  generators  proxide  the 
most  flexible  and  at  the  same  time  the  most  economical  equij)- 
nients  in  operation  and  while  it  has  heretofore  been  necessary  to 
provide  the  various  apparatus  for  each  car.  as  listed  in  Par.  44,  a 
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recent  development,  already  in  considerable  use  in  Europe,  is  now 
being  demonstrated  in  the  United  States.  This  system  embodies 
a  self-regulating  dynamo  without  a  special  regulator  for  control- 
ling tlie  voltage  and  output  of  the  generator  at  all  train  speeds 
anil  without  a  regulator  for  controlling  the  voltage  imposed  on 
the  lamps.  A  few  of  these  equipments  operating  on  suburban 
service  cars,  give  sufficient  current  to  maintain  the  lights  and 
battery  charges  and  the  lamp  voltage  does  not  vary  1/2  volt 
either  above  or  below  normal. 

W.  L.  Bliss.'  The  straight  storage  system  appeals  to  the  rail- 
road man  because  of  its  simplicity.  This  simplicity  is,  however, 
more  apparent  than  real.  When  it  is  necessary  to  light  a  number 
of  cars,  the  question  of  terminal  facilities  for  taking  care  of  bat- 
teries and  properly  charging  them  becomes  of  great  moment,  and 
it  is  doubtful  if  any  of  the  large  trunk  lines  in  the  East  can  eco- 
nomically operate  all  of  their  cars  with  this  system.  The  great 
objection  to  the  straight  storage  system  when  operated  on  a 
large  scale  is  the  fact  that  so  many  cars  must  be  tied  up  at  term- 
inals while  their  batteries  are  being  charged.  It  has  never  been 
customary  to  equip  straight  storage  cars  with  any  regulating  ap- 
paratus of  an  automatic  character,  although  at  the  present  time 
there  is  a  growing  tendency  to  adopt  the  ampere-hour  meter  with 
the  automatic  cut-off  device  on  straight  storage  cars.  There  is 
no  question,  however,  in  the  writer's  mind  but  that  the  use  of  a 
lamp  regulator  would  prove  a  source  of  economy  in  lamp  renew- 
als on  straight  storage  cars. 

Reference  was  made  in  this  paper  to  the  possibilities  of  axle 
head-end  lighting,  a  subject  someAvhat  overlooked  by  railroad 
companies  and  manufacturers.  In  many  instances  the  head-end 
axle  system  is  the  most  economical  arrangement  that  can  be  de- 
vised. The  company  with  Avhich  the  Avriter  is  connected  installed 
such  a  system  about  six  years  ago  on  the  Baltimore  and  Ohio 
TJailroad.  A  generator  large  enough  to  light  four  cars  was  in- 
stalled on  the  truck  of  a  combined  baggage  and  smoking  car,  and 
all  cars  in  the  train  Avere  equipped  with  lamp  regulators  and 
standard  train  lines  and  batteries.  The  combined  car  carried  the 
regulating  apparatus  for  the  generator,  together  with  its  battery 
and  lamp  regulator.  This  system  remained  in  operation  for  a 
number  of  years,  but  it  had  the  disadvantage  that  it  was  neces- 

» Chief  Engineer,  United  States'Light  &  Heating  Co.,  Niagara  Falls,  N.  Y. 
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sary  to  keep  the  cars  equipped  with  batteries  in  the  same  train 
with  the  car  ecjiiippod  with  the  generator. 

About  nine  years  ago  the  writer  installed  on  the  Pennsylvania 
Railroad  a  head-end  axle  system,  which  was  novel  in  many  re- 
spects. The  generator  was  mounted  on  the  truck  of  the  locomo- 
tive tender.  It  was  of  unusual  capacity,  having  an  output  of 
about  350  amperes  at  80  volts,  and  was  constructed  along  the  lines 
of  a  street  railway  motor,  being  journaled  upon  and  geared  to 
the  tender  axle.  This  generator  was  capable  of  furnishing  cur- 
rent for  the  longest  trains  of  the  Pennsylvania  Limited.  The 
objection  to  this  system  was  that  it  was  impossible  to  keep  the 
train  made  up  of  cars  equipped  to  operate  with  the  tender  gen- 
erator. The  introduction  into  the  train  of  any  cars  not  so 
equipped  broke  up  the  operative  combination. 

There  are  three  general  methods  of  lighting  railroad  cars  by 
the  head-end  system:  (a)  the  customary  steam-driven  generator 
in  the  baggage  car;  (h)  the  steam-driven  generator  on  the  loco- 
motive; (c)  the  axle-driven  generator  mounted  upon  the  truck 
of  the  locomotive  tender.  Such  a  machine  has  many  advantages : 
it  can  be  made  large;  it  requires  no  pole  changer;  it  can  be  gear 
driven,  thus  eliminating  the  uncertainty  of  a  belt.  The  tender- 
generator  arrangement  has  all  the  advantages  of  the  steam  head- 
end systems  and  few  of  their  disadvantages.  Its  possibilities 
have  by  no  means  been  exhausted. 

Coming  now  to  the  subject  of  axle  lighting  of  individual  cars, 
this  system  has  apparently  come  to  stay  and  seems  to  possess  all 
the  desirable  features  of  flexibility  and  independence:  it  is  self- 
recuperating;  a  car  could  be  started  out  on  the  road  with  the 
storage  batteries  in  a  totally  discharged  condition,  and  within 
perhaps  a  few  hours,  or  at  most  a  day  or  two,  the  lighting  would 
be  in  first-class  operative  condition,  without  anybody  having  ex- 
pended any  ett'ort  or  time  to  bring  about  such  results. 

To  within  the  last  five  or  six  years  the  axle  generator  was  so 
difficult  to  maintain  and  was  out  of  order  s6  much  of  the  time, 
that  nobody  gave  much  thought  to  other  parts  of  the  system,  or 
devoted  any  great  amount  of  time  or  effort  to  their  refinement. 
Today,  however,  since  the  axle  generator  has  been  so  fully  devel- 
oped, problems  connected  with  economical  operation  are  being 
taken  up.  Formerly  no  difficulty  was  experienced  with  over- 
charged batteries;  the  whole  ju-dblcm  was  to  keep  the  batteries 
from  being  in  a  state  of  total  discharge.    The  cry  now  seems  to 
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be  that  batteries  are  being  overcharged,  with  consequent  disin- 
tegration. This  is  the  best  evidence  that  the  axle  generator  is 
keeping  up  to  the  game.  Apparently  it  is  generating  more  elec- 
trical energy'  than  is  actuall}^  required.  In  some  cases  large  gen- 
ei-ators  and  largo  batteries  may  be  required,  due  to  slow  schedule 
and  long  lay-overs.  To  insure  that  the  batteries  will  always  be 
cliarged,  the  generator  must  have  a  large  margin  of  capacity, 
and  unless  means  are  provided  to  prevent  it,  overcharging  of  the 
batteries  will  result.  This  has  led  inventors  during  the  last  few 
years  to  devote  a  great  deal  of  attention  to  perfecting  regulating 
a])paratus. 

Ampere-hour  meters  have  been  made  with  automatic  cut-off 
attachments  so  that  when  a  certain  i)redetermined  charge  has 
l)een  sent  into  the  battery,  the  generator  can  be  made  more  or 
less  inoperative  and  tlie  charging  discontinued.  It  is  a  fair  as- 
sumption that  when  the  voltage  in  a  l^>0-volt  system  has  reached 
42  or  43,  tlie  batteries  are  fully  charged.  The  apparatus  for  de- 
termining this  point  is  arranged  so  that  it  puts  into  action  cer- 
tain instrumentalities  which  reduce  the  ett'ectiveness  of  the  gen- 
erator and  stop,  or  taper,  the  charging  current  flowing  to  the 
battery ;  hence  the  expressions,  "  stop-charge "  and  "  taper- 
charge  "  devices.  All  such  devices  operate  to  weaken  the  field  of 
the  generator,  which  weakening  is  usually  superimposed  upon, 
or  added  to  the  weakening  that  is  necessary  t^  compensate  for 
changes  in  car  speed. 

In  addition  to  performing  the  function  of  preventing  over- 
charging of  batteries,  the  so-called  stop  and  taper-charge  devices 
are  called  upon  to  protect  all  of  the  appaiatus  in  case  of  certain 
kinds  of  accidents,  such  as  the  opening  of  the  battery  circuit  or 
the  failure  of  the  generator  current  regulator  to  operate.  In  fact, 
recent  specifications  recpiire  extremely  accurate  generator  voltage 
regulaticm  on  the  part  of  these  devices  that  are  primarily  de- 
signed to  prevent  overcharging. 

Tiiere  are  advocates  of  both  the  tajier  and  stop-charge  prin- 
ciples, but  the  writer  believes  that  neither  of  these  schemes  is 
(juite  satisfactory.  The  ideal  device  for  preventing  overcharging 
Avould  respond  at  a  voltage  of  api)roximately  42  or  43  with  great 
accuracy.  Immediately  after  acting  at  this  voltage,  the  device 
should  become  a  strict  potential  regulator,  and  should  maintain 
the  generator  voltage  at  3.").  which  is  the  exact  voltage  at  which 
a  fully  charged  battery  fioats.  With  .such  an  arrangement  with 
the  battery  lloatiiig  and  the  generator  voltage  held  at  35  volts, 
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the  generator  may  pick  up  any  lamp  load  without  matei-ially 
atl'ecting  the  floating  condition  of  the  battery,  which,  of  course, 
is  zero  current.  The  stop-charge  arrangement  is  unsatisfactory 
in  that  its  action  is  abrupt  and  causes  more  or  less  disturbance  in 
the  system,  and  does  not  leave  the  generator  in  condition  to  carry 
the  lamp  load.  The  taper-charge  arrangement  is  defective  in 
that  it  allows  destructive  low-rate  currents  to  flow  aft^r  the  bat- 
tery has  been  fully  charged.  The  generator,  however,  with  the 
taper-charge  device  is  generally  in  better  condition  to  pick  up  the 
lamp  load  than  with  the  stop-charge  arrangement.  The  arrange- 
ment whereby  the  charging  action  is  stopped  at  a  defimte  voltage, 
and  immediately  thereafter  the  batteries  are  caused  to  float, 
would  seem  an  almost  ideal  condition  of  afl'airs. 

C.  D.  Young.  Where  the  service  can  be  filled  satisfactorily 
with  straight  storage  lighting,  with  properly  designed  storage 
batteries,  and  without  any  lamp  regulation,  this  system  is  prob- 
ably the  simplest  and  most  economical.  When  one  of  the  units 
fails,  the  entire  train  is  not  atfected;  there  is  just  the  one  dimly 
lighted  car,  whereas  the  rest  of  the  train  is  in  very  fair  shape, 
if  the  passengers  are  inclined  to  read,  they  can  pass  from  one 
car  to  another.  I  believe  that  there  is  a  field  for  the  axle  gen- 
erator svstem  of  lighting  cars  where  electric  service  cannot  be 
furnished  with  the  straight  storage  batteries,  as  for  example, 
such  cars  as  are  operating  in  the  postal  car  service. 

The  axle  generator  system  apparently  does  not  require  the  last 
three  items  in  Par.  24  in  connection  with  the  straight  storage  sys- 
tem, namely,  the  power  plant,  the  laycver  time  at  terminals  to 
make  the  necessary  shifting  and  charging  of  the  batteries,  and  a 
yard  provided  with  a  sufficient  number  of  tracks  with  charging 
outlets  I  believe,  however,  that  most  of  the  roads  operatmg  axle 
lighting  systems  find  it  desirable  at  times  to  charge  the  batteries 
before  the  axle  lighting  car  goes  out  so  that  they  will  have  the 
assurance  that  it  will  make  a  satisfactory  trip,  and  in  cars  where 
lights  have  to  be  used  while  the  car  is  standing,  for  mstance, 
when  mail  is  being  distributed  before  the  car  has  left  the  ter- 

'"  There  is  one  point  that  has  not  been  brou.cfht  out  by  the  paper 
and  that  is  the  question  of  emergency  light  ii.g  when  the  systeni 
fails  This  is  rather  important  in  the  operating  of  any  cars,  but 
especially  in  electric  lighted  cars.     Frequently  mails  cannot  be 
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distributed  on  account  of  light  failure  and  a  lack  of  proper  emer- 
gency light. 

The  head-end  system  does  not  seem  to  take  care  of  the  general 
service  as  well  as  the  individual  lighting  of  cars. 

In  Par.  66  reference  is  made  to  the  recommendation  by  the 
Association  of  Railway  Electrical  Engineers  as  to  train  lighting. 
The  report  to  have  been  complete  should  have  also  called  atten- 
tion to  the  standard  adopted  by  the  Master  Car  Builders'  Asso- 
ciation as  to  the  fixtures  desired  in  straight  storage  cars. 

J.  R.  Sloan. ^  Where  the  storage  battery  system  is  applicable, 
it  is  believed  it  can  be  operated  at  a  lower  cost  per  car  month  than 
the  head-end  system  or  axle  generator  system.  Unfortunately, 
the  limitations  of  the  storage  battery  system  are  such  that  very 
few  roads  in  this  country  can  satisfactorily  light  their  cars  in  this 
manner,  and  even  on  those  roads  some  runs  cannot  be  handled  sat- 
isfactorily by  straight  storage  methods.  From  the  inherent  fea- 
tures of  the  head-end  system  it  is  impossible  to  select  only  certain 
classes  of  cars  to  be  equipped  for  electric  lighting,  since  to  be 
operated  successfully  all  of  the  cars  in  the  train  must  be  wired 
for  the  operation  of  this  system,  and  if  many  trains  are  operated 
it  will  be  found  that  all  classes  of  cars  are  included.  The  head- 
end system  is  limited,  therefore,  to  certain  trains  having  assigned 
cars,  or  it  must  be  handled  as  a  general  proposition  and  all  cars 
operated  over  the  road  must  be  equipped  for  this  system. 

A  few  roads  which  had  lighted  certain  trains  by  the  head-end 
system  have  abandoned  it  as  the  number  of  cars  lighted  increased, 
on  account  of  the  difficulties  of  operation  in  the  transition  stage 
from  particular  trains  with  assigned  cars  to  a  general  proposition 
where  all  cars  are  lighted  in  this  manner.  The  greater  the  num- 
ber of  branch  lines  and  the  more  trains  that  are  broken  up  at 
division  or  junction  points  to  attach  or  detach  cars,  the  greater 
these  difficulties. 

The  axle  generator  system  will  be  more  generally  used  in  the 
future  than  either  the  straight  storage  or  head-end  system  for 
the  reason  that  each  car  is  an  independent  unit,  and  there  are 
practically  no  limitations  with  regard  to  the  length  of  the  run  or 
to  the  time  of  layover  required.  The  layover  of  practically  all 
cars  in  all  lines  is  sufficient  to  take  care  of  the  axle  generator 
ef|uipment  under  ordinary  circumstances. 

»  Engineer,  Electric  Car  Lighting,  Penn.  R.  R.,  Altoona,  Pa. 
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C.  R.  Gflman.^  The  head-end  system  of  lij^hting  was  started 
in  the  west  in  the  fall  of  1888  when  the  Chicago,  Milwaukee  & 
St.  Paul  Railway  Company  installed  storage  batteries  on  their 
trains.  After  two  5'ears  of  operation,  owing  to  inexperience  and 
poor  batteries  they  w^ere  discontinued  and  electric  lighted  trains 
depended  on  oil  and  gas  lamps  for  an  auxiliary.  In  general  this 
arrangement  has  continued  up  to  the  present  time :  now,  however, 
it  is  quite  usual  to  find  head-end  trains  fully  equipped  with  stor- 
age batteries  as  part  of  the  lighting  system.  The  reason  for  the 
head-end  lighting  in  western  trains  is  its  ease  of  operating  and 
small  investment;  also  it  is  very  reliable  when  supplemented  with 
storage  batteries.  For  lighting  a  solid  through  train,  (say  for  a 
2000-mile  run,  such  as  from  Chicago  to  Seattle  and  return),  it 
cannot  be  equalled  by  any  other  system.  Maximum  candle  power 
can  be  maintaiend  at  all  times,  and  generally  batteries  can  be 
fully  charged  during  the  latter  part  of  the  night  so  that  there  is 
no  necessity  of  operating  the  steam  turbine  in  the  day  time. 
Moreover  the  turbine  can  often  be  shut  down  at  night  when  the 
train  is  passing  on  a  heavy  up  grade  so  as  to  give  the  locomotive 
all  its  steam  for  keeping  up  running  time. 

Eighteen  solid  trains  of  this  type  have  been  in  operation  for 
over  a  year  and  w^e  have  yet  to  hear  of  a  single  failure  of  electric 
light.  We  have  had  to  economize  in  its  use  on  a  few  occasions 
over  one  or  two  divisions  owing  to  the  failure  of  a  turbine,  or 
parts  on  the  locomotive.  Each  train  averages  ten  cars  and  carries 
three  storage  batteries  of  capacity  to  light  all  the  lamps  in  the 
train  for  three  hours,  and  we  have  found  the  capacity  sufficient. 

The  batteries  are  evenly  distributed,  one  under  the  baggage 
car,  one  in  the  middle  and  one  on  the  rear  car  of  the  train.  The 
turbine  dynamo  and  the  charging  of  batteries  in  the  trains  is  done 
by  the  baggage  man  for  which  he  is  paid  $10  per  month.  So 
successful  has  been  this  charging  of  batteries  en  route  that  an 
average  of  but  one  battery  per  month  so  far  is  recharged  in  our 
terminal  yards.  The  electrical  equipment  for  lighting  a  ten-car 
train  at  fiO  volts  cost  is 

Turbine  generator  and  switchboard $1,500.00 

Three  sets  of  .32-celI  storage  batteries 2000.00 


$.^500.00 
On  a  question  of  voltage,  60  is  the  only  practical  one  for  head- 
1  Chief  Electrician,  C.  M.  &  St.  P.  Ry.  Co.,  Milwaukee,  Wis. 
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end  lighting  on  account  of  the  an)pere  load  and  size  of  main  train 
wires  and  connectors.  We  have  about  reached  the  limit  in  size 
owing  to  mechanical  reasons,  and  should  a  radical  change  be  made 
on  the  interior  of  cars  using  wliite  ceilings  and  walls,  the  lamp 
load  could  probably  be  cut  35  or  40  per  cent  with  the  present 
lamps.  In  this  case  30  volts  could  be  used,  greatly  reducing 
the  first  cost  of  storage  batteries  and  also  the  maintenance  cost. 
The  cost  of  maintaining  the  white  walls  and  ceilings  would  have 
to  be  considered  and  would  add  materially  to  the  expense,  cut- 
ting down  some  of  the  advantages. 

Regarding  illumination  and  reflectors  as  in  use  at  present,  2-ft. 
candles  are  ample  on  the  reading  page  in  cars,  but  owing  to  vari- 
ous conditions,  dust,  dirt,  low  voltage  from  many  causes,  and 
the  personality  of  passengers,  it  is  not  safe  to  figure  less  than 
2Vo  to  3  candle  feet  on  the  reading  page  with  new  equipment. 
Other  classes  of  work  in  other  cars  would  be  proportioned  corre- 
spondingly. 

The  Author.  The  discussion  indicates  a  general  agreement 
that  the  axle  generator  system  is  the  most  universally  applicable 
of  the  electric  systems  described.  Its  predominating  advantage 
is  that  it  requires  no  interference  whatever  with  the  most  favor- 
able utilization  of  equipment  from  an  operating  standpoint.  The 
head-end  S3'stem  (unless  all  passenger  equipment  is  lighted  by 
this  system)  does  definitely  limit  the  make-up  of  trains,  while 
the  straight  storage  system  sets  a  definite  minimum  for  layover 
time,  and  limits  yard  movements  unless  all  tracks  are  equipped 
with  charging  facilities.  In  many  cases  this  freedom  of  opera- 
tion is  the  determining  factor  in  the  choice  of  systems.  How- 
ever, all  three  are  in  extensive  and  successful  operation. 

Mr.  Dixon  points  out  that  the  paper  alludes  rather  inade- 
quately to  the  predominating  use  of  Pintsch  gas  in  the  car  light- 
ing field.  This  method  of  lighting  was  treated  very  briefly  for 
the  reason  that  all  present  were  familiar  with  it  and  the  greater 
part  of  the  paper  was  devoted  to  the  newer  and  less  familiar  elec- 
tric systems. 

Mr.  Dixon  also  calls  attention  to  a  new  electric  system  to  which 
items  d  and  /,  Par.  44,  do  not  apply.  In  the  system  to  which  this 
evidently  refers  the  functions  of  lamp  and  generator  regulators 
are  performed  by  a  regulating  battery  which  alternates  in  serv- 
ice with  the  battery  on  charge.  In  another  new  system  inherent 
voltage  regulation  is  provided  in  the  generator  and  the  battery  is 
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floated  on  the  line  in  the  same  manner  as  stationary  batteries  are 
frequently  operated.  Neither  of  the  systems  have  been  exten- 
sively used  in  this  country  to  date. 

Mr.  Bliss  calls  attention  to  the  availability  of  large  axle  gen- 
erators as  head-end  machines  and  claims  that  they  have  the  ad- 
vantages of  head-end  steam  generators  without  the  disadvantages. 
It  would  seem  that  the  principal  disadvantage  of  the  steam  head- 
end system  is  retained,  namely,  limitation  of  the  make-up  of 
trains. 

Mr.  Bliss  also  discusses  the  relative  advantages  of  taper  and 
zero  charge  cycles.  It  is  the  writer's  belief  that  either  system 
will  give  perfectly  satisfactory  service  provided  the  operation  of 
the  regulator  is  positive  and  accurate;  in  either  case,  with  the 
proper  setting,  the  charge  is  reduced  to  a  negligible  current  be- 
fore damage  to  the  battery  can  result.  For  the  taper  charge 
cycle  the  setting  is  somewhat  lower  and  this  has  the  advantage 
that  a  slight  increase  above  the  normal  voltage  limit  will  be  less 
harmful  to  the  battery. 

Mr.  Young  has  brought  up  the  question  of  emergency  light- 
ing. Experience  shows  that  with  good  modern  equipments  and 
first  class  maintenance  failures  are  extremely  infrequent  and  can- 
dle holders  on  such  cars  as  mail  cars  and  diners  are  a  sufficient 
provision  for  emergency  lighting. 

Mr.  Young's  point  that  M.  C.  B.  train  lighting  recommenda- 
tions should  have  been  mentioned  is  well  taken. 

The  battery  capacity  used  with  the  head-end  equipment  men- 
tioned by  Mr.  Oilman  would  give  a  much  lower  reserve  capacity 
than  is  customary  for  axle  systems  on  Eastern  roads. 


No.  1381 

FACTORS    IN    THE    SELECTION    OF    LOCOMO- 
TIVES IN  RELATION  TO  THE  ECONOMICS 
OF  RAILWAY  OPERATION 

By  O.  S.  Beyer,  Jr.,  Chicago,  lU.' 
Non-Member 

The  problem  of  locomotive  design  is  comparatively  simple 
when  it  is  clearW  known  what  is  desired.  The  possibility  of 
effecting  operating  results  by  the  introduction  of  improved  loco- 
motives alone,  or  by  their  use  in  connection  with  such  changes 
as  grade  revision,  is  not  as  fully  appreciated  as  it  ought  to  be. 

2  The  wide  range  of  motive  power  now  available  will  have 
to  be  considered  in  future  double  track  and  relocation  work,  grade 
reduction,  elimination  of  rise  and  fall,  and  curvature  and  distance, 
in  order  to  effect  the  greatest  economy  possible  for  the  capital 
expended.  It  should  no  longer  be  necessary  when  relocating  a 
division  to  increase  its  capacity  and  reduce  operating  expenses, 
to  go  to  extren.ely  heavy  capital  expenditures  to  reduce  grades  to 
the  minimum  of  0.2  or  0.3  per  cent,  as  it  is  usually  much  cheaper 
to  provide  locomotives  of  greater  power. 

3  The  main  steps  in  the  careful  selection  of  motive  power 
may  be  divided  into  the  consideration  and  study  of  (a)  the  na- 
ture of  the  business;  (b)  the  topography  of  the  road,  train  speed 
and  train  resistances;  (c)  the  types  and  sizes  of  locomotives 
available;  (d)  improvements  to  the  permanent  plant;  (e)  effect 
of  various  types  and  sizes  of  locomotives  on  operating  expenses; 
(/)  final  selection  of  most  economical  type  and  size  of  locom(»- 
tive. 

•  Care  of  2d  Vice-Pres.,  Rock  Island  Lines,  La  Salle  St.  Sta. 
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NATURE    OF   THE   BUSINESS 


4  The  special  nature  of  the  business,  •while  intimately  re- 
lated to  the  general  service  for  which  the  engines  are  intended, 
deserves  some  particular  consideration.  Through  passenger 
service,  for  instance,  may  vary  between  long  distance  high-speed 
hauls,  and  slow-speed  frequent  stops  hauls.  Freight  sorvire, 
especially,  may  vary  between  hauling  almost  exclusively  trains 
of  low  class  bulk  commodities,  such  as  coal  and  iron  ore,  which 
generally  move  in  well  built  high  capacity  steel  cars  at  slow 
speeds,  and  hauling  trains  of  a  decidedly  mixed  nature,  loads 
and  empties,  box,  furniture,  flat,  automobile,  gondola  and  stock 
cars,  which  are  not  of  high  carrying  capacity  and  are  seldom 
fully  loaded,  resulting  in  trains  of  great  length  when  any  large 
amounts  of  tonnage  are  hauled.  Due  to  the  generally  inferior 
construction  of  cars  which  compose  a  mixed  train,  the  wealcness 
of  the  draft  rigging  of  the  older  cars,  the  limitations  of  the  older 
types  of  air-brake  equipment,  and  the  tendency  td  long  trains 
when  heavy  tonnage  is  handled  on  railroads  where  this  class  of 
business  is  general,  the  motive  power  problem  assumes  an  aspect 
entirely  diflPerent  from  that  on  roads  where  the  business  is  of  the 
nature  first  mentioned. 

TOPOGRAPIiy,  TRAIN  SPEED  AND  TRAIN  RESISTANCE 

5  The  consideration  of  the  topography,  train  speeds,  and 
train  resistance  of  the  territory  in  which  the  new  engines  are 
to  operate  will  at  this  time  only  take  recognition  of  hauling 
capacities  and  train  lengths.  The  extensive  research  work 
recently  conducted  by  many  eminent  investigators,  railroads, 
and  locomotives  builders  furnishes  reliable  information  and 
data  from  which  to  determine  very  exactly  what  the  hauling 
capacities  of  different  types  and  sizes  of  locomotives  are,  and 
the  speeds  and  resistances  of  the  trains  which  can  be  hauled  by 
them. 

6  Passenger  Engines.  Grades,  speeds,  and  train  resistances 
must  be  very  thoroughly  considered  when  new  passenger  engines 
are  to  be  purchased.  Passenger  engines  are  intended  for  high- 
speed work.  Modern  operating  conditions  frequently  present 
cases  of  heavy  trains  composed  of  all  steel  cars.  The  weight 
of  passenger  cars,  due  to  the  desirability  of  greater  passenger 
carrying  capacity  and  heavier  construction,  is  rapidly  increas- 
ing.    Hence,  the  most  essential   quality  to  be  provided   in   a 
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passenger  engine  is  the  ability  to  maintain  large  sustained 
tractive  efforts  at  high  speeds,  as  well  as  high  starting  efforts 
at  low  speeds.  This  ability  of  a  passenger  engine  is  secured 
by  providing  ample  boiler  capacity  and  good  steam  engine 
efficiency.  The  ability  of  a  passenger  engine  to  accelerate 
rapidly  is  another  quality  which  must  be  considered,  particularly 
if  the  engine  is  to  be  engaged  in  service  in  which  stops  are 
frequent.  The  power  required  for  high  rates  of  acceleration, 
especially  on  grades,  with  heavy  passenger  trains  is  enormous. 

7  Freight  Engines.  Freight  and  pusher  engines  are  en- 
gaged in  a  service  which  requires  at  the  critical  time  very  high 
tractive  efforts  at  slow  speeds.  This  depends  to  a  large  extent 
upon  the  weight  placed  on  the  drivers  and  the  total  weight  of 
such  engines  must  thus  be  so  distributed  that  a  relatively  large 
weight  falls  on  the  drivers.  With  the  cylinder  and  driver  dimen- 
sions and  the  boiler  pressure  so  arranged  that  the  maxiiiunn  trac- 
tive effort  at  the  rim  of  the  drivers  equals  22  to  25  per  cent 
of  the  weighit  on  the  drivers,  a  satisfactory  combination  for 
an  engine  for  ordinary  freight  service  is  secured. 

8  Modern  conditions  demand  an  increase  in  fast  freight 
service  and  relatively  large  sustained  tractive  efforts  at  high 
speeds  over  heavy  grades  are  becoming  more  necessary  than 
ever.  Locomotives  for  fast  freight  service  only  may  afford 
to  sacrifice  some  initial  tractive  effort  for  the  sake  of  having 
recourse  to  a  proportionately  larger  heating  surface  when  great 
(juantities  of  steam  are  necessary  at  high  speeds.  Pusher 
engines  and  road  engines,  on  the  other  hand,  intended  exclusively 
for  slow  service  may  be  permitted  to  have  a  large  tractive  effort 
capacity  at  slow  speeds  with  a  sacrifice  in  high  sustained  tractive 
efforts  at  high  speeds. 

9  The  large  majority  of  freight  engines  purchased  are 
intended  for  a  service  which  is  a  combination  of  fast  freight 
and  drag  or  slow  freight  service.  Under  these  circumstances 
it  is  usually  desirable  to  get  as  large  a  steaming  capacity  as 
possible  consistent  with  a  high  tractive  effort  at  low  speeds.  In- 
cidentally, engines  with  good  steaming  capacities  when  oper- 
ated with  heavy  tonnage  trains  are  proportionately  more  eco- 
nomical in  fuel  and  water  consumption,  as  well  as  capable  of 
maintaining  a  higher  average  speed  over  the  entire  division. 

10  Consideraticm  of  the  tf»pography  of  the  railroad  and  the 
hauling  capacity   of  freight  locomotives  presents  the  problem 
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of  permissible  train  lengths.  If  the  territory  over  which  the  loco- 
motives are  to  operate  is,  to  a  large  extent,  a  succession  of  many 
sags  and  pitches  and  contains  several  momentum  grades,  the 
continual  running  in  and  out  of  the  slack  between  the  cars  is  a 
serious  matter  and  tends  to  limit  the  length  of  the  train  and 
the  amount  of  tonnage  per  train  which  can  be  hauled.  The 
nature  of  the  business,  whether  it  is  ore,  coal  or  pig  iron  moving 
in  high  capacity  modern  steel  cars,  or  general  merchandise 
moving  in  box  cars,  refrigerators,  small  capacity  gondolas  or 
other  similar  cars  has  a  further  bearing  on  this  feature.  The 
lower  the  average  total  car  weights  of  trains  the  longer  the 
trains  when  large  amounts  of  tonnage  per  train  are  hauled. 
The  introduction  of  high  capacity  friction  draft  gears,  steel 
underframes,  and  improved  air  brakes  are  tending  steadily 
to  minimize  the  difficulty  of  operating  very  long  trains.  The 
perfection  of  the  variable  load  brake  may  help  further  in  this 
direction.  Cases  are  on  record  where  trains  of  90  and  even  more 
loaded  cars,  each  car  weighing  TO  tons,  have  been  hauled  with 
success.  Trains  of  125  empty  cars  are  not  unusual  in  daily 
operation.  Most  of  these  extremely  long  trains  are  running 
over  territories  whose  grades  are  low,  or  which  have  no  broken 
profile.  Furthermore  the  nature  of  the  lading  hauled  in  these 
exceedingly  long  heavy  trains,  is  such  that,  should  any  heavy 
shocks  occur,  the  lading  cannot  be  damaged.  Cars  filled  with 
automobiles,  furniture,  or  general  merchandise  or  flat  cars  loaded 
with  agricultural  machinery  are  different  and  must  be  handled 
with  greater  care  in  shorter  trains.  Every  district  for  which  mo- 
tive power  is  intended  presents  certain  little  peculiarities  when 
advisable  train  lengths  are  considered.  Experience  in  the  opera- 
tion of  trains  hauled  by  the  older  types  of  locomotives  must 
assist  in  determining  the  final  answer  to  this  question.  As 
a  rule  there  are  a  great  many  circumstances,  such  as  the  capacity 
of  the  side  tracks  and  other  conditions  of  the  permanent  way, 
which  are  apt  to  limit  the  length  of  trains  before  the  profile 
conditions  establish  limitations. 

SIZES   AND   TYPES  OF   LOCOMOTIVES 

n  Passenger  Locomotives.  Tho  principal  types  of  locomo- 
tives available  for  passenger  service  are  the  Atlantic  (4-4-2) 
type  and  the  Pacific  (4-6-2)  type.  The  American  (4-4-0)  type, 
the  Ten- Wheel  (4-6-0)  type,  and  the  I'rairie  (2-6-2)  type  have 
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been  employed  to  some  extent,  but  except  in  unusual  cases  are 
not  of  special  advantage.  The  latest  development  in  passenger 
engines  for  severe  mountain  service  is  the  Mountain  (4-8-2) 
type.  In  some  special  cases,  such  as  exceedingly  heavy  moun- 
tain service,  the  Mallet  engine  has  been  used. 

12  The  Atlantic  (4-4-2)  type  locomotive  is  usually  best 
adapted  to  a  service  in  which  the  trains  weigh  about  300  to 
350  tons  behind  the  tender  and  the  grades  encountered  are 
relatively  light.  Owing  to  its  wheel  arrangement  it  permits  of 
a  boiler  of  ample  capacity  in  proportion  to  the  cylinders.  It 
has  a  short  rigid  wheel  base  and  a  short  total  wheel  base.  To 
get  very  high  initial  tractive  efforts  with  locomotives  of  this 
type  means  exceptionally  high  axle  loads,  which  are  undesirable. 
Hence,  when  high  initial  and  sustained  tractive  efforts  are  re- 
quired for  heavy  trains  weighing  over  350  tons  behind  the  tender 
and  operating  over  heavy  grades,  the  Pacific  (4-6-2)  type  is 
usually  found  to  be  better.  The  wheel  arrangement  of  this  type 
permits  a  still  larger  boiler,  greater  total  weight  on  drivers  with 
lower  average  axle  loads,  and  larger  cylinders.  In  general,  the 
full  utilization  of  these  features  results  in  both  higher  initial  and 
higher  sustained  tractive  efforts,  combined  with  better  accelera- 
tive  qualities. 

13  For  exceptionally  heavy  mountain  service  the  Mountain 
type  permits  of  still  larger  boiler  capacities  and  greater  total 
weights  on  drivers,  and  hence  still  higher  tractive  efforts.  Sev- 
eral engines  of  this  kind  are  in  service  on  the  Chesapeake  and 
Ohio  Railway  hauling  trains  weighing  600  to  650  tons  over 
grades  of  70  ft.  per  mile  at  25  to  26  miles  per  hour. 

14  Mallet  engines  have  been  introduced  to  a  limited  extent 
in  passenger  service.  The  Central  Pacific  Railroad  has  12 
Mallets  which  are  hauling  passenger  trains  on  grades  116  ft.  per 
mile  and  40  miles  long.  The  Atchison,  Topoka  and  Santa  Fo 
Railway  has  two  Mallet  compound  engines  which  were  built 
to  haul  passenger  trains.  The  service  in  both  these  cases  is 
very  severe  and  rather  exceptional. 

15  The  Atlantic  and  Pacific  type  engines,  under  modern 
operating  conditions,  are,  for  high-speed  and  high-capacity  pas- 
senger service,  the  most  desirable  types.  Under  certain  special 
circumstances,  long  continuous  opposing  grades  may  justify 
compounding  in  connection  with  these  engines.  The  introduc- 
tion of  the  high  temperature  superheater  and  the  sectional  brick 
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arch  have  helped  materially  to  increase  the  capacity,  fuel 
economy,  and  efficiency  of  passenger  engines.  The  limitations 
of  Atlantic  and  Pacific  type  passenger  engines  are  principally 
controlled  by  the  permissible  wheel  loads.  When  60,000  to 
03,000  lb.  per  pair  of  drivers  is  once  reached,  it  is  questionable, 
from  many  points  of  view,  whether  it  is  wise  to  go  still  higher. 
Hence,  when  greater  tractive  efforts  are  necessary  than  can  be 
secured  from  an  engine  with  180,000  to  190,000  lb.  on  drivers 
it  becomes  a  (juesticm  either  of  reducing  schedules,  double  head- 
ing, or  introducing  locomotives  with  an  additional  pair  of 
drivers. 

IC  Frchjlit  Locomotives.  Recent  developments  have  made 
available  an  exceptional  field  from  which  to  select  locomotives 
for  freight  service.  It  seems  limited  not  so  much  by  the  extent 
to  which  it  is  possible  to  build  freight  engines  as  it  is  by  the 
physical  restrictions  of  the  permanent  way,  the  nature  of  the 
freight  business  hauled,  length  of  trains,  and  topography  of  the 
road.  These  limitations  are,  of  course,  mostly  very  serious,  and, 
as  far  as  track  gage  is  concerned,  insurmountable,  except  perhaps 
in  some  special  cases. 

17  The  type  of  locomotive  which  has  been  the  standard  on 
many  of  the  American  railroads  in  the  past  ten  years  is  the 
Consolidation,  or  (2-8-0)  type.  It  has  been  called  upon  to 
perform  in  services  ranging  from  emergency  passenger  to  slow 
heavy  pusher  and  switching  service.  Engines  of  this  type  are 
being  built  for  heavy  and  exa^tipg  freight  service  and  their 
possibilities  have  not  been  exhausted.  They  utilize  nearly  the 
total  weight  of  the  engine  for  adhesive  purposes.  A  leading 
truck  of  two  wheels  only  is  provided  permitting  of  a  slightly 
extended  boiler  and  taking  from  the  drivers  only  weight  enough 
to  secure  good  guiding  qualities.  The  steaming  capacity,  firebox 
size  and  grate  area  are  necessarily  limited,  since  the  entire  boiler 
and  firebox  must  be  carried  over  the  drivers.  The  handicap 
imposed  by  the  boiler  limitations  has  not,  until  recently,  been 
very  serious. 

18  Engines  of  the  Consolidation  type,  having  a  maximum 
tractive  power  of  60,900  lb.  are  in  service  today.  The  diameter 
of  their  drivers  is  small,  54  in.,  and  their  total  heating  surface 
compared  with  the  equivalent  heating  surface  of  a  Mikado  en- 
gine having  the  same  tractive  effort  is  but  70  per  cent.     The 
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piston  speeds  of  these  large  Consolidation  engines,  compared 
with  the  Mikado  engine,  are  considerably  higher. 

19  The  perfection  of  the  high  temperature  superheater,  the 
brick  arch,  and  the  Gaines  combustion  chamber  opens  up  further 
opportunities  for  the  Consolidation  engine.  The  application 
of  the  superheater  results  in  increased  capacity  which  corres- 
ponds, roughly,  to  a  25  per  cent  larger  boiler  capacity  than 
it  was  possible  to  provide  in  connection  with  saturated  steam 
engines.  The  brick  arches  permit  increased  amounts  of  heat 
to  be  utilized  from  the  fuel  burned  on  restricted  grate  areas. 
It  should  be  possible  to  build  Consolidation  engines  with  good 
steaming  capacities  and  economical  fuel  requirements  that  can 
develop  as  high  as  5-1,000  lb.  maximum  tractive  effort. 

20  An  offshoot  from  the  successful  Consolidation  freight  en- 
gine is  the  12- wheel  or  (4-8-0)  type.  This  type  has  not  been 
widely  introduced.  It  has  an  undesirable  ratio  between  total 
weight  and  adhesive  weight.  The  increase  in  the  length  of 
boiler  made  possible  by  the  four-wheel  truck  in  place  of  the  two- 
wheel  truck  of  the  Consolidation  engine  nets  but  little  in  the 
direction  of  increased  boiler  capacity.  The  increase  in  the 
heating  surface  of  the  boiler  is  at  the  wrong  end.  To  improve 
the  steaming  capacity  of  the  Consolidation  engine  it  is  neces- 
sary to  introduce  modifications  at  the  firebox  end. 

21  The  introduction  of  sucli  modifications  has  resulted  in 
the  Mikado  (2-8-2)  type  engine.  By  placing  a  trailing  truck 
underneath  the  firebox  better  boiler  construction  becomes  pos- 
sible; also  a  decided  increase  in  effective  heating  surface,  a- 
deeper  throat  sheet  and  wider  water  legs  aie  secured.  However, 
as  large  a  proportion  of  the  total  weight  of  the  engine  is  not 
utilized  for  adhesive  purposes  as  with  the  Consolidation  type. 
By  moving  the  firebox  behind  the  drivers,  it  also  becomes  pos- 
sible to  enlarge  the  boiler  diameter,  and  to  increase  the  relative 
diameter  of  drivers,  thereby  permitting  of  lower  piston  speeds. 
The  general  construction  of  the  Mikado  locomotive  is  such  that  it 
permits  of  very  ample  steaming  capacity  and  thus  of  high  sus- 
tained tractive  efforts.  The  application  of  the  superheater  and 
brick  arch  has  further  increased  its  capacity  in  this  direction. 
It  is  most  admirably  suited  to  haul  slow  maximum  tonnage 
freight  trains  one  day  and  fast  freight  trains  the  next,  a  con- 
dition frecjuently  met  in  railroad  operation. 

22  The  size  of  Mikado  locomotives  for  most  roads  is  princi- 
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pally  limited  by  the  allowable  weights  on  drivers.  It  seems  to 
be  generally  considered  that  an  individual  axle  load  of  60,000 
lb.  for  the  better  conditions  of  roadbed,  as  they  are  met  with 
today,  is  very  nearly  the  largest  permissible.  If  so  the  Mikado 
engine,  as  far  as  size  is  concerned,  has  very  nearly  reached  its 
limit,  and  the  demand  for  still  larger  engines  will  have  to  be  met 
either  by  introducing  another  pair  of  drivers,  making  five  pairs 
in  all,  or  by  resorting  to  the  Mallet  type.  With  their  weight  on 
drivers  limited  to  about .  60,000  lb.  per  pair,  it  is  possible  to 
build  Mikados  which  have  a  maximum  tractive  effort  of  60,800 
lb.  with  very  favorable  sustaining  qualities  at  high  speeds. 
The  utilization  of  the  superheater  and  brick  arch  in  connection 
with  the  well  proportioned  boiler  and  efficiently  designed  engine 
make  it  possible  for  this  size  of  locomotive  to  be  operated  with- 
out requiring  excessive  amounts  of  fuel  so  that  one  fireman 
can  handle  all  that  is  needed. 

23  To  get  still  larger  capacities  than  are  provided  by  the 
Consolidation  and  Mikado  types,  the  Decapod  (2-10-0)  and  the 
Santa  F6  (2-10-2)  types  are  available.  The  Decapod  (2-10-0) 
type,  like  the  Consolidation  and  12- wheel  types,  has  limitations 
as  regards  boiler  capacity,  in  consequence  of  which  it  is  practi- 
cally adapted  to  slow  service  only.  Its  high  proportion  of  weight 
on  drivers,  giving  it  a  high  ratio  of  adhesion  is  of  advantage  for 
this  kind  of  service.  The  Santa  Fe  type  permits  of  better  boiler 
proportions  than  those  of  the  Decapod  type,  just  as  the  Mikado 
is  better  than  the  Consolidation.  The  additional  pair  of  drivers 
enables  a  tractive  effort  about  20  to  25  per  cent  greater  than  can 
be  secured  from  the  Mikado  engine.  Allowing  60,000  lb.  per  pair, 
the  maximum  tractive  effort  possible  should  be  about  73,000  to 
75,000  lb.,  barring  cylinder  limitations.  Several  engines  of  this 
type  now  in  service  deliver  a  maximum  tractive  effort  of  71,000 
lb.  It  is  reported  that  the}'  can  be  handled  by  one  fireman  with- 
out unduly  taxing  him. 

24  Locomotives  with  five  pairs  of  coupled  wheels  have  an 
exceedingly  long  rigid  wheel  base.  This  would  introduce  many 
complications  should  they  be  placed  on  territories  where  track 
curvature  is  frequent  or  severe.  Furthermore,  the  exceptionally 
heavy  pressures  on  the  main  pins  and  the  heavy  reciprocating 
parts  justify  expectation  of  maintenance  difticulties.  The  long 
wheel  base  and  the  large  number  of  heavy  wheel  loads  in  rigid 
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order  may  be  proportionately  harder  on  the  track  than  is  the 
case  with  hirge  Mikado  engines. 

25  Another  type  of  engine  which  deserves  consideration  for 
freight  service  is  the  Mountain  (4-8-2)  type,  which  is  similar 
to  the  Mikado  in  all  its  characteristics.  Where  fast  freight  ser- 
vice is  abundant  and  high  speed  is  frequent  the  additional 
advantages  in  guiding  qualities  secured  by  the  four-wheel  lead- 
ing truck  and  the  slightly  increased  boiler  capacity  are  im- 
portant. 

26  The  Pacific  type  engine  for  exclusive  fast  freight  service, 
where  grades  are  not  severe  and  where  this  kind  of  service  is 
heavy,  is  a  very  desirable  type.  A  large  number  of  these  engines 
have  been  built  for  this  service  and  are  giving  an  excellent  ac- 
count of  themselves. 

27  The  Mallet  type  offers  quite  as  wide  a  field  to  choose  from 
as  the  Pacific,  Consolidation,  Mikado,  and  Santa  Fe  types  com- 
bined. Mallet  locomotives  have  been  built  on  both  the  com- 
pound and  the  simple  principle.  The  wheel  arrangement  per- 
mits of  a  great  number  of  practical  combinations.  The  applica- 
tion of  the  superheater  and  brick  arch,  feedwater  heater  and 
reheater,  together  with  well  proportioned  boilers  and  the  com- 
pound feature  has  made  possible  units  of  large  size  and  of  good 
drawbar  pull  characteristics  at  different  speeds.  At  the  same 
time  Mallets  are  economical  in  fuel  consumption.  The  arrange- 
ment of  the  drivers  in  two  independent  sets,  and  the  division  of 
the  total  engine  weight  over  these  tw^o  sets  permits  readily  of 
meeting  track  and  axle  load  limitations.  Hence  these  engines 
offer  a  large  field  from  which  to  make  selection  when  the  re- 
strictions of  the  permanent  plant  are  such  that  they  cannot 
be  overcome  except  by  heavy  expenditures. 

28  Mallet  engines  can  be  built  to  deliver  a  maximum  tractive 
effort  of  140,000  lb.  This  w^ould  mean  engines  with  ten  pairs 
of  drivers,  each  having  an  average  load  of  about  60,000  lb.  As 
long  as  60,000  lb.  remains  the  maximum  average  practical  wheel 
load,  while  track  curvature  remains  a  consideration,  and  the 
gage  of  the  track  remains  at  4  ft.  8V2  in.,  thereby  limiting  the 
height  of  the  center  of  gravity  of  engines,  it  is  questionable 
whether  an  engine  much  larger  than  this  can  be  built.  It  is  not 
a  size  which  has  been  reached  today,  although  there  are  Mallet 
engines  in  service  which  have  ten  pairs  of  drivers. 
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ti9  A  large  number  of  Mallet  locomotives  are  in  road  and 
pusher  service  whose  tractive  eliort  working  compound  range 
from  73,000  lb.  to  105,500  lb.  They  are  meeting  with  success 
from  the  fuel,  operating,  and  maintenance  standpoints.  The 
largest  nimiber  of  drivers  under  the  engines  referred  to  is  eight 
pairs,  the  average  weight  per  pair  under  the  largest  one  being 
58,560  lb.  Hence,  105,500  lb.  tractive  eflfort  is  not  far  from 
the  maximum  possible  with  eight  pairs  of  drivers  allowing 
60,000  lb.  per  pair. 

30  Switch  Locomotives.  The  types  of  switching  locomotives 
available  range  from  the  six-wheel  coupled  to  the  ten-wheel 
coupled.  Recently  a  Mallet  compound  engine  has  been  placed 
in  hump  yard  service  by  the  St.  Louis,  Iron  Mountain  and 
Southern  Z^ailroad  in  order  that  long  trains  may  be  handled 
without  breaking  them  up.  Switching  locomotives  of  five  pairs 
of  drivers  have  a  rather  long  rigid  wheel  base,  perhaps  too  long 
for  the  average  yard  conditions  as  they  exist  on  many  roads 
today.  Locomotives  with  four  pairs  of  wheels  have  a  more 
suitable  wheel  base,  and  are  capable  of  delivering  comparatively 
high  tractive  powers.  Locomotives  of  three  pairs  of  drivers  are 
the  most  universal  in  service  today. 

THE     PERMANENT     PLANT     AND     ITS     RELATION     TO     MOTIVE     POWER 

SELECTION 

31  The  permanent  plant  of  a  railway  as  related  to  the  motive 
power  is  the  track,  bridges,  passing  sidings,  terminal  yards, 
engine  terminals,  including  the  roundhouses,  turntables,  coaling 
stations,  watering  cranes,  ash  plant  and  sanding  facilities,  and 
the  locomotive  repair  shops.  It  has  been  shown  what  a  wide 
range  of  motive  power  is  available  from  which  selections  may 
be  made  for  any  class  of  service.  In  order  that  the  possibilities 
of  this  large  field  may  be  fully  realized  it  becomes  necessary 
to  study  carefully  the  various  changes  in  the  permanent  plant  to 
be  considered  in  connection  with  the  introduction  of  different 
types  and  sizes  of  engines.  Such  a  study  will  oftentimes  show 
that  improvements  made  to  the  permanent  plant  at  limited  costs 
will  permit  of  utilizing  motive  power  which  will  effect  a  con- 
siderable saving  in  operating  expenses,  thereby  fully  justifying 
the  expenditure. 
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32  Track.  The  iiiH)r()Aemeiit  of  tlie  track  with  a  view  of 
making  possible  higher  train  speeds  and  heavier  axle  loads  is 
a  complicated  problem.  Track  improvements  such  as  laying 
heavier  rails,  respacing  of  ties,  increasing  the  carrying  power 
of  the  sub-grade  by  drainage,  deepening  and  iiiipro\ing  the 
nature  of  the  ballast  are  continually  under  way.  The  tendency 
is  to  strengthen  and  improve  track  as  rapidly  as  earnings  will 
permit,  so  that  full  advantage  may  be  taken  of  all  that  is  oU'ered 
in  the  way  of  possibilities  to  increase  engine  capacities  and 
train  tonnage.  The  state  of  good  track  today,  laid  with  90-  and 
lOO-lb.  rail,  is  such  that  it  readily  allows  60,000-lb.  axle  loads, 
which  is  about  as  high  on  the  average  as  it  is  advisable  to  go. 
While  the  track  may  be  such  that,  should  heavy  wheel  loads  be 
imposed,  it  would  result  in  increasing  the  maintenance  costs, 
the  tendency  may  nevertheless  be  to  improve  this  lighter  track 
in  the  near  future  by  introducing  ballast  and  relaying  the  lighter 
rail  with  heavier.  In  such  cases,  and  they  are  very  prevalent, 
the  present  track  conditions  should  not  be  permitted  to  limit 
the  motive  power  sizes  too  greatly  because  of  the  economical 
advantages  of  increased  train  loads. 

33  Bridges  not  only  restrict  the  individual  axle  load,  but  also 
the  total  weight.  Moderate  expenditures  in  the  direction  of 
bridge  improvement,  plus  the  regular  program  of  bridge 
renewals  and  improvements  may  permit  of  taking  advantage 
of  a  type  of  locomotive  which  would  effect  economies  in'  operat- 
ing expenses  that  would  more  than  pay  for  the  unusual  improve- 
ment expenses  incurred. 

34  Yards  and  Passing  Sidmgs.  Unless  the  yards  and  pass- 
ing sidings  are  adequate  to  take  care  of  longer  trains  the  im- 
provements expected  by  the  introduction  of  larger  locomotives 
will  not  materialize  and  the  operating  expenses  will  show  but 
little  decrease.  The  long  trains  are  apt  to  be  tied  up  and  block- 
ades will  occur  which  are  expensive  as  well  as  demoralizing. 

35  Locomotive  Tenmnals.  Except  for  side  and  overhead 
clearances,  the  coal  chutes,  watering  cranes,  sanding  and  ash 
handling  facilities,  will  have  but  little  effect  on  the  choice  of  new 
locomotives.  Ash  pit  construction  may  need  a  little  modification 
to  permit  of  heavier  wheel  loads.  The  roundhouse  may  be  inade- 
quate to  permit  of  housing  the  larger  engines  suitably.    The  turn- 
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table  may  be  too  short  or  too  light  to  turn  the  heavier  engines. 
Limited  or  inadequate  locomotive  terminals,  in  part  or  in  whole, 
should  not  be  permitted  to  stand  in  the  way  of  introducing  the 
most  economical  locomotive  available.  It  is  becoming  more  gen- 
erally recognized  that  as  motive  power  increases  in  size  it  be- 
comes relatively  more  important  and  economical  to  provide 
means  at  locomotive  terminals  whereby  the  turning  of  power  is 
expedited. 

36  Shop  Facilities.  It  would  be  manifestly  impractical  for 
a  railway  to  undertake  to  rebuild  its  entire  shops  for  the  sake 
of  handling  a  very  large  engine  of  the  Mallet  type.  As  a  rule, 
however,  especially  on  the  larger  roads,  the  present  shop  facili- 
ties are  such  that  a  railway,  from  this  point  of  view,  should  find 
but  few  limitations  to  the  size  of  locomotives  that  it  seems  de- 
sirable to  operate.  Then  again  the  adopted  program  of  shop 
facility  renewals  and  modifications,  continually  necessary  as  busi- 
ness keeps  growing  and  old  parts  of  the  shops  depreciate,  tends 
to  take  away  from  the  seriousness  of  this  consideration. 

37  Clearances.  Clearances  through  cuts,  of  water  cranes, 
buildings,  and  other  fixed  structures  along  the  right  of  way  have 
some  effect  in  determining  the  size  of  the  engine  to  be  selected, 
as  well  as  the  amount  of  the  expenditures  to  be  made  for  im- 
provement. 

THE  RELATION  OF  OPERATING  EXPENSES  TO  THE  SELECTION  OF  MOTIVE 

POWER 

38  The  effect  of  the  selection  of  locomotives  for  passenger 
and  switching  service  on  operating  expenses  does  not  play  as 
important  a  role  as  it  does  in  the  selection  of  engines  for  freight 
service.  The  choice  of  passenger  and  switch  engines  is  deter- 
mined very  largely  by  imposed  conditions  resulting  from  cir- 
cumstances peculiar  tb  the  nature  of  these  two  kinds  of  service. 
Larger  and  heavier  switch  engines  are  usually  made  necessary 
by  heavier  trains  handled  in  the  yards.  The  demand  for  larger 
and  improved  passenger  engines  results  from  the  necessity  of 
maintaining  high  speeds  with  trains  which  are  growing  in 
weight  due  to  the  introduction  of  steel  equipment  and  more  cars. 
It  should  be  observed,  however,  that  the  economy  of  the  various 
types  of  engines  available,  from  the  fuel,  lubricating,  and  main- 
tenance points  of  view  has  an  important  bearing  on  the  ultimate 
selection.    That  type  and  size  of  engine  should  be  chosen  which 
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will  operate  with  the  least  expense  for  fiiel,  water,  and  repairs, 
and  which  will  keep  as  low  as  possible,  consistent  with  the  size  of 
the  engine  in  reganl  to  the  service  requirements  for  the  present 
and  the  future,  the  expeditures  for  improvement  to  the  permanent 
plant. 

39  In  the  selection  of  power  for  freight  service  the  effect 
of  the  various  types  and  sizes  on  the  operating  costs  should 
go  a  long  wa}'  towards  determining  the  most  economical  engine 
to  choose.  The  largest  part  of  the  gross  revenue  of  railways 
results  from  freight  transportation,  and  the  greatest  propor- 
tion of  their  operating  expenses  are  consumed  in  conducting 
this  transportation.  The  nature  of  freight  service  permits  a 
much  greater  flexibility  as  far  as  choice  of  the  motive  power  is 
concerned.  A  stud}^  should  be  made  to  determine  which  type 
and  size  will  effect  the  greatest  net  saving  in  operating  expenses 
aft€r  deducting  all  overhead  and  additional  maintenance  charges 
resulting  from  the  improvements  necessitated  by  the  introduc- 
tion of  the  engine.  Only  by  such  a  study  as  this  in  conjunction 
with  considering  the  service  conditions  and  the  tendency  of 
future  development  can  the  ultimate  selection  be  made  with 
any  degree  of  correctness. 

40  The  items  of  operating  costs  and  overhead  charges  which 
should  be  considered  in  such  a  study  are  the  following: 

a    Transportation  expenses 

Fuel 

Water 

Lubricants  for  locomotives 

Other  supplies  for  locomotives 

Enginehouse  expenses  ' 

Train  supplies  and  expenses 

Enginemen's  wages 

Trainmen's  wages 
h     Maintenance  of  equipment 

Locomotive  repairs 

Freight  train  car  repairs 
c    Maintenance  of  way  and  structures 

Ballast 

Ties 

Rail 

Other  track  material 

Labor,  roadway  and  track 
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Bridges,  trestles  and  culverts 

Buildings,  fixtures  and  grounds 
d    Overhead  charges 

Interest   on   locomotives   and   improvements   to   per- 
manent plant 

Depreciation    of   locomotives   and   improvements   to 
permanent  plant 

Taxes   and   insurance  on   locomotives   and   improve- 
ments to  permanent  plant. 

41  To  attempt  to  discuss  within  the  limits  of  this  paper  the 
effect  of  locomotive  types  and  sizes  on  each  one  of  the  items 
of  railway  expenses  concerned  would  be  impossible.  Wellington, 
Webb,  and  Henderson  have  formulated  many  of  the  principles 
involved  and  reference  to  the  works  of  these  men  will  reveal 
considerable  valuable  data  and  information  on  this  subject.  The 
statistics  kept  by  the  individual  railways  will  furnish  additional 
information  necessary  for  the  analysis.  The  application  of 
logical  reasoning  and  the  use  of  recent  data  established  by  both 
laboratory  and  service  tests  will  further  aid  in  making  correct 
comparisons.  The  suggestions  regarding  the  various  items  of 
expenses  and  their  relation  to  motive  power  selection  will  there- 
fore be  general  and  seek  rather  to  point  out  the  inherent  ten- 
dencies of  these  expenses  and  their  importance. 

42  Fuel.  Fuel  is  the  largest  single  item  of  locomotive  oper- 
ating expenses  and  therefore  the  most  important.  The  fuel  con- 
sumption may  be  divided  into  the  following  classes:  (a)  fuel 
used  while  actually  working  on  the  road;  {h)  fuel  used  while 
drifting  and  waiting;  {c)  fuel  used  at  terminals  for  firing  up. 
As  locomotives  grow  larger  their  fuel  consumption  per  unit 
increases,  but  not  nearly  in  proportion  to  the  increase  in  their 
size.  It  does  not  take  very  much  more  coal  to  fire  a  large  locouio- 
tive  than  a  small  one.  The  fuel  losses  of  a  large  locomotive 
due  to  radiation  while  waiting  or  drifting  are  but  slightly 
larger  than  those  of  a  smaller  locomotive.  The  increase  of 
fuel  consumption  of  large  saturated  simple  steam  engines  when 
working  at  their  full  capacity  is  more  nearly  in  proportion  to 
the  increase  in  their  size.  The  introduction  of  the  superheater, 
feedwater  heater  and  reheater,  the  increase  in  heating  surface 
of  the  boiler,  the  brick  arch,  the  utilization  of  compounding  in 
large  engines  of  the  Mallet  type,  application  of  improved  valve 
gear  and  compound  air  pumps,  and  more  careful  attention  to  the 


O.    S.    BEYEU,   JR.  1301 

design  of  steam  passages  and  steam  engine  efficiency  have  ac- 
complished remarkable  result*;  in  keeping  the  fuel  consumption 
of  large  locomotives  down  so  that  their  consumption  per  train- 
mile  is  increased  but  slightly  over  that  of  the  recent  types  of 
smaller  saturated  steam  locomotives. 

43  Numerous  tests  and  service  records  have  revealed  that 
large  superheater  Mikado  locomotives  which  have  been  placed  in 
service  recently  haul  trains  of  45  and  50  per  cent  greater  toimage 
with  the  same  amount  of  coal  that  was  formerly  consumed 
by  the  Consolidation  locomotives  they  replaced.  Even  the  coal 
consump*ti(m  of  Mallet  engines  with  grate  areas  up  to  100  s(|. 
ft.  has  not  grown  in  any  way  proportionate  to  the  increase  in 
their  hauling  capacity.  Modern  engines  Avhen  running  at 
shortened  cut-otTs  over  those  portions  of  the  road  other  than  the 
ruling  grades  exhibited  a  still  greater  economy  than  when  work- 
ing on  the  heaviest  grades.  Some  service  tests  of  recently  built 
Mikado  engines  on  the  Delaware,  Lackawanna  and  Western 
Eailroad  clearly  demonstrated  these  facts.  Their  economy  in 
fuel  consumption  as  compared  with  that  of  the  old  Consolida- 
tion type,  both  operating  over  heavy  grades  at  full  load,  was 
20  per  cent.  The  economy  effect€d  over  easy  grades  while 
running  at  shortened  cut-offs  was  39.3  per  cent,  almost  twice  as 
much.    The  average  was  29.1  per  cent. 

44  The  conclusions  to  be  reached  in  regard  to  the  fuel  con- 
sumption of  larger  locomotives  equipped  with  those  fuel  saving 
devices  which  have  proved  their  merit  is  that  it  increases  but 
slighth"  as  their  hauling  capacities  increase.  It  depends  of 
course  largely  upon  the  size  of  locomotives  in  service  as  to  what 
the  actual  increase  will  be  on  the  train-mile  basis  over  the  con- 
sumption of  the  old  engines,  and  this  must  be  taken  into  con- 
sideration. 

45  Water.  The  same  things  that  are  true  of  fuel  consump- 
tion, are  true  of  water  consumption,  only  perhaps  more  so, 
especially  with  superheater  engines.  Water  economy  increases 
but  slightly  with  the  increase  in  locomotive  sizes. 

46  Lubrication  of  Locomotives.  It  is  safe  to  conclude  (hat 
the  cost  of  locomotive  lubrication  increases  more  or  loss  directly 
in  proportion  to  the  increase  in  the  size  of  the  locomotive  as 
reflected  by  the  wheel  and  cylinder  arrangements. 

47  Other  Supplies  for  T^oeomotivcs.  This  item  is  affected 
slightly,  if  any,  by  an  increase  in  locomotive  capacities. 
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48  Eiujine  House  Expenses.  As  the  si/e  of  engines  increases 
the  cost  of  enginehouse  expenses  per  engine  handled  increases. 
However,  as  the  size  of  engines  increases  the  number  handled 
at  the  terminals  decreases.  This  decrease  should  approximately 
counterbalance  the  increase  in  cost  per  engine  handled. 

49  Train  Supplies  and  Expenses.  The  item  of  train  supplies 
and  expenses  per  train-mile  is  affected  but  slightly  by  a  decrease 
in  train  mileage. 

50  Wages  of  Enginemen.  History  clearly  shows  that  the 
wages  of  engineers  and  firemen  per  trip  increase  as  the  engines 
grow  larger.  Prompter  movements  made  possible  by  more 
powerful  locomotives  reduce  the  cost  of  overtime. 

51  Wages  of  Trainmen.  The  wages  of  trainmen  do  not  in- 
crease per  train-mile.  If  the  business  is  handled  a  little  more 
promptly  through  the  decrease  in  the  number  of  trains  handled 
there  will  be  a  corresponding  decrease  in  th^  wages  paid  for 
overtime  of  trainmen. 

52  Locomotive  Repairs.  The  cost  of  locomotive  repairs  does 
not  increase  in  direct  proportion  to  the  increase  in  hauling 
capacity.  Under  modern  conditions  it  will  perhaps  be  safe  to 
assume  that  about  60  per  cent  of  the  total  cost  of  locomotive 
repairs  varies  directly  as  the  weights  of  locomotives  increase. 

53  Freight  Train  Car  Repairs.  The  item  of  freight  train 
car  repairs  per  train-mile  increases  slightly  more  than  in  direct 
proportion  to  the  increase  in  the  number  of  cars  hauled  in  the 
longer  trains  by  the  larger  locomotives.  Improvements  in  car 
construction,  however,  are  rapidly  counteracting  this  tendency. 

54  Maintenance  of  Trade,  Bridges  and  Buildings.  General 
observations  seem  to  indicate  that  about  40  to  50  per  cent  of 
the  cost  of  maintaining  track  per  train-mile  varies  directly  with 
the  average  increase  of  weight  on  drivers.  The  many  improve- 
ments in  track  construction  continually  under  way,  the  introduc- 
tion of  treated  ties,  heavier  rails  of  improved  steel  and  better 
drainage  facilities  all  help  to  reduce  to  a  minimum  the  effect 
of  heavier  power  on  the  roadbed.  The  improvements  to  bridges, 
buildings  and  structures,  such  as  roundhouses,  turntables  and 
shops,  the  lengthening  of  passing  sidings  and  the  extension  of 
yard  facilities  have  a  further  effect  on  the  cost  of  maintenance 
of  way  and  structures  as  related  to  the  increase  of  motive  power 
sizes. 

55  Overhead  Charges.     The  ovei'hoad  charges  include  inter- 
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est,  depreciation,  taxes,  and  insurance  and  should  be  carefully 
estimated. 

FINAL  DETERMINATION    OF  MOST  ECONOMICAL  LOCOMOTIVE  TO  ADOPT 

56  Taking  each  one  of  the  items  into  consideration,  estimat- 
ing the  reduction  in  train  mileage  ell'ected  by  each  type,  the 
gross  savings  in  operating  expenses  effected  based  on  the 
amounts  of  business  on  hand  or  in  sight,  and  deducting  there- 
from all  overhead  charges  arising  from  the  additional  improve- 
ments necessary  to  make  the  operation  of  the  different  types  of 
locomotive  under  comparison  practical,  will  reveal  which  par- 
ticular locomotive  is  the  most  economical  in  size  and  type. 

57  As  far  as  a  standard  engine  of  any  kind  for  an  entire 
road  is  concerned  the  general  conditions  obtaining  will  have 
some  bearing.  A  road  may  for  instance  be  composed  partly  of 
divisions  whose  grades  are  moderate  and  partly  of  divisions 
whose  grades  are  severe.  If  the  variations  are  not  great  a  com- 
promise standard  might  be  adopted.  If  on  the  other  hand  there 
is  a  large  difference,  it  may  be  wiser  to  seek  to  establish  two 
or  three  standards  and  confine  them  to  their  particular  territory 
with  a  view  to  getting  the  maximujn  efficiency  from  every  por- 
tion of  the  property.  Then  again  there  are  many  shorter  terri- 
tories such  as  pusher  grades  and  divisions  through  mountainous 
comitry,  the  motive  power  selection  for  which  is  a  distinctly 
local  problem.  In  every  case,  whether  it  is  the  broad  problem 
of  establishing  standards  for  the  entire  system,  or  selecting  an 
engine  for  a  local  territory,  the  problem  might  well  be  reduced 
to  an  economic  study,  comparing  several  available  types  and 
sizes,  the  extent  of  the  improvements  necessary  to  make  their 
operation  practical,  and  the  net  savings  which  it  is  estimated 
will  be  effected  by  their  introduction. 

SUMMARY 

58  In  designing  new  locomotives  all  of  the  conditions  must 
first  be  analyzed  and  then  the  design  made  to  suit  them.  The 
actual  design  of  the  engine  finally  chosen  may  be  approached 
with  confidence  because  of  accumulated  knowledge  and  experi- 
ence. Due  to  the  great  possibilities  of  effecting  operating  results 
favorably  by  building  locomotives  which  are  exactly  suited  to 
their  work,  a  study  of  the  conditions  becomes  vitally  important. 
To  show  what  these  conditions  are  has  been  the  object  of  this 
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paper.  The  fact  that  the  most  powerful  locomotives  of  most  ap- 
proved design  are  also  the  most  economical  should  be  more  gen- 
erally appreciated.  It  is  to  be  hoped  that  the  future  will  see  more 
advantage  taken  of  the  modern  locomotiA^e  in  accordance  with 
its  possibilities  in  relation  to  grade  revision  and  its  ability  to  re- 
duce operating  expenses  to  a  minimum.  The  ultimate  benefits 
which  will  result  will  certainly  be  justified  to  the  fullest  extent. 

DISCUSSION 

H.  H.  Vaugiian  said  the  author  was  undoubtedly  right  in  his 
statement  that  "  in  designing  new  locomotives  all  of  the  condi- 
tions must  first  be  analyzed  and  then  the  designs  made  to  suit 
them,"  but  desired  to  call  attention  to  another  phase  of  this  sub- 
ject. Steam  locomotives  had  passed  through  a  very  rapid  devel- 
opment in  the  past  twenty  years.  The  biggest  passenger  engine 
at  the  time  of  the  World's  Fair  at  Chicago  was  an  eight-wheel 
engine  No.  999  which  weighed  120,000  lb.  About  that  time  the 
Brooks  Locomotive  Works  designed  some  heavy  power  for  the 
Great  Northern  Railroad  and  in  the  years  following  the  World's 
Fair  a  great  increase  in  the  size  of  locomotives  set  in  until  today 
240,000  lb.  is  quite  a  moderate  weight  for  a  passenger  locomotive. 

The  natural  way  to  increase  the  size  of  locomotives  is  by  in- 
creasing the  cross-section  which  causes  much  heavier  bearing 
pressure.  This,  together  with  a  number  of  other  things,  has 
kept  locomotive  design  in  a  state  of  development  for  a  number 
of  years.  Larger  and  larger  engines  have  been  built  and  mat- 
ters of  economy  largely  neglected.  Now  it  would  almost  seem 
as  if  locomotives  had  reached  a  size  at  which  they  would  remain 
for  a  time  and  that  more  interest  would  be  taken  in  matters 
relating  to  fuel  ex^onomy  and  economy  of  operation. 

On  a  number  of  roads  there  has  been  a  tendency  to  increase 
without  considering  the  development  of  classes  of  power  which 
could  be  more  or  less  standardized  for  the  purpose  of  maintenance 
and  repairs.  A  great  many  attempts  have  been  made  to  stand- 
ardize miscellaneous  classes  of  engines,  which  in  the  speaker's 
experience  is  a  very  expensive  matter  if  done  after  the  engines 
are  built.  The  time  for  standardization  of  engines  is  before  they 
are  purchased  and  not  after  they  are  running. 

It  would  be  a  desirable  thing  tx>  establish  a  standard  type  of 
power  and  then  when  a  cliange  is  made  move  to  a  decidedly  larger 
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type.  When  the  speaker  went  to  the  Canadian  Pacific  he  found 
that  they  had  in  their  earlier  day.s  been  doinjjj  exceedingly  well  at 
maintainino;  standard  locomotives;  but  that  they  wore  breaking 
away  from  this  with  the  introduction  of  heavier  power — getting 
forty  of  this  class,  sixty  of  that,  twenty  of  that  and  so  on.  For- 
tunately they  Avcre  able  to  adopt  a  dili'erent  policy  and  for  the 
last  six  or  seven  years  have  been  building  engines  based  upon 
one  standard  set  of  designs.  These  engines  have  been  con- 
structed of  the  Consolidation,  ten-wheel,  and  Pacific  types,  all 
of  which  take  practically  the  same  small  repair  parts  such  as 
pistons,  valves,  driving  boxes,  crossheads,  brakes  and  a  majority 
of  the  parts  that  an  engine  is  liable  to  need  for  replacement  as 
it  passes  through  its  lease  of  life.  There  is  now  a  total  of  865 
engines  out  of  about  1800  or  1900  on  the  syst-em,  all  of  w'hich  are 
standard  engines.  For  instance,  engines  of  this  class  have  been 
modified  so  as  to  take  the  Walschaert  valve  gear  instead  of  the 
Stephenson  and  change  after  change  has  lieen  introduced  as  found 
desirable,  but  alwa^^s  in  such  a  way  that  the  new  arrangement 
could  take  the  place  of  the  old  one  for  renewals  or  repairs.  Re- 
cently a  heavier  class  of  power  has  been  designed  and  that  class 
is  now  the  basis  for  another  series  of  engines  which  it  is  proposed 
to  work  out. 

This  policy  has  certain  advantages.  In  the  first  place  these 
engines  can  be  transferred  from  one  part  of  the  road  to  another 
without  a  large  storehouse  stock.  Thus  is  eliminated  the  diffi- 
culty of  moving  engines  from  one  part  of  the  line  to  another  on 
account  of  there  not  being  material  in  stock  with  which  to  repair 
them  on  the  division  they  are  moved  to.  The  business  of  the 
Canadian  Pacific  Railway  is  perhaps  more  peculiar  in  this  re- 
spect than  that  of  other  systems  because  they  have  a  large  peri- 
odical movement  of  power  fi'om  one  part  of  the  system  to  another, 
and  it  was  only  when  they  got  a  certain  percentage  of  standard- 
ized engines  that  material  with  which  to  make  repairs  could  be 
provided  at  all  divisional  storehouses  and  the  engines  could  be 
moved  freely  all  over  the  road. 

In  the  second  place,  continued  construction  of  one  class  of  en- 
gines reduces  the  shop  cost  of  material  for  that  class  of  engine 
below  that  of  similar  re-pair  parts  that  are  of  varied  design.  The 
fewer  tlie  variations  in  size,  design  and  shop  practice,  the  less 
difficulty  there  is  in  keeping  the  shop  cost  down  to  a  satisfactory 
basis. 
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In  the  third  place,  the  construction  of  standard  engines  makes 
it  possible  to  effect  desirable  variations  in  design  much  better  than 
can  be  done  where  the  classes  ditfer.  Where  engines  are  stand- 
ardized, several  divisions  are  handling  them,  and  many  sugges- 
tions are  received  from  the  divisional  officers  as  to  the  required 
alterations  on  these  engines,  the  design  is  materially  improved. 

To  obtain  standard  designs  it  does  not  follow  that  the  rail- 
road has  to  do  all  the  designing  itself.  On  the  Canadian  Pacific 
Eailway  the  locomotives  were  largely  designed  by  the  locomotive 
builders,  but  to  carry  on  this  work  successfully  a  railway  must 
have  a  good  mechanical  engineer's  office  in  order  to  follow  it  up. 
The  builder  often  does  not  realize  the  effect  of  small  alterations 
or  improvements  on  the  service  end  of  the  locomotive,  and  will 
sometimes  most  carefully  make  slight  alterations  in  the  way  of 
improvement,  without  however  going  sufficiently  into  the  ques- 
tion of  just  how  this  alteration  will  afterwards  affect  the  replace- 
ment of  parts.  This  policy  of  standardizing  power  had  the  dis- 
advantage that  each  increase  in  weight  of  rails  or  strength  of 
bridges  could  not  be  immediately  followed  by  a  corresponding 
increase  in  the  weight  of  the  engine.  This  disadvantage  is  small 
compared  to  the  better  service  and  reduced  cost  of  maintenance 
obtained  from  standard  power. 

Simon  Hoffman.  The  principal  advantage  to  be  derived  from 
the  application  of  an  efficient  superheater  to  the  locomotive  is  a 
decrease  in  steam  and  fuel  consumption  and  indirectly  an  increase 
in  the  steaming  capacity  of  the  boiler,  which  is  equal  to  a  corre- 
sponding increase  in  the  hauling  capacity  of  the  locomotive. 

In  speaking  of  superheaters  as  applied  to  locomotives,  only 
such  devices  are  considered  as  are  capable  of  developing  and 
maintaining  a  high  degree  of  superheat  averaging  from  200  deg. 
to  250  deg.  above  the  saturation  point. 

The  principle  which  has  now  been  generally  adopted  in  the 
design  of  locomotive  superheaters  is  that  of  a  superheater  con- 
sisting of  coils  or  units  disposed  in  large  boiler  flues,  with  for- 
ward ends  of  the  superheater  units  suitably  connected  with  a 
steam  collector  casting  arranged  in  the  smoke  box.  The  super- 
heater unit  pipes  go  within  2  ft.  from  tlio  firebox  tube  sheets 
and  are  exposed  at  their  extreme  ends  to  temperatures  of  from 
1400  deg.  to  1600  deg.,  making  the  superheater  capable  of  devel- 
oping a  superheat  of  from  200  to  250  deg.     Steam  of  such  high 
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degrees  of  superheat  can  be  exijosed  to  the  cooling  action  of  the 
steam  chest  and  cylinder  walls  without  condensation  ami  at  the 
same  time  has  about  30  per  cent  larger  specific  volume  than  sat- 
urated steam  of  the  same  pressure.  A  large  part  of  this  increased 
specific  volume  is  again  lost  before  expansion  of  the  steam  in  the 
cylinders  takes  place  on  account  of  the  cooling  action  of  the  steam 
chest  and  cylinder  walls.  While  the  superheat  of  the  steam  leav- 
ing the  superheater  may  be  200  to  250  deg.,  the  average  super- 
heat of  the  steam  in  the  cylinder  at  the  moment  the  cut-off  takes 
place  is  hardly  more  than  100  deg.;  but  the  entire  elimination 
of  all  losses  through  condensation  together  with  the  remaining 
increased  volume  of  the  steam  effects  under  average  conditions 
a  saving  of  30  per  cent  and  more  in  the  steam  consumption  per 
indicated  horsepow^er,  which  gain  corresponds  to  a  saving  in 
fuel  consumption  of  from  20  to  25  per  cent,  compared  with  a  sat- 
urated steam  locomotive  working  under  the  same  conditions. 

The  real  value  of  a  locomotive  from  the  motive  power  point 
of  view  must  be  ultimately  measured  by  the  tractive  effort  which 
it  is  able  to  exert  on  the  drawbar  at  a  certain  speed.  In  order 
to  bring  out  the  bearing  the  saving  in  steam  and  fuel  consump- 
tion has  on  the  hauling  capacity  of  the  locomotive,  the  following 
example  is  given :  Assuming  two  locomotives  of  the  same  general 
dimensions,  one  being  equipped  wdth  a  high  degree  superheater, 
under  average  working  conditions,  the  superheater  locomotive 
will  show  an  economy  in  coal  consumption  of  about  20  per  cent, 
if  the  same  indicated  horsepower  is  developed  by  both  engines. 
If  the  superheater  engine  is  forced  so  as  to  burn  the  same  amount 
of  coal  as  the  saturated  steam  engine,  and  assuming  that  this  in- 
creased amount  of  coal  can  be  burned  as  efficiently  in  the  super- 
heater boiler  as  in  the  saturated  steam  boiler  and  that  the  in- 
creased volume  of  steam  can  be  expanded  in  the  cylinders  as  effi- 
ciently as  in  the  saturated  steam  engine,  then  the  indicated  horse- 
power developed  would  be  100  -f-  80,  or  25  per  cent  more  than 
in  the  saturated  engine.  At  the  ordinary  speeds  of  passenger 
locomotives  about  70  per  cent  of  the  cylinder  power  is  available 
at  the  drawbar.  Consequently  an  increase  of  25  per  cent  in  indi- 
cated horsepower  represents  an  increase  in  haulage  capacity  of 
25  X  100  H-  70  =  approximately  36  per  cent  if  the  increased 
frictional  resistance  of  the  running  gear  caused  by  the  increased 
horsepower  is  neglected. 

There  are  two  principal  requirements  for  the  maximum  effi- 
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ciencj  of  superheater  locoiiiotives.  The  thermal  efficiency  of  the 
boiler  must  not  be  reduced  by  the  application  of  the  superheater. 
With  the  type  of  superheater  now  generally  adopted,  no  changes 
are  made  in  the  firebox,  but  the  tube  heating  surface  is  altered 
by  transferring  part  of  it  into  the  superheater.  The  superheat- 
ing surface  is  not  quite  as  efficient  in  heat  transmission  as  the 
evaporating  surface,  on  account  of  the  poor  conductivity  of 
superheated  steam.  In  order  to  make  up  for  this  the  steam  must 
be  forced  to  pass  through  the  superheater  pipes  at  high  velocity' 
even  at  the  risk  of  wire  drawing,  and  the  superheating  surface 
must  be  so  disposed  in  the  gas  current,  as  to  offer  each  cubic  inch 
of  gases  passing  through  the  superheater  more  heating  surface 
than  the  gases  find  in  their  passage  through  the  ordinary  boiler 
tubes  which  are  in  contact  with  water.  Further,  the  total  gas 
area  through  all  boiler  tubes  must  not  be  materially  reduced  by 
the  application  of  the  superheater  and  the  boiler  tubes  and  flues 
must  be  so  proportioned  and  arranged  that  the  stream  of  com- 
bustion gases  emerging  from  the  firebox  is  subdivided  so  that 
the  necessary  amount  of  gases  is  diverted  through  the  super- 
heater, in  order  to  furnish  the  required  degree  of  superheat. 
These  requirements  regarding  the  subdivision  of  heating  surfaces 
and  gas  areas  were,  to  the  writer's  knowledge,  first  recognized  by 
Dr.  Wilhelni  Schmidt  of  Cassel,  Germany,  who  has  also  had  a 
prominent  part  in  the  introduction  of  highly  superheated  steam 
in  stationary  and  marine  practice. 

It  is  not  always  possible  for  the  designer  to  meet  exactly  these 
requirements,  but  from  observation  of  a  great  many  cases  it  can  be 
said  that  under  average  conditions  the  total  gas  area  through  all 
boiler  tubes  is  not  reduced  more  than  about  5  per  cent  and  the  com- 
bined total  heating  surface  based  on  the  fire  side  of  the  tubes  is  in- 
creased by  the  same  percentage  through  the  application  of  the 
superheater.  This  makes  a  somewhat  sharper  draft  necessary 
for  the  development  of  the  maximum  power. 

The  second  requirement  assumes  that  the  increased  volume  of 
steam  be  expanded  as  efficiently,  or  in  other  words,  that  the  same 
cut-offs  be  used,  as  in  the  saturated  steam  engine.  This  would 
mean  a  corresponding  increase  in  cylinder  dimensions  which  in 
many  cases  is  not  possible  on  account  of  limitations  in  adhesive 
weight,  strength  of  running  gear  and  other  conditions  of  opera- 
tion. In  switching  service,  for  example,  superheater  engines? 
make  a  very  favorable  showing,  although  only  a  moderate  degree 
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of  superheat  is  being  developed,  but  the  iinprovcnicnt  in  effi- 
ciency by  the  application  of  the  superheater  is  high  because  the 
saturated  switch  engine  is  extremely  inefficient. 

All  these  considerations  indicate  that  the  increased  hauling 
capacity  of  the  superheater  locomotive  is  principally  caused  by 
I  he  increased  steaming  capacity  of  the  boiler.  It  has  sometimes 
been  stated  that  the  increased  hauling  capacuty  of  the  super- 
heater locomotive  is  due  to  higher  jiiean  effective  pressure  in  the 
cylinders.  As  a  matter  of  fact,  however,  in  the  case  of  two  en- 
gines of  the  same  general  dimensions,  same  cylinders  and  boiler 
pressures,  tlie  mean  effective  pressure  in  the  superheater  loco- 
motive is  not  only  not  higher  than  in  the  saturated  steam  locomo- 
tive, but  sometimes  even  lower,  on  account  of  the  expansion  line 
of  superheated  steam  dropping  faster  than  that  of  saturated 
steam.  Under  identical  conditions,  the  superheater  engine  de- 
velops not  more  power  than  the  saturated  steam  engine,  but  the 
increased  steaming  capacity  of  the  boiler  makes  it  possible  to 
work  the  engine  at  larger  cut-offs. 

On  saturated  steam  engines  in  many  cases  the  size  of  cylinders 
is  limited  on  accoimt  of  fear  of  condensation.  The  superheater 
engine  is  not  subject  to  such  limitations  and,  therefore,  allows 
in  many  cases  a  better  use  of  the  available  adhesive  weight.  The 
large  modern  Mikado  type  locomotives  with  their  cylinders  of 
27  in.  diameter  could  indeed  hardly  work  without  the  superheater, 
on  account  of  the  cylinder  condensation  which,  but  for  the  super- 
heater, would  make  their  operations  a  practical  impossibility. 

Repeated  tests  have  been  carried  on  particularly  with  a  view 
to  applying  superheaters  to  old  engines  with  slide  valves,  and  in 
all  cases  which  came  to  the  writer's  knowledge  it  has  been  found 
that  slide  valves  cannot  be  worked  successfully  with  highly  super- 
heated steam.  Various  means  have  been  developed  in  order  to 
improve  the  lubrication  of  the  slide  valves,  but  so  far  all  these 
trials  have  failed  because  highly  superheated  steam  has  a  tend- 
ency to  warp  the  flat  valve,  which  is  the  principal  cause  for  the 
rapid  wear  of  its  bearing  surfaces. 

As  regards  lubrication,  the  great  number  of  superheater  loco- 
motives now  in  satisfactory  service,  and  causing  no  more  wear 
in  piston  and  piston  valve  rings  and  bushings  than  saturated 
steam  locomotives,  indicates  that  this  question  can  be  successfully 
solved.  Two  points,  however,  should  be  borne  in  mind  in  this 
connection,   i.   e.,   that  superheater   locomotives,   working   with 
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highly  superheated  steam,  should  be  lubricated  with  a  cylinder 
oil  having  a  higher  flash  point  than  the  ordinary  cylinder  oil 
used  in  saturated  steam  locomotives  but  without  losing  its  lubri- 
cating qualities,  and  further,  means  should  be  provided  to  protect 
the  oil  against  carbonization  while  the  engine  is  drifting,  that  is, 
working  without  steam.  This  protection  can  be  obtained  by  the 
admission  of  small  quantities  of  steam  to  the  steam  chest  and 
cylinders  while  the  engine  is  drifting  after  the  throttle  is  closed. 
If  such  auxiliary  steam  is  supplied  by  an  auxiliary  steam  pipe 
leading  to  the  cylinders,  and  worked  automatically,  i.  e.,  so  that 
the  auxiliary  throttle  opens  as  soon  as  the  main  throttle  valve  is 
closed,  it  is  advisable  to  have  some  means  for  protecting  the 
auxiliary  valve  from  being  left  open  while  the  engine  is  standing, 
and  admitting  steam  through  the  auxiliary  steam  pipe  to  the 
cylinders  where  it  may  accumulate  and  start  the  engine. 

C.  C.  Trump.^  "While  in  Germany  a  year  ago  I  had  the  good 
fortune  to  meet  Prof.  Johann  Stumpf,  of  the  Technical  High 
School,  Charlottenburg,  near  Berlin,  and  author  of  a  recent  book 
on  The  Una-Flow  Steam  Engine,  containing  photographs,  draw- 
ings and  comparative  tests  of  several  locomotives  now  in  service 
in  Russia,  Switzerland,  Austria  and  the  Prussian  State  Railways, 
having  una-flow  cylinders. 

In  these  cylinders  the  inlet  for  steam  and  the  exhaust  are  sepa- 
rate. Between  the  inlet  and  the  exhaust  the  steam  flows  only  in 
one  direction.  Steam  is  admitted  at  the  hot  end  of  the  cylinder 
and  is  exhausted  through  ports  in  the  walls  of  the  cylinder  con- 
trolled by  the  piston.  The  inlet  end  of  the  cylinder  is  hot  and  re- 
mains so,  and  the  exhaust  belt  is  cold  and  remains  cold  through- 
out the  cycle.  The  compression  is  high  enough  to  raise  the  tem- 
perature of  the  entrapped  clearance  steam  above  that  of  the 
boiler,  with  the  result  that  cylinder  condensation,  even  in  the 
case  of  saturated  steam,  is  practically  eliminated. 

For  simplicity  and  adaptability  these  cylinders  should  meet  the 
requirements  of  Mr.  Vaughan.  Only  one  set  of  valves  is  re(iuiro(l 
and  the  valve  gear  has  actually  been  applied  directly  to  existing 
forms,  such  as  the  Walschaert.  Locomotives  abroad  have  been 
built  with  slide  valves,  with  piston  valves  and  with  double  beat, 
poppet  or  lift  valves.     About  35  una-flow  locomotives  have  been 

*  Uuinphrey  Gas  Pump  Co.,  Syracuse,  N.  Y. 
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in  operation  in  Europe,  several  of  them  as  long  as  two  years. 
The  results  of  a  comparative  test  run  between  three  locomotives 
of  different  typos  may  be  sunmiarized  as  follows: 

Weight  of  Coal  Cousuiuptioii. 

IVpe  of  Locouiotive                         Truiu,  Tons  Tons  per  1000 

(Prussian  Railways)  Ton-Kilometers 

Stumpf     una-tlow     freight     locomotive 

with  superheat 1009  23.7 

Lentz    freight    locomotive    with    super- 
heat       770  30.G 

Improved  freight  locomotive  with  sat- 
urated   steam 770  31.4 

These  results  obtained  by  recognized  authorities  show  a  saving 
of  coal  in  favor  of  the  una-flow  locomotive  of  nearly  22^^  per 
cent  of  the  consumption  of  a  modern  locomotive  with  superheat. 

Other  comparative  t«sts  have  been  made  and  all  tend  to  show 
that  the  saving  over  the  best  modern  types  of  locomotives  is  in 
favor  of  the  Stumpf  una-flow  engines  by  at  least  10  per  cent 

It  would  seem,  therefore,  that  the  una-flow  locomotive  might 
be  worthy  of  investigation  as  an  improvement  in  engine  efficiency, 
which  will  allow  of  better  economy  of  coal  and  increased  hauling 
and  speed  capacity  with  a  given  boiler  capacity. 

*A.  W.  GiBBs^  referred  to  the  desirability  of  carrying  the  weight 
on  the  fewest  possible  number  of  axles;  or,  to  put  it  in  another 
way,  of  carrying  on  each  axle  the  greatest  permissible  weight. 
He  called  attention  to  the  fact  that  while  it  was  customary  to 
compare  the  severity  of  different  locomotives  by  considering  the 
static  weight  per  axle,  the  real  figure  to  consider  was  the  work- 
ing weight  on  the  rail,  which  consisted  of  two  parts,  viz.,  (a)  the 
static  weight,  (b)  dynamic  augment  caused  by  the  unbalanced 
vertical  component  of  the  counterbalance  required  to  take  up  the 
fore  and  aft  action  of  the  reciprocating  weights;  that  this  ques- 
tion of  the  weight  of  reciprocating  parts  had  received  too  little 
attention,  and  at  the  high  speeds  this  w^eight  formed  a  serious  ad- 
dition to  the  static  or  scale  weight ;  that  the  development  of  cer- 
tain peculiar  forms  of  rail  failures  within  the  past  two  or  three 
years  had  attracted  attention  to  the  possible  maximum  pressure 
which  could  be  permitted  between  the  wheel  and  the  rail,  and 
with  a  given  total  maximum  it  was  evident  that  any  refinements 
in  design  which  would  reduce  the  augment  gave  just  that  much 

'  Chief  Mechanical  Engineer,  Penn.  R.  R.  Co.,  Philadelphia,  Pa. 
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additional  freedom  in  the  allowable  static  weights.  It  was  Mr. 
Gibbs'  belief  that  an  unnecessary  number  of  axles  was  undesira- 
ble, especially  in  high-speed  equipment,  but  he  believed  that  there 
was  still  a  considerable  margin  within  w^hich  the  reciprocating 
weights  could  be  redesigned,  thus  increasing  the  safety  margin. 

C.  D.  Young.  I  cannot  agree  entirely  with  Mr.  Beyer  in  his 
Par.  66  where  he  states  that  if  the  conditions  of  one  or  two  divis- 
ions are  analyzed  a  satisfactory  type  of  locomotive  can  be  selected. 
I  am  of  the  opinion  that  a  compromise  design  which  gives  a  gen- 
eral purpose  engine  is  the  most  economical.  Specialized  designs 
should  be  built  only  when  there  is  a  sufficient  demand  for  them 
in  a  selected  territory  and  the  minimmu  requirements  of  this 
territory  should  be  an  indication  of  the  total  number  of  the 
specialized  design  which  would  be  selected. 

The  Pennsylvania  Kailroad,  for  example,  have  a  Consolidation 
type  of  locomotive  considered  to  be  a  general  purpose  locomotive. 
Its  performance  as  to  the  boiler  and  engine  efficiency  is  as  good  as 
can  be  expected  from  any  special  design.  At  least  2000  of  that 
one  class  of  locomotive  are  on  the  road.  The  average  railroad  man 
can  appreciate  what  that  means  in  the  carrying  of  stock,  the 
taking  care  of  engine-house  repairs,  etc.,  the  ease  with  which 
power  can  be  transferred  from  one  division  to  another  and  the 
required  amount  of  work  to  be  had  from  the  locomotive. 

To  illustrate  the  point  further,  conditions  come  up  in  the 
summer  where  a  section  of  the  road  has  a  heavy  demand  for  busi- 
ness and  it  is  necessary  to  transfer  power  from  a  division  where 
the  work  may  be  heavy  in  winter  or  during  some  other  months. 
If  the  locomotive  is  of  special  design  and  it  is  to  be  transferred 
to  a  division  where  the  equipment  is  of  a  uniform  class,  there  will 
be  great  difficulty  for  a  few  months  in  keeping  the  engine  out  of 
the  engine  house,  and  at  a  time  when  it  is  desired  to  make  the 
heaviest  movement. 

Mr.  Vaughan  has  brought  out  a  point  bearing  upon  the  selec- 
tion of  power,  namely,  that  changes  from  one  design  to  another 
should  be  made  very  slowly.  A  change  of  engine  to  a  more  mod- 
ern class  should  not  be  made  until  it  is  certain  that  the  weight 
can  be  increased,  say  5000  lb.  per  axle.  In  so  doing  the  number 
of  classes  of  locomotives  to  be  maintained  can  be  reduced.  In 
other  words,  it  is  (luite  necessary  that  the  maintenance  of  struc- 
ture department  realize  that  matters  are  rapidly  progressing  and 
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that  tile  track  should  ho  icbuill  aiul  l»ri)iight  to  a  hij^her  standard 
so  that  ecoiioiin-  in  laryc  train  units  ajid  larger  train  loads  can  be 
made.  When  this  time  is  ready  there  may  be  sulHcient  power  de- 
\elopment  to  take  advantage  of  the  changes.  One  of  the  vital 
i)roblenis  of  locomotive  design  at  the  present  time  therefore  is  to 
see  how  much  power  can  be  obtained  for  the  least  weight  on  the 
wheels;  in  other  words,  to  provide  that  the  weight  on  wheels  is 
not  in  excess  of  the  i)ower  requirements. 

The  Pennsylvania  Kailroad  has  under  consideration  a  design 
which,  I  believe,  is  going  to  make  a  material  saving  in  the  weight 
of  reciprocating  j)arts  by  a  proper  selection  of  treated  and  alloy 
steels. 

All-.  Ilotl'man  pointed  out  that  as  a  general  rule  1  sq.  ft.  of 
superheating  surface  did  not  take  up  as  much  heat  as  1  sq.  ft.  of 
water-heating  surface.  It  is  desirable  to  establish  what  the  heat 
transfer  ratio  is  as  between  the  su})erheating  and  water-heating 
surfaces.  A  summary  of  figures  obtained  at  the  Altoona  testing 
plant  seems  to  indicate  that  it  lies  between  23  and  35  per  cent 
and  that  it  tends  to  increase  between  these  limits  as  the  power 
developed  increases.  If  the  factor  of  less  than  one  is  correct, 
then  I  would  like  to  ask  Mr.  Hoffman  if  it  is  fair  to  assume  that 
the  efficiency  of  the  locomotive  boiler  for  superheating  would  be 
the  same  as  the  efficiency  of  the  boiler  without  superheating.  It 
appears  to  me  that  it  is  necessary  to  give  up  a  certain  amount  of 
economy  in  the  boiler  due  to  the  applicaticm  of  the  superheater, 
and  that  this  is  made  up  by  the  economy  derived  from  the  super- 
heat in  the  engine,  so  that  the  entire  unit,  namely,  the  locomotive, 
becomes  a  very  much  more  efficient  transportation  unit  when 
using  sujjerheated  steam  than  when  using  saturated.  In  other 
words,  what  little  eccmomy  is  lost  in  the  boiler  is  easily  compen- 
sated for  by  the  l)ig  gain  made  in  the  increased  engine  efficiency. 
Figs.  1  and  2  are  indicat-or  cards  taken  ivom  the  locomotive  test- 
ing plant.  They  show  in  two  ways  how  superheated  steam  affects 
the  indicator  diagram  and  why  we  obtain  the  economy  in  the  en- 
gines stated  by  Air.  Hoffman  and  also,  why  we  can  obtain  in- 
crease^l  power  from  the  same  cylinders  when  using  superheated 
steam. 

In  Fig.  1  are  shown  E-C)  l()comoti\e  cylinder  cards;  the  cylin- 
ders are  of  the  same  size,  the  solid  line  being  a  card  taken  when 
using  saturated  steam  and  the  dotted  line  when  using  siq)er- 
heated  steam.      Both  cards  were  tiiken  when  the  locomotive  had 
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the  same  cut-off,  or  about  30  per  cent.  The  expansion  line  of 
the  superheated  steam  falls  much  below  that  of  the  saturated 
steam  and  this  is  as  would  be  expected  because  of  the  superheated 
steam  beinij  in  a  less  stable  condition  on  account  of  its  hifrher 
tenij)erature  and  much  smaller  heat  c(mtent  in  e(iual  volumes. 
During  the  exhaust  stroke,  the  back  pressure  line  for  the  super- 
heated steam  falls  below  that  of  the  saturated  steam,  the  ])ressurc 
being  about  one-half  that  shown  for  saturated  steam.  There  is 
a  lower  release  pressure  and  consequently  a  smaller  volume  of 
the  superheated  steam  to  be  discharged  from  the  cylinder,  and 
the  pressure  is  therefore  less  during  the  exhaust  stroke.    The  dia- 


FtG.    1       Indicator  Cards  for  Saturated  and  Superheated  Steam  at  the 

Same  Cut-Off 


grams  show  an  i.h.p.  of  about  1500,  the  superheated  .steam  Icco- 
motive  using  about  10.000  lb.  less  water  per  hour  and  having  a 
water  rate  of  17.-2  lb. 

The  amounts  of  heat  supplied  to  the  engines  per  i.h.p-hr.  were 
22,470  and  29,030  B.t.u.  respectively,  or  the  superheater  locomo- 
tive did  the  sauie  work  at  the  same  speed  on  a  heat  expenditure  of 
24.15  per  cent  less  than  that  of  the  saturated  steam  locomotive.  It 
does  not  follow,  however,  that  the  weights  of  coal  burned  in  the 
two  hx^omotives  under  these  conditions  are  in  the  same  propor- 
tion, on  account  of  the  slight  loss  in  efficiency  of  the  boiler  due  to 
the  presence  of  the  .superheater.  The  coal  rates  for  these  two 
te,sts  were  2.10  lb.  per  i.h.p.  for  superheated  steam  and  2.9  lb.  per 
i.h.p.  for  saturated  steam. 

In  P'ig.  2  are  .shown  two  sets  of  indicator  diagrams  where  the 
water  i)er  hour  was  practically  the  sauie  for  su[)erheated  and 
saturated  steam.  The  cut-ofl'  with  saturated  steam  is  about  30 
per  cent  and  with  superheated  steam  about  .50  per  cent  and  the 
increase  in  power  due  to  the  superheat  is  over  400  h.j).      In  these 
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(lia«rriiiiis  the  buck  pressure  line  lor  superheat  is  above  that  for 
saturated  steam,  but  in  this  case  the  release  pressure  is  much 
hi«!:her  with  the  superheated  steam,  and  the  e(iual  Aveijj^hts  of  wa- 
ter therefore  have  very  ditl'erent  volumes.  The  increase  in  horse- 
power in  the  first  set  of  tests  at  ;5S  mi.  per  hr.  is  fully  33.9  per 
cent  for  superheated  steam.  In  the  second  case  at  48  mi.  per  lir. 
the  increase  in  horsepower  is  33.3  per  cent. 

That   the   back   pressure   and   ccmpression    with   suporheat^^d 


..-M.E.P.  loa.o 
-^-^    CO.  so 


38  Miles  per  Hour 


-rM.e.P7d.O  ^\.'M.ER/04.I 


48  Miles  per  Hour 


Fk;.  2      Indicatok  Cakds  for  Satukatku  and  Supkhhkatkd  Stkam.     Equal 
Weights  of  Stkam  Per  Hocr 


steam  are  so  much  less  than  with  saturated  steam  in  two  en<i:ines 
having  cylinders  of  the  same  size  and  otherwise  alike,  except  as 
to  superheater,  points  clearly  to  the  fact  that  l)ack  pressuie  may 
be  higher  than  is  necessary  to  i)roduce  the  given  draft,  although 
since  in  the  superheater  hicomotive  the  coal  and  watei-  coiisumi)- 
tioii  is  so  nnich  reduced,  it  would  be  expected  that  the  back  i)res- 
sure  for  draft  producing  purposes  might  be  somewhat  less  for 
the  superheater  locomotive. 

A  large  part  of  the  draft  is  caused  by  the  blast  at  i-elease.  and 
while  the  indicator  diagram  shows  ai)proximately  the  back  i)res- 
sure  (i.  e.,  pressure  in  exhaust  pipe)  during  the  ictnrn  stroke 
up  to  the  compression  point,  it  does  not  show  the  pressure  in 
the  exJhaust  pipe  caused  by  early  release  from  the  [)oint  of  re- 
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lease  to  the  end  of  the  forward  stroke.  This  must,  however, 
be  less  than  the  forward  pressure  shown  by  the  indicator  at  re- 
lease, because  of  the  throttling  action  of  the  valve. 

Mr.  Gaines  brings  out  the  subject  of  tube  diameter  and  firebox 
volume.  This  is  a  very  important  consideration  in  the  boiler  de- 
sign, but  a  still  more  important  consideration  is  the  tube  length 
and  the  ratio  of  firebox  heating  surface  to  tube  heating  surface. 
Following  the  line  of  thought  developed  by  M.  A.  Henery  of  the 
Paris,  Lyons  &  Mediterranean  Railroad,  who  made  some  experi- 
ments establishing  certain  tube  proportions,  I  am  inclined  to" 
believe  that  the  questions  of  the  ratio  of  tube  length  to  its  diam- 
eter, and  the  area  of  firebox  heating  surface  to  total  tube  heating 
surface  are  more  vital  than  the  question  of  firebox  volume  alone. 

G.  R.  Henderson.  Among  the  various  methods  of  increasing 
the  economy  of  locomotive  operation,  feedwater  heaters  have  long 
been  tried  in  various  forms,  the  simplest  probably  being  the  in- 
troduction of  exhaust  steam  from  the  air  pump  into  the  tender 
tank.  This  has  generally  been  open  to  the  objection,  however, 
that  the  water  is  heated  to  such  an  extent  that  injection  operation 
is  unreliable. 

More  recently  an  extension  of  the  boiler  has  been  converted 
into  a  multi-tubular  feedwater  heater  and  water  from  the  in- 
jector was  passed  through  this  section  before  reaching  the  boiler 
proper.  As  some  modern  types  of  locomotives  give  ample  space 
for  a  very  long  boiler,  there  is  no  difficulty  in  providing  for  such 
a  section  to  take  the  heat  after  it  has  passed  through  the  boiler 
flues  proper. 

Experience  with  this  type  of  superheater  has  been  somewhat 
peculiar;  in  some  cases  very  good  results  were  obtained  both  in 
economy  and  in  condition  of  the  heater;  but  in  other  cases  more 
or  less  corrosion  has  been  found  in  the  various  portions  of  the 
heater,  whereas  there  was  no  evidence  of  such  corrosion  in  the 
boiler  proper.  These  conditions  have  been  more  aggravated  Avhen 
good  water  was  used  than  when  water  carrying  scale  and  encrust- 
ing matter  was  supplied  to  the  boiler. 

In  an  attempt  to  overcome  this  corrosion,  in  some  cases  the 
heater  has  been  practically  coupled  to  the  steam  space  l)y  circu- 
lating pipes  to  both  the  top  and  bottom  so  that  it  was  really  an 
extension  of  the  boiler  and  would  run  only  partially  full  of  water 
instead  of  entirely  full  as  when  originally  designed  as  a  heater. 
The  strangest  part  of  this  problem  is  that  we  find  when  such  con- 
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nections  are  made  the  heater  does  not  seem  to  h)se  its  economical 
value.  There  is  appa really  no  increase  in  fuel  reiitiiied  when 
these  circulating  pipes  are  connected  with  the  boiler. 

Some  builders  place  a  diaphragm  sheet  a  few  feet  bade  of  the 
flue  sheet  and  extended  as  hi<;h  as  the  Hues.  The  feedwater  is 
injected  into  this  front  section  and  flows  backward  over  the  dia- 
phragm. While  we  do  not  know  of  any  comparative  tests  made 
to  determine  exactly  the  fuel  economy  of  this  device,  yet  it  seems 
as  if  this  arrangement  of  connecting  the  heater  direct  with  the 
boiler  so  that  it  practically  forms  a  part  of  it  is  likely  to  be  more 
satisfactory'  in  the  long  run  than  wlien  it  is  used  as  an  individual 
heater  for  heating  the  water  in  its  passage  to  the  boiler  without 
allowing  any  opportunity  for  the  gases  contained  in  the  water 
to  escape  as  can  be  done  with  the  circulating  pipes. 

F.  F.  Gaines.  With  increasing  wages  in  all  departments,  in- 
volving also  shorter  hours  and  increased  overtime,  and  with  the 
denial  of  any  increase  in  rates  by  the  Interstate  Commerce  Com- 
mission increased  efficiency  in  every  direction  is  the  only  method 
of  delaying  the  closing  of  the  margin  between  gross  income  and 
operating  expenses.  Greater  results  can  be  obtained  from  efli- 
cient  motive  power  than  any  other  item,  due  to  saving  in  fuel, 
larger  trains  for  less  wages  per  car-mile,  making  better  time  and 
cutting  down  overtime,  and  reduction  in  the  number  of  trains 
required  to  handle  a  given  volume  of  business  which  is  important 
in  congested  territory.  Of  these  various  items,  however,  I  will  call 
attention  only  to  the  question  of  fuel  economy  and  boiler  capacity, 
in  other  words,  boiler  design. 

There  have  been  few  radical  modifications  in  boiler  design 
other  than  the  general  introduction  of  superheated  steam,  except 
in  a  few  isolated  instances.  The  results  obtained  by  Professor 
Goss  in  the  Coatesville  tests  indicate,  however,  that  there  should 
be  greater  firebox  volume  and  heating  surface,  and  that  the  ratio 
of  firebox  heating  surface  to  tube  heating  surface  should  be  ma- 
terially increased.  With  fi-om  40  to  48  per  cent  of  evaporation 
from  the  firebox  sheets  of  the  total,  it  would  seem  logical  to  in- 
crease firebox  heating  surface  and  decrease  tube  heating  surface. 
The  results  of  the  Coatesville  tests,  while  a  surprise  to  many,  were 
anticipated  by  a  few.  The  Reading  Railway  has  a  large  number 
of  engines  in  which  the  ratio  between  firebox  and  tube  heating 
surface  is  relatively  high  (one  to  six)  and  tubes  from  about  9  ft. 
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in  length  on  American  type  passenger  power  to  only  13  ft.  6  in. 
on  heaviest  types  of  consolidation  engines.  These  results  v.'ere 
obtained  by  the  use  of  the  AVooten  t^pc  boiler  with  large  grate 
area  for  anthracite  coal,  and  a  vertical  brick  Avail  at  the  rear 
of  the  combustion  chamber.  The  brick  wall  retards  the  flow  of 
gases  and  also  gives  a  better  opportunity  for  combustion,  as  well 
as  changing  the  path  of  the  gases  and  forcing  them  against 
crown  sheet.  The  combustion  chamber  furnishes  additional  fire- 
box heating  surface  and  more  volume  in  which  to  complete  com- 
bustion. These  engines,  while  designed  for  anthracite  coal,  occa- 
sionally ran  into  soft  coal  territory  and  although  the  grate  area 
was  too  large  for  maximum  economy  the  results  Avere  excellent. 

In  consequence  of  these  circumstances  a  trial  was  made  of  ar- 
ranging a  boiler  with  a  suitable  grate  area  for  soft  coal  with  a 
combustion  chamber.  The  back  end  and  one  waist  course  were 
removed  from  the  original  boiler  and  replaced  by  a  new  back 
end.  Carefully  conducted  tests  showed  a  coal  economy  of  40 
per  cent  over  a  sister  engine  and  15  per  cent  over  the  best  design 
of  an  engine  of  similar  power,  but  with  more  liberal  heating  sur- 
face. 

In  addition  to  the  fuel  economy  obtained,  the  shielding  of  the 
tubes  by  the  firebox  Avail  has  resulted  in  the  engine  making  over 
four  times  the  mileage  of  other  engines  in  the  same  district  before 
safe  ending  flues.  During  this  period  the  engine  has  seldom,  if 
ever,  been  reported  to  have  flues  blown,  Avhile  with  certain  fuel 
conditions  engines  in  the  same  territory  have  required  blowing 
every  round  trip. 

This  arrangement  of  boiler  proved  so  satisfactory  that  some 
Pacific  type  passenger  engines  were  built  along  the  same  lines, 
and  carefully  conducted  tests  showed  in  a  flue  gas  analysis  only 
0.015  per  cent  average  carbon  dioxide,  while  on  a  similar  engine 
without  the  combustion  chamber  the  average  was  0.144  per  cent. 

The  most  radical  improvement  that  can  be  made  in  the  locomo- 
tive is  the  use  of  greater  firebox  volume  and  heating  surface. 
This  is  readily  obtained  by  using  a  suitalile  grate  area  and  com- 
bustion chamber.  It  would  not  be  surprising  if  ultimately  a  flue 
length  of  10  ft.  would  become  a  desiral)le  maximum  with  2-\n. 
flues  and  the  combustion  chamber  substituted  for  the  remaining 
distance. 

W.  F.  KiESKL,  Ji{.  To  determine  the  po.ssibilities  of  the  Atlan- 
tic type  of  locomotive,  the  limitations  must  first  be  known  and 
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those  of  pariunouiit  iniportjince  are  governed  by  the  carrying  ca- 
pacity of  the  track  and  road  bed.  Assuming  as  a  basis  good 
road  bed,  22-in.  spacing  of  ties  ami  l()()-lb.  rail,  it  will  be  pos- 
sible to  use  a  weight  of  70.000  lb.  per  i)air  of  drivers,  ^fen 
from  the  maintenance  of  Avay  department  will  be  inclined  to 
say  that  this  figure  is  too  high,  but  there  are  possibilities  of  re- 
ducing the  weights  of  reciprocating  parts  by  the  judicious  use  of 
alloy  metals  and  by  careful  design,  resulting  in  reduction  of 
counterbalance,  which  in  turn  reduces  the  strain  on  the  rail.  One- 
pound  reciprocating  weight  per  100  lb.  of  maximum  i)ist(m  pres- 
sure is  within  the  bounds  of  possibilities;  for  an  Atlantic  type  of 
locomotive  this  would  permit  using  counterbalance  for  reciprocat- 
ing parts  of  one-third  their  weight.  At  very  high  speed  there 
would  be  no  more  strain  on  the  rail  than  that  induced  by  heavy 
locomotives  now^  in  service.  The  load  on  front  and  trailer  trucks 
may  be  taken  at  110,000  lb.  The  total  w^eight  of  this  imaginary 
locomotive  would  then  be  250,000  lb. 

There  are  few  possibilities  of  improvements  in  the  engine  itself. 
The  utilization  of  heat-treated  steel  and  cast-steel  cylinders  will 
reduce  the  weight,  and  the  weight  of  the  boiler  can  be  increased 
accordingly.  The  development  of  the  possibilities  of  the  boiler 
will  bring  aljout  im]H'ovements  of  greatest  import.  The  super- 
heater and  brick  arch  have  already  rai.sed  the  line  between  non- 
stoker  and  stoker  locomotives  50  per  cent,  leaving  all  Atlantic 
type  locomotives  well  within  the  non-stoker  class;  therefore,  no 
stoker  is  necessary.  The  indications  are  that  great  steaming 
capacity  can  best  be  obtained  with  flues  of  moderate  length,  and 
that  the  generally  accepted  theory  that  long  flues  increase  boiler 
efficienc}'^  is  not  altogether  correct. 

As  a  basis  for  possible  boiler  performance  (he  following  aver- 
age figures  were  ol)tained  from  an  Atlantic  type  locomotive  on  the 
Pennsylvania  Eailroad  Locomotive  Test  Plant,  at  Altoona,  Pa. 
The  general  characteristics  of  the  locomotive  tested  are: 

Weight 237,000  lb. 

Boiler  jjressure 205  lb. 

CylinderH 22  in.  by  26  in. 

Drivers ." 80  in. 

Fire  heating  surface 3090  sq.  ft. 

Grate  surfafc 55  sq.  ft. 

Flue  diameter 2  in.  inside,   l^i   in.  outside 

Flue  length 13  ft.  9  in. 

The  boiler  was  e(iuipi)ed  with  a  long  brick  arch,  a  combustion 
chamber,  and  a  superheater.    Forty  tests  were  made,  8  of  2  hours 
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each,  9  of  li/^  hours  each,  17  of  1  hour  each,  5  of  V2  hour  each,  and 
1  of  15  minutes.  The  maximum  speed  was  360  r.p.m.  In  each 
test  the  si)eed,  cut-ott',  pressure,  and  power  developed  were  main- 
tained as  uniform  as  possible.  In  the  various  tests  the  average 
indicated  horsepower  developed  ranged  from  756  to  2355.  Nine- 
teen tests  with  average  indicated  horsepower  ranging  from  756 
to  1700,  averaged  2.35  lb.  of  dr}'  fuel  per  i.h.p.  Thirteen  tests 
with  average  i.h.p.  ranging  from  1700  to  2000,  averaged  2.71  lb. 
of  dry  fuel  per  i.h.p.  Eight  tests  with  average  i.h.p.  ranging 
from  2000  to  2355,  averaged  3.08  lb.  of  dry  fuel  per  i.h.p.  For 
this  last  lot  of  eight  tests  the  average  steam  per  i.h.p.  was  17.03 
lb.  and  the  minimum  was  10  lb.  The  maximum  evaporation  was 
38,846  lb.  per  hr.,  or  12.6  lb.  per  sq.  ft.  of  fire  heating  surface  per 
hour,  equivalent  to  52,084  lb.  per  hr.  or  16.9  lb.  per  sq.  ft.  of  fire 
heating  surface  per  hour  from  and  at  212  deg.  fahr. 

These  tests  indicate  the  possibility  of  1  i.h.p.  per  100-lb.  weight 
of  locomotive,  or  for  IV3  sq.  ft.  of  fire  heating  surface,  at  80  mi. 
per  hr. 

Eeturning  now  to  the  inuiginary  locomotive  weighing  250,000 
lb.,  the  w^eight  on  drivers,  140,000  lb.,  limits  the  drawbar  pull  in 
starting  to  about  31,000  lb.  The  boiler  can  be  made  sufficiently 
larger  than  that  of  the  locomotive  tested  to  furnish  steam  for  2500 
i.h.p.  maximuui,  available  for  short  periods  in  emergency.  For 
trains  of  today  more  than  1800  i.h.p.  would  seldom  be  required. 
At  I6-/3  lb.  of  steam  and  2.5  lb.  of  dry  coal  per  i.h.p.,  this  would 
require  30,000  lb.  of  water  and  4000  lb.  of  coal  per  hour.  What 
can  be  expected  of  such  a  locomotive? 

This  question  can  best  be  answered  by  determining  how  much 
power  is  re(iuired  in  fair  weather  to  pull  ten  cars,  weighing  600 
tons,  assuming  that  the  engine  and  tender  together  weigh  200 
tons.  The  starting  power  is  just  sufliriont  to  start  this  train  of 
800  tons  on  a  1  per  cent  grade. 

The  indicatecl  horsepower  necessary  to  maintain  a  given  speed 
under  various  grade  conditions  is  given  in  Table  1 : 

TVPK    LOfOMOriVIO 

I.  II.  p. 

2030 
1600 
2175 
1536 
2085 
1575 
2160 


r.VBLE  1       POWRR 

TKSTS  ON   ATLAN 

Mi.  per  Hr. 

Per  Cent  Grade 

40 

0.75 

40 

0..5 

50 

o.r, 

50 

0.2 

60 

0.2 

60 

level  tangent. 

70 

level  tangent 
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From  theiie  lacU  il  would  bceiii  tiiuL  Llic  possibilitieti  of  the 
Atlantic  type  locomotive  are  equal  to  the  requiremeDts  of  present- 
da}'  passenger  service,  for  the  locomotive  weighing  250,000  lb., 
if  given  3300  sq.  ft.  of  elective  lire  heating  sui'face,  would  be 
capable  of  developing  a  maximum  of  21G0  i.h.p.  at  40  mi.  per  hr. ; 
2280  i.h.p.  at  50  mi.  per  hr.;  2377  i.h.p.  at  ()0  mi.  per  hr.;  215^2 
i.h.p.  at  70  mi.  per  hr. ;  2510  i.h.p.  at  80  mi.  per  hr. 

TiiK  Author.  The  development  of  this  subject  had  from  its 
very  nature  to  be  along  broad  and  general  lines.  It  is  to  be 
noted  with  gratification  therefore  tliat  the.  discussions  have  elabo- 
rated upon  and  emphasized  the  importance  of  some  of  the  prin- 
cipal considerations  of  the  problem. 

The  man}'  advantages  of  motive  power  standardization  pointed 
out  by  Mr.  Vaughan  are  all  most  excellent  arguments  for  a  far 
more  careful  consideration  of  the  entire  problem  than  it  has  re- 
ceived in  the  past.  Mr.  Hoffman  and  Mr.  Young  pointed  out  the 
reasons  why  the  superheater  had  an  important  bearing  on  motive 
power  selection,  while  Mr.  Ilenderscm  and  Mr.  Gaines  showed  the 
possibilities  of  the  feedwater  heater  and  firebox  construction  in 
connection  with  the, subject. 

The  discussions  might  further  have  included  some  reuiarks 
about  the  locomotive  stoker.  This  device  will  undoubtedly  have 
a  growing  infiuence  on  motive  power  selection.  A\'hik»  it  is  a 
fact  that  the  superheater,  the  brick  arch,  improveil  boiler  con- 
struction, better  engine  proportions  and  more  scientific  methods 
of  firing,  have  extended  the  limits  for  size  of  non-stoker  engines, 
the  indications  are,  however,  judging  from  the  operating  econo- 
mies eti'ected  by  the  large  locomotives  made  i)ossible  by  the  im- 
provements just  mentioned,  that  still  larger  locomotives,  made 
possible  b}'  the  stoker,  will  etfect  still  greater  economies.  The 
locomotive  stoker  has  been  developed  and  perfected  along  more 
than  one  line  so  as  to  permit  its  application  with  confidence 
w^here  necessary  today. 

In  its  ultimate  analysis  the  problem  of  motive  power  selection 
is  entirely  an  economical  one.  Were  all  the  available  informa- 
tion properly  gathered  and  compiled,  it  would  still  be  found  that 
a  great  deal  is  lacking  to  solve  each  problem  that  comes  up.  It 
is  with  pleasure  tlierefore  that  those  interested  in  railway  opera- 
tion note  that  there  are  now  several  hx;omotive  test  laboratories 
in  active  operation  in  the  United  States,  from  all  of  which  new 
and  valuable  information  upon  the  selection  and  design  of  motive 
pow'er  can  confidently  be  expected. 
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THE  STRENGTH  OF  GEAR  TEETH 

By  Guido  H.  Marx,  Stanford  Univebsitt,  Cal. 
Member  of  the  Society 

The  teeth  of  gear  wheels  when  transmitting  power  are  individu- 
ally subjected  to  an  action  akin  to  that  applied  to  a  beam  fixed 
at  one  end,  with  a  load  somewhere  between  the  fixed  and  the 
free  ends.  All  standard  formulae  or  diagrams  for  the  propor- 
tioning of  such  teeth  therefore  involve  a  factor  representing  the 
allowable  unit  fiber  stress  in  a  cantilever  beam  subjected  to  a 
bending  moment. 

2  The  experiments  described  in  this  paper  were  undertaken 
with  the  primary  purpose  of  throwing  some  light,  if  possible, 
upon  the  question  of  this  allowable  unit  fiber  stress  for  cast-iron 
gear  teeth  under  operating  conditions,  since  definite  data  upon 
this  point  have  been  lacking,  particularly  with  reference  to  the 
effect  of  pitch  line  velocity.  To  this  vital  lack,  attention  has 
been  called  repeatedly  by  writers  upon  the  subject  of  gearing. 

3  Thus,  in  Wilfred  Lewis's  well-known  Investigation  of  the 
Strength  of  Gear  Teeth^  occurs  the  following  statement  bearing 
upon  this  matter: 

What  fiber  stress  is  allowable  under  different  circumstances  and  condi- 
tions cannot  be  definitely  settled  at  present,  nor  is  it  probable  that  any 
conclusion  will  be  acceptable  to  engineers  unless  based  upon  carefully 
made  experiments.  In  the  article  referred  to'  certain  factors  are  given  as 
applicable  to  certain  speeds  and,  in  the  absence  of  any  later  or  better  light 
upon  the  subject.  Table  IT  has  been  constructed  to  embotly  in  convenient 
form  the  values  recommended. 

'Proceedings  of  the  Engineers'  Club.  Philadelphia,  1893,  vol.  10;  also 
American  Machinist.  May  4,  1893. 

'  Power  Transmitting  Mechanism :  On  the  Strength  of  the  Teeth  of 
Wheels,  J.  H.  Cooper.  Journal  of  the  Franklin  Institute,  1879. 


Presented   at  the  Annual    Meeting  1912,  of  The  American  Society  of  Me- 
chanical Engutoers. 
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TABLE  II    SAFE  WORKING  STRESS  s  FOR  DIFFERENT  SPEEDS 


Speed  of 

Teeth, 

Ft.  per  Min. 

100 
or 
less 

200 

■  300 

600 

900 

1200 

1800 

2400 

Cast  Iron ...  . 
Steel 

8000 
20000 

6000 
15000 

4800 
12000 

4000 
10000 

3000 
7500 

2400 
6000 

2000 
5000 

1700 
4300 

It  cannot  be  denied  that  slow  speeds  admit  of  liigher  working  stresses 
than  high  speeds,  but  it  may  be  questioned  whether  teeth  running  at  100 
feet  a  minute  are  twice  as  strong  as  at  600  feet  a  minute,  or  four  times  as 
strong  as  the  same  teeth  at  ISOO  feet  a  minute.  For  teeth  which  are  per- 
fectly formed  and  spaced,  it  is  difficult  to  see  how  there  can  be  a  greater 
difference  in  strength  than  the  well-known  difference  occasioned  by  a  live 
load  or  a  dead  load,  or  two  to  one  in  extreme  cases.  But,  for  teeth  as  they 
actually  exist,  a  greater  difference  than  two  to  one  may  easily  be  imagined 
from  the  noise  sometimes  produced  in  running,  and  it  should  be  said,  that 
this  table  is  submitted  for  criticism  rather  than  for  general  adoption. 

4  It  is  very  evident  that  Mr.  Lewis  only  offered  the  values 
of  his  Table  II  tentatively.  A  careful  examination  of  Mr. 
Cooper's  paper  fails  to  disclose  any  table  from  which  Table  II  is 
immediately  transferred,  but  on  page  15  of  that  paper  will  be 
found  a  series  of  factors,  credited  to  E.  R.  "Walker,  New  Castle- 
under-Lyme,  1868,  varying  with  the  rim-speed  of  wheels,  by 
which  the  "  breaking  load  of  tooth  "  is  to  be  divided.  These 
factors  are  given  as  follows: 

m  =  3  for  very  slow  speed  without  shock. 
=  4  when  rim  of  wheel  runs  3  ft.  per  sec. 
=  5  when  rim  of  wheel  runs  5  ft.  per  sec. 
=  G  when  rim  of  wheel  runs  10  ft.  per  sec. 
=  8  when  rim  of  wheel  runs  15  ft.  per  sec. 
=  10  when  rim  of  wheel  runs  20  ft.  per  sec. 
=  12  when  rim  of  wheel  runs  30  ft.  per  sec. 
=  14  when  rim  of  wheel  runs  40  ft.  per  sec. 

It  will  be  seen  that  these  values  correspond  to  Mr.  Lewis's 
table  if  24,000  and  60,000  lb.  per  sq.  in.  are  used  for  the  ultimate 
fiber  stress  in  flexure  of  cast  iron  and  steel  respectively.  This 
is  an  apparent  oversight  on  Mr.  Lewis's  part.  While  24,000  lb. 
per  sq.  in.  is  a  legitimate  assumption  for  the  unit  strength  of 
cast  iron  in  tension,  a  value  of  at  least  36,000  may  be  taken 
ordinarily  for  the  modulus  of  rupture  for  transverse  stress  or 
ultimate  unit  stress  in  outer  fiber,  due  to  bending.  That  Mr. 
Cooper  meant  this  modulus  of  rupture  by  "  breaking  stress " 
is  obvious  from  pages  8  to  11  of  his  paper.    He  also  quotes  J. 
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Christie  as  using  a  modulus  of  rupture  of  30,000,  with  a  factor 
of  safety  of  never  less  than  4,  and  then  under  the  most  favorable 
conditions,  as  well-fitted  gears,  rigidly  supported,  running  at 
moderate  speed,  and  stress  evenly  distributed.  Lor  strains  sud- 
denly applied  the  factor  of  safety  should  be  6,  and  when  accom- 
panied by  severe  shocks  and  sudden  reversions  of  strains  it 
should  be  8.     With  these  assumptions,  for  cast-iron  teetli,  Mr. 

Christie  would  allow  for  safe  working  stresses  from  — ^—    = 

3G000 
9000  lb.  per  sq.  in.,  down  to  -^  =  4500  lb.  per  sq.  in.,  as  con- 
trasted to  a  range  in  Table  II  of  from  8000  lb.  down  to  1700  lb. 

5  In  view  of  the  fact  that  :Mr.  Christie  gives  several  examples 
from  practice  to  sustain  his  position,  and  of  Mr.  Lewis's  own 
doubt  as  expressed  in  the  foregoing  quotation  from  his  i^aper, 
of  so  wide  a  range  being  justified  as  that  called  for  by  his  Table 
II  and  of  the  further  fact  that  this  table  was  based  upon  a 
modulus  of  rupture  much  too  low,  it  seems  strange  that  these 
tentative  values  have  been  so  generally  accepted;  and  the  need 
of  adequate  experimental  data  becomes  apparent. 

6  Mr.  Cooper  on  page  9  of  his  paper  says: 

It  is  certainly  necessary  to  l^novv  the  strain  that  breaks  a  piece  of  pro- 
jecting cast-iron  of  given  size  and  shape,  when  the  stress  is  laid  on  quietly, 
as  well  as  when  it  is  driven  on  with  considerable  velocity. 

It  is  also  important  to  know  the  fractional  part  of  the  rupturing  weight 
or  stress  which  may  be  repeatedly  laid  on  with  perfect  safety,  to  i"«ure  he 
continuance  of  adhesion  under  the  usual  conditions  of  working.  Upon 
these  essential  features  of  each  case,  the  criteria,  almost  every  engmeer  s 
guide  book  is  silent. 

7  A  copv  of  Brown  &  Sharpe's  Treatise  on  Gearing  which 
the  writer  has  had  since  1802  gives  the  only  data  he  recalls 
having  seen  of  cut  gears  tested  to  rupture  under  running  condi- 
tions.   On  page  118  is  the  following: 

We  give  a  few  examples  of  average  breaking  strain  of  our  Combination 
Gears,  as  determined  by  dynamometer  pressure  taken  at  the  pitch  line. 
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Diametral 

Face 

No.  of  Teeth 

R.  P   M. 

Pressure  at 

Pitch 

Pitch  Line 

10 

1   l/l(j 

110 

27 

10(iO 

8 

1   1/4 

72 

40 

1460 

6 

1  9/16 

72 

27 

2220 

5 

1  7/8 

90 

18 

2470 

If  we  take  a  safe  pressure  at  Va  of  the  foregoing  breaking  strain  we 
shall  have 

for  10  Pitch  SoSVs  lb.  at  the  pitch  line 

5  Pitch  48673  lb.  at  the  pitch  line 

6  Pitch  740      lb.  at  the  pitch  line 
5  Pitch  823V,  lb.  at  the  pitch  line 

8  In  order  to  add  to  the  available  data  concerning  the  strength 
of  modern  cut  cast-iron  gear  teeth  under  operating  conditions, 
the  writer  had  the  apparatus  shown  in  Fig.  1,  constructed.  It 
consists  of  a  base-plate  carrying  three  adjustable  bearings.  Only 
one  of  these  is  clearly  seen  in  the  immediate  foreground  of  the 
illustration,  but  at  its  right  can  be  seen  a  corner  of  a  second, 
while  the  third  is  hidden  by  the  brake  wheel.  The  action  of  the 
apparatus,  reduced  to  the  utmost  simplicity  of  construction,  can 
be  seen  by  reference  to  Fig.  2. 

9  The  motor,  a  25-h.p.  220-volt,  direct-current  machine,  is 
connected  by  a  Morse  chain  to  shaft  No.  1.  Shafts  No.  1  and 
No.  2  are  connected  by  a  pair  of  cut-steel  change  gears  of  8  di- 
ametral pitch  which  can  be  varied  to  give  a  wide  range  of  velocity 
ratios.  Shafts  No.  2  and  No.  3  are  connected  by  the  cast-iron, 
cut  gears  to  be  tested.  On  the  outer  end  of  shaft  No.  3  there 
is  a  flanged,  water-cooled  brake  wheel  carrying  a  prony  brake. 
The  arm  of  the  brake  rests,  by  means  of  a  steel  knife  edge  and 
plate,  on  a  platform  scale.  Each  bearing  is  provided  with  a 
sight  feed  lubricator.  The  measurement  of  the  efficiency  of 
transmission  not  being  the  object  of  the  experiment,  the  friction 
of  the  bearings  is  neglected.  The  only  effect  of  this  is  to  make 
the  computed  breaking  load  of  the  teeth  a  very  little  less  than 
its  real  value  in  each  case  By  means  of  the  slotted  base-plate 
and  the  tongues  on  the  bottom  of  the  bearings,  the  latter  can  be 
slid  into  place,  the  gears  accurately  meshed  without  binding 
or  backlash,  and  then  securely  held  by  means  of  two  square- 
head bolts  to  each  ])eariiig.    The  Morse  chain  was  lubricated  with 
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a  graphite  and  grease  mixture,  aiul  the  gears,  both  steel  and 
cast-iron,  with  ordinary  thick  grease  lubricant  which  was  also 
freely  used  on  the  brake.  Before  starting  each  run  a  wooden 
guard  was  placed  over  the  gears  to  be  tested.  That  this  was 
not  a  useless  precaution  was  indicated  by  the  fragmentary  condi- 


FiG.  1     General  View  of  Testing  Apparatus 


tion  of  the  gears,  particularly  those  having  arms,  at  the  con- 
clusion of  many  of  the  runs. 

10  The  tests  were  made  in  the  mechanical  laboratory  of 
the  Leland  Stanford  Junior  University.  For  each  run  the  motor 
was  started  with  zero  load  applied  by  the  prony  brake.  The 
scale  weights  were  then  set  at  the  lowest  load  and  the  brake 
tightened  until  the  scale  beam  floated.  Simultaneously  the  rate 
of  rotation  was  observed  with  a  tachometer  which  was  calibrated 
upon  completion  of  the  tests  and  the  necessary  slight  correc- 
tions made  in  the  computed  results.  Calibration  of  the  scales 
showed  them  to  be  accurate  throughout  the  range  used.    Incre- 
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merits  of  load  on  the  scale  began  at  5  lb.  each  while  the  load 
was  low,  and  were  diminished  to  2  lb.  and  1  lb.  as  the  prob- 
able l)realdng  load  was  approached.  The  unexpectedly  high 
brcakino;  strenofth  shown  by  the  teeth/  pai-ticiilarly  at  the 
higher  velocities,  made  it  impossible  to  In-eak  the  gears  at  pitch 
speeds  much  exceeding  500  ft.  per  min.   with  this  apparatus. 


Fig.  '2     Plan  of  Apparatus 


At  the  higher  speeds  the  teeth  were  capable,  without  rupture, 
of  transmitting  all  of  the  power  the  motor  could  develop. 

11  The  gears  tested  were  all  10  diametral  pitch,  cast-iron, 
14yv.-deg.  involute,  purchased  of  the  Brown  &  Sharpe  Manufac- 
turing Company  without  intimation  of  the  special  purpose  for 
which  they  were  intended,  and  were  of  the  ordinary  stock  pro- 
l)ortions.  The  width  of  face  in  all  cases  was  1  I/O  in.  The  20- 
and  30- tooth  gears  were  solid,  the  40-tooth  webbed,  and  the  others 
each  had  six  arms.  The  twenties  and  thirties  had  a  bore  of  1 1/6  in. 

'  I'relimiiiai'y  calculations  had  been  based  upon  the  Brown  &  Sharpe  fig- 
ures quoted  in  Par.  7, 
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and  a  ^/i'J"-  ke.yway-  The  rest  had  a  bore  of  1  5/16  in.  and  a 
5/16-in.  keyway.  The  general  proportions  of  the  arm  gears  are 
shown  in  Fig.  3. 

12  As  shown  by  the  logs,  the  main  tests  were  conducted  in 
two  series;  the  first  being  made  in  1911  with  single  observations 
under  each  set  of  conditions;  and  the  second,  made  in  1912, 
being  planned  to  cover  the  ground  more  completely,  with  the 
further  intention  of  making  three  runs  in  each  case  under  identi- 


Nofe- All  dimensions  are  in  inches.  Bore  l£  in.  Face  Ijg  in.  in  all  cases 
Fig.  3     Dimensions  of  Abms  of  Gears  Tested  . 
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cally  the  same  conditions  in  order  to  eliminate  errors  of  observa- 
tion and  of  variable  material. 

13  Fig.  4  shows  graphically  the  results  of  all  the  foregoing 
tests  involving  20-tooth  pinions.  Abscissae  are  pitch-line  speeds 
in  feet  per  minute,  and  ordinates  are  forces  at  the  pitch  point 
equivalent  to  the  breaking  loads  in  pounds.  This  equivalent 
breaking  load  is,  of  course,  equal  to  the  net  brake  load  at  rupture 
multiplied  by  brake  arm  divided  by  the  pitch  line  radius  of  gear 
on  brake  shaft.  Curve  A  is  drawn  representing  the  results  of  all 
tests  with  20-  and  30-tooth  gears  in  mesh.  As  there  were  several 
observations  taken  for  each  pitch  speed,  the  numerical  average 
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Neither  gear  broken.  Fuse  blew  and  motor  stopped. 
Intermediate  shaft  heated  and  seized;  driven  out, 
draw-filed;  bearing  scraped.  The  5/16  in.  ma- 
chinery steel  key  of  120-T,  8  pitch,  steel  change 
gear  sheared  off.  Shaft  replaced  b.v  new  one  in 
subsequent  tests.  Both  5/16-in.  keys  replaced  by 
1/2  in.    This  was  trial  run  to  test  out  apparatus. 

Neither  gear  broken.  Limit  of  motor  power.  Fuse 
blew. 

Broke  3  teeth  at  root  in  20-T  pinion.  Broke  100-T 
gear  in  4  pieces.  No  teeth  broken  out  of  large 
gear,  but  rim  broken. 

Broke  .as  load  was  being  increa.sed  from  70  to  72  lb. 
Broke  20-T  pinion  in  3  pieces,  each  running  to  the 
bore;  no  teeth  broken  at  root.  Apparently  gave 
way  at  kej-way.  Broke  1  tooth  at  root  in  30-T 
gear. 

Broke  13  teeth  at  root  in  20-T  pinion.  Also  broke 
at  key-way  and  into  3  pieces.  Broke  8  teeth  out 
of  30-T  gear.  Battered  and  loosened  1/4-in.  key 
on  iiiterniediate  shaft.  Both  1/4-in  keys  replaced 
by  hardened  tool  steel,  same  size.  Probable  that 
hronk  ooci.rred  by  "canting"  of  locsened  key. 

Broke  20-T  pinion  in  4  pieces,  one  at  key-way.  One 
tooth  cracked  at  root.  No  break  in  30-T  gear. 
Broke  as  load  was  beginning  to  be  raised  from  00 
11).  to  next  scale  setting,  65  lb. 
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Notes  made  at  Conclusion  of  Each  Test 

20-T  pinion  broke  at  key-way;  4  pieces,  and  3  teeth 

broken  out  at  root.    30-T  gear  not  broken 
Did  not  break  gears.     Too  fast  for  brake.     Aban- 
doned attempt  to  make  runs  at  this  speed 
Same  gears  as  test  14.    Broke  before  the  scales  quite 

balanced  at  52  lb.  setting.     20-T  pinion  broke  at 

key-way;  4  pieces,  and  1  tooth  broken  out  at  root. 

30-T  gear  not  broken 
20-T  pinion  broke  at  key-way;  4  pieces,  and  1  tooth 

broken  out  at  root.  30-T  gear  not  broken 
20-T  pinion  broke  at  key-way;  2  pieces,  and  15  teeth 

broken  out  at  root.     30-T  gear   1   tooth  at  root. 

56   lb.   load   barely  reached 
30-T  gear  14  teeth  out  at  root.     40-T  gear  3  teeth 

out  at  root 
30-T  gear  8  teeth  out  at  root.     40-T  gear  3  teeth 

out  at  root 
30-T  gear  11  teeth  out  at  root.    40-T  gear  3  teeth 

out  at  root,  and  1  broken 
30-T  gear  13  teeth  stripped  and  7  broken.     40-T 

gear  6  teeth  stripped,  2  broken,  2  cracked  at  root 
30-T  gear    IS  teeth  stripped.     40-T   gear  8  teeth 

stripped 

Final  Net 
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Load, 

Lb. 
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oi  the  equivalent  breaking  loads  was  taken  for  each  set,  and  the 
curve  drawn  through  these  average  points  as  near  as  might  be. 
14  In  Fig.  4  the  curve  was  extended  by  inference  to  the 
zero  velocity  line.  It  will  be  noted  that  this  breaking  load  curve 
f;ills  ott'  with  increase  of  speed  up  to  a  pitch  velocity  of  some- 
thing less  than  300  ft.  per  min.  and  then  apparently  starts  to 
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rise  again  as  though  the  maximum  percussive  effect  had  been 
passed.  This  fact,  and  the  further  one  that  within  the  limits 
of  the  actual  tests  the  range  of  average  breaking  load  was  only 
from  1579  lb.  at  19.4  ft.  per  min.  down  to  11G9  lb.  at  312.7  ft. 
pitch  velocity,  about  25  per  cent,  are  two  of  the  most  striking 
points  appearing  in  this  investigation. 

15  These  phenomena  might  be  questioned  on  the  score  that 
all  of  the  20-tooth  gears  but  one  broke  entirely  apart  as  well  as 
having  teeth  stripped.  But  Fig.  5  shows  the  same  general 
f(»rm   for  all  tests  involving  30-  and  40-tooth  gears  in  mesh; 
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and  in  this  case  there  can  be  no  question  of  amthing  but  the 
strengjth  of  the  teeth  themselves,  as  it  was  only  at  the  teeth  that 
any  of  these  gears  broke. 

16  It  is  an  unfortunate  fact  that  the  limit  of  the  motor's 
power  was  such  as  to  make  it  impossible  to  rupture  gears  at 
higher  speeds,  thus  enabling  us  to  follow  the  curve  and  observe 
whether  the  apparent  rise  in  breaking  strength  continued  with 
increase  in  pitch  speed.  No  attempt  has  been  made  to  make  this 
a  smooth  curve;  the  points  corresponding  to  the  averages  obtained 
by  experiment  have  merely  been  joined. 

17  It  is  clear,  however,  even  from  these  somewhat  limited 
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Fig.  5     Results  of  Tests  with  30  and  40-Tooth  Gears 


experiments,  that  the  impact  or  percussive  effect  with  increase 
of  speed  is  not  nearly  so  great,  with  these  modern,  accurately 
cut  gears,  as  has  commonly  been  supposed.  In  both  cases  the 
curves  show  that  the  minimum  breaking  strength  (at  a  pitch 
speed  of  about  300  ft.  per  minute)  is  more  than  seven-eighths 
that  at  a  pitch  speed  of  about  100  ft.  per  min.  and  more  than 
seven-tenths  that  at  zero  pitch  speed.  And  it  is  not  theoretically 
impossible  that  the  breaking  load  actually  rises  with  increase 
of  speed,  after  a  certain  critical  speed  has  been  passed,  until 
it  would  approximate  the  static  breaking  load  if  it  were  not  for 
the  increasing  tendency  of  the  teeth  to  tear  lot<se,  due  to  ceiitrif- 
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ii<,m1  forco.  At  ail  iiifiiiito  speed  the  repetitive  stress  would 
become  a  continuous  one.  As  Curve  A,  Fig.  4,  shows  the  actual 
breaking  strength  of  '20-teeth,  10-pitch,  cast-iron  gears  at  ditfer- 
ent  speeds,  it  is  interesting  to  compare  with  this  the  allowable 
loads  for  such  gears  computed  for  the  same  speeds  by  the  Lewis 
formula  (see  Appendix  No.  1).  Curve  B,  expressing  these,  is 
shown  at  the  bottom  of  Fig.  4.  The  discrepancy  between  the 
two  curves  is  obvious.  They  do  not  even  have  the  same  general 
form. 

18  From  Par.  4  it  is  seen  that  Mr.  Lewis's  formulae  and  tables 
were  intended  to  provide  a  factor  of  safety  of  3  for  pitch  speeds 
of  100  ft.  per  min.  or  less,  of  5  for  300  ft.,  and  6  for  600  ft., 
the  differences  being  intended  to  cover  presumed  increases  in 
impact  effect.  Using  Mr.  Lewis's  accepted  formula  for  15-deg. 
involute  teeth  as  being  applicable  to  the  Brown  &  Sharpe 
standard  14y2-deg.  involute  teeth,  namely, 

0.684 

W  =  working  strength  of  tooth 

,s  =  working  stress  of  material  per  sq.  in. 

p  =  pitch  of  teeth  in  inches 

f  =  face  of  teeth  in  inches 

n  =  number  of  teeth 
Table  5  has  been  prepared  to  show  the  relation  between  the  com- 
puted working  strength  and  the  actual  breaking  loads  for  the 
20-  and  30-tooth  gears  within  the  i-ange  of  these  experiments 
as  shown  by  the  plotted  curves  or  their  legitimate  inferential 
extension. 

19  When  the  actual  breaking  loads  under  running  conditions 
have  been  determined,  as  they  have  in  the  above  cases,  the 
results  provide  the  allowances  for  pitch-speed  variations  and 
it  is  difficult  to  see  any  reason  for  not  using  a  uniform  factor 
of  safety  for  conditions  which  are  uniform  in  other  regards  than 
pitch-speeds,  to  provide  for  the  possibilities  of  faulty  material, 
poor  alignment,  sudden  applications  or  reversals  of  .stress,  and 
p(>ssii)le  overloads.  Just  how  great  this  factor  need  be  is  a 
questiim  to  be  settled  by  the  designer  in  each  individual  case. 
But  in  any  case  it  would  be  a  true  factor  of  safety  and  not  a 
factor  of  ignorance. 

20  Mr.  Lewis's  Table  II  may  be  looked  upon  as  a  table  of 
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factors  representing  a  combination  of  the  modulus  of  rupture, 
a  factor  of  safety,  and  a  coefficient  depending  upon  velocity. 
It  would  seem  better  to  separate  these.  The  value  of  the  modulus 
of  rupture  is  discussed  in  Par.  2*2.  For  values  to  be  taken  for  the 
factor  of  safety  the  writer  agrees  wdth  Mr.  Christie  as  quoted  in 
Par.  4. 

21  The  values  of  the  coefficient  to  provide  for  the  effect  of 
pitch-velocity  v  can  be  determined  from  the  results  of  the  tests 
sht>wn  in  Fig.  4,  Curve  A^  and  Fig.  5.  These  results  are  expressed 
in  Table  6,  together  with  a  series  of  values  of  v  based  upon 
them  and  so  selected  as  to  lean  toward  the  side  of  extra  safety. 

22  To  check  the  material  of  the  gears  used  in  these  tests  and 
to  determine  whether  it  was  normal  or  of  exceptional  strength, 
24  test  specimens  were  cut  from  12  of  the  30-tooth  gears,  selected 
at  random,  as  shown  in  Fig.  G.  These  specimens  were 
about  14  in.  thick,  1  1/16  in.  wide  and  2^4  in.  long.  Seven- 
teen similar  specimens  were  cut  from  castings  made  in  the 
University  foundry  and  known  to  be  of  ordinary  composi- 
tion and  quality.  The  specimens  were  all  tested  in  flexure  with 
the  load  applied  at  the  middle  of  a  span  of  1%  in.  The  data 
and  results  of  these  tests  are  given  in  full  in  Table  7.  The 
modulus  of  rupture  of  the  gear  material  test  pieces  was  38,737 
lb.,  while  that  of  the  check  specimens  was  39,049  lb.  It  is  legiti- 
mate to  conclude  that  the  material  of  the  gears  used  in  these  tests, 
while  of  first-rate  quality,  was  not  unusual  or  exceptional.  The 
results  of  the  tests  may  therefore  be  accepted  as  representing 
typical  material.  In  general  a  value  of  3G,000  may  be  reasonably 
used  for  the  modulus  of  rupture  for  cast-iron  gear  teeth. 

23  The  Lewis  formula  is  based  upon  the  theory  of  flexure 
under  the  assumption  that  the  entire  load  is  borne  by  a  single 
tooth,  the  point  of  application  of  the  load  being  the  extreme 
end  of  the  tooth,  and  the  direction  of  the  acting  force  being 
normal  to  the  tooth  profile  at  that  point.  The  line  of  action 
of  the  force  is  considered  carried  to  the  center  line  of  the 
tooth  (Fig.  7)  with  W  equal  to  the  transverse  component 
as  applied  at  this  point.  Subsequently  it  treats  W  as 
the  load  at  the  pitch  circumference.  The  effects  of  the  com- 
pressive and  shear  components  are  ignored.  Fracture  is 
assumed  to  take  place  on  a  plane  section,  the  position 
of  which   is  determined  by   inscribing  a   parabola  of  uniform 
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strength  with  the  vertex  lying  at  the  intersection  of  the  center 
line  of  the  tooth  and  the  line  of  action  of  the  force.  The  danger- 
ous section  is  the  plane  section  containing  the  points  of  tangency 
of  the  parabola  with  the  tooth  outline.  That  these  assumptions 
are  too  severe  or  unfavorable  for  accurately  cut  gears  is  evi- 
dent from  the  result  of  these  tests,  as  will  be  shown  later. 

24    To  check  the  applicability  of  the  Lewis  formula  to  the 
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Fig.  0     Method  ok  obtaining  Test  Specimens 

form  of  gear  tooth  employed  in  these  experiments,  the  teeth  of 
the  20,  30,  40,  60,  80,  100  and  150  tooth  141/2-deg.  involute  gears 
were  carefully  measured  by  gear-tooth  micrometer  calipers.  They 
then,  together  with  a  theoretical  rack  tooth  of  the  same  system, 
were  accurately  drawn  to  a  scale  of  100  times  full  size.  In 
these  teeth,  parabolas  were  inscribed  by  the  Lewis  method  and 
the  dangerous  section  located.  The  data  and  results  are  given  in 
Appendix  No.  2.  The  factors  for  strength  do  not  seriously  vary 
from  those  given  bv  the  Lewis  expression^  for  15-deg  involute 
0.684 

teeth,  i.e.,  0.124 .     If  the  assumptions  of  Par.  23  are 

n 
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TABLE  7     TESTS  OF  MATERIALS,  DATA  AND  RESULTS.  JUNE  26.  1912 
Specimens  Cut  fbom  Gears 


Mark 

Thickness 

Width 

Breaking 

Load  at 

Mid-point 

Correspond- 
ing Modulus 
of  Rupture 

Average 
Modulus 
ofRupture 

Remarks 

05  A 

0.251 
0.251 
0  251 
0.251 
0.248 
0.250 
0.251 
0.251 
0.248 
0.250 
0.245 
0.248 
0.251 
0.251 
0.251 
0.250 
0.251 
0.251 
0.251 
0.250 
0.251 
0.251 
0.251 
0.251 

1.066 

1.065 

1.065 

1.063 

1.066 

1.065 

1.063 

1.063 

1.060 

1.058 

1.060 

1.061 

1.067 

1.067 

1.060 

1.061 

1.063 

1.063 

1.0635 

1.0635 

1.060 

1.060 

1.056 

1.054 

980 

975 
1000 
1000 
1167.5 
1197.5 

917.5 

967.5 
1106 
1156.5 

950 

970 

38305 
38145 
39123 
39196 
46343 
47225 
35969 
37922 
44533 
45910 
39194 
39020 

Q6B 

OSA 

38225 

08B 
OiM 

39160 

Small  blow-hole  on  top. 

00/} 
I A 

46784 

Small  blow-hole  on  bottom. 

IB 
17A 

36946 

17B 

19A 

45222 

;.  '/• 

19B 

28A 

39107 

Flawed.     No  reading. 

28B 
32A 

850 
1000 

995 

895 

904 

842.5 

870 

867.5 

874 
1087.5 
1125 

33192 
39307 
39387 
35081 
35434 
33008 
34358 
34099 
34355 
42909 
44472 

Grand  Aver. 

33192 

32B 
37A 

39347 

37B 
39A 

35258 

39B 
43  A 

33683 

43.  B 
43.  .A 

34227 

43. .B 

43691 
38737 

Check  Specimens,  Ordinary  Cast  Iron 


A 

0.251 
0.251 
0.2.50 
0.252 
0.252 
0.251 
0 .  252 
0.248 
0.257 
0  254 
0.251 
0.247 
0.245 
0.2.50 
0.2.50 
0 .  252 
0.252 

1.0615 

1.063 

1.058 

1.062 

1.062 

1.059 

1.062 

1.0.59 

1.062 

1.058 

1.057 

1.061 

1.064 

1 . 0625 

1   0625 

1 .  058 

1.062 

1000 

39252 

B 

Brokebeforeinitiaiload,9001b. 

c 

990 

962.5 

975 
1000 

920 

990 
1195 

880 
1018 

842 

39300 
37463 
37862 
39354 
35809 
39899 
44720 
33842 
40129 
34145 

o 

E 

F 

G 

n 

I 

J 

K 

L 

M 

Void.  Flawed. 

N 

1014 

1136 

945 

1080 

40083 
44905 
36930 
42037 
Grand  Aver. 

0 

p 

Q 

39049 

Distance  between  supports  •■  1 .  75  in.  in  all  cases. 
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correct,  the  Lewis  formula  should  give  the  actual  static  breaking 
loads  when  the  actual  modulus  of  rui)ture  is  inserted  for  s. 

25  To  test  this,  consider  first  the  case  of  a  -iO-tooth  10-pitch, 
1  1/16-in.  face,  cast-iron  pinion,  the  niiitcrial  luiving  a  uuxbdus 
of  rupture  of  39,000.    Substitution  in  the  Lewis  formula 

W  =  spf  /'o.l24- 


gives 


W  =  39,000  X  0.31416  X  1-0625  (0.124 

Therefore 

TF  =  1170  lb. 


0.684 
~20^ 


Fig.   7     Line  of   Force  as   Deter- 
mined IN  Lewis  Formula 


Fig.   S     Line  of   Force   as   Deter- 
mined BY  Actual  Fractures 


But  from  Curve  .4,  Fig.  4,  it  is  seen  that  (he  static  strength  (i.e. 
equivalent  breaking  load  at  zero  pitch  velocity)  is  approximately 
1650  lb.  for  a  20-tooth  pinion  in  mesh  with  a  30-tooth  gear.  The 
value  computed  by  the  Lewis  formula,  when  using  the  real 
modulus  of  rupture,  is  (mly  two-thirds  of  the  actual  value  shown 
by  the  tests.  Similarly,  the  Lewis  formula  gives  a  value  of 
1317  lb.  for  the  static  breaking  strength  of  the  30-tooth  gear, 
while  Fig.  5  shows  this  to  be,  for  a  30-tooth  meshing  with  a 
40-tooth,  2260  lb.  Again  the  Lewis  value  is  much  too  low,  being 
but  60  per  cent  of  the  actual  test  result. 
26    These    discrepancies    demonstrate    that    the    assumptions 
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upon  which  the  Lewis  formula  are  based  are  too  severe  and  they 
indicate  the  necessity  of  taking  into  consideration  the  length 
of  the  arc  of  action;  for  if  the  length  of  the  arc  of 
action  exceeds  the  pitch  arc,  it  is  evident  that  the  pre- 
viously engaging  teeth  will  not  have  gone  out  of  action  at 
the  time  when  the  load  first  comes  on  the  newly  engaging  teeth, 
and  it  is  only  at  the  instant  of  engagement  or  disengagement 
that  the  load  can  be  applied  at  the  end  of  a  tooth.  This  is  not 
only  theoretically  so  but  it  can  be  counted  on  with  reasonable 
certainty  for  modern,  accurately  cut  gears.  It  must  be  borne 
in  mind  that  this  is  the  least  stiflf  position  of  the  tooth  and  that 
it  would  therefore  tend  to  yield  slightly  under  the  load,  thus 
allowing  another  pair  of  teeth  to  come  into  engagement  or  re- 
main in  engagement.  This  elastic  yielding  would  be  apt  to  make 
up  for  the  slight  errors  in  tooth  spacing.  The  mathematical 
discussion  of  the  arc  of  action  and  its  numerical  determination 
for  the  gear  combinations  used  in  these  experiments  will  be 
found  in  Appendix  No.  3. 

27  In  order  to  test  the  actual  static  strength  of  the  teeth  in 
various  positions,  and  with  one,  two  or  if  possible,  three  pairs 
engaging  simultaneously,  experiments  were  carried  out  with  re- 
sults as  shown  in  Table  8.  The  loads  were  applied  in  each 
case  by  a  steel  30-tooth  pinion  with  all  teeth  save  three  single 
ones,  two  pairs  of  two,  and  one  set  of  three  having  been  milled 
off  in  such  a  way  as  to  leave  gaps  between  the  remaining  teeth. 
Because  of  this  there  could  be  positive  assurance  that  only  as 
many  pairs  of  teeth  engaged  in  any  test  as  it  was  intended.  The 
gears  were  set  up  with  the  teeth  engaging  in  the  position  desired, 
the  cast-iron  gear  to  be  tested  being  the  one  on  the  brake  shaft 
and  a  surface  gage  being  used  to  test  the  accuracy  of  conditions. 
All  play  was  taken  up  and  the  brake  was  tightened  down  with 
emery  cloth  between  it  and  the  wheel  so  as  to  prevent  all  slip. 
The  breaking  power  was  supplied  by  means  of  a  special  hand- 
operated  lever  instead  of  by  motor. 

28  Position  A  corresponds  to  the  loading  assumptions  of  the 
Lewis  formula  and  it  is  interesting  to  compare  these  results 
with  those  obtained  by  using  the  Lewis  formula  with  a  modulus 
of  rupture  of  39,000  lb.  Table  9  presents  this  comparison  in 
concise  form. 
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TABLE  8     EQUIVALENT  STATIC  BREAKING  LOADS  W  AT  PITCH  LINE— SERIES  4. 

SEPTEMBER  11-13,  1912 


Position  of  Stressed  Teeth  and  Equivalent  Brbakino  Load 


c 


|2-Teeth  Loaded  |3-(?1  Teeth  Loaded 


Test  No. 

W 

Test  No. 

W 

Teat  No. 

W 

Test  No. 

W 

Test  No. 

W 

4 

1216 

12 

1440 

1 

1632 

7 

2112 

9 

1600 

6 

1184 

13 

1476 

2 

1696 

8 

2176 

10 

1472 

20  T 

6 

1152 

3 

1664 

11 

1632 

Aver. 

1184 

Aver. 

1458 

Aver. 

1664 

Aver. 

2144 

Aver. 

1568 

18 

1472 

25 

1877 

14 

1941 

20 

2603 

23 

1835 

SOT 

19 

1429 

26 

1707 

1&-16 

Void 

21 

2176 

24 

1856 

27 

1728 

17 

1899 

22 

2965 

Aver. 

1461 

Aver. 

1771 

Aver. 

1920 

Aver. 

2581 

Aver. 

1846 

31 

Void 

39 

2416 

28 

2416 

34 

3360 

36 

Void 

32 

1616 

40 

2336 

29 

2272 

35 

3360 

37 

2560 

40T 

33 

1600 

30 

2208 

38 

2528 

Aver. 

1608 

Aver. 

2376 

Aver. 

2299 

Aver. 

3360 

Aver. 

2544 

TABLE  9     EQUIVALENT  BREAKING  LOADS 

Size   of    Gear 20T        SOT        40T 

TF  by  Test,  Positiou  A 1184        1451        1608 

W  computed  by  Lewis  Formula 1170        1317        1392 

29     The  test  values  of  W,  as  given  in  Table  9,  correspond  to  a 

formula  for  this  position  of  engagement  and  static  conditions: 

/                1.26  \ 
W  =  spf  1^0.154: ~j 

The  derivation  of  this  formula  from  the  experimental  results 
will  be  found  in  Appendix  No.  4.  This  equation  would  make 
the  static  strength  of  single  teeth  vary  from  that  of  a  theoreti- 
cally correct  rack  tooth  down  to  a  20-tooth  pinion  in  the  ratio 
of  0.154  to  0.091;  in  other  words,  the  rack  tooth  would  have 
1.69  times  the  strength  of  the  20-tooth  pinion.  The  Lewis 
formula  would  give  a  ratio  of  0.124  to  0.090  for  the  same  gears. 
The  discrepancy  can  be  explained  by  the  fact  that  the  theory 
of  flexure  is  recognized  as  only  approximately  correct,  particu- 
larly for  oblique  forces,  material  which  has  not  the  same  strength 
in  tension  as  in  compression,  and  for  stresses  beyond  the  elastic 
limit.    Furthermore  the  Lewis  factors  neglect  entirely  the  effect 
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of  the  angularity  of  the  force  in  producing  a  compressive  stress. 
In  the  case  of  the  20-tooth  gear  this  angularity  is  such  as  to  make 
the  compressive  component  of  the  acting  force  more  than  50  per 
cent  of  the  transverse  component.  The  theory  of  flexure  upon 
which  the  Lewis  formula  is  based  would  have  the  fracture  occur 
on  a  plane  section  (as  shown  in  Fig.  7)  and  would  have  the 
breaking  loads  vary,  approximately  as  the  square  of  the  thick- 
ness of  the  tooth  at  this  section.  As  a  matter  of  fact  the  fracture 
of  the  teeth  in  every  case  took  place  lower  down  on  the  root 
than  at  the  points  of  tangency  of  parabolas  inscribed  on  the 
Lewis  assumption.  The  fractures  took  place  rather  at  the  points 
of  tangency  of  parabolas  constructed  for  loads  applied  at  the 
pitch  points  as  shown  in  Fig.  8,  and  the  breaking  loads  varied 
more  nearly  in  proportion  to  the  squares  of  the  thickness  at 
this  section.  The  surface  of  the  break  invariably  was  in  the  form 
of  a  curve  running  down  into  the  root  as  shown  and  in  no  case  did 
a  tooth  break  square  across. 

30  Mention  is  made  in  Par.  26  of  the  necessity  of  taking  the 
arc  of  action  into  consideration  in  dealing  with  the  load-carrying 
strength  of  gear  teeth.  It  would  seem  that  the  breaking  load 
of  a  gear  would  depend  not  solely  upon  itself  but  also  upon 
the  gear  with  which  it  meshed.  The  larger  the  meshing  gear, 
the  greater  the  arc  of  action;  and  the  greater  the  arc  of  action, 
the  more  likely  the  load  is  to  be  borne  on  two  or  more  pairs 
of  teeth  simultaneously  and  the  less  likely  that  the  entire  load 
will  fall  on  a  single  tooth  in  its  position  of  least  strength.  It 
is  desirable  to  see,  then,  what  effect,  if  any,  the  length  of  arc 
of  action  has  on  the  breaking  load.  To  see  what  the  effect  was 
under  static  (zero  pitch  velocity)  conditions,  a  series  of  tests 
(Series  5)  was  conducted.  Tests  were  made  of  30-tooth  gears 
in  mesh  with  30,  40,  60  and  80  tooth  gears.  It  was  found  in 
making  these  tests  that  the  position  of  the  teeth  in  engagement 
made  a  vast  difference  in  results.  It  was  therefore  necessary 
to  find  by  trial  the  position  of  engagement  corresponding  to  the 
least  carrying  power  of  the  teeth.  The  results  are  given  in  Table 
10.  There  is  nothing  to  account  for  the  foregoing  variation  in 
strength  except  the  differences  in  arc  of  action.  It  was  the  inten- 
tion to  oarry  similar  tests  out  on  30-tooth  meshing  with  80-tooth 
and  100-tooth,  but  it  was  found  in  trying  the  30  and  80  pair, 
that  the  rim  of  the  80-tooth  broke,  cracking  the  arms  and  hub, 
before  a  brenK'ing  load  of  the  teeth  could  be  reached.     Fig.  9, 
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TABLE  10    STATIC  STRKNGTH.    SERIES  5,  SEPTEMBER  26-27.  1912 

Breaking  Loads  W  of  SOT  in  mesh  with 


30T 


40T 


60T 


Series 


23 
24 
17 
18 


1S35 
KS50 
2475 
2304 


Scries 

Test 

W 

Series 

Test 

5 

1 

2480 

5 

14 

5 

6 

2308 

5 

15 

5 

7 

2080 

5 

8 

2112 

w 


2453 
2463 


Average 2118 

Arc  of  Action.  In..  .0.01158 


Average 2260 

Arc  of  Action.  In...  0.62814 


Average 2453 

Arc  of  Action,  In..  .0.64919 


Curve  A,  shows  the  results  of  these  tests,  the  ordinates  being 
equivalent  breaking  loads  at  pitch  point,  and  the  abscissae  being 
arcs  of  contact.  There  being  no  unbroken  20-tooth  gears  to  use 
in  Series  5,  the  value  for  static  strength  of  30-tooth  iiieshing 
with  iO-teeth  (arc  of  action,  0.53938  in.)  is  taken  from  Fig.  4, 
Curve  A. 

31  From  Table  9  it  is  seen  that  the  static  strength  of  a 
single  tooth  of  a  30-tooth  gear  in  its  weakest  position  =  1451  lb. 
This  would  measure  the  strength  of  teeth  with  an  arc  of  action 

arc  of  action 

of  0.314  in.  or  less,  i.e.  when  the rr-ir^ =   1-    From  Fig.  9, 

'  pitch  arc     < 

Curve  A,  for  a  30-t()oth  meshing  with  a  20-tooth   the  arc  of 

action  equals  0.53938  in.  and  the  corresponding   IF  =  IGGO  lb. 

From  these  facts  and  Table  10  it  is  possible  to  construct  Table 

11  to  show   the  relationship,   under  static  ccmditions,  existing 

between  length  of  arc  of  action  and  equivalent  breaking  load. 

TABLE  11     RELATION  BETWEEN  ARC  OF  ACTION  AND  EQUIVALENT  STATIC  LOAD 


Ratio 


Arc  of  Action 


Pitch  Arc. 


Breaking  Load 

Breaking  Load 
Ratio  


0.31416 
0  31416 

1451 
1 


0,53938 


0.31416 

1660 
1.14 


=  1.72 


2118 
1.46 


0.62814 
0.31416' 

2260 
1.66 


0.64919 


0  31416 

2453 
1.69 


■2.07 
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The  range  in  breaking  strength  due  to  varying  arcs  of  action, 
from  1  to  1.69  shown  by  this  table,  is  as  great  as  that  due  to 
form  between  20  teeth  and  150  teeth  (see  Par.  29) ;  and  it  is 
greater  than  that  due  to  variations  in  velocity  from  zero  pitch 
speed  to  over  500  ft.  per  min.  (see  Par.  21).  If  form  of  tooth 
and  velocity  are  of  sufficient  importance  to  be  taken  into  account 
in  a  formula  for  gear  tooth  strength  it  is  demonstrated  that 
there  should  also  be  introduced  a  factor  for  arc  of  action. 


P  Curve  A 

/ 

/ 

y 

^ 

urve  B 

0     0  L 

_ — - 

---' 

o 

/ 



._ — 

'-"" 

^^ 

2400 


iim. 


2000-5 


0310        0350        0,390        0450         0470         0510         Q550         0590        OWO         0.670 
Arc  of  Action,  Inches 


1800 


IWO 


MOOtc 


1200 


1000 


Fig.    9     Relation    Between    Equivalent    Breaking    Load    and    Arc    of 

Contact 


32  Further  light  is  thrown  upon  the  extent  of  the  influence 
of  the  length  of  arc  of  action  if  from  Series  1  and  2  the  tests 
involving  SO-tooth  gears  made  at  a  nearly  uniform  pitch  velocity 
are  selected.  The  following  table  gives  the  results  of  such  tests 
made  at  about  290-ft..  pitch  velocity.  Such  a  selection  makes 
the  arc  of  action  the  only  variable  factor.  The  values 
of  Table  12  are  shown  graphically  in  Fig.  9,  Curve  B. 
There  are  no  running  experiments  involving  an  arc  of  action  of 
0.31416.  But  from  Figs.  4  and  5  it  is  clear  that  the  breaking 
strength  at  300  ft.  per  min.  is  about  70  per  cent  of  the  static 
strength.    It  is  therefore  not  improper  to  assume  that  the  break- 
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TABLE     12     RELATION  BETWEEN  ARC  OF  CONTACT  AND  BREAKING  LOAD 


Run 

Speed 

Gears 

Arc  of  Contact 

Breaking  Load 

06 

290.03 

30-20 

0.53938 

1280 

7 

310.55 

30-20 

0.53938 

1109 

15 

322.01 

30-20 

0 . 53938 

1109 

16 

318.87 

30-20 

0 . 53938 

1152 

17 

322.01 

30-20 

0.53938 

1195 

Average...  .  1169 


42 

290.39 

30-30 

0.61158 

1536 

43 

290.39 

30-30 

0.61158 

1493 

44 

290.39 

30-30 

0.61158 

1451 

Average 1493 


24 

290.39 

30-40 

0.62814 

1632 

25 

290.39 

30-40 

0.62814 

1632 

26 

290.39 

30^0 

0.02814 

1648 

Average.. .  .1637 


35 
36 
37 


290.38 
290  38 
290.38 


30-60 
30-00 
30-00 


0.04919 
0.G4919 
0.04919 


1643 
1664 
1000 


38 
39 
40 


286 . 35 
292.40 
290.39 


30-80 
30-80 
30-80 


0.06209 
0.66209 
0.66209 


Average . 


.1636 


1616» 
1632 
1648' 


Average. .  . .  1632 


'  Data  indicate  that  these  values  were  lower  than  roal  strenRth  of  teeth.     See  Table  3. 

ing  strength  for  an  arc  of  contract  of  0.31416,  at  a  pitch  velocity 
of  300  ft.  per  min.,  would  l)e  7()  per  cent  of  1451  Ih.,  or  lOlG  \h. 
On  this  assumption  and  the  data  of  Table  11,  Table  13  has 
been  computed. 
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It  is  interesting  U)  nt)te  how  closely  this  agrees  with  Table  9. 
33  The  results  in  Tables  11  and  13  may  now  be  combined 
and  a  table  of  coefficients  a  constructed  by  which  the  effect  of 
the  arc  of  action  may  be  introduced  into  the  formula  for  the 
strength. 


TABLE  13    RELATION  BETWEEN  ARC  OF  ACTION  AND  BREAKING  LOAD  UNDER 
RUNNING  CONDITIONS 


Ratio: 
Arc  of 

Action 


Pitch  Arc 

Breaking 

Load 

Ratio: 
Breaking 

Load 


1016 


0.31416 


0.31416 


1016 


0.53935 


0.31416 


=  1.72 


1.15 


0.61158 


0.31416 


1493 


=  1.95 


1.47 


0.62814 


0.31416 


1637 


1.61 


0.64919 


0.31416 


1636 


=2.07 


1.61 


0.66209 


0.31416 


1632 


=2.11 


1.61 


TABLE  14  COEFFICIENTS  BASED  ON  ARC  OF  ACTION 


Ratio: 


Arc  of  Action 


Pitch  Arc 
Corresponding  a 


1.4 
1.05 


1.6 
1.1 


1.7 
1.16 


1.8 
1.24 


1.9 
1.38 


1.95 
1.47 


2.00 
1.60 


34     The  entire  formula  as  derived  from  these  experiments 
for  the  safe  equivalent  load  at  pitch  line  may  now  be  written 


spff  1.2G\ 


W  =  ^ 


va 


in  which 

W  =  safe  working  load  at  pitch  line  in  pounds 
.s  =  modulus  of  rupture  =  39,000  in  these  tests  but  or- 
dinarily to  be  taken  =  3G,000 
p  =  circular  pitch  in  inches 
f  =  width  of  face  in  inches 
k  =  factor  of  safety 
n  =  number  of  teeth  in  gear 
V  =  velocity  coefficient  from  Table  G 
a  =  arc  of  action  coefficient  from  Table  14 
35     The  general  effect  of  arcs  of  action  and  of  pitch  speed 
on  the  breaking  strength  of  gear  teeth  as  found  in  these  experi- 
ments can  best  be  seen  by  combining  Fig.  4,  Curve  A,  Fig.  5  and 
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Fig.  9,  Curves  .1  and  />   into  a  single  isometric  chart.     This  is 
done  in  Fig.  10.    The  oidinates,  as  heretofore,  represent  equiva- 


FlU.    lU       Ull.AllO.N.S    I'lKIWKK.N    \\iV    OK    .VCTIO.N,    riTCIl    SpliKD    AND    HrKAKINO 

I>OAD  Shown  Isometuically 


lent  breaking  loads  at  pitch  point  in  pounds.  One  set  of  abscissae 
represents  pitch  speeds  in  feet  per  minute;  the  other  set  repre- 
sents lengths  of  arc  of  action  in  inches. 
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30  To  complete  the  record  of  this  exi)eiiineiitation  mention 
should  be  made  of  the  tests  which  were  designated  as  Series  3. 
In  planning  these  it  was  thought  that  the  remaining  unbroken 
gears  could  have  their  width  of  face  turned  down  to  one-half 
its  previous  value,  and  then,  the  teeth  being  theoretically  just 
half  as  strong  as  those  of  the  full-width  gears,  tests  might  be  con- 
ducted at  higher  pitch  speeds  and  the  gears  ruptured  within  the 
capacity  of  the  motor.  The  observed  breaking  load  could  then 
be  doubled  as  the  breaking  load  of  the  full- width  gears  and  points 
so  obtained  be  used  to  extend  the  curve  of  direct  observations. 
The  results  of  a  very  few  tests  proved  that  this  could  not  be 
done.     The  data  and  results  are  briefly  tabulated  in  Table  15. 

TABLE  15    SERIES  3,  JULY  1,  1912 


Chang 

e  Gears 

Teste 

ears 

Width 
of 

Motor 

Net  Brake 

PitchSpeed 
Brake  Gear 

Equivalent 

Test 

Load  at 

No. 

Face 

Sprock- 

Inter- 

Inter- 

R.P.M. 

Load,  Lb. 

Ft.perMin. 

Teeth,  Lb. 

_ 

et 

mediate 

mediate 

48 

17/32 

70 

40 

30 

30 

720 

28 

508.18 

597 

49 

1   1/16 

70 

40 

30 

30 

720 

66 

508.18 

1408 

50 

17/32 

40 

20 

30 

30 

720 

28 

580.77 

597 

51 

1  1/16 

40 

20 

30 

30 

720 

62 

580.77 

Could  not 
break.    Cir- 
cuit-Break- 
er out. 

52 

1   1/16 

70 

40 

30 

30 

720 

66 

508.18 

1408 
Same  Gears 
as  Test  51 

It  is  evident  from  Tests  48-49  and  50-51  that  the  half-width 
teeth  have  not  one-half  the  strength  of  the  full- width  teeth. 
Only  speculations  can  be  offered  as  to  this  apparent  discrepancy. 
It  may  be  that  the  wider  teeth  forced  better  alignment  conditions 
without  stressing  the  teeth  unduly:  or  it  may  be  that  the  addi- 
tional mass  plays  some  part  in  shock  absorption.  But  since 
observations  could  not  be  used  to  supplement  those  on  full-width 
gears,  no  further  runs  were  made. 

37    It  would  appear  that  the  factors  of  safety  in  common  use, 
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in  so  far  as  breaking  strength  of  the  teeth  is  concerned,  while 
they  might  properly  serve  for  rough  cast  gears,  are  much  too 
large  for  modern,  accurately  cut  gears;  and  that  Mr.  Lewis  and 
Mr.  Christie  were  quite  right  in  assuming  that  the  factor  of 
safety  at  any  speed  need  not  be  more  than  double  that  which 
will  suffice  for  the  slowest  speed. 

38  A  few  words  may  be  added  about  the  geueral  design  of  (ho 
gears.  The  almost  invariable  breaking  of  the  ^O-tooth  gears, 
1  1/16-in.  bore,  Vl-ii^-  keyway,  tends  to  indicate  that  this  is  just 
about  the  maximum  limit  of  bore  which  can  be  used  with  these 
gears  while  getting  the  maximum  out  of  the  tooth  strength. 
Any  larger  bore,  it  seems,  would  simply  allow  these  gears 
to  split  at  the  kej'way  wdthout  stripping  any  teeth.  Of 
the  30-  and  40-tooth  gears,  and  of  the  projDortions  of  the  GO- 
tooth  there  can  be  no  criticism.  In  all  cases  the  failure  came 
at  the  teeth,  although  it  is  indicated  that  the  60-tooth  gears  could 
have  borne  heavier  loads  if  they  had  been  solid.  As  a  whole 
the  tests  involving  gears  with  more  than  60  teeth  were  indecisive 
so  far  as  throwing  any  light  on  the  strength  of  the  teetli  was  con- 
cerned. These  gears  were  neither  solid  nor  webbed  ])iit  had  arms, 
and  their  less  rigid  design  allowed  them  to  yield  and  fracture 
at  rim,  arms  and  hub  before  the  breaking  strength  of  the  teeth 
could  be  reached.  To  bring  the  rest  of  the  gear  up  to  the  strength 
of  the  teeth  would  seem  to  require  a  larger  diameter  of  hub, 
thicker  rims  and  heavier  arms.  In  loading  the  gears  up  to  the 
breaking  strength  of  the  teeth  considerable  difficulty  was  en- 
countered with  shearing  and  battering  of  keys.  This  was  practi- 
cally overcome  by  the  use  of  hardened  tool-steel  keys.  A  photo- 
graphic log  (Figs.  11-28)  follows  which  shows  the  manner  in 
which  the  geai's  failed. 
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Fig.  11     Key  Shkaued  in  Test  01,  Sekies  1 


Fiu,   12    20  Tooth  engauinu  '60  Tooth,  Tests  04-08  inclusive,   Series  1 
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Fig.  13     20  Tooth  engaging  30  Tooth,  Tests  M7  inclusive.  Series  2 


Fig.  U     20  Tooth  engaging  100  Tooth.  Test  03,  Sebies  1 
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Fig.    l.j     ;J0  Tooth   engaging  30  Tooth,  Tests  42-i-i  inclusive,   Series  2 


Fig.  10    30  Tooth  engaging  40  Tooth,  Tests  18-23  inclusive,  Sebies  2 
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Fni.    IT     oO    Tooth    exuahkng    4(»    Tooth,    Tests    24-2(5,    a2-:M    i.Nci-isivi 

Series  2 


B^io.  IS    30 


Tooth   ..ngauino  4U  Tooth,  Test  09.  Series  1  and  Test  2S, 
Series  2 
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FJG.    19      oO    TOOXII    ENGAGING    GO    ToOTH,    TESTS    35-37    INCLUSIVE,     Sekies    2 


Fig.  20    30  Tuuni  engaging  bO  Tooth,  Tests  38-40  incmsive.   Series  2 
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Fig.  21     30  Tooth  kngacung  SO  Tooth.  Test  45,  Series  2.     German  IIex- 
AGON^vL  Key  used  in  80  Tooth 


Fig.  22    HO  Tooth  engagikg  100  Tooru.  Tests  41  and  4G,  Series  2 
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^B           ^^^^H^^ 

i 

g)» 

Fig.  28     HO  Tooth  engaging  ITiO  Tooth,  Test  010,  Series  1 


Fig.  24     40  Tooth  engaging  40  Tooth,  Test  Oil,  Sebies  1  and  47,  Sebiks  2 
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Fig.  25      40  Tooth  engagino  (IU  Tooth,  Tests  OlU  anu  U12.  8ekies  1 


Fig.  20     40  Tooth  engaging  bO  Tooth,  Test  013.  Series  1 
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liG.  1*7      GO  Tooth  engaging  SO  Tooth,  Test  014,  Sekies  1 


Fio.  28    SO  Tooth  engagino  100  Tooth,  Test  015,   Sebies  1.     80  Tooth 

Intact 


APPENDIX  No.  1 

POINTS  FOR  FIG.  4,  CURVE  B 
39     By  Lewis  formula 


W  =  .<jp/(  0.124  — I 


I.GS4\ 

where 

s  =  SOOO  for  0  to  100  ft  per  min. 
W  =  8000  X  0.31416  x  1.0025  x  0.00  -   240 [1  ] 

s  ==  4S00  for  300  ft.  per  uiiu. 
IV  ==  4800  x  0.31410  X  1.0025  x  0.90  =  144 |2| 

s  =  4000  for  fiOO  ft.  per  niin. 
\l'  --^  4000  X  0.31410  X  1.0025  x  O.VM)  -=  120 [."'.l 
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APPENDIX  No.  2 

40  To  st?e  how  closely  tlu'  factor  of  strengLU   ij  obtained  by  the  Lewis 

0.084 

formula,  y  =  0.124  —   ,  correspoDded  to  the  forms  of  teeth  used  in 

n 
this  system,  the  following  investigations  were  made: 

41  The  teeth  were  measured  as  accurately  as  possible,  laid  out  100  times 
full  size,  parabolas  inscribed  as  shown  in  Figs.  7  and  8,  and  tiie  distances 


Fig.  29     .Showing  Assumed  Point  of  Application  of  Force  and  Resist- 
ance OF  Tooth 


from  vertices  to  pitch  point,  and  from  tangent  lines  to  pitch  point,  meas- 
ured.   The  results  are  given  in  Table  IG. 

42  Referring  to  Fig.  29,  the  load  is  assumed  to  be  applietl  at  the  end  of 
the  tooth  and  normal  to  the  profile.  The  transverse  component  =  W,  and 
the  equivalent  force  at  the  pitch  line  =  W.  The  thickness  of  tooth  at  point 
of  tangency  of  the  inscribed  parabola  =  t.  The  distance  from  the  pitch 
line  to  vortex  of  i^sirabola  =  I',  and  from  the  vortex  to  the  tangent  line  ==  I. 

s  ~  njodulus  of  rupture 

/  :=  width  of  face  in  inches 

=:  niodulus  of  section 

c 

J-  =  pitch  radius  of  gear 

Then,  from  the  theory  of  flexure. 


W'l  =  —  = 


6 


[4] 
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""-TTT '^' 

Also,  by  momouts  about  center  of  gear 

W'  (r  +  T)  =Wr. [ij] 

W  =  W  ^ [7] 

r+l' 

Substituting  value  of  W  from  [7]  in  [5] 

r             sff 
W — _   =  _L- [8] 

sf     t-      r+l' 

W  -_    —     [91 

(j      I        r 


Say 


where 


W  =  JL.  Ic [10] 

6 

t^       r+l' 

k  =--    [11] 

I        r 

By  Lewis  formula 

W  =  spfy 

Hence 

spfy  =  -$-•  * 

o 

y  =-L...: [12] 

6p 

43  To  finrl  the  factors  y  corresponding  to  the  gear  teeth  of  these  tests, 

computations  were  made  using  the  actual  dimensions  as  given  in  Table  16. 

The  results  are  formulated  in  Table  17,  together  with  the  values  of  y  given 

in  Table  1  of  Lewis's  original  paper,  and  as  computed  from  his  formula 

0.684 

y^  0.124  — 

n 

for  15  deg.  involute,  given  in  the  American  Machinist.  June  22,  1893. 

V 

44  No  single  expression  of  the  form  r  — can  satisfy  all  of  these  val- 

n 

k  0.652  1.120 

ues  of They  call  for  a  range  from  0.124  — to  0.124  — but 

6p  n  n   ' 

0.684 

the  expression  0.124  — ,  gives  values  for  the  factor  of  strength  which 

n 

do  not  vary  by  as  much  as  5  per  cent  in  any  ca.se  from  the  values  deter- 
mined from  the  actual  tooth  dimensions. 


APPENDIX  No.  3 

DETERMINATION   OF   ARC   OF   ACTION 

45  The  tooth  coiuos  nito  contact,  iioj^McctiiiL;  for  the  present  those  cases 
of  gears  with  such  a  small  mniiher  of  teeth  that  there  would  be  Interfer- 
ence, when  the  addendum  circle  of  the  driven  gear  cuts  the  line  of  action. 
This  position  of  the  tooth  is  shown  at  c',  Fig.  30.  Contact  between  this 
tooth  and  its  mate  will  continue  until  the  addenduni  circle  of  the  driver 
cuts  the  line  of  action,  again  neglecting  those  cases  involving  interference. 
This  position  is  shown  at  c.  The  length  of  the  arc  of  action  d'd  is  impor- 
tant as  it  governs  the  number  of  pairs  of  teeth  simultaneously  in  contact. 

46  The  position  of  the  tooth  for  pitch-point  contact  is  shown  at  c.  The 
corresponding  iwint  of  taugency  of  the  line  of  action  and  the  base  circle  is 
b.  It  is  obvious  that  b"  bears  this  same  relationship  to  d ;  and  b"'  to  d'. 
Hence,  when  the  driven  gear  tooth  travels  from  position  c'd'  to  cd,  which 
is  its  complete  period  of  action,  the  base  circle  will  have  rotated  through 
the  arc  b"'b".     From  the  nature  of  the  involute  curve. 

ab  {=  db")  =  c6  +  arc  bb" 
Also 

ab  =  ac  +  cb 
Hence 

ac  =  arc  bb"  [131 

Similarly  it  can  bo  shown  that 

ac'  =  arc  bb'" [14] 

Addin-  [13]   and  [14] 

ac  +  ac'  —  arc  b"  +  arc  b'" 

Hence  cc'  =  arc  b"b"'  =  length  of  line  of  actual  action. 

47  The  cases  involving  interference  may  also  bo  considered  by  reference 
to  Fig.  30.  If  either  gear  has  so  few  toeth  that  ah'  becomes  le.ss  than  ac', 
the  value  of  b"b"'  will,  of  course,  equal  b'c  (and  not  c'c).  If  both  gears 
are  low-numbered  so  that  ah'  is  less  than  ac',  and  ab  less  than  ac,  the  value 
of  b"b"'  with  equal  b'b. 

4S  It  is  evident  from  Fig.  30  that  the  radius  of  base  circle  =  the  radius 
of  pitch  circle  x  cos  14i/^  dog.  for  the  141/2  dog.  involute  system.    Hence 

Radius  of  pitch  circle  =  radius  of  base  circle  x  sec  14i^  deg. 
and 

Arc  of  pitch  circle  corresponding  to  b"b"'  of  base  circle  =  b"b"' 
sec  14%  deg.  =  length  of  arc  of  action. 
49    The  actual  length  of  the  line  of  action  in  any  case  may  be  readily 
computed. 

1371 
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50    Referring  to  Fig.  31.  Oac  is  a  triangle  in  which 
side  Oa  —  pitch  radius  of  driver  r 


l/ne  ofAcfion 


Base  C/rc/e 
■Pitch  Circle 
■-Addendum  Circ/e 

Driven 


Fig.  30     Showing   Point  of  Initial  Contact  of  Teeth 

side  Oc  ^  pitch  radius  of  driver  plus  addendum,  r  +  a 
angle  Oac  =  90  deg.  +  14  deg.  30  niin.  =  104  deg.  30  uiin. 

r 

sin  X  =  sin  104  deg.  30  min 

r  +  a 

hence  angle  x  becomes  Icnown.    Angle  y  =  180  deg.  —  (104  deg.  30  min.  + 

angle  x) 

sin  y 

ac  =  r 

,  sin  X 

Similarly  a&  may  be  computed  for  the  driven  gear. 


Pitch  Circle  ■- 
Addendum  CircJe 
Driwr 


Fig.  31     Diagram  to  illustrate  Length  ok  T.ine  of  Action  of  Teeth 
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51     In  cases  involving  interleii-iKe  it  must  be  borne  in  mind  tbat  ah'  = 
Oft  sin  14V-!  ilt^o-  iiiul  ah  —  O'a  sin  MV^. 

TABLE  18-a    COMBINATIONS  OF  10-PITCH  GEARS 


Gear.  No.  Teeth 

ab.  Inches 

ae.  Inches 

20 
30 
40 
60 
80 
100 
150 

0.25038 
0.37557 
0.50076 
0.75114 
1.00152 
1.25190 
1.87775 

0.27182 
0 . 29605 
0.31208 
0.33246 
0.34495 
0.35345 
0.36637 

The  20-tooth  gear  is  the  only  one  in  the  set  iisetl  in  these  experiments  where  ab  is  used  less 
than  ac,  i.   e.   where  theoretical  interference  is  involved. 


TABLE  18-b     COMBINATIONS  OF  10-PITCH  GEARS 


Gear  Teeth 

Line  of  Action, 
Inches 

Arc  of  Action, 
Inches 

Driver 

Driven 

20 

30 

0.52220 

0.53938 

20 

100 

0.52220 

0.53938 

20 

150 

0.52220 

0.53938 

30 

30 

0.59210 

0.61158 

30 

40 

0.60813 

0.62814 

30 

60 

0.62851 

0.64919 

30 

80 

0.64100 

0.66209 

30 

100 

0.64950 

0.67087 

30 

150 

0.66332 

0.68514 

40 

40 

0.62416 

0.64469 

40 

60 

0.64454 

0.66575 

40 

80 

0.65703 

0.67866 

60 

80 

0.67741 

0.69970 

80 

100 

0.69840 

0.72138 

In  all  these  cases  except  those  involving  20-tooth  gears  the  line  of  action  equals  the  sum  of 
the  respective  ac'a.  In  cases  involving  the  20-tooth  gears  it  equals  the  ab  of  the  20-tooth  plus 
the  ac  of  the  20-tooth. 

52  From  the  values  of  aft,  aT)\  ac  and  ac'  so  computed  the  length  of  the 
actual  line  of  action  in  any  given  case  liecomes  known.  This  gives  the 
length  of  the  corresponding  arc  6"  b'"  and  multiplying  this  by  sec  14^^  deg., 
the  actual  length  of  the  arc  of  action  Is  obtained. 

53  Tables  18-a  and  18-b  give  the  results  of  such  comDutations  for  the 
combinations  of  10-pltch  gears  used  in  these  tests. 


APPENDIX  No.  4 

DERIVATION  OF  FORMULA 

I  r.               1-26  \ 
W  ==  spt  I  0.154  — \ 

\  ~     / 

54     Assuming  the  Lewis  form  of  expression 

as  the  general  formula  in  which  the  values  of  r  ami  jj  are  to  be  determined, 
it  is  known  that 

s  =  30000  in  all  cases 
p  =  0.31410  in  all  cases 
/=  1.0025  in  all  cases 
W  =-  11S4  when  n  =  20 
=  1451  when  n  ==  30 
=  1608  when  n  =  40 
spf  =  13018 
When  »  =  20 

1184  =-  1301S  (  df  —  _^-  ) [151 

V     2o; 

0.091  =  X  —S- [15a] 

20 

1.82  =20  X  —  y [156] 

Similarly  when  n  =  30 

1451  =-  1301SI  X  —  !L\ [16] 

V  ^V 

0.112  =  X  —JL    [16a] 

30 

3.36  =:  30  .r  —  // [16&] 

Ai'd,  when  n  =  40 

1608  =  13018 (  I  —  JL] [17] 

0.123  =  X  —  — [ITrt] 

40 

Subtrtctin},'  |  l.-)M   from  [16ft] 

30  X  —  J/  =  3.36 
20  X  —  y  =  1.82 
Wx       :     =  1.54 
X  =  0.154 
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Substituting  In  [15o] 

O.OGl  =  0.154  - 

V 
20 

^=  0.0G3 
20 

• 

Tlierefore 

y  =.  1.26 

1375 


n  n 

Check 

0.in4  —\^^  0.091     when  n  =  20 
20 

0.1  r.4  —\^  =  0.112    when  n  =  30 

30 
0.154  —  1  26 

'jf^  =  0.1225  when  »  =  40 

40 
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DISCUSSION 

Luther  D.  Burlingame.  An  apparent  reason  for  the  differ- 
ence in  results  obtained  by  Professor  Marx  and  what  is  shown 
by  the  Lewis  formula  is  that  of  the  distribution  of  the  load:  is 
it  considered  to  be  divided  so  as  to  be  taken  by  several  teeth,  or 
is  it  figured  to  come  all  on  one  tooth  ?  In  a  series  of  tests  where 
all  the  conditions  are  ideal  the  load  may  be  considered  as  dis- 
tributed over  several  teeth.  In  actual  use,  however,  it  is  often 
the  case  that  one  tooth  must  take  the  entire  load,  due  either  to 
material  getting  between  the  teeth  of  gears  or  to  wear,  faulty 
alignments,  etc.  Such  conditions  often  bring  the  load  not  only 
on  one  tooth,  but  on  one  corner  of  a  single  tooth  so  that  it  seems 
proper  that  as  far  as  the  strength  of  arms  and  rims  is  con- 
cerned that  this  should  be  taken  into  consideration.  The  fact 
that  in  actual  practice  we  often  see  teeth  of  standard  gears  of 
the  sizes  in  question  broken  out  where  the  arms  and  rims  remain 
intact  would  go  to  prove  this  statement,  and  it  is  believed  that 
this  should  have  consideration  in  proportioning  the  arms  and 
rims  for  general  use.  Whenever  greater  strength  is  required  it 
is  possible  to  use  a  coarser  pitch  which  provides  also  a  heavier 
rim  and  arms. 

The  tests  recorded  in  this  paper,  carried  as  they  are  to  the 
extreme,  are  interesting  as  showing  possibilities  and  limitations 
under  a  uniform  distribution  of  load.  There  are,  however,  many 
varying  conditions  and  commercial  gears  are  designed  to  meet 
the  average  of  these  conditions.  At  any  rate  it  is  safe  as  far 
as  the  strength  of  teeth  is  concerned  to  provide  for  one  tooth 
taking  the  entire  load. 

R.  E.  Flanders.  The  work  of  Professor  Marx  appears  to  be 
the  most  important  in  the  line  of  gearing  investigation  that  has 
been  made  public  since  Mr.  Lewis's  paper  was  presented  many 
years  ago.  The  thing  has  been  done  that  most  needed  to  be 
done:  that  is,  actual  breaking  tests  have  been  made  of  gears 
running  at  heavy  loads  and  high  spec<l.s.  These  investigations 
must  have  been  expensive  in  time,  power,  and  material,  and  this 
expense  is  probably  what  has  hindered  the  carrying  on  of  exten- 
sive experiments  of  this  kind  up  to  this  time. 

It  has  been  generally  recognized,  I  think,  by  designers  that  the 
Lewis  formula  gives  an  excess  of  strength  when  dealing  with 
well  made  and  nicely  cut  gears.     In  machine  tool  work  it  has 
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been  customary  to  make  the  gears  considerably  smaller  than  Mr. 
Lewis's  rules  call  for.  As  the  author  points  out,  Mr.  Lewis  left 
that  matter  open,  admitting  that  there  were  no  data  for  deter- 
mining the  effect  of  speed  on  strength.  This  paper  gives  reliable 
data  of  that  sort  for  the  first  time. 

I  would  like  to  see  Professor  Marx  carry  his  experiments  a 
little  further  so  that  the  questions  of  the  strength  of  gear  teeth 
under  running  conditions  may  be  settled  as  nearly  as  such  a  thing 
can  be  settled.  With  that  end  in  view  I  would  make  the  follow- 
ing suggestions : 

The  work  of  which  this  paper  is  a  record  naturally  sums  itself 
up  in  usable  form  in  the  formula  in  Par.  34.  Here  the  safe  work- 
ing load  is  made  a  function  of  the  modulus  of  rupture  of  the 
material  used,  the  pitch  of  the  gear,  the  width  of  face,  the  factor 
of  safet}'^,  the  number  of  teeth,  a  velocity  coefficient,  and  a  coeffi- 
cient reckoned  from  the  arc  of  action.  There  are  certain  consid- 
erations, some  of  them  hinted  at  in  the  paper,  which  would  make 
it  seem  wise  to  experiment  further  before  writing  out  the  form- 
ula definitely.  The  following  factors  may  be  mentioned  as  being 
still  uncertain:  dynamic  strength  of  the  material  used;  the  fine- 
ness of  pitch  in  cast-iron  gears;  ratio  of  the  pitch  to  the  width 
of  the  face;  accuracy  of  tooth  shape;  and  the  advisability  of 
using  the  arc  of  action  in  the  calculation. 

In  regard  to  the  dynamic  qualities  of  the  material,  is  it  safe 
to  use  Table  6  for  all  materials?  Does  not  the  strength  of  a 
gear  running  at  high  speed  depend  more  on  the  dynamic  quali- 
ties of  the  metal  than  on  the  static  strength?  Would  the  coeffi- 
cients of  Table  6  derived  from  cast  iron  be  correct  when  used  for 
mild  steel  or  when  used  for  special  heat  treated  alloy  steels,  such 
as  used  in  automobile  practice? 

Is  it  safe  to  use  comparatively  fine  pitch  cast-iron  gears  as  a 
basis  for  a  general  rule?  The  teeth  of  a  fine  pitch  gear,  close 
to  the  skin  of  the  casting,  might  have  quite  different  character- 
istics from  the  material  in  the  interior,  which  is  the  material 
tested  by  specimens  taken  as  were  those  shown  in  Fig.  6.  It 
would  seem  that  experiments  should  be  carried  out  as  well  with 
more  homogeneous  metals. 

Par.  36  indicates  that  further  experiments  should  be  carried 
out  relating  to  the  effect  of  the  width  of  face.  Is  it  wise  to  give 
the  formula  in  its  present  incomplete  condition,  which  makes 
strength  directly  dependent  on  the  width  of  face? 
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It  is  also  important  to  know  how  much  the  accuracy  of  the 
cutting  eil'ects  the  strength  of  the  gears  at  high  speed.  All 
grades  of  accuracy  are  used  in  commercial  work.  To  investigate 
this  matter  it  might  be  possible  to  tr}'  two  or  three  sets  of  gears, 
one  made  with  the  cutter  set  central,  the  next  with  the  cutter 
set  otf  center  0.002  in.,  and  the  other  with  the  cutter  set  off  center 
0.003  in.  or  0.004  in.  The  chances  are  that  an  investigation  of 
this  kind  would  show  that  a  high  premium  is  put  on  accuracy 
of  cutting  from  the  standpoint  of  strength.  If  this  is  so,  it 
should  be  definitely  known,  though  it  is  not  practicable  to  include 
this  factor  in  a  formula. 

In  regard  to  the  matter  of  the  arc  of  action  coefficient,  taken 
from  Table  14,  I  am  strongly  averse  to  using  this.  It  is  safest 
to  follow  Mr.  Lewis's  scheme  of  considering  the  whole  load  as 
acting  on  one  pair  of  teeth.  It  is  all  very  well  to  distribute 
the  load  between  two  or  more  teeth  if  properly  cut  and  accu- 
rately m(timted  and  7ic7v  gears;  but  gears  properly  cut  and  accu- 
rately mounted,  after  being  run  under  severe  conditions  for  long 
periods  of  time,  do  certainly  wear  away  from  their  true  shape 
and  tend  to  take  the  bearing  on  one  pair  of  teeth  at  a  time,  this 
bearing  being  usually  located  near  the  pitch  line  where  the  least 
wear  comes.  It  is  therefore  not  safe  in  my  opinion  to  make  any 
provision  for  distributing  the  load  over  two  or  more  pairs  of 
teeth.  This  is  an  ideal  rather  than  a  practical  condition,  and 
is  obtainable  only  with  mechanism  that  is  brand  new. 

I  have  indicated  lines  of  experimentation  that  seem  to  be  nec- 
essary before  an  authoritative  formula  can  be  given  for  the 
strength  of  gear  teeth ;  but  the  amount  of  experimenting  neces- 
sary to  determine  these  various  undetermined  factors  is  well  nigh 
staggering,  both  from  the  standpoint  of  time  and  of  expense. 
Such  experiments  would  have  to  extend  over  a  long  period  of 
time.  It  might  be  possible  to  reduce  the  expense  in  the  following 
manner : 

Suppose  that  instead  of  generating  a  tremendous  horsepower 
and  then  absorliing  it  all  in  a  brake,  the  apparatus  is  so  con- 
structed that  all  the  motor  does  is  to  furnish  the  power  absorbed 
by  the  loss  in  friction.  This  is  what  Mr.  Lewis  did  with  the 
apparatus  described  in  his  paper.^  As  built  the  scheme  has  the 
difficulty  that  the  load  is  fixed  before  the  gears  are  started  uj); 

1  Tnins.  Am.  Soc.  M.  E.,  vol.  32,  p.  823. 
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they  cannot  be  loiidod  while  in  operation.  Uiit  it  is  conceix  ahle 
that  the  mechanism  miaht  he  designed  sd  that  the  h)ad  coidd 
l»e  applied  gradually  u])  to  the  breaking  point  oi"  the  gears.  One 
way  would  be  to  take  Professor  Kenerson's  transmission  dyna- 
mometer and  run  it  backwards;  that  is,  use  the  fluid  in  the 
dynamometer  for  applying  the  load,  instead  of  using  it  to  meas- 
ure the  load.  The  conditions  Avould  be  the  same  as  in  dynamo 
and  motor  testing,  where  the  dynamo  and  motor  run  together, 
and  no  power  is  absorbed  except  that  due  to  the  losses.  This 
would  solve  the  dilKculty  of  the  heavy  power  expense,  and  the 
large  size  motor  and  brake  reijuired  for  any  experiments  with 
coarse  pitch  gears. 

Furthermore,  in  the  matter  of  experiments,  why  is  it  not  a 
legitimate  field  for  linancial  assistance  from  the  Society  itself? 
Gears  are  used  in  almost  every  conceivable  branch  of  mechanical 
engineering.  The  strength  of  gears  is  one  of  the  most  impor- 
tant and  one  of  the  least  understood  calculations  in  the  design 
of  mechanism.  If  a  fund  is  ever  available  for  research  work, 
here  is  a  suitable  field  for  it. 

It  is  to  be  hoped  that  Professor  ^larx  will  be  able  to  under- 
take further  investigation  along  the  lines  suggested  so  as  to  add 
something  to  the  splendid  work  he  has  already  done  in  this 
matter  of  the  strength  of  gear  teeth. 

W.  S.  IIusox.  My  remarks  may  not  bear  directly  on  the  paper, 
but  they  are  based  on  analyses  from  experience  coupled  with 
formulae  and  are  given  to  try  to  point  out  some  hidden  causes 
that  formulae  cannot  cover.  Assuming  a  gear  must  be  made 
of  a  certain  metal,  if  the  teeth  are  not  strong  enough  a  coarser 
pit^h  is  necessary  unless  some  extraneous  condition  affects  the 
strength. 

Often  more  attention  is  paid  to  the  selection  of  a  cutter  and 
the  cutting  of  the  blank  than  to  getting  shafts  or  bearings  in 
proper  alignment,  so  that  the  teeth  do  not  bear  evenly  and  are 
subjected  to  improper  strain  and  wear,  and  in  cases  of  close 
working  fit,  teeth  bearing  crosswise  on  their  opposite  sides  create 
noise  and  undue  wear.  This  is  also  the  reason  why  wide  face 
gear  teeth  sometimes  break  out  and  narrow  faces  do  not,  al- 
though the  teeth  wear  away  more  in  the  latter  case. 

CJear  cutters  are  often  blamed  for  improperly  mounted  gearing, 
and  while  it  is  an  absolute  rule  to  have  gear  blanks  of.  proper  size 
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and  to  keep  cutters  sharp,  the  whole  purpose  is  defeated  if  the 
same  care  is  not  observed  in  the  final  assembly  of  the  intermeshed 
gears. 

Involute  teeth  of  29  deg.  in  some  cases  under  observation 
showed  peculiar  radial  marks  and  a  sliding  action  between  the 
teeth.  It  has  been  suspected  that  there  is  a  tendency  created  by 
the  sliding  to  cause  the  teeth  to  pull  away  from  their  rim,  and 
in  the  case  of  cast  iron  finally  break. 

Four-degree  involute  teeth  do  not  seem  to  have  these  features. 
Apparently  they  roll  together  better  and  Avhile  they  may  not 
wear  so  long,  they  have  a  reasonable  length  of  life.  They  are 
not  so  strong  at  the  root  of  the  tooth,  but  it  is  doubtful  if  teeth 
of  given  pitch  break  under  a  load,  the  29-deg.  teeth  would  be 
sufficient,  hence,  the  safer  method  of  the  coarser  pitch. 

Teeth  which  stood  up  under  belt  drive  now  break  when  motor 
driven,  due  to  the  shock  of  quicker  starting  and  in  some  cases 
too  sudden  stoppage  by  magnetic  brake. 

W.  H.  DiEFEXDOKF  asked  in  vieAV  of  the  fact  that  the  experi- 
ments were  conducted  w^ith  10-pitch  teeth  at  light  load,  with 
the  load  on  the  teeth  doubtless  much  below  the  elastic  limit  of 
the  material,  if  it  would  not  be  well  to  make  experiments  for 
the  purpose  of  comparison  where  the  loads  were  extremely  heavy 
and  to  approach  the  elastic  limit  of  the  material. 

J.  Sellers  Bancroft.     When  Mr.  Lewis  made  his  experiments 

on  the  duration  of  teeth  at  the  shops  of  the  William  Sellers  Com- 
pany the  lubrication  of  the  bearing  across  the  face  of  the  gear 
was  quite  as  important  as  the  actual  breaking  strength  of  the 
teeth.  It  was  the  breaking  away  of  the  teeth  in  service  that  led 
him  to  adopt  the  formula. 

William  Kent  said  that  Mr.  Lewis's  formula  seemed  to  err, 
if  it  erred  at  all,  in  the  direction  of  safety,  which  was  a  very 
good  fault.  His  experiments  and  researches  were  made  20  or 
more  years  ago  when  the  average  practice  in  the  foundry  was 
not  as  good  as  it  is  at  the  present  time,  and  the  average  cast  iron, 
with  which  he  had  to  deal,  was  probably  not  as  strong  as  it  now 
is.  Table  7  gives  the  modulus  of  rupture  in  these  tests  as  rang- 
ing from  37  to  47,  showing  that  cast  iron  has  considerable  vari- 
ability, which  must  be  taken  into  consideration  in  all  work  on 
gears  or  anything  into  which  cast  iron  enters. 
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C.  H.  NoRTojs.  We  have  been  carrying  on  experiments  to 
eradicate  defects  similar  to  what  Mr.  lluson  has  experienced  in 
the  printing  press  business.  We  have  customers  for  grinding 
machines  who  desire  to  produce  perfect  cylinders,  as  determined 
by  rubbing  the  ground  work  in  a  very  perfect  hole;  and  after  a 
slight  abrasion  of  the  surface  occurs,  no  error  should  be  discerni- 
ble. For  years  this  seemed  to  be  impracticable  as  it  was  found 
that  an}'^  intermittent  motion  in  the  transmission  of  power  to 
the  machine,  either  through  gearing,  belting  or  other  means, 
would  cause  the  lines  spoken  of  b^^  Mr.  liuson. 

We  therefore  devised  an  instrument  to  detect  the  error  of 
spacing  in  gears  based  (m  the  principle  used  in  detecting  errors 
in  surface  plates,  by  rubbing  one  j)late  upon  another.  The  plan 
consisted  in  having  two  axes  of  exactly  the  same  center  distance 
as  those  upon  which  the  gears  were  to  run.  These  axes  were 
made  to  revolve  at  a  uniform  ratio  as  nearly  as  skill  could  make 
them.  The  gears  to  be  tested  were  mounted  on  these  axes  and 
the  surfaces  of  the  teeth  brought  into  rubbing  contact,  placed 
in  a  bath  of  oil  with  a  minute  amount  of  abrasive  of  the  nature 
of  Hindoostan  stone,  not  emery,  and  run  together  for  a  short 
time  with  the  axes  rotated  at  the  uniform  ratio  of  speed  by  an 
independent  means. 

The  connection  between  the  axes  was  by  worm-gearing,  made 
as  perfect  as  possible,  not  by  bobbing  the  gears,  but  simply  gash- 
ing them.  The  two  worms  were  on  the  same  axis  and  the  two 
wormwheels  in  the  same  plane,  having  one  of  the  worms  adjusta- 
ble on  its  shaft  to  enable  the  spaces  of  the  teeth  of  the  gears  to 
be  tested,  to  be  brought  into  contact  as  mentioned. 

It  will  be  found  in  such  a  test  that  some  of  the  teeth  bear  in 
one  place  and  do  not  in  another.  I  believe  that  these  errors, 
while  not  of  much  conse<iuence,  and  not  practicable  to  overcome 
in  any  machine,  can  be  remedied  by  running  the  gears  together 
for  a  short  period  of  time  until  all  the  teeth  touch  and  by  using 
the  gears  in  the  same  relative  position  in  which  they  were  placed 
in  the  testing  api)aratus,  unless  the  number  of  teeth  should  be 
odd,  in  which  case  more  perfect  gearing  would  be  produced. 

William  C.  Mausiiall.  I  have  always  understood  in  connec- 
tion with  the  Lewis  formula  that  the  tooth  was  designed,  not 
on  the  basis  of  continuous  running,  but  so  that  when  one  tooth 
was  brought  against  another  tooth  with  the  full  force  of  a  blow, 
the  tooth  could  stand  up.     Professor  Marx  said  nothing  about 
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that  for  the  teeth  were  running  at  constant  speed.  Another  point 
to  be  considered  before  making  a  direct  comparison  of  fornudae 
is,  are  tlie  lengths  and  depths  of  the  teeth  the  same  in  both 
experiments'^ 

Professor  Marx  says  nothing  about  Mr.  liarth's  modification 
of  the  formula  which  does  not  give  exactly  the  same  results  as 
Mr.  Lewis.  Mr.  Lewis  gives  the  pressure  allowed  on  the  tooth 
as  a  certain  amount  up  to  100  ft.  per  min.  for  cast  iron.  Mr. 
Barth  modifies  that  and  gives  an  expression  for  the  stress  S  on 
the  tooth  b}'  means  of  the  following  formula 

600      _ 
^Bgoo  -f  F  ~  ^ 
where  S  =  static  stress  and  V  =  velocity  in  ft.  per  min. 

Another  point  not  brought  out  in  the  paper  is  whether  or 
not  the  shafts  were  made  exactly  parallel.  All  the  teeth  broke 
off  in  a  straight  line  along  the  bottom  and  none  were  fractured 
from  the  top  down  to  the  bottom  on  the  other  side,  which  is  the 
case  usually  met  with  in  cast-iron  gears. 

T.  M.  Phetteplace.  Professor  Marshall  has  brought  out  a 
point  I  ha^^e  been  considering,  e.g.,  whether  the  teeth  broke  off 
as  a  whole  tooth  or  not.  The  method  of  fracture  would  indicate 
that  the  shafts  were  parallel,  but  in  most  of  the  cases  I  have 
seen  in  actual  practice  the  tooth  broke  in  the  corners,  the  shafts 
being  out  of  line.  If  gears  are  to  be  designed  to  carry  loads, 
1  think  they  should  be  calculated  to  resist  the  load  applied  at 
the  corner  rather  than  along  the  entire  width. 

The  pitch  is  so  small  that  it  applies  to  gears  where  it  is 
usually  difficult  to  obtain  any  idea  of  what  the  load  might  be, 
and  that  in  such  cases  the  trial  method  is  the  cheapest  and  best 
in  securing  gears  of  sufficient  strength.  Similar  tests  on  gears 
of  a  No.  5  pitch,  and  under,  would  be  of  more  value.  I  would 
suggest  also  that  if  a  larger  motor  could  be  used  in  this  apparatus 
that  tests  on  gears  with  larger  teeth  would  l)e  more  interesting, 
and  possibly  some  tests  on  sliafts  that  were  not  in  line. 

The  question  of  tilting  is  always  important  in  the  strength 
of  gears,  but  since  that  occurs  so  much  in  small  gears  it  detracts 
from  the  value  of  the  test.  Another  thing  of  importance  in  esti- 
mating the  strength  of  gears  from  the  viewpoint  of  a  designei- 
who  wishes  to  figure  on  gears  is  that  on  small  gears  there  is 
hardly  any  necessity  for  conducting  such  a  test,  since  they  are 
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flioap  oiKin^h  to  tost  directly  on  the  niacliiiies.  The  fonmihi  is 
ot"  vahie  only  \vheu  it  contaiiis  some  symhol  for  the  tensile 
strength  of  the  material.  'J'liis  is  an  I'mpii-ica!  roninila  for  cast 
iron,  althoiiu'h  it  contains  someihinu'  that  is  based  on  a  physical 
test  of  cast  iron. 

I  would  suggest  that  the  metal  (lirown  i^  Sharpe  cast  iron)  of 
which  the  gears  were  made  ho  tested,  if  possible.  Perhaps  a 
sample  cou^jon  conld  he  poured  or  some  test  specimens  made  at 
the  same  time  the  gear  was  being  made,  so  that  the  tensile  strength 
of  this  cast  iron  conld  be  known  and  in  this  way  an  expression 
be  ohtained  that  might  possibly  apply  to  other  materials. 

¥j.  p.  Lkslky.  From  Par.  M  and  Table  15  it  ap|)ears  that 
10-pitch  cast-iron  gears  of  17/32-in.  face  are  not  half  so  strong 
as  the  same  pitch  gears  of  1  1/10-in.  face.  The  writer  observed 
•several  of  the  tests,  the  results  of  which  are  embodied  in  the 
paper,  and  was  present  when  Professor  Marx  presented  an  ab- 
stract of  the  paper  to  the  student  society  of  mechanical  engi- 
neers at  Stanford  University.  When  the  above  peculiarity  was 
mentioned  in  the  discussion,  the  writer  advanced  the  following 
as  a  reason : 

The  cut-down  gears  were  narroAved  in  face  by  turning  on  both 
sides.  The  outer  metal  of  the  casting,  which  is  the  stronger 
portion  because  of  more  rapid  cooling,  Avas  thus  wholly  removed. 

In  order  to  test  the  reliability  of  the  writer's  contention,  the 
folloAving  experiments  were  made:  Several  pieces  of  iron  were 
cast  in  the  university  foundry  1%  in-  square  by  6  in.  long.  These 
were  all  cast  in  one  flask  and  from  the  same  ladle  of  metal. 

A  part  of  these  castings  were  nulled  to  lU  in.  by  1  in.,  1/10  in. 
being  taken  from  two  opposite  sides  and  5/10  in.  from  each  of 
the  other  two  sides.  Others  were  milled  to  V^  in.  S(|uare,  5/10  in. 
being  taken  from  all  sides  of  the  casting.  Still  others  were  milled 
to  i/o  in.  s(|nare.  1/10  in.  being  taken  from  one  side  <d"  the  casting, 
J)/10  in.  from  the  o])p()site  side,  and  5/l(;  in.  from  each  of  the 
other  sides. 

These  pieces  were  then  bmken  in  llexin-e  with  the  following 
i-esults : 

A\KRAGK   MoiUTLUS 
SpKriMEN  OF  RUITURK,  Lb. 


J^  in.  by  1  in 42,700 

}4  in-  sq.,  center  of  casting 33,000 

H  in.  sq.,  side  of  casting > 44,500 
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It  would  appear  from  these  experiments  that  had  the  gears 
been  cut  to  half  width  from  one  side  only,  they  would  have  been 
half  as  strong  as  the  original  gears. 

WiLPRED  Lewis.  The  paper  under  discussion  is  an  important 
contribution  to  a  subject  which  has  been  awaiting  the  light  of 
experimental  research  for  many  years,  and  the  author  is  to  be 
congratulat€d  as  the  first  to  demonstrate  in  a  practical  way  the 
elfect  of  speed  on  the  strength  of  well-made  gears.  It  is  not  sur- 
prising that  the  diiferences  observed  should  be  so  little  between 
the  limits  imposed,  but  these  are  hardly  wide  enough  to  be  con- 
clusive and  it  is  to  be  hoped  that  further  experiments  will  be 
made  on  heavier  gear  teeth,  both  cast  and  cut,  at  speeds  extending 
to  3000  or  4000  ft.  per  min.  Enough  has  been  done,  however,  to 
demonstrate  the  possibility  of  producing  gears  of  small  pitch 
so  well  formed  and  spaced  as  to  distribute  the  working  load  over  . 
more  than  one  pair  of  teeth  in  action,  but  the  question  still  re- 
mains whether  such  distribution  can  be  safely  rel-ied  upon  in 
actual  practice  with  gears  of  larger  size  and  heavier  pitches  when 
not  cut  to  the  high  standard  of  perfection  attained  by  the  Brown 
&  Sharpe  Manufacturing  Company.  It  is  well  known  also  that 
small  test  specimens  generally  develop  higher  unit  stresses  than 
large  ones  and  for  this  reason  the  values  obtained  for  10-pitch 
gears  may  be  misleading  when  applied  to  heavier  pitches.  An- 
other consideration  is  the  allowance  to  be  made  for  wear  and  also 
the  eflfect  of  repeated  and  reversing  loads  upon  the  strength  of 
the  teeth. 

It  would,  however,  be  rather  difficult  and  expensive  to  repeat 
the  experiments  as  made  by  Professor  Marx  on  a  much  larger 
scale,  and  one  important  item  in  the  work  would  be  the  power 
required  to  determine  the  effect  of  high  speed  on  strength.  The 
cost  of  power  for  such  a  test  could,  however,  be  reduced  to  one 
or  two  per  cent  of  that  used  by  the  author  if  the  load  on  the 
teeth  were  self-contained  and  not  transmitted  to  a  friction  brake, 
the  reference  being  to  the  apparatus  used  by  the  writer  in  meas- 
uring the  friction  of  gear  teeth  as  shown  and  described  in  his  re- 
port to  the  Society  in  lOlO.^  The  principle  there  employed  could 
be  used  to  advantage  in  a  modified  form  of  apparatus,  whereby 
the  load  on  the  teeth  could  be  adjusted  as  desired  and  broken  gears 
could  be  readily  removed  and  replaced.    This  is  offered,  however, 

'  Trana.  Am.'Soc.'M.'E.,  vol.  32,  p.  823. 
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as  a  sutjgestiDii  fur  lurthor  experiments  rather  than  as  a  criticism 
of  the  good  work  ah-eady  done. 

It  is  true,  as  Professor  Marx  points  out,  that  the  work- 
ing stresses  suggested  by  the  writer^  as  appropriate  for  dif- 
ferent speeds,  were  based  upon  the  factors  of  safety  talven  by 
Mr.  Cooper  from  E,  E.  Walker  of  Newcastle-under-Lyme,  but 
the  working  stress  of  8000  lb.  per  sq.  in.  was  adopted  advisedly, 
and  not,  as  suggested  by  the  author,  through  an  oversight  of  the 
well-known  ditierence  between  the  tensile  strength  of  cast  iron 
and  its  modulus  for  cross-breaking.  My  object  in  presenting  cer- 
tain assumed  values  for  the  permissible  working  stresses  at  vari- 
ous speeds  was  to  use  the  best  light  available  and  keep  on  the 
safe  side,  and,  as  Professor  Marx  has  very  proj)erly  inferred,  the 
values  given  were  tentative  only  while  awaiting  the  results  of 
just  such  experiments  as  he  has  made.  Probably  Mr.  Walker 
meant  his  factors  of  safety  to  apply  to  the  breaking  load,  and 
from  his  point  of  view,  perhaps,  a  factor  of  3  would  correspond 
to  a  fiber  stress  of  12,000  lb.  per  sq.  in.  in  the  accepted  formula 
for  cross-breaking,  but  from  my  point  of  view,  as  I  will  now 
explain,  a  factor  of  3  should  not  allow  a  fiber  stress  greater  than 
one-third  of  the  ultimate  tensile  stress,  or  8000  lb.  for  iron  having 
24,000  lb.  tensile  strength.  The  stre.ss-strain  diagrams  for  cast 
iron  indicate  pretty  clearly  that  within  safe  working  limits  the 
stresses  and  strains  are  fairly  proportional  to  each  other,  whereas 
when  the  ultimate  strength  is  approached,  the  stresses  do  not 
follow  the  strains  and  the  material  begins  to  show  fatigue.  For 
this  reason  the  accepted  formula  for  fiber  stress  in  bending 
applies  fairly  well  to  safe  working  loads  but  is  very  wide  of  the 
mark  when  ultiuiate  loads  are  concerned.  In  other  words,  it  is 
irrational  from  my  standpoint  to  assume  that  the  stress  developed 
in  bending  can  ever  exceed  the  ultimate  tensile  strength  of  the 
material.  The  higher  modulus  for  bending  over  direct  tension 
is  clearly  due  to  a  misapplication  of  the  accepted  formula  which 
takes  account  neither  of  the  modified  relations  of  stress  and  strain 
near  the  breaking  point,  nor  of  the  well-known  shifting  of  the 
neutral  axis  in  the  cross-section.  For  convenience,  however,  the 
same  formula  is  applied  to  all  cases  and  no  harm  can  result  if  it 
is  borne  in  mind  that  the  modulus  for  cross-breaking  is  simply 
a  fiction  designed  to  avoid  the  awlcward  necessity  for  a  more  ac- 

1  Proc.  of  Engrs.  Club,  Phila.,  1S93,  vol.  10;  also  American  Machinist,  May 
4,  1893. 
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curate  expression  of  the  truth.  It  varies  with  the  cross-section 
of  the  material  used  and  bears  ditt'erent  proportions  to  the  tensile 
strength  for  the  same  sections  in  various  materials.  For  ex- 
ample, rectangular  sections  in  cast  iron  may  have  a  modulus  for 
cross-breaking  about  65  per  cent  greater  than  the  tensile  strength, 
while  for  round  sections  the  modulus  may  be  100  per  cent  greater, 
and  for  flanged  beams  only  25  per  cent  greater.  Conversely,  if  3 
is  a  proper  factor  of  safety  for  direct  tension,  4.95  would  be  right 
for  rectangular  sections,  6  for  round  sections,  and  3.75  for  flanged 
beams,  because  each  of  these  factors  when  applied  respectively  to 
the  section  to  which  it  refers  leads  to  the  same  tensile  stress  in  the 
material.  It  is,  therefore,  the  safe  working  stress,  rather  than 
the  breaking  load,  that  determines  the  available  strength  of  gear 
teeth,  and  for  the  reasons  here  given  I  would  prefer  to  avoid  any 
so-called  factors  of  safety  as  misleading  and  dangerous. 

At  the  same  time  it  is  evident  that  the  breaking  load  must  bear 
some  definite  relation  to  the  safe  load  and  that  the  former  is 
more  easily  determined  by  experiment  than  the  latter.  What 
that  relation  should  be  is  to  be  judged  from  the  experimental  re- 
searches made  upon  materials  subjected  to  repeated  and  reversing 
stresses.  A  great  many  data  on  the  subject  are  available,  al- 
though not  within  my  reach  at  present,  but  for  gearing  in  gen- 
eral I  would  say  that  the  maximum  working  stress  at  sIoav  speed 
should  not  exceed  the  maximum  reversing  stress  that  may  be  in- 
definitely applied.  Many  gears,  to  be  sure,  transmit  power  only  in 
one  direction,  while  others  act  intermittently  in  both  directions; 
but  to  be  on  the  safe  side  I  would  not  in  any  case  exceed  the 
maximum  stress  indicated  for  reversing  loads,  and  from  this  I 
would  deduct  a  reasonable  margin  for  wear. 

I  am  quite  willing  to  admit  that  8000  lb.  per  sq.  in.  may  be  too 
low  for  the  working  stress  in  small  gear  teeth  when  very  accu- 
rately made,  but  there  is  a  vast  difference  between  the  results  ob- 
tained by  the  author  and  those  quoted  by  him  as  made  by  the 
Brown  &  Sharpe  Manufacturing  Company.  Their  gear  of 
110  teeth  having  the  same  pitch  and  face  showed  a  breaking 
strength  of  only  1060  lb.  at  a  speed  of  about  72  ft.  per  minute, 
whereas  the  author's  gear  of  only  30  teeth  showed  a  breaking 
strength  of  1850  lb.  at  a  speed  of  100  ft.  per  minute.  The  working 
strength  of  the  B.  &  S.  gear  of  110  teeth  would  be  325  lb.  by 
my  formula,  against  353.5  lb.  as  given  by  the  author  on  the  basis 
of  a  factor  of  safety  of  3.     My  position  is,  therefore,  pretty  well 
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sustained  by  the  l'>.  S:  8.  experiments  inado  in  ISDti,  Iml  I  woiiUl 

expect  the  gear  .s[)eiilio(l  to  sliow  a  Idvaking  .strength  <»f  JWa  X 

4.!)5  —  1()0'J  lb.,  instead  of  lOC.O  lb.,  and  this  value  almost  splits 

the  diti'erence  between  the  values  obtained  by  B.  &  S.  and  the 

author. 

I  am  not  at  all  surprised  that  the  author  has  found  a  marked 

ditference  in  strength  for  speeds  of  less  than  100  ft.  per  minute. 

Originally  I  questioned  the  advisability  of  considering  any  speed 

as  less  than  100  ft.  per  minute  because  it  would  seldom  occur  in 

nuichinery  driven  by  power,  but  afterwards  at  the  suggestion  of 

n»y  friend,  Carl  G.  Barth,  my  tabulated  factors  for  speed  were 

600 
expressed  bv  the  formnla  7n  =  — — — ; ,  where  m  =  factor  for 

600  -}-  ''-' 

speed  and  v  =  velocity  in  ft.  per  minute  at  the  pitch  line  of  the 
gears.  Mr.  Barth  adopted  this  expression  for  the  influence  of 
speed  in  his  slide  rule  for  the  strength  of  gear  teeth  and  subse- 
quently he  advocated  an  increase  in  my  working  stress  from  8000 
to  10,000  lb.  per  sq.  in.  as  more  nearly  in  accord  with  his  observa- 
tion and  experience.  Now  it  appears  from  the  author's  experi- 
ments that  a  new  expression  is  needed  for  the  value  of  m  with  a 
further  advance  in  the  safe  working  stress,  but  such  changes 
should  be  made,  if  at  all,  with  great  caution. 

The  increase  in  strength  for  speeds  in  excess  of  300  ft.  per  min- 
ute is  an  anomaly  for  which  no  adequate  explanation  has  been 
given  and  it  is  premature  to  assume  that  such  exceptional  results 
point  to  any  definite  conclusion.  The  effect  of  centrifugal  force 
is  a  negligible  quantity  in  any  practical  case  and  the  idea  of  an 
infinite  speed  causing  a  continuous  load  suggests  the  query  what 
load,  whether  nothing  at  all  between  contacts  or  double  the  actual 
pressure  as  a  live  load:  for  no  matter  what  the  speed  uiay  be,  any 
gear  tooth,  when  running,  is  necessarily  without  load  much  the 
greater  part  of  the  time.  So  far  from  the  speed  being  a  somewhat 
favorable  factor  beyond  300  ft.  per  minute,  cases  might  be  cited 
where  mortise  gears  of  wood  and  iron  have  shown  a  working 
strength  decidedly  superior  to  that  of  two  steel  gears  at  the  same 
speed,  whereas  at  moderate  speeds  the  steel  gears  would  have 
shown  much  greater  strength.  For  instance,  in  the  discussion  of 
my  paper  on  Interchangeable  Gearing,  read  before  the  Engineers' 
Club  of  Philadelphia  in  1000,  Mr.  (Jraves  mentioned  the  case  of 
two  cast-steel  bevel  gears  with  cut  teeth  running  at  3900  ft.  per 
minute  under  a  fiber  stress  of  2100  lb.  per  sq.  in.,  as  estimated 
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for  the  whole  load  distributed  along  the  end  of  a  single  tooth. 
The  resistance  of  the  material  to  abrasion  under  the  load  car- 
ried "Nvas  satisfactory,  but  at  different  times  teeth  were  broken 
out  of  the  driving  pinion  which  had  36  teeth,  5  in.  pitch,  20  in. 
face.  In  the  same  room  were  three  other  sets  of  mortise  gears 
with  steel  pinions  having  33  teeth,  51/2  in.  pitch,  20  in.  face.  The 
teeth  of  these  pinions  were  reduced  to  2^4  in.  in  thickness  at  the 
pitch  line  and  the  stress  per  square  inch  upon  them  under  the 
working  load  distributed  along  the  end  of  a  tooth  was  2200  lb. 
per  sq.  in.  The  mortise  wheels  wore  out  in  six  weeks  to  two 
months  and  were  regularly  replaced,  but  their  steel  pinions  never 
broke  and  at  that  time  they  had  been  in  service  about  seven 
years,  against  five  years  for  the  all-steel  gears  which  had  broken 
repeatedly. 

The  static  load  in  the  first  case  for  a  working  stress  of  20,000 
lb.  per  sq.  in.  would  be  114,000  lb.,  while  at  3900  ft.  per  minute 
the  teeth  broke  repeatedly  under  a  load  of  only  11,000  lb.  Com- 
menting on  this  case,  Mr.  Christie  observed  the  greater  difficulty 
of  obtaining  satisfactory  results  with  bevel  gears  than  with  plain 
spurs,  which  of  course  must  be  admitted,  but  the  reduction  in 
strength  at  the  higher  speed  is  too  great  to  admit  of  complete 
explanation  in  this  way,  and  I  think  further  confirmation  of  the 
surprising  effect  of  high  speed  on  the  strength  of  heavy  gearing 
can  readily  be  adduced,  although  1  cannot  at  this  writing  lay 
my  hand  upon  the  data  I  have  in  mind.  I  have  no  doubt  at  all 
that  the  strength  of  gear  teeth  is  appreciably  affected  by  the  size 
of  the  mating  gear,  but  I  would  not  on  this  account  consider  the 
number  of  teeth  in  the  mating  gear  as  a  factor  to  be  reckoned 
with  for  interchangeable  gearing  where  the  smallest  pinion  in  the 
system  may  engage  with  a  gear  of  any  size.  The  small  differ- 
ence in  strength  due  to  the  length  of  the  arc  of  action  depends 
upon  the  system  adopted  in  forming  the  teeth,  and  this  difference 
would  naturally  be  greater  for  teeth  cut  to  the  B.  &  S.  standard 
than  for  involute  teeth  of  greater  obliquity  in  wliich  the  arc  of 
action  is  more  nearly  constant  for  all  couibinations  of  gears. 

To  be  on  the  safe  side,  T  Avould  jirefer  to  assvnne  that  any  gear 
might  run  with  a  12-toothed  pinion,  and  fix  its  working  strength 
accordingly.  I  must  also  admit  that  the  radial  component  of 
the  driving  pressure  on  gear  teeth  has  some  effect  upon  their 
strength.  I  referred  to  this  point  in  my  original  paper  which 
the  author  has  done  me  the  honor  to  quote  so  freely,  but  I  did  not 
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then  and  do  not  now  attach  much  importance  to  it.  In  material 
like  cast  iron  which  iy  stronger  in  compression,  the  thrust  between 
centers  would  add  to  the  strength  of  the  teeth ;  whereas  in  mild 
steel,  which  is  stronger  in  tension,  the  thrust  between  centers 
would  reduce  the  strength  of  the  teeth.  Some  margin  for  wear 
is  needed  and  a  snuill  variable  of  this  class  might  reasonably  be 
included  in  that  margin  by  the  adoi)tion  of  a  somewhat  higher  or 
lower  Avorking  stress  than  would  otherwise  appear  necessary  or 
desirable.  It  is  hard  to  reconcile  the  conclusions  reached  by  Pro- 
fessor Marx  with  the  (hita  obtained  from  other  sources,  and 
although  good  ground  has  been  shown  for  doubting  the  effect  of 
speed  to  be  so  great  as  had  been  assumed,  further  corroboration, 
especially  at  high  speeds  and  with  gears  of  known  irregularities 
in  forming  and  spacing,  is  much  to  be  desired.  The  impact  due 
to  such  irregularities  as  ordinarily  occur  in  cut  or  cast  gears  may 
be  sufficient  to  account  for  the  differences  previously  assumed  in 
the  strength  of  gears  at  various  speeds,  and  until  more  data  on 
this  point  are  available  it  would  seem  unwise  to  adopt  a  new  ex- 
pression for  the  speed  factor. 

The  experiments  desired  do  not  necessitate  very  elaborate  and 
expensive  apparatus,  but  they  should  be  planned  on  a  scale  to 
include  heavier  pitches  and  much  higher  speeds.  Professor  Marx 
has  certainly  thrown  a  great  deal  of  light  upon  the  strength  of 
gear 'teeth  and  I  sincerely  hope  he  will  continue  his  experiments 
until  more  definite  conclusions  can  be  firmly  established. 

The  Aiithok.  Several  particij^ants  in  the  discussion  seem 
under  a  misapprehension  in  regard  to  the  paper  by  Mr.  Lewis 
to  which  the  author  has  gone  back  as  a  foundation  for  his  work 
and  from  which  he  has  quoted  so  freely.  The  misapprehension 
evidences  itself  in  those  who  speak  of  Mr.  Lewis's  formula  hav- 
ing been  based  upon  his  experiments.  Mr.  Lewis's  paper  to 
which  reference  is  made  was  not  experimental.  In  a  very  neat 
and  original  manner,  but  entirely  by  theoretical  analysis,  he 
showed  the  necessity  for  considering  the  variations  of  strength 
of  teeth  of  the  same  pitch  due  to  their  variation  of  form,  and 
developed  a  mathematical  expression  for  taking  this  into  con- 
sideration. Up  to  the  time  of  his  publication,  this  important 
variation  had  been  ignored  by  designers,  and  it  may  be  said 
without  exaggeration  that  his  paper  revolutionized  practice  in 
computing  gear  teeth  in  this  country. 
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There  being  no  adeijiuite  data  a\ailal)le,  he  was  compelled  to 
choose  vahies  for  strengtli  (i^  affected  hy  speed  according  to  his 
best  judgment  and  in  doing  ho  he  called  attention  to  the  lack 
of  experimentally  derived  data.  The  aim  of  the  author  has 
been  merely  to  begin  the  work  of  supplying  the  lacking  data. 
So  far  as  he  knows  this  is  the  first  systematic  experimentation 
carried  out  to  get  such  data  for  cast-iron  gears,  and  no  one  can 
be  more  fully  aware  of  the  work  that  remains  to  be  done.  The 
necessary  amount  of  experimentation  is  vast,  as  is  indicated  by 
the  various  suggestions  made  in  the  course  of  the  discussion,  and 
the  entire  field  can  be  covered  only  by  blocking  out  a  relatively 
small  portion  at  a  time  and  exploring  that  thoroughly.  Such  a 
small  field  was  selected  in  these  tests. 

It  is  to  be  noted,  however,  that  the  experiments  recorded  here 
had  a  range  of  pitch  speed  from  zero  to  1000  ft.  per  minute.  Al- 
though the  results  could  not  be  plotted  in  Figs.  4  and  5  (because 
the  teeth  did  not  break)  it  is  significant  that,  in  experiment  No. 
02,  a  20-T,  10  pitch,  C.I.  gear,  running  at  1005.3  ft.  per  minute, 
bore,  without  fracturing,  a  load  of  800  lb.  at  the  pitch  line.  Also 
(experiment  No.  14),  at  a  speed  of  731.3G  ft.,  the  20-T  pinion 
carried,  without  breaking,  the  load  of  1024  lb.  at  pitch  line. 
Such  results,  while  not  definitive,  indicate  clearly  that  the 
strength  of  these  20-T  pinions  at  1000  ft.  per  minute  was  more 
than  50  per  cent  of  their  static  strength,  and  at  731  ft.  more'  than 
60  per  cent.  Just  how  much  more  we  can  not  tell,  as,  unfortu- 
nately, these  loads  stalled  the  largest  motor  available.  In  this 
same  connection,  it  is  significant  that  (experiments  Nos.  48  and 
50)  the  17/32-in.  face  gears,  30-T  meshing  with  30-T,  showed  the 
same  strength  at  50S  and  580  ft.  pitch  s])eed;  and  that  1  l/lG-in. 
face  gears  (experiments  Nos.  49,  51  and  52),  30-T  meshing  with 
30-T,  broke  Avith  a  load  of  1408  lb.  at  a  speed  of  508  ft.,  and  could 
not  be  broken  (stalling  the  motor)  with  a  load  of  1323  lb.,  at  580 
ft.  In  the  same  way  light  is  thrown  on  the  continuation  of  the 
curve  of  Fig.  5  by  experiments  Nos.  30  and  31,  in  which  30-T  gears 
meshing  with  40-T  safely  carried  loads  of  1032  and  IGOO  lb.  at 
speeds  of  480  and  501  ft.  respectively,  clearly  demonstrating  that 
the  curve  must  lie  above  these  points,  and  to  that  extent  corrobo- 
rating the  high  results  of  experiments  Nos.  32,  33,  and  34.  The 
apparent  rise  of  the  curves  of  strength  after  a  speed  of  300  ft.  per 
minute  was  passed  is  something  that  should  distinctly  have  fur- 
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IIkt  iii\('s(iii:;ili«>ii  Ix'Tori'  it  is  in'i'oplod.  Uiil  (lii'  (U'liimislralion 
sooiii.s  :i(U'(|ii:i(('  tliiit  in  a  raiiffo  ot"  pitch  speeds  i'roiii  0  to  1(»0()  ft. 
per  minute  the  i'alliii^-  oil'  of  allowahk'  pitch  line  Unul  need  not 
lie  more  than  50  per  cent,  i)i-(»vidcd  the  conditions  otherwise,  as 
t()  reversals  of  stress  and  suddenness  of  ap|)iication  of  load,  re- 
main the  same. 

It  is  true,  as  Mr.  Lewis  and  others  remai-k,  that  these  tests 
were  carried  out  on  <|uite  small  j^ears  and  that  small  test  sjieci- 
mens  in  general  show  higher  unit  strength  than  large  ones;  but 
the  much  more  significant  fact  must  not  be  overlooked,  namely, 
that  the  gowral  hehavior  of  large  and  small  test  speei?7iens  of 
similar  proportions  is  the  same.  In  other  words,  small  speci- 
mens serve  to  show  the  lairs  of  variation  as  well  as  large  ones. 
If  such  laws  are  determined  with  small  specimens  first,  rela- 
tively few  tests  are  necessary  with  the  larger  specimens  to  check 
the  results  and  to  obtain  their  proper  allowable  unit  stresses.  It 
•is  the  author's  conviction  that  large  gears  under  similar  tests  will 
show  the  same  general  behavior,  under  variations  of  speed  and 
arc  of  action,  as  are  shown  here  by  these  small  gears,  although 
the  probability  of  irregular  results  due  to  weak  spots  will  l)e 
nmch  increased  and  the  modulus  of  rupture  probably  found  to 
be  lower  the  larger  the  teeth  tested. 

The  (|uestion  has  l)een  raised  of  the  degree  of  ]iarallelism  of 
the  shafts.  The  first  apparatus  which  the  author  designed  for 
these  tests,  in  1902,  provided  means  which  would  insure  prac- 
tically perfect  i)arallelism,  but  for  reasons  of  difliculty  and  ex- 
[)ense  of  c<mstruction  this  was  abandoned  and  the  simj)le  aj)- 
paratus  described  in  this  paper  used  in  its  stead.  The  degree 
of  accuracy  employed  in  the  construction  of  the  apparatus  and 
the  care  used  in  setting  up  the  tests  were  no  greater  than  those 
which  prevail  in  any  good  machine  shop,  and  it  was  thought 
that  the  results  would  have  greater  practical  value  for  this  very 
reason. 

The  author  is  glad  that  Mr.  Burlingame  raised  the  (puvstion 
of  the  load  coming  on  one  corner  of  a  single  tooth.  The  same 
point  is  made  by  others  in  the  discussion.  On  this  matter  ^fr. 
Lewis  said  in  his  original  paper: 

In  astimating  the  strength  of  teeth,  the  first  question  to  be  considered  is  the 
point  or  line  at  which  the  load  may  be  applied  to  produce  the  greatest  bending 
stress.  In  the  rule.s  referred  to,  the  load  is  sometimes*  assumed  to  be  applied  at 
the  pitch  line,  sometimes]^ at  the  end  of  the  tooth,  and  sometimes  at  one  corner, 
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but  in  good  modern  machinery,  the  agricultural  <.ypc  excepted,  there  is  seldom 
any  occasion  to  assume  that  the  load  is  not  fairly  distributed  across  the  teeth. 
Of  course,  it  may  be  concentrated  at  one  corner,  as  the  result  of  careless  aJign- 
ment  or  defective  design,  in  which  the  shafts  are  too  light  or  improperly  sup- 
ported, and,  for  a  rough  class  of  work,  allowance  should  certainly  be  made  for 
this  contingency,  but,  in  all  cases  where  a  reasonable  amount  of  care  is  exercised 
in  fitting,  a  full  bearing  across  the  teeth  will  soon  be  attained  in  service.  It  must 
be  admitted,  however,  that  on  account  of  the  inevitable  yielding  of  shafts  and 
bearings,  even  of  the  stiffest  construction,  the  distribution  of  pressure  may  not 
be  uniform  under  variable  loads,  and  that  the  assumption  of  uniform  pressure 
across  the  teeth  is  not  always  realized  in  the  best  practice.  To  what  extent  it 
is  reaUzed  I  shall  not  attempt  to  estimate,  but  in  general  practice,  where  the 
width  of  the  teeth  is  not  more  than  two  or  three  times  the  pitch,  the  departure 
can  not  be  regarded  as  serious.  The  conclusion  is  therefore  reached  that  in  first 
class  machinery,  for  which  the  present  investigation  is  intended,  the  load  can 
be  more  properly  taken  as  well  distributed  across  the  tooth  than  as  concentrated 
at  one  corner. 

The  author's  judgment  coincides  with  that  of  Mr.  Lewis,  and 
is  corroborated  by  his  experience  both  in  shop  practice  and  in 
these  tests.  To  get  further  light,  several  garages  have  just  been 
visited,  the  workmen  interviewed,  a  considerable  number  of 
broken  gears  examined,  and  all  the  testimony  was  to  the  effect 
that,  where  teeth  broke  at  all,  i.e.,  were  not  battered  nor  crushed 
nor  worn  out,  they  broke  across  the  entire  width  of  face,  "  as 
square  across  as  a  pipe-stem,"  one  of  the  garage  proprietors  ex- 
pressed it.  The  question  to  ask  ourselves  is  this:  In  the  case 
of  gears  whose  width  of  face  is  not  more  than  three  times  the 
circular  pitch,  have  we  actually  seen  cut,  cast-iron,  spur  gears 
with  any  of  their  teeth  broken  off  cornerwise?  Is  not  this  rather 
a  tradition,  which  has  come  down  to  us  from  the  days  of  rough 
cast  gears,  and  which  it  is  time  to  discard  when  we  consider 
modern  cut  gears  and  the  prevalent  degree  of  accuracy  in  shop 
practice  ? 

Another  fallacy  is  that  of  the  teeth  of  one  gear  strilving  the 
teeth  of  another  "  with  the  full  force  of  a  blow."  Modern  gears 
are  cut  and  adjusted  to  run  without  backlash.  If  there  is  no 
backlash,  it  is  important  to  note  that  there  can  bo  no  blow  de- 
livered to  the  teeth  of  one  gear  by  those  of  its  mate.  It  is  true 
that  the  load  comes  on  and  goes  off  in  a  single  instant,  i.e.,  a 
"  suddenly  applied,"  repetitive  .stress,  but  it  can  not  be  a  load 
"  applied  with  velocity."  No  formula  of  which  the  author  has 
knowledge  attempts  to  provide  for  anything  more  than  these 
suddenly  applied,  repetitive  stresses  at  varying  rates  of  pitch 
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speed  and  continuous  running.  For  such  cases  as  true  in- 
termittent gears,  i.e.,  with  omitted  teeth,  a  blow  is  possible;  and 
to  compute  the  resulting  stress  in  such  cases  it  is  necessary  to 
Imow  the  energy  possessed  by  the  impinging  mass,  the  equiva- 
lent mass  attached  to  the  driven  gear,  its  acceleration  at  the  in- 
stant of  impingement,  and  the  elastic  yielding  of  the  teeth  and 
attached  parts. 

The  next  point  generally  discussed  is  that  of  the  advisability 
of  taking  the  influence  of  the  arc  of  action  into  consideration. 
There  can  be  no  question  of  this  influence.    The  curves  of  Fig. 
0  show  that  the  fact  is  beyond  dispute.     That  Mr.  Burlingame, 
Mr.  Flanders  and  Mr.  Lewis  all  advise  ignoring  this  factor,  is 
worthy  of  serious  consideration.    Nevertheless,  the  author  feels 
constrained,  for  the  reasons  indicated  in  Par.  26,  to  believe  that 
this  factor  acts  just  the  same  in  practice  as  it  did  in  these  ex- 
periments and  that  it  should  no  more  be  ignored  than  variations 
in  strength  due  to  changes  of  tooth  profile.    Mr.  Flanders  states 
that  the  bearing  on  worn  teeth  is  usually  located  near  the  pitch 
line.     This  would  then  become  the  point  of  application  of  the 
load  (as  in  Fig.  8)  and  not  the  end  of  the  tooth  (as  in  Fig.  7), 
and  it  is  exactly  this  condition  of  affairs  which  the  factor  a 
provides  for.    The  factor  is  present  to  shoAv  that,  if  the  arc  of 
action  exceeds  the  pitch  arc,  a  single  tooth  can  not  get  caught 
in  its  weakest  position  to  carry  the  whole  load..    Without  this 
factor  we  provide  not  merely  that  a  single  tooth  carry  the  entire 
load  but  also  that  it  carry  it  in  its  weakest  position,  as  illus- 
trated at  A  of  Table  S,  an  assumption  contrary  to  fact.    If  some- 
thing uncrushable  gets  between  a  pair  of  engaging  teeth,  there 
being  no  backlash,  a  wreck  is  inevitable  in  any  case.     It  could 
only  be  avoided  if  the  teeth  were  strong  enough  to  bear  the 
stress  arising  from  bringing  the  machine  to   a   full   stop   in- 
stantaneously.    In  this  connection,  the  importance  of  the  tests 
suggested,  involving  the  accuracy  of  spacing,  deserves  emphasis. 
Mr.  Flanders  asks  whether  it  would  be  safe  to  use  Table  6  for 
all  materials.     That  is  a  question  which  can  be  answered  only 
by  experimenting  on  the  other  materials.     However,  cast  iron 
is  one  of  the  poorest  metals  we  have  for  resisting  anything  akin 
to  tensile  shock  and  it  would  seem  safe  to  assume  that  no  other 
material  would  show   a  more  rapid   falling  off   in   "dynamic 
strength"  with  increase  in  suddenness  of  application  of  load. 
The  author  doubts  if  it  would  be  possible  to  carry  on  breaking 
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tests  like  these  with  more  ductile  materials  such  as  steel  or 
bronze.  It  would  seem  that  the  carrying  capacity  of  such  gears 
would  be  found  to  be  limited,  not  by  the  cross-breaking  strength 
of  the  teeth,  but  by  their  capacity  to  resist  localized  crushing 
and  abrasion.  This  will  probably  be  found,  as  in  rollers,  to  vary 
with  the  square  of  the  least  radius  of  curvature  of  the  tooth  pro- 
file, pointing  to  the  desirability  of  using,  for  these  materials,  a 
form  of  tooth  having  the  flattest  possible  profile. 

Professor  Lesley's  explanation  probably  gives  the  main  rea- 
son why  the  half-width  gears  did  not  show  half  the  strength 
of  the  full-width  ones.  The  known  superior  strength  of  cast 
iron  near  its  surface  points  further  to  the  desiral)ilit3',  if  it  were 
not  too  hard  on  the  cutters,  of  rough-casting  the  teeth  for  cut- 
ting, rather  than  cutting  from  the  solid  blank  even  for  small 
pitches,  M'here  extra  strength  is  desired.  The  question  of  best 
width  of  face  needs  further  investigation.  There  are  several 
conflicting  factors  beside  those  mentioned  heretofore.  The  nar- 
rower the  face  of  the  original  casting,  the  stronger  the  material 
is  apt  to  be.  On  the  other  hand,  considering  the  form  of  the 
cross-section  of  the  tooth,  the  less  the  width  of  face  in  propor- 
tion to  the  pitch  the  lower  the  probable  modulus  of  rupture  for 
the  same  quality  of  material.  It  would  seem  that  the  best  that 
can  be  done,  in  the  present  state  of  oin*  knowledge,  will  be  to 
continue  to  assume  that  the  strength  varies  in  direct  proportion 
(o  the  width  of  face. 

]Mr.  Huson  l)riugs  out  an  important  ])()iut.  It  is  true  of  gears, 
and  many  other  machine  parts,  that  rigidity  may  actually  favor 
rupture  in  cases  of  shock.  The  capacity  to  resist  shock  depends 
not  upon  strength  alone  Init  upon  the  resilience  of  the  part;  and, 
in  this  physical  characteristic,  the  elastic  yielding  is  a  vital 
factor.  The  relative  strength,  at  high  speeds^  of  stiff,  unyielding 
teeth  and  thinner,  more  flexible  teeth,  is  one  of  the  fields  of  ex- 
perimentation yet  unexplored.  It  should  be  impartially  investi- 
gated, for  strong  conflicting  opinions  are  held  in  regard  to  it. 
It  may  be  stated.  hoAvcAcr,  without  fear  of  contradiction,  that 
the  heavier  the  attached  parts,  the  stifl'er  the  sliafts  on  which 
the  gears  are  mounted,  and  the  greater  the  ligidity  of  the  trans- 
mission througliout.  the  greater  will  be  the  induced  stresses  in 
the  teeth  due  to  shock.  Increasing  the  shock-resisting  power,  by 
increasing  the  elastic  yielding,  is  an  important  and  not  suffi- 
ciently recognized  principle  in  all  design. 
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Professor  Marshall  asks  whellu'r  the  proportions  of  the  tcrtli 
of  the  gears  experimented  with  are  siieh  as  to  iiiaice  tlieni  justly 
comparable  with  those  used  by  Mr.  Lew'is  in  the  ilevelopment 
of  his  formula.  This  is  fully  answered  in  the  ailirmative  in  l*ar. 
24  and  Appendix  No.  2  of  the  paper.  The  author  said  nothing 
al)out  Mr.  Earth's  formula  because  this  is  based  upon  Mr. 
Lewis's  assumptions  and,  therefore,  it  seemed  preferable  to  go 
back  for  purposes  of  comparison  to  the  original  source.  A  num- 
ber of  such  formulae  have  been  proposed,  but  since  they  are  all 
based  upon  merely  arbitrary'  assiunptions  it  did  not  seem  neces- 
sary nor  advisable  to  complicate  matters  by  discussing  them  in 
a  paper  whose  sole  object  was  to  snpply  a  few  facts  where  we 
had  previously  been  limited  to  speculation. 

Professor  Phetteplace  will  find  the  author's  excuse  for  making 
these  experiments  stated  in  the  early  paragraphs  of  this  closure. 
Physical  tests  of  the  gear  material,  nuide  on  specimens  cut  from 
the  gear  themselves  and  having  approximately  the  dimensions 
of  the  teeth  at  their  section  of  fracture,  will  be  found  in  Par.  22 
and  Table  7  of  the  paper.  lie  does  not  explain  why  he  holds 
the  unique  view  that  a  flexure  formula  should  contain  a  symbol 
for  tensile  strength  rather  than  one  for  the  modulus  of  rupture 
in  flexure.  One  is  also  left  in  doubt  as  to  just  how  the  tensile 
strength  tests  on  one  material  are  to  give  an  expression  that 
might  apply  to  other  materials,  and  wdiy  the  suggested  formula 
is  empirical,  rather  than  rational  wnth  empirically  derived 
values  for  its  terms. 

Mr.  Lewis  has  made  an  excellent  statement  of  the  limitations 
of  the  theory  of  flexure.  That  the  author  is  in  substantial  agree- 
ment with  him  can  be  seen  by  referring  to  the  middle  of  I*ar.  2i). 
It  was  just  because  of  recognition  of  the  variation  of  the  value 
of  the  modulus  of  rupture  with  form  of  cross-section,  that  the 
test  specimens  were  made  of  the  same  cross-section  as  the  teeth. 
As  Mr.  Lewis  aptly  says,  we  make  use  of  a  fiction  in  order  to 
avoid  the  necessity  of  using  a  very  much  more  awkward  ex])res- 
sion  of  something  nearer  the  truth.  That  is  exactly  what  all 
theories  and  .so-called  natural  laws  are,  convenient  generaliza- 
tions put  in  usable  form  for  working  purposes  of  partial  and 
near-truths.  It  may  be  that  these  teeth,  being  subject  to  com- 
pound stresses,  actually  fail  by  shear,  according  to  Guest's  the- 
ory of  stresses.  It  is  more  than  likely  that  the  apparent  stress 
of  3G,000  lb,  per  sq.  in.  corresponds  to  an  a<'tual  tensile  fiber 
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stress  of  but  24,000  lb.  But  the  author  cannot  follow  Mr.  Lewis 
in  his  next  step.  If  he  wishes  to  limit  the  actual  tensile  stress 
to  8000  lb.  this  would  permit  the  use  in  the  formula  for  flexure 
of  an  apparent  stress  of  12,000  lb.,  with  the  same  margin  of 
safety.  The  author  would  not  be  understood  as  recommending 
an  apparent  stress  of  this  high  value  for  cast  iron.  What  he 
considers  to  be  guiding  values  are  quoted  from  Mr.  Christie, 
with  the  conditions  of  their  applicability,  in  Par.  4.  The  corre- 
sponding "  actual  "  tensile  stresses  would  then  range  from  6000 
lb.  (for  slow  speed  and  steady  load)  down  to  3000  lb.  (for  high 
speed  and  reversed  stresses).  In  a  broad  way  it  is  true,  that, 
for  reversed  repetitive  stresses,  just  one-half  of  the  safe  value 
for  repetitive  stresses  between  zero  and  an  upper  limit,  is  allow- 
able. 

The  case  which  Mr.  Lewis  quotes,^  in  which  the  thinner  steel 
pinion  teeth,  meshing  with  wooden  mortise-wheel  teeth,  did  not 
break,  while  the  thicker  steel  pinion  teeth  in  mesh  with  other 
steel  teeth  did  break,  appears  to  be  a  very  good  illustration  of 
the  value  of  greater  flexibility  where  suddenly  applied  loads  are 
concerned.  This  is  confirmed  bj^  Mr.  Graves'  statement  in  dis- 
cussing the  quality  of  the  steel  of  the  various  gears :  "  As  is  to 
be  expected,  the  softer  has  resisted  breaking  the  longer."  That 
is  to  say,  the  more  ductile  material,  of  course,  showed  the  greater 
shock-resisting  power.  The  all-steel  gears  had  1/16-in.  backlash 
to  begin  with,  which  permitted  blows  as  an  accompaniment  of 
the  greatly  varying  loads,  and  how  much  greater  the  backlash 
became,  due  to  flattening  of  the  tooth  surfaces  because  of  these 
blows,  there  is  no  record  given.  Teeth  for  such  service  should 
have  the  least  possible  curvature  of  profile.  In  the  author's  judg- 
ment, a  somewhat  flexible  torsional-coupling  between  the  driven 
gear  and  its  shaft  would  have  saved  these  breakages. 

The  case,  moreover,  is  one  of  bevel  gears  and  not  directly 
comparable  to  the  spur  gears  under  discussion.  Mr.  Graves 
pointed  out  that  the  effect  of  power  transmission  in  these  cases 
was  to  throw  the  axis  lines  of  the  gears  out  of  position,  moving 
them  in  opposite  directions,  and  resulting  in  end  contact  of  teeth 
and  concentrated  loads.  He  correctly  stated  that  in  this  particu- 
lar the  question  of  maintaining  bevel  gears  is  decidedly  more 
of  a  problem  than  that  of  spur  gears.    And  that  in  the  use  of  the 
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latter  small  end  motions  of  carrying  shafts  produce  no  effect; 
while  the  wearing  of  bearings,  as  it  occurs  slowly,  adjusts  itself. 
The  just  conclusion  seems  to  be  that  these  bevel  gears  failed  be- 
cause, on  account  of  the  allowable  play,  there  resulted  faulty 
alignment  and  severely  localized  stress.  It  does  not  seem  demon- 
strated that  the  speed  was  a  vital  factor  in  their  failure. 

A  better  case  for  comparison  would  be  the  steel  spur  gears 
described  by  Mr.  Christie  in  the  same  volume.^  They  had  a  pitch 
of  4.92  in.,  as  opposed  to  that  of  .51  ^  in.  of  the  bevel  gears;  and 
had  a.  pitch  speed  of  2500  ft,  as  compared  with  the  speed  of  the 
bevel  gears  of  3100  ft.  at  their  mid-point.  They  had  the  severe 
duty  of  connecting  the  engines  to  a  rolling  mill,  yet  they  bore, 
with  perfect  satisfaction,  three  times  the  load  per  inch  width 
of  face  that  fractured  the  bevel  gears.  They  were  of  16-deg. 
involute  type  and  had  no  backlash. 

In  closing,  the  author  wishes  to  express  his  appreciation  of  the 
interest  shown  by  the  contributors  to  the  discussion,  and  his 
thanks  for  the  generous  words  of  commendation  of  his  work  that 
have  been  spoken.  In  particular  he  wishes  to  express  his  gratifi- 
cation that  Mr.  Lewis,  in  whose  work  he  found  his  source  of 
inspiration,  has  deemed  the  paper  worthy  of  the  serious  consid- 
eration shown  in  his  discussion.  He  recognizes  the  justice  of 
the  criticisms  made  on  the  limited  area  covered  by  the  investiga- 
tion and  the  value  of  the  suggestions  for  further  experimenta- 
tion. He  has  added  to  these  himself  in  this  closure  and  has 
refrained  from  mentioning  many  more  which  naturally  have  oc- 
curred to  him  in  his  long  period  of  interest  in  the  subject.  There 
is  no  danger  of  exhausting  the  field.  Those  who  have  carried 
on  similar  investigations  in  connection  with  their  regular  work 
know  how  slow  the  progress  is  and  how  little  provision  there  is 
in  this  country  for  such  work.  Meager  as  these  results  may  be, 
they  represent  holding  to  the  idea  for  full  ten  years.  The  first 
apparatus  was  designed  in  1902  and  the  paper  completed  in 
1912.  Of  course,  such  slow  progress  would  not  be  necessary  if 
the  Society  adopted  some  such  plan  for  aiding  investigations 
as  Mr.  Flanders  suggests,  or  if  we  had  National  Experiment  Sta- 
tions, adequatel}^  financed,  something  similar  to  our  Agricul- 
tural Experiment  Stations,  along  the  lines  of  those  in  Germany. 
Is  there  not  something  here  for  the  Society  to  consider  seriously? 

1  Proc.  Engineers  Club  of  Phila.,  vol.  18,  p.  59. 
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The  author  hopes  to  be  able  to  suppleincnt  this  work  some  day 
by  means  of  lar<rer  and  better  apparatus  devised  alon^  the  lines 
suggested  by  Mr.  Flanders  and  Mr.  Lewis. 
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SYMPOSIUM    ON    CEMENT 
MANUFACTURE 

DEPRECIATION  FACTOR  IN  THE   COST  OF 
PRODUCING  PORTLAND  CEMENT 

By  Fredekick  H.  Lewis,  Birmingham,   Ala. 
Member  of  the  Society 

At  the  moment  the  question  of  the  depreciation  factor  in 
tlie  cost  of  producing  portland  cement  is  commercial  rather 
than  technical.  Its  urgent  importance  as  a  business  proposition 
overshadows  its  scientific  interest.  The  manufacturers  of  cement 
have  so  notably  failed  to  define  the  cost  of  production,  that 
few  of  them  have  a  surplus  or  depreciation  fund  of  any  kind 
to  deal  with.  In  recent  years  numerous  plants  have  yielded 
returns  little  if  any  greater  than  bare  factory  cost,  and  the 
commercial  rating  of  the  industry  as  a  whole  has  suffered.  The 
value  which  a  technical  discussion  of  depreciation  may  have, 
therefore,  will  consist  chiefly  in  defining  for  the  commercial 
end  of  the  business  the  elements  which  should  be  considered 
to  make  up  a  satisfactory  price  for  a  barrel  of  cement. 

2  The  Portland  cement  industry  in  America  is  but  37  years 
old.  The  first  factory  was  built  at  Coplay,  Pa.,  in  1875.  This 
plant  grew  to  considerable  size  and  importance  during  the  25 
A^ears  ending  in  1900.  But  during  the  latter  part  of  this  period 
units  of  considerable  size  were  one  by  one  discarded  as  having 
reached  the  limit  of  their  useful  life.  The  early  developments  of 
the  American,  Atlas,  Alpha  and  Lawrence  companies  were  simi- 
larly discarded.  It  is  the  author's  judgment,  based  on  personal 
observation  only,  that  the  average  useful  life  of  plant  units  dis- 
carded in  this  way  did  not  exceed  10  years,  and  that  it  must 
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have  required  15  to  20  cents  per  bbl.  to  cover  the  depreciation 
factor.  Fortunately  at  that  time  prices  carried  an  adequate 
margin  of  profit. 

3  It  is  quite  likely  that  the  present  plant  is  more  nearly 
standardized  and  that  it  may  suffer  less  from  obsolescence.  But 
this  is  not  certain;  and  the  simple  fact  is  that  we  have  no  suf- 
ficient experience  to  justify  this  conclusion.  The  development 
of  production  has  been  so  rapid  during  the  seventeen  years  just 
past,  that  if  we  assume  increased  output  to  be  directly  repre- 
sented by  the  new  plant  (which  is  not  strictly  true),  then  we 
shall  find  that  the  average  age  of  the  plant  units  which  will  pro- 
duce this  year's  output  is  seven  years.  We  have  then  no  sufficient 
industrial  history  to  establish  our  data.  We  are  forced  to 
exercise  our  best  judgment. 

4  Fifteen  years  ago  an  English  manufacturer  stated  to  the 
writer  that  the  repair  cost  in  the  manufacture  of  cement  would 
average  six  pence  per  bbl.  (12  cents).  Subsequent  experience 
verified  this  to  be  a  reliable  estimate.  Today  the  figure  is 
probably  nearer  15  cents  because  the  mechanical  equipment 
has  been  much  elaborated  in  recent  years.  If  it  is  assumed  that 
the  necessary  capital  required  is  $1.50  per  bbl.  of  annual  output, 
then  the  ordinary  repairs  in  the  manufacture  of  cement  amount 
each  year  to  10  per  cent  of  the  entire  investment.  This  is 
not  depreciation;  it  has  nothing  directly  to  do  with  deprecia- 
tion. It  is  ordinary  repairs.  Depreciation  "  is  the  necessary 
annual  installment  of  the  annuity  which  will  amount  to  the 
first  cost  of  the  property  at  the  expiration  of  its  useful  life." 
The  cost  of  ordinary  repairs  is  merely  the  first  factor  to  be 
considered  in  estimating  the  useful  life  of  the  plant.  The 
high  cost  of  repairs  indicates  rapid  depreciation,  or  a  short 
useful  life. 

5  The  second  factor  to  be  considered  is  obsolescence — that 
form  of  depreciation  due  to  improvements  in  methods  or  in 
machines  which  makes  it  necessary  to  modify  plant  and  scrap 
machinery  which  is  still  in  good  running  order.  As  already 
indicated  we  have  few  data  in  regard  to  this.  It  may  be  accepted 
as  definitely  true,  however,  that  few  plants  could  be  successfully 
operated  today  with  the  equipment  and  arrangement  they  had  ten 
years  ago.  The  very  few  which  might  make  such  a  claim,  can  do 
so  only  because  either  by  chance,  or  by  reason  of  greater  fore- 
sight, they  happened  to  be  designed  along  the  lines  which  later 
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progress  has  followed,  riaiits  which  are  now  ten  years  ohl  or 
more  and  which  are  still  operated,  have  generally  had  large  ex- 
penditures put  into  them  for  enlargements  and  for  improvements 
in  details;  and  in  spite  of  this  are  operating  at  some  disadvantage 
by  reason  of  obsolete  machinery.  Kilns  and  power  plants  in 
particular  have  changed  notably  in  design,  and  the  economy 
of  heavier  machinery,  and  of  labor-saving  eiiuipmcnt  has  con- 
tinually claimed  recognition.  Enlargements  and  modifications 
of  plant  have  more  often  been  forced  upon  manufacturers  than 
desired  by  them.  Enlargement  beyond  a  certain  point  is  no 
longer  desirable,  but  has  frequently  been  accepted  as  the  only 
alternative  to  closing  down  the  plant.  Such  forced  enlargements 
represent,  therefore,  in  considerable  part,  depreciation  pure 
and  simple,  the  gradual  replacement  of  an  obsolete  plant  which 
will  be  as  gradually  discarded.  Yet  the  cost  has  in  most  cases 
been  paid  for  out  of  new  capital.  The  writer  has  not  sufficient 
data  to  be  able  to  express  an  opinion  on  the  cost  due  to  obso- 
lescence during  the  period  from  1900  to  January  1,  1912.  No 
one  familiar  with  the  facts  will  doubt  that  it  has  been  large. 

6  A  third  factor  to  be  considered  in  estimating  depreciation 
is  loss  of  profits  due  to  shutdowns  for  repairs  and  renewals. 
This  is  often  a  considerable  sum,  by  reason  of  repair  periods  ex- 
tending over  three,  four,  or  even  six  months.  If  there  is  no 
surplus  fund  to  carry  interest-  and  overhead  charges  during  such 
periods,  then  the  business  has  not  fully  provided  for  the  ex- 
penses due  to  depreciation. 

7  There  are  then  three  principal  factors  to  be  considered  in 
estimating  a  depreciation  factor:  (a)  wear  and  tear;  (h)  obso- 
lescence; and   (c)   the  carrying  charges  during  repairs. 

8  The  ordinary  procedure  of  cement  plants  is  to  limit  their 
cost  data  to  a  monthly  cost  sheet.  This  deals  simply  with  fac- 
tory cost  and  usually,  and  quite  properly,  with  only  a  part  of 
the  factory  cost.  The  real  and  only  useful  purpose  of  these 
monthly  cost  sheets  is  to  enable  operating  officers  to  institute 
comparisons,  locate  leaks,  and  cut  down  regular  operating  cost 
items.  Unfortunately,  and  quite  generally,  the  cement  people 
have  made  the  serious  commercial  blunder  of  regarding  these 
factory  cost  sheets  as  really  representing  the  cost  to  be  kept  in 
view  when  making  prices.  An  immense  industry  has  been 
rendered  unremunerative  for  five  years  past  by  this  unfortunate 
blunder. 
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9  A  factory  cost  sheet  to  be  useful  for  comparison  of  cost 
items  from  month  to  month  and  from  year  to  year,  should 
exclude  all  occasional  or  extraordinary  expenditures.  If  items 
of  this  character  were  introduced  at  random  as  they  occurred, 
the  value  of  the  cost  sheet  would  be  destroyed.  Such  occasional 
or  extraordinary  expenditures,  which  are  really  depreciation 
charges,  must  be  provided  for  annually  by  appropriating  a  sum 
for  plant  renewals  to  be  accounted  for  separately  from  the 
cost  sheet.  This  appropriation  can  be  an  arbitrary  one,  or  may 
vary  from  time  to  time  as  the  superintendent's  report  may 
indicate  the  renewal  requirements. 

10  It  is  to  be  remarked  here  that  it  is  usual  to  deal  with 
depreciation  as  an  annuity  payment  at  compound  interest.  The 
propriety  of  figuring  the  annuity  at  compound  interest  for 
cement  plants  is  open  to  question.  A  cement  jDlant  is  not  at  all 
like  the  one  horse  shay  which  went  to  pieces  all  at  once,  and 
nothing  first.  On  the  contrary  there  must  be  a  considerable 
annual  depreciation  fund  for  immediate  use,  and  wdiich  can 
have  no  interest  accumulation.  Not  to  gainsay  an  accepted 
method,  depreciation  should  be  provided  for  in  two  items:  (a) 
an  annual  plant  renewal  charge,  and  (h)  a  depreciation  charge. 
The  accounts  of  the  U.  S.  Steel  Corporation  follow  this  method. 
There  is  a  regular  depreciation  fund  which  is  3  per  cent  of 
gross  earnings,  and  a  construction  or  plant  renewal  fund  of  an 
approximately  equal  amount,  but  Avhich  varies  more  or  less 
as  earnings  vary. 

11  Coming  then  to  a  method  of  figuring  depreciation,  let 
us  make  the  following  assumptions : 

a     Net  capital   investment   =   $1.50  per  bbl.   of  annual 

output,  or  1.5  cents  per  bbl.  =z  1  per  cent  return  on 

the  capital. 

7j     True  depreciation  to  be  based  upon  25  years'  useful 

life  at  4  per  cent  compound  interest.     This  equals 

2.4  per  cent  per  annum  or  3.6  cents  per  bbl.  of  cement. 

c    Plant  renewal  to  be  based  on  25  years'  useful  life,  but 

without  interest  accumulation.    This  equals  4  per  cent 

per  annum,  or  6  cents  per  bbl.  of  cement. 

This  basis  assumes  that  each  of  the  several  items  of  the  plant 

will  be  rencAved  once  in  25  years,  and  that  at  the  end  of  this 

period  of  25  years  the  entire  plant  will  have  reached  the  end 

of  its  useful  life.      The  author  is  prepared  to  agree  that  this 
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basis  is  low.  But  il'  the  general  argument  is  good,  then  the 
figures  may  be  inoditied  by  exchange  t)f  views  and  data. 

12  Assuming  a  factory  cost  of  00  cents  per  bbi.,  a  remuuera- 
tive  selling  price  wouhl  then  be  estimated  al>out  as  follows: 

Ci'Uls   prr   Bbl. 

(a)  Factory  cost  including  all  ordimuy  r('i)airs 00.0 

(6)   Depreciation  fund 3.0 

(c)  Plant  renewal  fund 0.0 

(d)  Administration  and  soiling  expense,  say 10 . 0 

(e)  Interest  at  0  per  cent  on  investment 9.0 

Selling  price 88 . 6 

It  will  require  about  90  cents  per  bbl.  to  come  out  even  in  this 
assumed  case.  It  will  require  a  liigher  average  price  if  the 
business  is  to  have  a  credit  l)alance  outside  of  depreciation. 

13  On  some  such  basis  as  this  any  manufacturer  can  esti- 
mate a  safe  selling  price,  using  the  actual  facts  of  his  own  books 
for  capitalization,  factory  cost,  administration  and  selling  ex- 
pense, etc.  If  this  is  done  most  manufacturers  will  find  that  cur- 
rent prices  have  been  too  low  in  recent  years,  and  still  are  so; 
many  will  find  that  an  excessive  capitalization  must  be  scaled 
down  if  the  business  is  to  continue.  And  some  will  find  them- 
selves facing  conditions  which  luake  it  iuipossible  to  continue 
the  industry. 
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DISCUSSION  ' 

G.  S.  Brown. ^  A  cement  plant  where  both  buildings  and 
machinery  are  subjected  to  a  very  heavy  wear,  should  be  con- 
sidered from  a  very  ditlerent  standpoint  than  the  ordinary 
plant  where  repairs  are  light  and  buildings  are  likely  to  last 
almost  indefinitely.  In  the  latter  case  any  items  of  repair  must 
of  necessity  come  at  long  periods,  while  in  a  going  cement  plant 
the  item  of  re])air  is  continually  before  us,  and  it  seems  useless  to 
consider  a  definite  percentage  of  the  original  cost  as  a  measure  of 
the  depreciation.  The  l)ulk  of  the  investment  in  a  cement  plant  is 
in  the  machinery,  and  one  authority  says :  "  If  repairs  are 
made  so  as  to  preserve  machinery  in  first-class  condition  so  that 
the  work  performed  is  of  the  same  quality  as  when  machinery  is 
new,  it  does  not  seem  equitable  to  charge  off  a  percentage  for 
depreciation." 

This  exactly  describes  the  condition  which  must  obtain  in  a 
cement  plant  if  its  output  and  cost  are  to  be  kept  satisfactorily. 
Certainly  no  cement  plant  can  compete  today  if  the  machinery 
in  it  is  not  kept  in  topnotch  condition.  It  is,  I  believe,  the 
practice  with  most  manufacturers  to  take  care  of  this  by  charg- 
ing regularly  each  nnrnth  to  the  cost  of  manufacturing  all  ex- 
penditures for  the  upkeep  of  the  machinery  and  buildings,  and 
as  long  as  this  is  done  there  should  be  no  need  of  additional 
charge  for  depreciation. 

In  a  plant  with  which  I  am  well  acquainted  there  are  ma- 
chines which  have  been  in  continuous  service  for  the  last  15 
years.  These  machines  today  do  more  Avork  than  they  did  15 
years  ago.  As  a  matter  of  fact,  however,  there  is  probably  not 
a  single  part  of  the  original  machine  now  in  service;  indeed 
many  parts  have  been  replaced  several  times  annually.  Never- 
theless from  the  standpoint  of  an  appx'aiser,  the  machine  is  quite 
as  valuable  as  a  new  one.  Instances  which  show  how  the  neces- 
sity for  keeping  machinery  up  to  its  maximum  precludes  the 
need  of  a  depreciation  account,  are  bj'  no  means  as  rare  as  the 
average  engineer  may  suppose;  indeed  there  are  few  machines 
in  a  cement  plant  not  entirely  obsolete,  of  which  a  similar 
statement  may  not  be  made.    We  realize,  of  course,  that  in  the 

1  In  connection  with  the  paper  by  Mr.  Lewis,  a  paper  by  H.  Sfruckmann  on 
Depreciation  and  Obsolescence,  presented  at  the  Annual  Meeting  of  the  Society 
in  December  1911  and  published  in  al)stract  in  Volume  33  of  Transactions,  was 
discussed  at  this  meeting. 
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event  of  a  mill  (liscoiitimiinc^  operations  then  the  value  of  the 
plant  has  depreciated  enornlousl3^  Few  companies,  however, 
would  be  willing  to  carry  a  depreciation  account  on  their  books 
.sufficient  to  reduce  the  value  at  which  a  going  plant  was  car- 
ried to  a  sum  which  would  represent  its  value  in  the  event  of  its 
no  longer  being  operated. 

When,  however,  the  question  of  obsolescence  enters  we  have 
a  very  ditferent  condition,  particularly  in  a  business  where  there 
is  as  yet  no  standard  practice  and  no  standard  machinery. 
Machinery  considered  modern  today  is  obsolete  tomorrow  and 
the  only  possible  way  that  a  mill  can  keep  in  competitive  condi- 
tion is  ruthlessly  to  dismantle  machinery  which  has  become 
obsolete  and  replace  it  with  more  economical  modern  machines. 
It  hardly  seems  possible  that  so  large  a  percentage  of  plants 
as  Mr.  Struclanann  cites  can  be  operating  in  the  present  condi- 
tion of  the  industry  with  out-of-date  machinery. 

The  question  of  how  the  expenditures  for  renewing  obsolete  ma- 
chines and  buildings  shall  be  handled  is  no  doubt  a  very  difficult 
one.  The  fact  that  charging  such  expenditures  to  cost  of  manu- 
facture increases  this  item  unreasonably  and  unjustly  in  par- 
ticular months  has  led  many  corporations  to  put  on  their  boolvs 
accounts  such  as  Improvement  Account,  Extension  Account, 
Renewal  Account,  etc.,  with  the  result  that  ultimately  the  sum 
carried  on  the  books  as  the  value  of  the  plant  has  been  increased 
to  an  unwarranted  degree.  Some  cement  companies  have  a  rule 
which  requires  that  any  expenditure  for  machinerj^  or  buildings 
which  in  any  way  replaces  those  heretofore  in  service,  irrespec- 
tive of  whether  the  new  machinery  increases  output  or  not, 
must  be  charged  to  repairs.  When  this  rule  is  invariably  fol- 
lowed the  question  of  obsolescence  must  be  satisfactorily  cared 
for,  although  many  experts  will  insist  that  an  adjustment  be 
made  transferring  a  percentage  of  the  expenditures  to  capital 
to  equate  for  any  increase  of  output  or  decrease  of  cost.  The 
above  method  is  open  to  the  same  serious  criticism  that  it 
increases  the  cost  abnormally  at  certain  times  and  docs  not  give 
a  fair  opportunity  to  compare  them  from  month  to  month. 

It  has  always  seemed  to  me  that  the  most  reasonable  method 
for  handling  the  replacement  of  obsolete  machinery  is  to  have 
a  certain  specific  charge  made  monthly  to  the  manufacturing 
account  against  every  barrel  of  cement  manufactured,  this 
charge  to  be  more  than  sufficient  to  take  care  of,  in  the  course 
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of  a  year,  those  expenditures  which  experience  has  proved  must 
be  made  annuall}^  in  order  to  rephice  machinery  whicii  has  be- 
come out  of  date.  Against  the  fund  which  would  be  derived 
from  this  course  would  be  charged  all  expenditures  for  renewals, 
and  in  this  way  the  result  obtained  would  be  exactly  the  same 
as  if  all  such  charges  were  originally  made  to  the  manufacturing 
account.  The  ett'eet  woidd  be,  however,  to  distribute  these 
charges  more  uniformly  throughout  the  3'ear,  and  give  a  very 
much  more  satisfactory  cost  for  the  purpose  of  comparison. 
Any  system  of  accounting,  however,  which  considers  any  por- 
tion of  the  repairs,  or  the  expenditures  for  the  replacement  of 
obsolete  machinery  and  buildings  as  capital  expenditure,  will 
ultimately  cause   trouble   for   those   who   manage   the  concern. 

R.  C.  Caiu'entek  stated  that  he  made  a  very  careful  study  of 
many  of  the  points  in  this  paper.  The  percentages  of  selling 
price  as  figured  out,  are  practically  50  per  cent  more  than  the 
manufacturing  cost.  He  did  not  believe  that  many  manufac- 
turers outside  of  the  cement  industry  could  make  money  with  a 
selling  price  not  more  than  50  per  cent  greater  than  the  cost  of 
production.  That  percentage  seems  to  be  a  very  low  amount  for 
overhead  charges,  administration,  interest  and  depreciation.  If 
what  Mr.  Lewis  states  is  correct,  the  earnings  in  the  cement  in- 
dustry do  not  look  so  unfavorable  as  compared  with  other  indus- 
tries. 

As  to  obsolescence,  the  speaker  pointed  out  that  in  the  cement 
industry,  grinding  machinery,  for  instance,  had  a  remarkably 
long  life,  both  in  view  of  the  time  that  it  has  been  kept  in  use, 
and  of  the  improvements  in  that  kind  of  machines.  In  regard 
to  kilns  there  has  been  a  very  great  change  due  to  improvements 
in  the  last  few  years.  On  the  whole  he  is  more  in  accord  with 
Mr.  BroAvn  in  his  discussion  than  with  Mr.  Lewis.  The  grind- 
ing mills  have  a  long  life,  but  to  keep  the  machines  in  running 
order  a  large  and  constant  repair  account  is  necessary.  His  im- 
portant questicm  is  whether  this  large  repair  account  should 
properly  be  charged  to  depreciation,  or  to  the  operation  of  the 
plant.  Professor  Carpenter  thought  that  the  proper  way  to  find 
the  true  depreciation  was  to  ascertain  whether  the  amount 
charged  for  that  purpose  made  the  capital  account  really  dif- 
ferent from  its  true  valuation.  If  the  plant  becomes  of  less  value 
year  by  year,  and  there  is  no  money  to  cover  this  loss,  then  there 
is  a  depreciation  which  has  not  been  taken  account  of. 
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There  should  be  an  increase  in  cash  corresponding  to  the  loss 
in  value,  if  the  depreciation  is  taken  care  of,  and  if  the  value 
of  the  plant  is  not  kept  up  to  the  original  cost.  The  deprecia- 
tion nui}^  be  accounted  for,  as  Mr.  Brown  states,  by  an  actual 
charge  per  barrel  against  manufacturing  cost. 

R.  K.  Meade  raised  the  question  of  the  relation  between  the 
sinking  fund  and  depreciation  account:  if  a  plant  is  built  with 
bonds,  and  charges  off  every  year  for  sinking  fund,  should  it 
nuiintain  also  a  depreciation  fund?  As  regards  the  question  of 
obsolescence  with  particular  regard  to  the  cement  industry,  then 
one  had  to  do  more  with  the  problem  of  turning  out  cement  in 
very  much  larger  quantities  than  with  actual  changes  of  process. 
In  some  cases,  especially  in  the  West,  the  question  of  the  supply 
of  raw  material,  particularly  limestone,  is  also  of  importance. 

P.  H.  Wilson  claimed  that  ]Mr.  Lewis  was  wrong  in  stating 
that  the  net  capital  invested  is  only  $1.50  per  bbl.  In  most 
cement  mills  in  the  United  States  it  runs  between  $2  and  $3  per 
bbl.,  and  if  his  calculations  are  taken  on  the  basis  of  $2.50,  there 
will  be  added  considerably  more  than  50  per  cent  to  the  net  cost 
of  depreciation  and  of  selling  a  barrel  of  cement.  As  to  interest, 
Mr.  Lewis  estimated  it  at  6  per  cent  on  the  investment.  The 
figures  should  be  pretty  nearly  doubled,  with  the  exce})tion  of  the 
administration  or  selling  expenses,  which  are  not  affected  by  the 
capitalization  of  a  mill  to  prove  an  attractive  investment. 

A  few  years  ago  Mr.  Mallory  made  up  some  interesting  figures 
on  the  cement  industry  in  the  United  States,  and  found  that  this 
industry  turned  its  capital  over  at  a  less  rapid  rate  than  any 
other  industry  in  the  United  States.  It  takes  the  cement  man 
about  three  years  of  actual  work  to  turn  over  his  capital  and 
therefore,  instead  of  the  interest  being  charged  at  a  flat  rate,  it 
should  be  increased  to  cover  the  fact  that  the  capital  is  turned 
over  so  slowly. 

Joseph  Buobstox  explained  that  wliile  the  amount  of  stocks 
or  bonds  issued  on  a  plant  may  be  $2  or  $3,  the  amount  of  money 
really  invested  per  barrel  is  very  conservatively  estimated  by 
Mr.  Lewis  at  $1.50,  the  great  trouble  with  the  industry  being  that 
in  many  cases  plants  have  $2  or  $3  per  barrel  capitalization, 
due  to  the  fact  nothing  has  been  charged  off  for  depreciation, 
and   all    replacements   of   machinery   have   been   added    to    the 
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capitalization.  If  a  sinking  fund  were  maintained,  as  suggested 
by  JSIr.  Meade,  that  would  take  care  of  a  part  of  the  depreciation 
charge,  and  by  the  time  it  was  necessary  to  replace  the  machinery, 
the  bonded  obligation  would  be  reduced  to  such  an  extent  that 
more  money  could  be  obtained  without  over-capitalization.  Ten 
cents  per  barrel  should  cover  both  depreciation  and  obsolescence, 
but  at  that  figure  the  machinery  would  have  to  be  kept  in  good 
order  all  the  time,  with  the  repairs  being  charged  into  the 
monthly  cost. 

To  arrive  at  a  proper  depreciation  charge  one  should  start 
in  at  the  quarry.  There  are  some  plants  where  the  cost  of  re- 
placing their  stone  would  be  practically  a  negligible  item,  but 
a  great  many  companies  have  a  limited  supply,  and  these  com- 
panies should  charge  off  the  amount  it  would  cost  to  replace  it, 
and  not  what  the  land  originally  cost. 

H.  Struckmann,  At  a  meeting  of  the  Association  of  Ameri- 
can Portland  Cement  Manufacturers,  the  writer  brought  up  the 
question  of  depreciation  charges,  and  suggested  a  minimum  of 
0.10  per  barrel,  which,  according  to  Mr.  Lewis'  views  would  be 
equivalent  to  about  7  per  cent  of  the  capital  invested  in  the 
plants.  The  fact  that  the  current  repair  charges  in  a  cement 
plant  amounts  to  between  20  and  25  per  cent  of  the  total  manu- 
facturing cost,  indicates  clearly  that  the  depreciation  going  on 
is  considerably  higher  than  in  the  average  industrial  plant,  and 
that  if  anything,  7  per  cent  on  the  invested  capital,  or  10  cents 
a  barrel  is  too  low  a  charge  to  cover  depreciation. 

The  following  classifications  of  depreciation  charges,  which 
are  adopted  in  the  plants  with  which  the  writer  is  connected, 
may  be  of  interest : 

Per  Cent  of  Re- 
productive 
Value 

Factory     buildings 5 

Factory     machinery 12 

Power   plant  equipment 10 

Electric   light   system 7 

Railway   tracks 7 

Quarry  rails  and  equipment 15 

Tools    and    fixtures 10 

General  construction,  fences,  retaining  walls,  etc 7 

Water   works   and   pipelines 10 

Oil   storage  tanks 7 

Dwellings    5 
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The  above  various  percentages  represent  on  the  basis  of  capital 
invested  per  baiTel  output,  as  outlined  by  Mr.  Lewis,  ap- 
proximately a  fiat  rate  of  15  cents  per  barrel,  and  the  writer's 
experience  has  shown  that  it  is  none  too  heavy  a  charge  if  the  in- 
vestors in  Portland  cement  plants  are  to  be  protected. 

Mr.  Lewis'  statement  that  carrying  charges  during  shutdowns 
of  the  plant  on  acount  of  repairs  are  properly  chargeable  to  the 
depreciation  fund,  in  the  writer's  opinion,  is  not  correct.  Inter- 
est, overhead,  as  well  as  other  carrying  charges  of  similar  nature, 
have  nothing  to  do  whatever  with  depreciation  and  should  be 
taken  care  of  not  by  the  depreciation  reserve  fund,  but  by  a  con- 
tingent reserve  fund,  created  not  only  to  take  care  of  the  above 
items  but  also  to  cover  charges  accruing  while  the  plant  is  idle 
on  account  of  the  market  conditions,  as  well  as  extraordinary  ac- 
cidents like  explosions,  floods  or  other  causes  beyond  control. 


ELECTRIC  DRIVING  IN  A  CEMENT  PLANT 

By  R.   K.   Meadk,   Baltimore,  Mp. 
Member  ^of  ^.the^Society 

14  At  the  plant  of  the  Tidewater  Portland  Cement  Company, 
Union  Bridge,  Md.,  all  the  machinery,  including  conveyors 
and  elevators,  is  driven  by  individual  motors.  The  central 
power  plant  consists  of  three  23  by  46  by  48  in.  compound 
condensing  Corliss  engines  made  by  the  Wisconsin  Engine 
Company,  and  direct  connected  to  General  Electric  800-kw.  gen- 
erators supplying  3-phase  current  at  550  volts  and  25  cycles; 
a  reserve  150-lrw.  unit  is  also  at  hand.  A  frequency  meter  is  in- 
stalled to  control  the  cycles  and  by  them  the  speed  of  the  mills. 
A  recording  meter  controls  the  efficiency  of  the  power  plant  inde- 
pendently of  that  of  the  whole  system  and,  in  combination  with 
automatic  coal  scales,  gives  all  the  information  required. 

15  Throughout  the  mill  itself  recording  watt-meters  are  in- 
stalled in  the  various  departments.  This  allows  a  record  to  be  kept 
of  the  power  used  in  each  department.  Readings  of  these  are  taken 
twice  a  day,  with  the  change  of  shifts,  and  any  unusual  rise  in 
power  per  barrel  in  the  department  is  looked  into  at  once.  This 
results  in  low  power  consumption  because  as  soon  as  a  rise  occurs, 
it  is  instantly  traced  to  its  source.  When  the  mill  was  first 
started,  a  great  deal  of  trouble  was  experienced  with  the  motor 
drives.  Most  of  this  was  due  to  faulty  arrangement.  In  some 
cases,  the  motors  were  much  too  small  for  the  load  on  them,  and 
in  others,  large  motors  were  pulling  very  light  loads.  The  result 
was  that  the  large  motors  were  running  at  a  very  low  load  factor 
and  the  small  motors  were  giving  a  great  deal  of  trouble  from 
overheating  and  even  burning  out.  In  order  to  remedy  the 
trouble  a  test  was  made  of  every  motor  on  the  plant  when  operat- 
ing under  normal  conditions,  and,  as  the  result  of  this  test,  a  re- 
distribution of  the  motors  was  made,  and  in  all  about  40  motors 
were  changed.  Much  of  the  trouble  with  the  motor  drives  was 
thus  eliminated.  In  changing  from  a  line  drive  to  a  motor 
drive  and   in   installing  a  motor  drive  in  a  new  plant,  much 
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thought  should  be  given  to  the  size  of  motors  employed.  When 
the  Tidewater  was  built  very  little  information  was  available 
relative  to  the  horsepower  required  by  conveyors  and  elevators 
operating  in  cement  mills  and  most  of  the  locating  was  done  by 
guess  rather  than  by  science.  Manufacturers  generally  are  apt 
to  under-estimate  the  power  required  by  their  machinery.  At  the 
same  time,  if  too  liberal  allowances  on  their  figures  are  made  and 
motors  much  too  large  are  employed,  a  low  load  factor  will  re- 
sult, with  the  need  of  additional  generating  machinery  in  the  pow- 
er plant  or  the  use  of  a  few  syuchronous  motors  about  the  plant. 
IG  One  objection  to  the  employment  of  small  individual  motors 
for  a  group  of  elevators  and  conveyors  is  that  the  small  motors 
are  likely  to  stall  from  an  overloaded  conveyor  or  elevator,  while 
with  the  larger  motor  the  surplus  power  is  sufficient  to  overcome 
this  overload.  This  point  against  the  individual  drive,  however, 
is  to  my  mind,  more  than  offset  by  the  absence  of  belting  and 
countershafts  in  the  mill. 

17  At  the  Tidewater  plant,  the  conveyors  and  elevators  are  all 
driven  by  back  geared  motors  of  the  squirrel  cage  type  and  the 
writer's  experience  with  these  extends  to  motors  up  to  30  h.p. 
The  gears  and  pinions  after  a  year's  service  show  almost  no  wear. 
The  gears  are  encased  in  a  dustproof  gear  case,  partly  filled  with 
a  cheap  grade  of  heavy  oil.  Power  is  transmitted  from  motor 
to  conveyor  or  elevator  by  means  of  a  sprocket  and  chain. 

18  The  Fuller  mills  at  Tidewater  are  all  driven  by  vertical 
motors.  The  42- in.  mills  are  driven  on  the  raw  side  and  in  the 
coal  mills  by  75-h.p.  motors  and  the  54-in.  "  Dreadnaughts,"  on 
the  clinker  side,  by  •200-h.p.  motors.  The  200-h.p.  motors  were  the 
first  vertical  motors  of  this  size  ever  built  and  at  first  gave 
some  trouble  because  of  improper  lubrication,  which  has  been 
remedied.  Experience  has  shown  that  it  is  far  superior  to  the 
old  quarter  twist  belt  formerlv  employed  with  mills  of  the  Fuller- 
Lehigh  and  CJriffin  types. 

19  At  Tidewater  the  n:otors  driving  the  Fuller  mills  are  in- 
stalled wnth  indicating  ammeters  which  arc  placed  in  full  view 
of  the  mill  attendant  and  when  the  indicator  on  the  ammeters 
to  the  200-h.p.  motors  points  to  175  amperes,  the  attendant  cuts 
off  the  feed  to  the  mill  and  so  avoids  a  choking  of  the  latter. 

20.  A  compressed  air  line  runs  from  the  compressor  in  the 
quarry  to  the  mill,  with  branches  to  various  departments.  This  is 
used  for  blowing  out  the  rotors  which  are  for  this  purpose  lifted 
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out  of  the  motors  by  means  of  an  overhead  trolley  and  chain  block. 
The  motors  are  protected  by  no-voltage  and  overload  relays. 

21  The  following  system  of  taking  care  of  the  motors  was 
used  at  Tidewater: 

'I'l  The  motors  are  in  charge  of  men  appointed  for  that  purpose 
and  known  as  "  motor-men."  It  is  their  duty  to  start  all  motors 
after  a  shutdown  for  repairs  or  for  a  choke  in  the  mills  or 
elevators.  This  avoids  burn-outs.  They  also  make  thermometer 
readings  of  every  motor  once  a  day  and  inspect  the  motors  hourly. 
At  the  end  of  the  day,  they  make  a  written  report  of  the  condi- 
tion of  each  and  every  motor  in  the  plant  and  advise  what 
repairs,  if  any,  are  necessary.  They  also  give  the  number  of 
hours  each  motor  has  been  in  operation  during  the  shift  and  re- 
port on  all  shutdowns,  stating  whether  these  were  due  to  the 
motors  or  to  the  machines  they  were  driving. 

23  This  enables  an  exact  history  of  each  motor  to  be  kept  and 
for  this  purpose  each  is  given  a  number,  starting  with  zero. 
All  records  are  kept  in  a  special  ledger  loiown  as  the  "  motor 
ledger,"  a  page  being  devoted  to  each  motor.  At  the  head  is 
placed  the  plant  number  and  the  figures  obtained  from  the  manu- 
facturer's name  plate  as  to  type,  rating  and  shop  serial  number. 
Any  repairs  are  charged  on  this  page  and  at  any  time  an  exact 
figure  as  to  the  cost  of  upkeep  of  any  motor  can  be  obtained. 

24  Table  1  gives  a  list  of  the  motors  at  the  plant  of  the  Tide- 
water Portland  Cement  Company,  as  arranged,  September  15, 
1912. 

TABLE  1  MOTORS,  TIDEWATER  PORTLAND  CEMENT  COMPANY 
As   NOW   Arranged   for   300   Bbl.   Daily   Capacity 

Machine  Motor.  H.P. 

Air   compressor 100 

Incline  chain  hoist  for  cars 22 

Car  dump   12 

Limestone  crusher,   No.  9.  gates 150 

Limestone  crusher   (2)    No.  G,   gates 50 

Pan  conveyor  from  the  above,  back  geared 5 

Elevator  from  above  to  dryer  stock  boxes 20 

Belt  conveyor  from  above  to  stone  storage,  back  geared 5 

Belt  conveyor  from  limestone  storage,  back  geared 5 

Shale  crusher.   No.   G.  gates 50 

Pan  conveyor  from  above,  back  geared 10 

Elevator  from  above  to  stock  boxes  above  dryer,  back  geared 15 

Screw  conveyor  above  dryer  stock  boxes,  back  geared 10 

Belt  conveyor  to  shale  storage,  back  geared 5 

Belt  conveyor  from  shale  storage,   back  geared 6 
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Machine                          TABLE   1— Continued                                        Motor,  H.  P 

Limestone  dryer  7  ft.  in  diameter,  and  50  ft.  long 30 

Shale  dryer  7  ft  in  diameter  and  50  ft.  long 15 

MeOaslin  conveyor,  limestone,  back  geared 10 

McCaslin  conveyor,  sliale,  back  geared 10 

Ball  mills,  Krupp  No.  8  (3) 50 

Elevator  from  two  limestone  ball  mills  to  mix  bins,  back  geared....  20 

Elevator  from  shale  ball  mill  to  mix  bins,  back  geared 10 

Screw  conveyor  from  mi.xing  bins  to  scale,  back  geared 10 

Screw  conveyor  from  mixing  scales  to  elevator,  back  geared 10 

Elevator  from  above  to  the  pulverizer  stock  boxes,  back  gearetl ....  10 

Fuller  mills.  42  in.  (S)  raw  materials,  vertical  (8) 75 

Fuller  mills,  54  in.   (2)   gjiw  materials,  vertical   (2) 200 

Screw   conveyor   from    mills,    back    geared 5 

Rotary  coolers,  5  ft.  diameter  and  40  ft.  long,  back  geared 10 

Screw  conveyor  over  pulverized  bins,   back  geared 10 

Screw  conveyor  from  kiln  stack  dust  chambers,  back  geared 5 

Fans,  motors  are  direct  connected,  high  speed 10 

Screw  conveyors  feeding  pulverized  coal  to  burners,  back  geared. ...       2 

Kilns,  8  ft.  in  diameter  and  125  ft.  long,  variable  speed 30 

Rotary  coolers,  5  ft.  diameter  and  40  ft.  long,  back  geared 10 

Inclined  pan  conveyors  from  kilns,  back  geared 5 

Belt  conveyor  from   above,   back  geared 5 

Elevator  from  above,  back  geared 10 

Belt  conveyor  from  clinker  storage,  back  geared 7^4 

Belt  conveyor  under  clinker  storage,  back  geared 10 

Bucket  elevator  from  gypsum,  back  geared 5 

Elevator  from  clinker  and  gj-psum  scales,  back  geared 20 

Fuller  mills,  54  in.  clinker  ( 10) ,  vertical 200 

Screw  conveyor  from  below  to  bins  in  stock  house,  back  geared 10 

Belt  conveyor  to  stock  house,  back  geared 10 

Screw  conveyor  from  bins,  back  geared 30- 

Elevator  from  above  to  packing  machine  boxes 7% 

Bates    valve   baggers    (two    on    one    motor) 30 

Bag   tying  machine 2 

Belt  under  coal  trestle,  back  geared 30 

Crushing  rolls  and  elevator  from  above,  back  geared 5 

Ruggles-Coles  dryer,  coal,  back  geared 7% 

Elevator  from  dryers,  back  geared 7% 

Meade  dryer,   coal 10 

Fuller  mills,  42  in.  coal  (3),  vertical. 75 

Elevator  and  conveyor  from  above,  back  geared 10 

Coal  tunnel  at  power  house  conveyor,  back  geared 5 

Elevator  from  above,  back  geared 7% 

Drag  conveyor  from  above,  back  geared 10 

Stokers  in  boiler  room  (all  on  one  motor),  back  geared 10 

Machine  shop   (entire  equipment) 15 

Bag  cleaning  wheel 15 

Motor  driven  exciter 150 

Hydrated  lime  plant   (entire  equipmeait) 100 


THE   PREVENTION   OF   MISSED   FIRES   IN 
BLASTING 

By  W.   H.  Mason,  Ste warts ville,   N.  J. 
Member  of  the  Society 

25  A  frequent  cause  of  serious  accidents  in  cement  manufac- 
ture is  the  explosives  used  in  the  quarries.  Many  of  these  are  due 
to  what  is  commonly  called  "  missed  fires,"  that  is,  bore  holes 
which  have  been  loaded  with  explosives  and  which  fail  to  ex- 
plode when  detonated.  Formerly  when  the  holes  were  exploded 
by  time  fuses  this  was  probably  more  frequent  than  at  present, 
when  it  is  common  practice  to  explode  a  series  of  holes  by  an 
electric  battery,  fuses  being  used  only  to  explode  the  small  "  plug 
holes  "  or  dobies,  for  the  purpose  of  breaking  large  stone  which 
has  already  been  blasted  from  the  ledge. 

26  A  "  missed  fire  "  is  always  a  source  of  danger.  There  is 
no  known  way  of  unloading  it  safely  and  when  an  attempt  is 
made  to  drill  another  hole  near  it,  so  as  to  blast  it  out, 
the  drill  bit  not  infrequently  comes  in  contact  with  the 
dynamite  in  the  loaded  hole  with  disastrous  results  to  the  driller. 
When  the  driller  is  fortunate  enough  to  get  his  hole  in  without 
accident,  it  is  loaded  and  blasted.  This  usually  throws  the 
powder  from  the  "  missed  fire  "  hole  among  the  debris  and  fre- 
quently when  the  latter  is  being  loaded,  a  laborer  will  strike 
it  with  some  tool  and  cause  an  explosion.  The  only  way  to  avoid 
this  danger  is  to  prevent  the  missed  fires.  Newspaper  clippings 
collected  by  the  Du  Pont  de  Nemours  Powder  Company  show 
that  there  were  59  people  killed  and  157  injured  in  the  United 
States  in  the  hist  three  years,  due  to  missed  fires. 

27  For  about  eight  years  the  Edison  Portland  Cement  Com- 
pany have  been  exploding  all  churn  drill  blast  holes  with  a 
500-volt  direct-current  power  circuit.  Many  of  these  blasts  are 
made  of  from  12  to  20  holes,  each  loaded  with  500  to  800  lb. 
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of  40  and  50  per  cent  gelatine  powder,  and  during  this  time 
there  has  been  only  one  missed  fire  hole.  It  was  impossible  to 
find  the  cause  of  this  failure,  but  it  was  attributed  to  a  poor 
connection  from  the  exploder  leads  to  the  bus  wires.  Before 
this  time,  they  had  been  using  the  common  push-down  batteries 
and  it  was  a  usual  thing  to  have  several  missed  fire  holes  per 
month. 

28  One  of  the  quarries  of  the  company  is  so  located  that  no 
power  circuit  is  available.  For  a  year  or  two  the  blasts  were 
set  off  by  push-down  batteries.  After  having  had  several  missed 
fire  holes,  and  some  resulting  accidents,  they  installed  a  small 
250-volt  direct-current  generator,  driven  by  a  steam  turbine. 
This  has  been  in  operation  several  years  and  there  have  been  no 
missed  fires  since  its  installation. 

29  Gelatine  powder  is  the  most  difficult  of  all  the  dynamites  to 
detonate  and  it  is  a  well-laiown  fact  that  if  exploded  by  a 
powerful  detonator,  the  full  effect  of  the  powder  is  obtained, 
while  if  improperly  detonated,  much  of  the  effect  is  lost.  For 
this  reason  and  also  on  account  of  the  danger  and  expense  which 
alwa3'S  accompany  a  missed  fii:e  hole,  the  writer  believes  it  is  well 
to  use  too  many  exploders,  or  electric  fuses,  of  high  power  than 
not  enough.  In  a  6-in.  bore  hole,  running  60  ft.  deep,  not  less 
than  three  exploders  should  be  used.  One  of  these  should  be 
directly  at  the  bottom,  so  that  if  when  loading  the  hole  with 
dynamite,  a  stone  should  slide  in  from  the  side  and  block  it  off, 
it  would  still  be  possible  to  explode  the  dynamite  below,  and 
thereby  avoid  the  danger  from  the  otherwise  unexploded  dyna- 
mite; the  other  two  are  distributed  one  near  the  center  and 
the  other  near  the  top.  All  are  connected  directly  across  the  500- 
volt  or  250-volt  direct-current  line,  so  that  all  exploders  are  in 
parallel  and  receive  the  full  voltage  of  the  power  circuit.  By 
this  method  any  number  of  holes  may  be  exploded  at  one  time. 

30  The  cost  of  the  extra  exploders  is  always  a  small  propor- 
tion of  the  cost  of  the  dynamite  used  and  the  w^riter  believes  that 
this  expense  is  warranted  by  the  increased  detonation  power  of 
the  exploder,  as  well  as  by  a  sort  of  insurance  against  missed 
fires,  which  are  always  expensive  aside  from  their  potential 
danger. 

31  Fig.  1  shows  the  method  of  connecting  the  wires  of  the 
electric  fuses  to  the  bus  wires.  The  argument  has  been  advanced 
frequently  that  the  insulation  on  the  leads  of  the  electric  fuses 
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is  not  sufficient  to  withstand  the  high  voltage.    This,  no  doubt, 
is  true,  but  experience  shows  the  fuse  in  the  exploder  blows 


Fig.  1     Exploder  Leads  and   Connections  to  Bus  Wires 


while  the  insulation  is  breaking  down,  and  it  is  then  a  matter 
of  no  importance  whether  the  insulation  fails  or  not. 


THE  DETERIORATION  AND  SPONTANEOUS 
COMBUSTION  OF  GAS  COAL 

By  Perry  Barker.  Boston,  Mass. 
Junior  Member  of  the  Society 

32  In  the  storage  of  coal  for  use  in  cement  manufacture  the 
risk  due  to  spontaneous  combustitm  nnist  receive  serious  consider- 
ation. Spontaneous  combustion  is  caused  by  slow  oxidation, 
principally  of  carbon  compounds  in  an  air  supply,  which  is 
sufficient  to  support  the  process  of  oxidation  but  not  sufficient 
to  remove  entirely  the  heat  thus  produced.  The  majority  of 
cement  manufacturers  use  gas  coal  slack  for  burning,  having  an 
average  analysis  as  follows: 

Moisture 3.00 

Volatile  matter 33 .  50 

Fixed  Carbon 55.50 

Ash 8.00 

100.00 
Sulphur 1 .  50 

33  While  the  amount  or  composition  of  tiie  volatile  constitu- 
ents of  coal,  or  the  percentage  of  sulphur,  gives  no  direct 
indication  of  the  liability  to  spontaneous  combustion,  fuels 
of  this  type  have  been  known  in  a  number  of  eases  to  heat 
in  storage  to  such  an  extent  that  ignition  and  serious  damage 
due  to  fires  have  resulted.  The  total  loss  of  heat  value  due 
to  storage  without  spontaneous  combustion  is  comparatively 
small.  However,  the  results  of  deterioration  which  has  pro- 
ceeded to  the  ignition  point  are  more  serious,  involving  the 
change  in  the  character  of  the  coal  due  to  loss  in  volatile  matter, 
abnormal  percentage  of  moisture  contained  in  the  fuel  after 
quenching  as  a  last  resort,  costs  of  moving  the  coal  in  an  endeavor 
to  arrest  the  spread  of  the  fire  after  the  coal  has  become  heated 
in  certain  localities  in  the  piles  and  financial  loss  from  fire? 
directly  traceable  to  this  cause. 
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34  A  number  of  erroneous  reports  have  been  submitted  as  to 
the  extent  of  loss  in  heating  vahie  due  to  the  deterioration  of 
coal  exposed  in  storage.  These  reports  contain  various  figures  on 
the  loss  in  heating  value,  ranging  from  10  to  50  per  cent.  Some 
results  of  tests  on  German  gas  coals  have  been  submitted  which 
state  that  these  fuels  have  sustained  an  average  loss  of  1.7  per 
cent  of  heating  value  per  week. 

35  The  diverse  nature  of  the  data  which  have  been  published 
on  this  matter,  together  with  the  importance  of  the  subject,  have 
prompted  extensive  experiments  by  the  U.  8.  Bureau  of  Mines, 
the  Illinois  State  Engineering  Experiment  Station,  and  several 
private  interests  to  determine  the  exact  nature  of  the  reactions 
involved  and  to  study  methods  for  prevention.  The  processes  of 
deterioration  from  which  spontaneous  combustion  ultimately 
re^sults  may  be  best  stated  as  follows : 

a  The  escape  of  combustible  gases  when  fresh  surfaces 
of  coal  are  exposed  after  removal  from  mine  work- 
ings. Experiments  on  coals  having  the  analysis  de- 
scribed indicate  that  the  loss  of  combustible  gases  in 
this  manner  is  approximately  equivalent  to  the  volume 
of  the  coal.  The  heating  value  of  these  gases  amounts 
to  0.1  to  0.2  per  cent  of  the  calorific  value  of  the  coal. 
The  detrimental  feature  of  this  action  does  not  lie 
in  the  small  loss  in  fuel  value  but  in  the  dangers  in- 
curred by  the  escape  of  inflammable  gases  in  mines 
and  the  oxidation  which  accompanies  the  evolution  of 
these  gases. 

b  The  absorption  of  oxygen  from  the  air  with  conse- 
quent evolution  of  heat.  This  reaction  is  conceded  to 
be  the  primary  factor  in  the  process  of  coal  deteriora- 
tion and  production  of  heat  in  piles  and  is  caused  by 
the  direct  union  of  the  oxygen  of  the  atmosphere  with 
unsaturated  carbon  compounds  in  the  coal  matter. 
Freshly  mined  coal  is  very  susceptible  to  this  reac- 
tion and  absorbs  oxygen  with  great  avidity  at  the 
time  of  evolution  of  combustible  gases. 

c  The  size  of  coal,  particularly  of  the  type  used  for 
cement  manufacture,  is  a  primary  factor  in  promoting 
deterioration.  Fine  coal  brings  larger  surface  ex- 
posure in  contact  with  the  atmosphere  and  accelerates 
the  process  of  oxidation  in  the  entire  mass. 
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d    The  presence  ol"  moisture  in  abnornitil  percenta<j^es,  par- 
ticularly if  coal  in  storage  is  wet  and  dried  alternate- 
ly, accelerates  the  processes  of  absorption  and  oxida- 
tion.   The  extensive  experiments  made  by  the  Illinois 
State  Engineering  Experiment  Station   have  shown 
that  the  activity  of  these  reactions  is  increased  by 
wetting  the  samples  under  test. 
e     External  sources  of  heat,  even  though  moderate  in  de- 
gree, tend  to  promote  the  reactions  which  produce 
spontaneous  combustion.    Heat  produced  by  external 
sources  may  originate  from  contact  with  steam  pipes, 
boiler  walls  or  iloors.    This  heat  may  also  be  traceable 
to  the  climatic  conditions. 
/     The  importance  of  the  oxidation  of  sulphur  compounds 
in  the  process  of  deterioration  is  a  question  of  some 
contention    among    the    authorities    on    this    subject. 
Although  the  total  heat  evolved  from  this  source  is 
not  large  in  con  parison  with  that  produced  by  the 
several  sources  noted  above,  it  will  undoubtedly  pro- 
mote to  some  extent  the  other  reactions. 
36     A  number  of  experiments  have  been  conducted  upon  high 
volatile  American  coals  to  determine  the  actual  loss  in  heating 
value  during  storage,  together  with  observations  on  the  slacking 
or  reduction  in  size  produced  by  the  deterioration.     Universal 
opinion  is  now  to  the  eU'ect   that  such  coals  will  lose  from  1 
to  3  per  cent  of  their  heating  value  in  one  year.     A  large  per- 
centage of  this  loss  results  within  from  three  to  six  months  after 
the  coal  is  placed  in  storage.     It  is  apparent  that  the  loss  in 
heating  value  is  not  the  most  serious  crmsideration  in  the  ques- 
tion of  coal  storage.    However,  the  ultimate  results  of  deteriora- 
tion which  has  proceeded  to  tlie  ignition   point,  although   not 
determinable  in  financial  units,  demand  that  certain  precautions 
be  taken  to  prevent  the  procedure  of  this  action  to  a  point  where 
ignition   will  result.     The  methods  of  prevention   can   best  be 
divided  into  the  following  general  headings: 

a     Elimination  of  combustible  gases  Iiefore  storage. 
b     Storage  in  piles  not  over  10  or  VI  ft.  deep  with  maxi- 
mum points  the  same  distance  from  exterior  of  storage. 
r    The  removal  of  fine  coal  so  far  as  possil)le,  storing  only 
the  screened  lump.     If  a   mixture  of  lump  and  fine 
coal  is  stored  the  various  sizes  should  be  evenly  dis- 
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tributed   to  prevent   the   formation   of   air   passages 
through  segregated  portions  of  large  sizes. 
d    Ventilation  by  pipes  should  not  be  attempted  and  the 
admission  of  air  by  infiltration  through  brick  work 
or  porous  foundations  should  be  prevented. 
e    Exposure  to  weather  conditions,  where  the  coal  is  sub- 
ject to  heavy  rains  and  subsequent  drying  from  the 
sun  or  other  sources  of  external  heating  such  as  steam 
pipes  or  heated  brick  work,  should  be  avoided. 
/    The  elimination  of  heating  by  the  prevention  of  action 
through  submerged  storage.    The  effect  of  a  large  per- 
centage of  moisture  introduced  by  submerged  storage 
has  been  materially  lessened  in  a  plant  recently  con- 
structed in   which  coal  is  stored  but  partially  sub- 
merged.   It  has  been  found  that  the  exposed  portion 
of  the  piles  maintains  a  sufficiently  high  percentage 
of  moisture  through  capillary  attraction  to  prevent 
serious  oxidation. 
g     Prevention  of  dangerous  dust  and  gas  explosions  as 
well  as  spontaneous  heating  caused  by  the  storage  of 
powdered  coal.     Coal  for  burning  clinker  should  be 
pulverized  at  the  furnace  doors  and  onl}'  at  the  rate 
required  for  immediate  use. 
36     While  the  extent  of  the  loss  in  heating  value  through  de- 
terioration of  high  volatile  American  coals,  such  as  are  used  in 
cement  manufacture,  may  not  be  of  serious  importance,  the  heat- 
ing effects  of  the  reactions  incident  to  this  deterioration  demand 
attention  to  the  designing  of  coal  storage  and  to  the  necessary 
procedure  in  arresting  deterioration  which  has  begun  through 
lack  of  proper  precautions. 
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DISCUSSION 

E.  Y.  Sayer  referred  to  a  recent  bulletin  issued  by  the  United 
States  Govermuent  on  the  deterioration  of  gas  coal  and  stated 
that  the  facts  set  forth  in  this  bulletin  indicated  that  the  de- 
preciation taking  place  in  gas  coal  was  very  rapid  at  first,  com- 
mencing immediately  after  the  coal  was  first  mined,  but  the 
rapidity  of  deterioration  was  greatly  reduced  as  time  went  <m, 
and  after  a  year  or  so  it  became  almost  a  fixed  quantity. 

If  this  is  the  case  he  thought  that  a  great  many  companies 
were  making  a  mistake  by  periodically  or  at  frequent  intervals 
using  up  their  storage.  It  would  seem  that  storage  should  be 
looked  upon  as  merely  a  matter  of  insurance  and  that  after  a 
sufficient  amount  of  coal  had  been  placed  in  storage  it  should  not 
be  used  until  absolutely  necessary  to  draw  on  it.  Every  time 
that  coal  is  taken  out  of  storage,  we  are  simply  pocketing  the 
loss  due  to  the  early  rapid  depreciation;  whereas,  if  the  coal  is 
allowed  to  remain  in  storage,  this  loss  will  be  incurred  only  at 
long  intervals  of  time. 

The  Author  in  answering  Mr.  Sayer's  questions,  stated  that, 
if  a  pile  starts  to  fire,  the  first  alternative  would  undoubtedly  be 
turning  over,  provided  the  combustion  had  not  proceeded  to  such 
an  extent  that  it  was  impossible  to  get  close  enough  to  the  source 
of  heat.  He  had  found  a  number  of  pile  fires  where  the  coal  had 
become  incandescent,  and  there  the  only  alternative  was  flooding. 
The  method  of  using  closely  covered  storages  in  order  to  prevent 
spontaneous  combustion  the  speaker  found  to  be  a  very  danger- 
ous one.  A  fairly  large  volume  of  COj  would  be  produced  with 
the  possibility  that  the  process  of  heating  would  proceed  to  such 
an  extent  that  large  volumes  of  combustible  gases  would  also  be 
liberated,  leading  to  explosions.  He  cited  a  case  where  fire  was 
caused  by  closely  covered  storage.  A  pile  of  ten  or  twelve 
thousand  tons  of  coal,  of  exactly  the  character  now  under  con- 
sideration was  placed  in  outside  storage.  Snow  fell  to  the  depth 
of  say  two  or  three  inches  and  instead  of  leaving  the  coal  which 
was  already  covered  with  snow  open,  the  whole  storage  was  cov- 
ered closely  with  rough  lumber,  laid  tight  to  the  pile,  and  down 
to  the  ground,  with  the  result  that  there  was  no  ventilation  what- 
ever.   The  coal  was  wet,  and  serious  fires  started. 

Another  of  Mr.  Sayer's  suggestions  was  that,  from  a  com- 
mercial standpoint,  storage  should  be  looked  upon  as  a  matter  of 
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insurance.  The  stored  coal  should  not  be  used  up  until  it  is  ab- 
solutely necessary  to  draw  on  it,  because  the  greatest  deteriora- 
tion takes  place  in  the  first  few  days  after  the  coal  is  mined,  and 
changing  the  coal  in  the  storage  often  means  sinipW  pocketing 
the  loss  due  to  the  yearl}'  depreciation.  Mr.  Barker  pointed 
out,  however,  that  it  is  very  dangerous  to  leave  coal  in  storage 
for  a  great  length  of  time.  The  two  problems  of  deterioration 
and  spontaneous  combustion,  while  interdependent,  are  some- 
what different.  The  loss  in  heat  values  may  proceed  rapidly  in 
freshly  mined  coal,  and  ultimatel}^  reach  a  miniiiium,  but  an  ac- 
tion may  have  been  started  to  such  an  extent  that  it  will  pro- 
ceed violently  with  resulting  ignition.  Besides,  as  shown  in  the 
paper,  there  is  depreciation  in  the  actual  gas  making  value  of 
coal  when  placed  in  storage. 

The  question  of  moving  coal  which  has  reached  a  certain  tem- 
perature is  of  great  importance.  A  temperature  of  140  to  150 
deg.  fahr.  is  considered  sufficient  cause  for  taking  steps  to 
move  the  coal,  preferably  digging  a  trench  of  such  width  and 
length  that  the  source  of  the  high  temperature  can  readily  be 
exposed  without  covering  it  with  any  fresh  coal. 

During  the  presentation  of  his  paper,  Mr.  Barker  referred  to 
the  subject  of  fires  and  described  a  method  of  determining  the 
temperature  at  the  interior  of  a  pile  by  means  of  a  %-in.  auger 
containing  a  maximum  thermometer.  The  auger  is  screwed  to 
sections  of  iron  rod  of  slightly  smaller  diameter  and  can  be  driven 
in  the  pile  to  a  distance  of  about  20  ft,  and  it  requires  about  20 
minutes  to  record  a  maximum  temperature.  The  result  with 
lump  coal  is  not  very  successful,  but  with  the  Eastern  Pennsyl- 
vania bituminous  coals  that  come  to  the  market  it  afforded  a  ready 
means  for  driving  the  thermometer  to  the  source  of  the  trouble. 

In  reply  to  a  question,  Mr.  Barker  stated  that  the  possibility 
of  the  heat  produced  Ijy  frictional  resistance  in  driving  the  auger 
into  the  coal  affecting  the  amount  registered  by  the  thermometer 
had  been  fully  considered.  It  seemed,  however,  to  be  a  factor 
of  little  consequence,  because  the  auger  is  driven  at  the  rate  of 
20  ft.  in  two  or  three  minutes.  Mr.  Sayer  suggested  that  this 
question  could  be  settled  fully  by  inserting  an  auger  in  a  pile  of 
coal  of  which  the  temperature  is  precisely  known;  then  the  re- 
cording thermometer  in  the  auger  would  show  just  what  happens. 
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GEORGE   R.   BABBITT 

George  Eodney  Babbitt,  president  and  treasurer  of  the  Amer- 
ican Oil  Company  of  Providence,  R.  1.,  died  at  his  home  in 
Edgewood,  R.  I.,  on  June  29,  1912.  Mr.  Babbitt,  who  was  born 
at  Berkley,  Bristol  Co.,  Mass.,  on  June  27,  1842,  received  his  edu- 
cation in  the  schools  of  that  locality  and  in  Fall  River,  Mass.  As 
a  young  man  he  followed  the  sea  for  several  years,  making  a  voy- 
age to  California  in  1860.  then  a  tedious  undertaking. 

In  1862  Mr.  Babbitt  came  to  Providence  antl  entered  the  em- 
ploy of  the  Burnside  Rifle  Works,  becoming  a  sub-contractor  on 
parts  of  the  work.  When  the  works  closed  down  three  years 
later  to  be  refitted  for  building  locomotives,  he  spent  a  period 
in  the  Pennsylvania  oil  fields,  and  the  following  year  became 
associated  with  William  A.  Harris,  the  Harris-Corliss  steam 
engine  builder.  With  this  concern  he  filled  the  positions  of  ma- 
chinist, foreman  and  superintendent,  and  invented  and  patented 
several  improvements,  among  them  a  piston  packing,  for  which 
he  received  a  medal  at  the  Cincinnati  Industrial  Exposition  in 
1874.  a  releasing  gear  and  an  extended  piston. 

In  October  1888,  he  was  tendered  the  position  of  superintend- 
ent of  the  heavy  ordnance  department  of  the  (Jovernment  at 
Wa.shington,  D.  C,  which,  however,  he  declined.  He  bought  an 
interest  in  the  American  Oil  Company  of  Providence  in  1892, 
with  which  he  was  associated  at  the  time  of  his  death.  He  was 
frequently  called  upon  to  act  as  a  consulting  and  mechanical  en- 
gineer for  large  manufacturing  concerns,  both  for  new  work  and 
for  rhe  l)est  methods  of  repairing.  In  1894  he  patented  an  auto- 
matic barrel  filler. 

One  notable  achievement  of  Mr.  Babbitt's  was  his  plan  for 
floating  the  steamship  Paris  which  had  grounded  on  some  rocks 
while  crossing  the  Atlantic,  and  which  he  proposed  to  the  owners 
after  reading  an  illustrated  newspaper  description  of  the  acci- 
dent. 
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RALPH  P.  BADEAU 

Ralph  p.  Badeau  was  born  in  Brooklyn,  N.  Y.,  October  26, 
1886,  and  received  his  early  education  at  Rutgers  College  Pre- 
paratory School  of  New  Brunswick,  N.  J.,  and  at  the  Battin 
High  School  of  Elizabeth.  He  was  graduated  from  Stevens  In- 
stitute of  Technology  in  the  class  of  1909,  and  immediately  after- 
ward entered  the  employment  of  Purdy  and  Henderson,  struc- 
tural engineers  of  New  York,  While  with  them  he  had  charge  of 
the  design  of  the  McNeill  Building,  Chicago,  111.,  and  of  the 
crane  runway  for  Inland  Steel  Company.  In  November  1910 
he  became  assistant  superintendent  of  the  A.  &  F.  Brown  Com- 
pany of  Elizabeth,  N.  J.  where  he  was  employed  until  his  death, 
July  20,  1912. 

ERNEST    8.     BOWEN 

Ernest  S.  Bowen  was  born  at  Levanna,  N.  Y.,  May  28,  1858,  and 
died  at  Geneva,  N.  Y.,  April  27,  1912.  At  an  early  age  he  went  to 
work  for  the  J.  A.  Spencer  Iron  Works,  Union  Springs,  N.  Y.,  where 
he  received  his  first  traiuing  and  practical  experience  in  mechanics. 
Realizing  the  advantage  of  a  technical  education,  he  entered  Cornell 
University  and  worked  his  way  through,  graduating  in  the  class  of 
1890.  Immediately  after  graduation  he  entered  the  employ  of  the 
Mcintosh  Seymour  Engine  Company,  manufacturers  of  high-speed 
engines.  Auburn,  N.  Y.,  of  which  he  soon  became  assistant  super- 
intendent. In  1895  he  embarked  in  business  for  himself,  forming  a 
partnership  with  Walter  L.  Fay,  also  of  Auburn,  for  the  manufac- 
ture of  bicycle  parts.  After  five  years  they  sold  out,  but  re-formed  a 
partnership  for  the  manufacture  of  marine  engines  under  the  name 
of  Fay  &  Bowen.  As  this  business  grew  they  added  to  it  the  manu- 
facture of  motor  boats,  which  necessitated  their  moving  to  a  location 
with  a  water  front.  They  were  attracted  to  Geneva  and  in  1904  the 
business  was  incorporated  under  its  present  name  of  the  Fay  & 
Bowen  Engine  Company  and  it  has  steadily  grown  until  it  is  one  of 
the  leading  concerns  of  its  kind  in  the  country. 

W.     r.    BUCK 

W.  F.  Buck,  superintendent  of  motive  power  of  the  Atchison, 
Topeka  and  Santa  F6  Railway,  with  headquarters  at  Chicago,  111., 
died  while  traveling  through  San  Bernardino  County,  California, 
on  January  31,  1912. 
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Mr.  Buck,  who  was  born  at  St.  Andrews,  N.  B.,  on  June  9,  1863, 

received  his  education  in  the  public  schools  of  that  community, 
entering  railway  service  in  1882  as  an  apprentice  in  the  shops  of  the 
Intercolonial  Railway,  where  he  received  a  practical  mechanical 
training.  In  1880  he  severed  his  connection  with  this  road  and 
entered  the  employ  of  the  Northern  Pacific  Railway  as  roundhouse 
foreman  at  Staples,  Minn.,  and  in  1895  he  was  promoted  to  the 
position  of  general  foreman  first  at  Missoula,  Mont.,  and  later  at 
Helena,  Mont.  Mr.  Buck  steadily  advanced  in  his  profession, 
becoming  master  mechanic  in  1902  of  the  Rocky  Mountain  Division 
of  the  Northern  Pacific  Railway,  with  headquarters  at  Missoula, 
and  in  1904  of  the  Arizona  division  of  the  Atchison,  Topeka  &  Santa 
F6  Railway,  at  Needles,  Cal.  Several  years  later  he  was  appointed 
mechanical  superintendent  of  the  Eastern  Grand  Division  of  the 
same  company,  with  headquarters  at  Topeka,  Kansas,  and  in  1908 
entered  upon  the  work  in  which  he  was  engaged  at  the  time  of  his 
death. 

Mr.  Buck  was  always  deeply  interested  in  his  profession  and  was 
the  designer  of  a  number  of  practical  mechanical  devices  for  railroad 
work,  including  a  locomotive  superheated  and  a  locomotive  external 
throttle. 

FREDERICK   H.   CRABTREE 

Frederick  H.  Crabtree  was  born  at  Ebbw  Vale,  England,  Oc- 
tober 5,  18G3,  and  died  in  Anaconda,  Montana,  August  3,  1912. 
His  early  education  was  obtained  in  the  Cardiff  High  School,  and 
in  1876  he  entered  as  an  apprentice  the  Blaina  Iron  Works  of 
Blaina,  England,  where  he  remained  until  1881.  Subsequently  he 
was  employed  by  the  Thames  Iron  &  Shipbuilding  Company, 
London;  Crossley's  Woolen  Factory,  Halifax;  Blaina  Blast 
Furnace  Works;  Ebbw  Vale  Steel  Works;  and  as  chief  engineer 
in  charge  of  the  Pyle  Works  coal  washing  and  coking  plant, 
Blaina. 

Mr.  Crabtree  came  to  America  in  1888  and  accepted  a  position 
as  master  mechanic  with  the  Rock  Springs  Coal  Company  of  the 
Union  Pacific  Railroad.  In  1890  he  moved  to  Anaconda,  Mont., 
where  he  held  a  number  of  responsible  positions,  among  which 
was  the  supervision  of  the  installation  of  the  machinery  in  a  50- 
ton  gold  mill  for  the  Republic  Reduction  Company,  Republic, 
Wash.    The  last  position  he  filled  was  as  assistant  superintend- 
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ent  of  power  plants  of  the  Washoe  Smelter  Company,  from  which 
he  resigned  three  years  ago. 

Mr.  Crabtree  patented  a  numl)er  of  devices.  In  1887  he 
was  granted  an  English  patent  on  improvements  on  a  rotary 
steam  engine;  in  1904  on  a  pneumatic  massage  apparatus;  in  1905 
on  an  automatic  cut-oif  steam  valve;  in  1910  on  a  paper  fastener 
and  on  an  auxiliary  rim  and  tire  protector. 

ALBERT  W.  DANFORTH 

Albert  W.  Danforth  who  died  at  his  home  in  Lowell,  Mass.. 
on  April  25,  1912,  was  educated  in  the  Lowell  public  schools  and 
began  his  professional  career  as  mechanical  engineer  for  the 
Lawrence  Corporation  of  that  city.  A  few  years  later  he  became 
mill  and  constructing  engineer  for  the  Hamilton  Corporation, 
and  subsequently  designer  and  superintendent  of  construction  on 
machinery  for  the  L'nited  States  Cartridge  Company,  and  mill 
and  mechanical  engineer  in  Newburyport.  In  1882  he  went  to 
China  in  the  employ  of  the  Chinese  Government  to  build  a  cot- 
ton mill  at  Shanghai,  owned  by  Li  Hung  Chang,  then  viceroy 
of  the  province,  remaining  there  for  twenty  years  and  doing 
much  to  introduce  European  methods  of  cotton  manufacture 
into  the  country. 

W^ILLTAM  J.  EDWARDS 

William  J.  Edwards  died  at  his  home  in  Binghamton,  N.  Y., 
on  April  21.  1912.  Mr.  Edwards,  who  was  born  in  Albany  on 
February  20,  1873,  received  his  preparatory  education  at  the 
Centenary  Collegiate  Institute  at  Hackettstown,  N.  J.,  and  his 
technical  training  at  Pratt  Institute  in  Brooklyn.  Upon  his 
graduation  in  1893  he  entered  the  employ  of  the  Tide  Water  Oil 
Company  in  Bayonne,  N.  J.,  where  he  became  acting  master 
mechanic  of  the  company,  with  charge  of  the  design  and  con- 
struction of  the  complete  oil  refinery,  and  later  superintendent  of 
the  can  and  case  department.  He  was  also  during  his  residence 
in  Bayonne  president  of  the  Bayonne  Castings  Company,  which 
made  a  specialty  of  monel  metal  castings. 

In  1911  he  removed  to  Binghamton,  N.  Y.,  to  become  vice- 
president  and  treasurer  of  the  Binghamton  Clothing  Company, 
a  position  which  he  held  at  the  tmie  of  his  death. 
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ELMER   S.   FARWELL 

Elmer  S.  Farwell  who  died  in  Kansas  City,  Mo.,  on  December 
18,  1912,  was  born  December  '20,  1863,  at  Morrison,  111.  lie  re- 
ceived his  education  at  the  Baldwin  University,  Baldwin,  Kan., 
and  later  at  the  Rensselaer  Polytechnic  Institute,  Troy,  N.  Y., 
being  graduated  in  the  class  of  1891.  For  a  time  he  was  in  the  em- 
ploy of  the  Illinois  Steel  Company  at  South  Chicago,  going  from 
there  to  the  Patent  Office  at  Washington,  where  he  was  assi-stant 
examiner  in  the  Division  of  Steam  Engineering.  During  this 
period  he  was  also  an  instructor  in  the  department  of  steam 
engineering  of  Columbian  University,  Washington,  D.  C.  In 
1898  he  came  to  New  York  to  take  up  work  with  the  Interna- 
tional Paper  Company,  but  later  retired  from  their  employ  to 
open  an  office  for  himself  as  consulting  engineer.  In  this 
capacity  he  was  retained  by  the  Yellow  Pine  Paper  Mill  Com- 
pany to  install  their  evaporator  system  and  later  to  rebuild  their 
plant.  In  the  fall  of  1911  he  moved  to  Kansas  City,  where  he 
continued  his  consulting  practice  until  shortly  before  his  death. 

LEE    D.    FISHER 

Lee  D.  Fisher  was  born  December  22,  1875,  at  Elyria,  Ohio,  and 
died  February  8,  1912,  at  his  home  in  Joliet,  111.  In  1897  he  was 
graduated  from  Washington  University  as  an  electrical  and  me- 
chanical engineer  and  accepted  a  position  as  boiler  and  elevator  in- 
spector for  the  Union  Casualty  and  Surety  Company  of  St.  Louis, 
Four  months  later  he  was  transferred  to  the  company's  New 
York  office.  WTien  the  Spanish-American  War  broke  out  he  was 
appointed  chief  assistant  engineer  on  the  flagship  New  York  and 
later  was  transferred  to  the  transport  Buffalo  in  charge  of  the 
engine  room,  making  a  trip  to  Manila,  where  he  was  temporarily 
assigned  to  shore  duty  as  engineer  in  charge  of  fortifications  during 
the  insurrection  of  Aguinaldo.  He  returned  to  the  United  States 
on  the  Buffalo  as  chief  engineer. 

Mr.  Fisher  joined  his  father  in  1900  in  electric  railroad  building 
out  of  Columbus,  Ohio,  serving  as  chief  engineer  in  the  construction 
of  three  roads  radiating  from  that  city.  In  1903  he  aided  in  building 
the  Joliet,  Plainfield  and  Aurora  Railroad  and  the  Joliet  and  Southern 
Traction  Company's  line.  In  1911  he  accepted  service  with  the 
Pubhc  Service  Company  of  Northern  Illinois,  having  charge  of 
franchise  matters  for  the  company  until  last  October,  when  he  was 
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made  assistant  to  the  vice-president^and  placed  in  charge  of  the 
publicity  department  of  that  corporation. 

ERWIN  GRAVES 

Erwin  Graves  was  born  near  Tiffin,  Ohio,  August  19, 1850,  and 
was  educated  in  the  public  schools.  At  the  outset  of  his  career 
he  was  for  several  years  surveyor  for  railroads.  He  then  entered 
the  employ  of  J.  D.  Cook  of  Toledo,  Ohio,  where  he  assisted  in 
the  building  of  the  Sandusky  Water  Works.  During  his  four 
years'  residence  in  Sandusky  he  was  superintendent  of  water 
works  and  city  engineer.  From  Sandusky  Mr.  Graves  went  to 
Quincy,  111.,  where  he  built  the  water  works,  later  going  to  At- 
lantic City,  N.  J.,  in  the  employ  of  K.  D.  Wood  &  Company,  for 
the  same  purpose.  In  1885  he  became  connected  with  the  Cam- 
den Iron  Works,  Camden,  N.  J.,  and  was  until  1890  assistant 
superintendent.  In  1894  he  returned  to  the  works  as  superin- 
tendent, a  position  which  he  held  at  the  time  of  his  death  on 
December  13,  1912. 

Mr.  Graves  was  a  member  of  the  Engineers  Club  of  Phila- 
delphia for  many  years,  but  resigned  from  it  before  his  death. 

JOHN   T.    HAWKINS 

John  T.  Hawkins  was  born  in  Abingdon,  England,  December  22, 
1828.  He  came  to  America  when  eight  years  old  and  received  his 
education  in  the  public  schools  of  New  York  City.  His  first  employ- 
ment was  with  Hoe  &  Company,  wliere  he  remained  until  July 
1861,  when  he  joined  the  Navy  as  third  assistant  engineer.  For 
efficiency  of  service  he  was  promoted  to  a  chief  engineer's  berth, 
in  which  capacity  he  served  until  the  close  of  the  war.  He  was  present 
at  the  attacks  on  Forts  Jackson  and  St.  Phillips,  the  capture  of  New 
Orleans  and  many  less  important  engagements.  The  following  four 
years  he  taught  engineering  chemistry  and  physics  at  the  United 
States  Naval  Academy  at  Annapolis,  and  then  together  with  George 
R.  Holt,  another  naval  officer,  resigned  from  the  service  and  engaged 
in  spool  making  at  Salisbury,  Vt.  His  next  connection  was  with  the 
Campbell  Printing  Press  and  Manufacturing  Company,  Taunton, 
Mass.,  of  which  he  became  president  and  was  in  entire  charge  of  the 
mechanical  part  of  the  business.  During  this  period  he  made  many 
improvements  on  printing  machinery  and  had  taken  out  over  fifty 
patents  on  his  inventions.  In  1897  he  became  consulting  engineer 
for  the  Crown  Cork  &  Seal  Company,  Baltimore,  Md.,  and  three 
years  later  retired  from  active  business.    He  died  April  29,  1912. 
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MILTON    P.    HIGGIN8 


Milton  p.  Higgins,  for  many  years  superintendent  of  the  Wash- 
burn Shops  of  \^'o^ccster  Polytechnic  Institute,  and  widely  recog- 
nized as  the  originator  of  this  plan  of  education  as  well  as  for  his 
ability  in  the  industrial  and  commercial  world,  died  at  Worcester, 
Mass.,  on  March  8,  1912. 

Mr.  Higgins  was  born  December  7,  1842,  in  Standish,  Me.,  and 
early  in  his  boyhood  showed  his  liking  for  machinery.  At  the  age 
of  seventeen  he  entered  the  shops  of  the  Amoskeag  Manufacturing 
Company  of  Manchester,  N.  H.,  and  while  devoting  himself  ardently 
to  his  work,  managed  to  apply  himself  to  study  in  the  evening  and 
finally  to  enter  and  to  graduate  from  Dartmouth  College,  wholly 
through  his  ovm  efforts.  After  graduation  he  became  a  draftsman 
at  the  Washburn  &  Moen  Wire  Works  in  Worcester,  under  the  late 
Charles  Hill  Morgan,  with  whom  he  was  associated  later  for  many 
years  at  the  Worcester  Polytechnic  Institute. 

It  was  at  this  time  that  the  plan  of  Mr.  Ichabod  Washburn  for  a 
shop  that  would  train  the  students  and  at  the  same  time  be  a  com- 
mercial success  was  put  into  practice,  and  Mr.  Higgins  was  selected 
by  Mr.  Morgan  and  other  trustees  of  the  Worcester  Polytechnic 
Institute  to  carrj^  it  out.  Industrial  educators  everywhere  and 
those  interested  in  such  matters  know  how  well  Mr.  Higgins  suc- 
ceeded, building  up  several  lines  of  business  for  which  he  himself 
designed  the  machinery,  such  as  machine  tools,  special  grinding 
apparatus,  and  the  hydraulic  elevator  of  the  direct-acting  plunger 
type,  and  the  work  of  its  graduates  has  been  a  constant  testimony 
to  the  thoroughness  of  administration  during  the  twenty-eight 
years  he  was  superintendent. 

Mr.  Higgins'  active  mind  had  time  for  other  projects  and  in  1885 
he  organized,  with  George  I.  Alden,  also  of  Worcester  Polytechnic, 
the  Norton  Emery  Wheel  Company,  the  personnel  of  which  has  been 
altered  only  by  Mr.  Higgins'  death.  The  development  of  the  great 
abrasive  industry  of  the  present  Norton  companies  is  due  largely  to 
the  foresight  and  judgment  of  Mr.  Higgins. 

In  1889  Mr.  Higgins  was  granted  a  year's  leave  of  absence  from 
the  Washburn  Shops,  so  that  he  might  organize  the  shops  of  the 
Georgia  School  of  Technology  started  at  that  time  in  .Atlanta,  Ga., 
and  which  is  still  in  successful  progress.  He  was  also  called  upon 
to  plan  the  shops  of  the  Miller  Manual  Labor  School  of  Virginia. 

In  1896  Mr.  Higgins  resigned  his  connection  with  the  Worcester 
Polytechnic  Institute,  although  through  his  appointment  later  on  the 
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Board  of  Trustees  he  still  maintained  his  interest  in  it,  and  organized 
the  Plunger  Elevator  Company,  which  had  its  inception  in  the  work 
of  the  school.  Mr.  Higgins'  genius  for  organization  also  showed  itself 
in  his  formation  of  the  Worcester  Pressed  Steel  Company  in  1904. 

At  the  time  of  his  death,  in  addition  to  his  association  with  the 
companies  already  described,  Mr.  Higgins  was  president  of  the 
Manchester  Supply  Company  of  Manchester,  N.  H.,  and  of  the 
Sanford  Riley  Stoker  Company  of  Providence,  R.  I.  He  was  a 
director  of  the  Mechanics  National  Bank  of  Worcester,  and  was 
president  of  the  Board  of  Trustees  of  Worcester  Polytechnic  Institute. 
He  was  a  charter  member  of  the  Society  for  the  Promotion  of  Indus- 
trial Education. 

Mr.  Higgins  was  a  charter  member  of  this  Society  and  served  as 
one  of  its  vice-presidents  from  1901  to  1903.  In  1899  he  presented 
before  the  Society  two  papers  on  the  Education  of  Machinists, 
Foremen  and  Mechanical  Engineers,  giving  his  educational  theories, 
which  created  wide  interest.  The  Society  was  represented  at  Mr. 
Higgins'  funeral  by  Honorary  Vice-Presidents  G.  I.  Rockwood, 
A.  L.  Smith,  H.  B.  Smith,  C.  A.  Read,  Geo.  I.  Alden  and  Paul  B. 
Morgan. 

ALBERT   W.    JACOBI 

Albert  W.  Jacobi  was  born  August  24,  1861,  in  Newark,  N.  J. 
His  professional  service  began  in  1878  when  he  started  as  an  appren- 
tice in  the  machine  trade  at  the  Hewes  and  Phillips  Iron  W^orks  of 
that  city.  His  first  two  and  a  half  years  were  spent  on  the  Porter- 
Allen  engines  which  were  at  that  time  built  at  these  works.  When 
Mr.  Porter  removed  to  Philadelphia  he  was  placed  in  charge  of  the 
construction  of  two  small  engines,  and  assisted  in  the  erection  of 
numerous  machine  tools.  He  then  assisted  in  the  drawing  room  in 
which  department  his  apprenticeship  was  completed.  During  his 
stay  here  he  realized  that  his  technical  education  had  been  much 
neglected,  and  therefore  decided  to  attend  the  Ohio  State  University. 
While  at  college  he  assisted  in  designing  and  constructing  the  steam 
heating  system  in  the  chemical  laboratory  as  well  as  in  other  minor 
constructions  Upon  graduation  in  1884  he  was  re-engaged  by  his 
former  employers,  his  attention  now  being  confined  to  machine 
tools,  many  of  which  were  of  heavy  type,  to  steam  engines,  boilers 
and  special  machinery.  He  later  became  identified  with  the  American 
Lead  Pencil  Company  of  Hoboken,  as  superintendent,  but  was 
obliged  to  give  up  this  position  on  account  of  ill  health.  In  1901  he 
became  connected  with  the  Gould  and  Eberhardt  Machine  Tool 
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Company  of  Newark,  as  chief  engineer,  but  three  years  later  relin- 
quished this  for  a  position  as  superintendent  of  the  Automobile  Club 
of  America.  In  1908  he  entered  into  private  practice  as  a  consulting 
engineer,  in  which  capacity  he  was  engaged  until  the  time  of  his 
death,  February^l8,^1912. 

JAMES    P.     S.     LAWRANCE 

James  P.  S.  Lawrance  was  born  in  Philadelphia  in  1852  and  at- 
tended the  Episcopal  Academy  in  that  city.  He  was  matriculated 
at  the  Lehigh  University  and  graduated  in  1873  with  the  degree  of 
M.  E.  He  served  about  one  year  under  instruction  in  the  machine 
shop  of  John  Roach  &  Sons,  Chester,  Pa.,  to  qualify  for  the  Engineer- 
ing Corps  of  the  Navy,  which  service  he  entered  as  second  assistant 
engineer  in  March  1875.  He  made  a  three  years'  cruise  on  the  Asiatic 
Station  and  another  on  the  Pacific  Station,  also  a  six  months'  cruise 
on  the  North  Atlantic  Station  in  a  sea-going  monitor.  In  April 
1883  he  was  ordered  to  duty  in  the  office  of  Naval  Intelligence  in  the 
Bureau  of  Navigation,  Navy  Department,  and  in  June  1883  was 
commissioned  a  past  assistant  engineer  in  the  United  States  Navy. 
Subsequently  Captain  Lawrance  served  at  the  Norfolk  and  the 
Washington  Navy  Yards;  the  Homestead  Steel  Works  and  the 
Thurlow  Steel  Works.  He  took  part  in  the  "battles"  of  Cardinas 
and  Manzanello  during  the  war  with  Spain  and  made  voyages  through 
the  Straits  of  Magellan,  the  Suez  Canal,  up  the  Amazon  River  about 
2000  miles,  and  around  the  world.  He  was  promoted  in  the  regular 
course  up  to  the  rank  of  chief  engineer  in  the  Navy  and  by  virtue  of 
the  act  of  Congress  approved  March  3,  1899,  was  transferred  into 
the  line  of  the  Navy  and  promoted  to  the  rank  of  commander.  At 
his  own  request  his  name  was  transferred  to  the  retired  list  June  30, 
1905,  which  promotion  carried  with  it  the  rank  of  captain.  He  died 
January  16,  1912. 

Captain  Lawrance  was  a  member  of  the  American  Association  for 
the  Advancement  of  Science. 

FREDERICK    J.    MAYER 

Frederick  J.  Mayer  was  boiii  in  Brenierhaven,  Germany,  July 
4,  1853.  He  received  his  technical  education  at  the  University  of 
Stuttgart,  and  came  to  this  country  in  1870,  after  having  seen 
active  service  in  the  Franco-Piiissiaii  War.  He  engaged  with  the 
Bartlett  Hayward  Company  of  Baltinu're,  Md.,  as  draftsman. 
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and  while  with  them,  as  chief  engineer,  he  designed,  erected  and 
operated  many  of  the  large  gas  plants  constructed  by  the  com- 
pany. Among  them  may  be  mentioned  the  Consumers'  Gas  Fuel 
and  Light  Company  of  Chicago,  in  1883,  and  the  Nassau  Gas 
Company's  water  gas  plant,  Brooklyn,  in  1891.  In  1906  Mr. 
Mayer  severed  his  connection  with  the  Bartlett  Hayward  Com- 
pany and  organized  and  established  the  Didier-March  Company 
in  the  United  States,  taking  the  position  of  general  manager. 

Having  made  a  life  study  of  the  carbonization  of  coal  for 
metallurgical  and  domestic  use,  to  him  must  be  credited  the  estab- 
lishing of  some  of  the  best  foreign  apjDaratus  for  such  purposes 
in  the  United  States  by  both  the  intermittent  and  continuous  sys- 
tem in  vertical  retorts  for  gas-house  practice.  He  not  only  se- 
cured these  rights  for  the  United  States,  but  promoted  the  com- 
panies, erected  the  plants  and  put  them  into  successful  operation. 
Mr.  Mayer  had  invented  many  improvements  for  the  manufac- 
ture of  illuminating  gas,  patents  of  which  were  secured  in  the 
United  States,  Germany,  France,  and  England. 

At  the  time  of  his  death,  September  4,  1912,  he  was  still  an 
ardent  and  tireless  worker,  well  known  in  this  country  and 
abroad.  He  was  a  member  of  the  American  Gas  Institute,  the 
Illuminating  Engineering  Society,  Chemists  Club,  American 
Peat  Society  and  many  other  technical  organizations. 

GEORGE  WALLACE  MELVILLE 

A  career  which  has  added  luster  to  the  entire  engineering  profes- 
sion was  brought  to  a  close  on  March  17,  1912,  in  the  death  of  Rear- 
Admiral  George  Wallace  Melville,  U.  S.  N.  Retired,  at  his  home  in 
Philadelphia,  Pa.,  after  a  brief  illness. 

Born  of  Scotch  parentage  illustrious  for  its  bravery,  George  Wal- 
lace Melville  was  one  of  the  first  to  volunteer  in  his  country's  ser- 
vice at  the  outbreak  of  the  Civil  War.  In  1804,  James  Melville  of 
Sterling,  Scotland,  had  come  to  New  York,  bringing  with  him  his 
family,  one  of  whom,  Alexander  Melville,  a  chemist,  became  the 
father  of  the  noted  engineer.  George  Wallace,  oldest  son  of  Alex- 
ander and  Sarah  Douther  Wallace  Melville,  was  born  in  New  York 
on  January  10,  1841,  educated  in  the  public  schools,  and  showing 
early  mechanical  ability,  sent  to  the  Polytechnic  School  of  Brook- 
lyn and,  later,  to  a  religious  academy  noted  for  its  excellent  mathe- 
matical training.     He  had  entered  the  engineering  works  of  James 
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Binn  in  East  Brooklyn,  and  had  acquired  the  foundation  for  that 
practical  skill  which  served  him  so  well  in  many  a  later  event,  when 
war  was  declared. 

Melville  was  at  once  appointed  an  oflBcer  of  the  Engineering  Corps 
of  the  United  States  Navy,  for  which  he  was  well  fitted  despite  his 
extreme  5'"outh,  and  throughout  the  war  saw  almost  continuous 
service.  He  will  perhaps  be  best  remembered  for  his  daring  work  in 
connection  with  the  capture  of  the  Confederate  cruiser  Florida  in 
the  neutral  waters  of  Brazil — a  breach  of  international  law,  but  a 
justifiable  and  clever  strategy. 

The  war  ended,  Melville's  adventurous  spirit  soon  sought  for  new 
foes  to  conquer,  and  when  in  1873  the  sealing  steamer  Tigress  was 
chartered  to  rescue  the  remnant  of  Captain  Hall's  last  and  fatal 
voyage  to  the  Arctic,  Melville  volunteered  as  her  engineer  officer. 
The  White  North  proved  an  antagonist  worthy  of  Melville's  bravery 
and  skill,  and  it  was  for  his  share  in  the  long  struggle  with  the  enemy, 
conquered  only  within  the  past  two  years,  that  his  name  first  became 
honored  throughout  the  civilized  world.  When  in  1879  the  Jean- 
nette,  commanded  by  Lieut.  George  W.  De  Long,  embarked  upon 
an  expedition  to  the  North  Pole  through  Bering  Strait,  hitherto  an 
untried  route,  Melville  was  of  the  staff,  although  the  department 
reluctantly  assented  to  his  assignment  because  of  the  difficulty  of 
filling  his  place.  On  the  voyage  he  was  called  by  De  Long  "a  tower 
of  strength,"  "always  self-helpful  and  reliant  in  emergency,"  "of  in- 
domitable energy,"  yet  ever  cheerful  and  with  a  smile  and  word  of 
encouragement  for  all.  "When  he  does  retire,"  says  De  Long,  of  the 
time  of  crisis,  "he  lies  awake,  planning  some  new  means  of  pumping 
a  ship  by  steam  which  will  be  more  economical  than  the  main 
boilers." 

Such  planning  was  much  needed,  for  soon  after  leaving  California 
the  vessel  was  caught  in  the  ice  and  never  after  escaped  from  the 
floe  which  held  her.  In  1881,  Melville  manned  a  small  force  sent  by 
De  Long  to  plant  the  American  flag  on  what  is  now  known  as  Hen- 
rietta Island,  which  proved  a  most  hazardous  undertaking  and  which 
has  been  most  graphically  described  by  Melville  himself  in  his  book, 
"In  the  Lena  Delta."  After  a  three  days'  journey  of  constant  dan- 
ger and  struggle  with  the  moving  ice,  hindered  by  various  mishaps 
and  by  the  frightened  dogs,  the  island  was  triumphantly  claimed  for 
the  American  government.  Of  this  feat  De  Long  says:  "If  this  per- 
sistence in  landing  upon  this  island,  in  spite  of  the  superhuman 
difficulties  he  encountered,  is  not  reckoned  a  brave  and  meritorious 
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action,  it  will  not  be  from  any  failure  on  my  part  to  make  it  known." 
On  June  7,  1881,  the  Jeannette,  worn  out  with  the  crushing  force 
of  the  moving  ice,  went  down,  leaving  her  crew  upon  the  floe,  the 
nearest  source  of  food  500  miles  away  in  the  Lena  Delta,  and  the 
nearest  knowTi  land,  the  desert  New  Siberian  Islands,  150  miles  dis- 
tant. For  forty-one  days  they  toiled  on,  Melville  ever  ready  to  aid 
the  sick  and  discouraged  and  full  of  energy  and  expedients.  At 
length  coming  upon  an  island  hitherto  unknown,  now  called  Bennett 
Island,  they  rested  for  nine  days  and  then  when  the  Arctic  winter 
was  setting  in,  embarked  southward  in  three  boats,  commanded 
respectively  by  De  Long,  Chipp  and  Melville.  Separated  by  a  ter- 
rific storm,  Melville's  crew  were  finally  brought  to  port,  alive  but 
in  a  pitiable  condition.  Chipp's  vessel  had  gone  down  in  their  sight, 
a  victim  of  the  waves;  De  Long's  fate  they  could  only  conjecture. 
Instead  of  pushing  his  way  southward,  "whither,"  as  Bennett  says  in 
his,  The  Steam  Navy  of  the  United  States,  "a  warmer  sun  was  shin- 
ing and  where  lay  the  great  Russian  road  leading  to  the  borders  of 
civilization,  to  the  railway,  to  the  blue  sea,  to  home,"  Melville  set 
out  to  find  De  Long,  who  in  his  own  heart  he  feared  had  perished. 
"Few  men,"  says  Bennett,  "after  passing  through  all  the  perils  that 
Melville  had  survived,  would  have  thrown  away  that  seeming  last 
chance  of  personal  safety,  but  he,  being  cast  in  rare,  heroic  mould, 
turned  his  back  upon  the  means  of  saving  himself  and  set  his  rugged 
face  to  the  northward,  forcing  his  way  into  the  darkness  and  the 
awful  silence  of  the  Arctic  winter  like  one  deliberately  invading  the 
dominions  of  death." 

How  Melville  pressed  forward,  weak  and  footsore,  suffering  from 
cold  and  exposure,  quelling  the  mutinies  of  his  native  companions 
from  time  to  time,  only  to  fail  in  his  quest;  how,  when  spring  came, 
he  went  forth  undaunted  a  second  time,  to  discover  at  last  the 
bodies  of  the  brave  De  Long  and  his  party  and  to  bury  them,  as  he 
has  himself  written,  "in  the  sight  of  the  spot  where  they  fell,  the 
scene  of  their  suffering  and  heroic  endeavor,  where  the  everlasting 
snows  would  be  their  winding  sheet,  and  the  fierce  polar  blasts 
would  wail  their  wild  dirge  through  all  time," — is  now  a  matter  of 
common  knowledge  and  need  not  here  be  more  fully  re- 
counted. 

In  the  spring  of  1884  Melville  made  his  last  trip  to  the  North,  this 
time  with  the  Greeley  relief  expedition,  and  was  one  of  the  first  to 
reach  the  dying  men  at  Cape  Sabine,  a  fit  ending  to  this  chapter  of 
his  career. 
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The  Government  had  not  been  unmindful  of  Melville's  broad 
knowledge  of  engineering  and  his  intrepid  spirit,  and  in  1887  when 
the  new  Navy  was  in  process  of  building,  Admiral  Melville  was  ap- 
pointed Engineer-in-Chief  with  the  relative  rank  of  Commodore. 

At  this  time  the  four  Roach  Cruisers  had  been  completed  and 
contracts  had  been  placed  for  a  few  of  the  succeeding  vessels.  Ex- 
cept for  these  few,  how^ever,  the  machinery  of  the  new  Navy  was  all 
designed  by  ]\Ielville  or  under  his  supervision  until  the  time  of  his 
retirement  sixteen  years  later.  Even  this  does  not  represent  the  total 
amount  of  designing  done  by  the  Bureau  under  his  direction,  since 
the  work  was  so  radically  new  that  tentative  designs  had  to  be 
prepared  in  many  cases,  which  subsequent  changes  in  the  general 
features  of  the  vessel  caused  to  be  given  up. 

Machinery  aggregating  more  than  1,000,000  h.p.  was  designed 
and  built  under  his  supervision  for  vessels  of  all  types  from  battle- 
ships to  torpedo  boats,  involving  millions  of  dollars.  He  was  the 
first  engineer-in-chief  to  advocate  and  to  actually  install  water  'tube 
boilers.  The  first  to  be  thus  fitted  out  was  the  Monterey,  equipped 
with  Ward  boilers  of  about  5,000  h.p.  He  also  adopted  water  tube 
boilers  exclusively  for  sea  launches  with  the  best  results,  but  did  not 
allow  himself  to  be  carried  away  unduly  with  the  idea.  He  felt 
that  the  best  interests  of  the  Navy  required  that  the  first  boilers 
installed  be  tested  thoroughly  before  adopting  this  type  as  a  settled 
pohcy. 

Ever  vigilant  to  keep  our  Navy  in  the  forefront  of  progress  he  con- 
sistently demanded  the  highest  possible  speed  in  vessels  of  all  types. 
In  1898,  when  other  nations  were  building  large  battleships  of  18 
knots  speed  or  over,  it  was  proposed  by  the  Navy  Department  to 
construct  new  vessels  copied  after  the  slower*  IG-knot  battleships  of 
previous  years;  but  the  Admiral's  determined  stand  and  the  willing- 
ness of  contractors  to  furnish  ships  capable  of  attaining  the  higher 
speed  enabled  us  to  get  vessels  of  18  knots.  As  another  evidence  of 
this  policy,  reference  should  be  made  to  the  two  triple-screw  flyers, 
Columbia  and  Minneapolis,  which  were  the  first  very  large  vessels 
to  be  equipped  with  triple  screws,  each  vessel  developing  about 
20,000  h.p.  and  breaking  the  speed  record  for  naval  vessels  larger 
than  torpedo-boats  at  that  time.  This  was  one  of  the  boldest  pieces 
of  designing  which  has  been  done  in  the  Navy  Department  and  is 
but  another  evidence  of  the  courage  and  foresight  displayed  by 
Melville  upon  all  occasions  where  progressive  action  was  demanded. 
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He  applied  the  method  of  testing  the  speed  of  vessels  now  known 
as  the  "Standardized  Screw,"  and  at  the  time  of  his  retirement  had 
completed  an  extensive  investigation  of  the  use  of  fuel  oil  on  ship- 
board. 

In  the  war  with  Spain,  bitterly  opposed  by  Melville  with  all  his 
customary  strength  of  opinion,  his  foresight  and  determination  were 
nevertheless  responsible  for  the  equipment  of  Key  West  as  a  naval 
base  and  the  sending  out  of  the  Vulcan,  the  first  repair  ship  to  be  used 
in  warfare. 

In  1899  came  the  culmination  of  the  long  fight  which  the  engineers 
in  the  navy  had  made  to  secure  actual  rank  as  naval  officers  instead 
of  relative  rank  with  professional  titles.  Inasmuch  as  their  work 
has  come  to  be  largely  executive,  involving  the  command  of  a  con- 
siderable portion  of  the  ship's  company,  the  engineers  felt  that  they 
should  have  a  title  commensurate  with  their  duties.  This  was  op- 
posed for  years  by  the  line  ofl&cers,  but  the  splendid  work  of  the 
Engineer  Corps  under  Melville  and  his  own  personality  brought 
about  a  better  feeling  and  the  Personnel  Board  was  appointed, 
presided  over  by  Assistant  Secretary  of  the  Navy  Roosevelt.  The 
result  of  the  deliberations  of  this  board  was  a  reorganization  of 
the  entire  personnel  of  the  navy,  which  consolidated  the  engineers 
with  the  line.  It  cannot  be  doubted  that  the  work  and  bearing  of 
Melville  and  the  accomplishments  of  his  department  were  largely 
responsible  for  this  sweeping  change. 

In  1903  Admiral  Melville  retired  from  the  service  in  accordance 
with  the  sixty-two  year  limit,  though  still  active  and  vigorous  both 
mentally  and  physically,  and  several  years  later  opened  a  consulting 
office  in  Philadelphia  in  partnership  with  J.  H.  Macalpine,  the  joint 
inventor  with  him  of  the  steam  turbine  reduction  gear  for  ship  and 
other  purposes,  which  has  been  described  in  their  book  upon  the 
subject,  "Broadening  the  Field  of  the  Marine  Steam  Turbine,"  pub- 
lished in  1909.  Just  before  the  close  of  his  administration  an 
elaborate  series  of  tests  on  the  use  of  fuel  oil  was  made  under  his 
direction  by  the  U.  S.  Naval  "Liquid  Fuel"  board,  and  published 
as  a  public  document. 

Throughout  his  life  Melville's  inventive  genius  was  constantly  in 
evidence  and  there  is  a  long  list  of  inventions  to  his  credit  during 
his  work  as  an  ordnance  engineer  which  were  never  patented.  In 
later  years  he  made  numerous  patented  inventions. 

Admiral  Melville  was  justly  the  recipient  of  many  honors.     On 
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his  way  home  from  the  Jeannette  expedition  he  was  granted  a  private 
audience  by  the  Czar  and  Czarina  of  Russia  and  was  mad(>  a  Knight 
of  St.  Stanishius  of  the  First  Class.  Congress  in  1900  conferred 
upon  him  a  gold  medal  for  his  heroic  service  in  the  Arctic  regions 
and  advanced  him  a  grade.  He  was  an  honorary  member  of  the 
Royal  Swedish  Society  of  Anthropology  and  Geography,  a  mem- 
ber of  the  National  Geographical  Society  of  the  United  States,  the 
Geographical  Society  of  Philadelphia,  the  Philosophical  Society,  the 
Washington  Academy,  the  Naval  Architects  and  Marine  Engineers, 
and  an  honorary  member  of  Franklin  Institute  and  of  the  American 
Society  of  Civil  Engineers.  He  was  subsequently  made  also  an 
honorary  member  of  the  Institution  of  Naval  Architects  of  Great 
Britain,  and  honorary  degrees  were  conferred  upon  him  by  a  number 
of  colleges.  His  service  in  the  Civil  War  made  him  a  member  of  the 
Grand  Army  of  the  Republic,  of  the  Naval  Order  of  the  United 
States,  and  of  the  Military  Order  of  the  Loyal  Legion,  composed  of 
commissioned  officers  of  the  war.  By  the  latter  he  was  shown  much 
honor  and  was  at  the  time  of  his  death  Commander  of  the  Penn- 
sylvania commandery  and  Commander-in-Chief  of  the  Order. 
Some  years  ago  the  Loyal  Legion  placed  a  fine  bust  of  Admiral 
Melville,  done  in  bronze,  in  the  Philadelphia  Museum. 

Admiral  Melville  became  a  member  of  the  Society  in  1893  and 
was  elected  to  honorary  membership  at  the  Spring  Meeting  of  1910, 
held  at  Atlantic  City,  where  he  delivered  an  address  on  The  Engi- 
neer's Dutj^  as  a  Citizen.  From  1895  to  1897  he  was  a  vice-president 
of  the  Society  and  in  1898  became  its  president,  filling  the  office  with 
much  distinction,  and  gi\nng  an  interesting  account  of  Engineering 
in  the  United  States  Navy,  its  Personnel  and  Material,  as  his  presi- 
dential adch-ess  at  the  Annual  Meeting  of  1899.  When  the  Society 
held  its  meeting  in  Washington,  D.  C,  in  the  spring  of  1909,  one  of 
its  prominent  features  was  an  address  on  the  Engineer  in  the  Navy- 
delivered  by  Admiral  Melville,  followed  by  the  presentation  of  his 
portrait,  painted  by  Sigismond  de  Ivanowski,  to  the  National  Gal- 
lery. On  the  occasion  of  his  seventieth  birthday,  a  number  of 
Admiral  Melville's  friends  presented  him  with  a  silver  platter  of 
fine  workmanship  and  a  memorial  resolution,  handsomely  engrossed, 
which  now  hang  in  the  rooms  of  the  Society.  The  Society  was  rep- 
resented at  Admiral  Melville's  funeral  on  March  20,  1912,  by 
Honorary  Vice-Presidents  Walter  M.  McFarland,  James  M.  Dodge, 
Past-President,  Coleman  Sellers,  Jr.,  :tnd  Theo.  N.  Ely. 
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SAMUEL  TENXEY   MUDGE 

Samuel  Tennej'  Miulge  died  at  his  home  in  South  Manchester. 
Conn.,  on  September  8,  1912.  Mr.  Mudge  was  born  in  Brooklyn, 
N.  Y.,  on  February  22,  1883,  and  received  his  education  at  the 
Stevens  Institute  of  Technology,  from  which  he  was  graduated 
with  the  degree  of  M.E.  in  1906.  He  entered  the  service  of  the 
American  Sugar  Eefining  Company  in  Jersey  .City  in  the  same 
year,  and  two  years  later  became  in.structor  in  machine  design 
in  the  University  of  Michigan.  At  the  time  of  his  death  he 
was  general  manager  and  superintendent  of  the  mills  of  the 
Rogers  Paper  Manufacturing  Compan}^,  South  Manchester, 
Conn. 

EDWARD    S.    RENWICK 

Edward  S.  Renwick,  who  died  March  19,  1912,  was  borfl  January 
3,  1823,  in  New  York,  and  when  thirteen  years  of  age  entered  Co- 
lumbia University,  the  youngest  member  of  his  class.  After  gradua- 
tion in  1839  he  engaged  in  the  manufacture  of  iron  with  the  New 
Jersey  Iron  Comj)any  at  Boonton,  as  assistant  and  bookkeeper  to  the 
superintendent.  In  1844  he  was  employed  to  examine  and  report  upon 
some  mines  in  Maryland  and  was  afterward  sent  to  England  to 
attend  to  matters  appertaining  to  them.  Here  he  had  the  oppor- 
tunity to  examine  the  best  iron  works  in  both  England  and  Wales. 
In  the  fall  of  184-5  he  returned  to  America  and  became  superintendent 
of  the  Wyoming  Iron  Works  at  Wilkes-Barre,  Pa.,  which  comprised 
a  merchant  mill  for  rolling  bars,  a  sheet  mill,  a  mill  forrods  and  hoops 
and  a  nail  factory.  He  also  put  up  a  small  blast  furnace  in  the  same 
town  and  engaged  in  the  manufacture  of  pig;  iron.  In  the  spring  of 
1849  Mr.  Renwick  went  to  Washington  and  associated  himself  with 
Peter  H.  Watson,  subsequently  Assistant  Secretary  of  War  under 
Stanton  during  the  Lincoln  adminstration,  in  the  business  of  solicitor 
of  patents  and  expert  in  patent  causes  in  the  United  States  Courts. 
While  at  Washington  he  made  several  inventions,  the  most  impor- 
tant of  which  was  the  original  self-binding  reaping  machine,  which 
cut  the  grain,  gathered  it  into  gavels,  compressed  it,  and  bound  it 
into  sheaves,  with  wire,  but  preferably  with  twine.  It  remained 
dormant,  however,  until  the  seventies,  after  the  expiration  of  the 
patents,  when  the  impossibility  of  obtaining  sufficient  laborers  to 
harvest  grain  in  the  old  way  forced  it  into  use.    This  invention,  with 
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small  improvements,  has  yielded  millions  to  the  makers  of  reaping 
machines,  and  has  added  untold  wealth  to  the  country. 

In  December  1854  Mr.  Renwick  returned  to  New  York,  and  his  first 
employment  was  as  consulting  engineer  to  Harrison  Gray  Dyer,  who 
had  become  president  pro  tem  of  the  New  Haven  Railroad.    His  em- 
ployment in  this  position  terminated  with  the  resignation  of  Mr.  Dyer 
and  he  resumed  the  practice  of  his  profession  as  patent  expert  and 
consulting  engineer.    The  most  important  engineering  matter  in  which 
he  was  called  upon  to  act  was  the  repair  of  the  Great  Eastern  steamer 
while  afloat.    This  consisted  in  covering  with  iron  plating  a  fracture 
of  the  bilge  27  feet  beneath  the  water,  88  feet  long  and  10  feet  6  inches 
broad  at  its  widest  part,  a  feat  declared  impossible  by  other  experts. 
He  did  the  work  in  conjunction  with  his  brother,  Henry  B.  Renwick. 
From  1865  Mr.  Renwick's  employment  as  expert  in  patent  causes 
was  continuous.     He  had  probably  been  subjected  to  the  longest 
cross-exammations  of  any  expert.    Thus  in  one  of  his  early  cases  his 
cross-examination  lasted  twenty-one  days,  with  the  result  that  the 
United  States   Circuit   Court   and   afterward    the   United    States 
Supreme  Court  on  appeal,  adopted  the  construction  of  the  patent 
given  by  him  in  favor  of  the  defendant.    In  another  case  the  cross- 
examination  by  the  complainant's  counsel  was  carried  on  in  sessions 
of  from  one  to  three  days  separated  by  intervals,  the  whole  amount- 
ing to  twenty-two  days  running  through  six  months,  when  the  case 
was   compromised  for  $15.     In  the  Leffel  waterwheel  case  he  was 
cross-examined  thirty-five  days,  the  decision  of  the  court  being  in 
favor  of  the  plaintiff  on  whose  behalf  he  had  been  called  as  expert. 
Mr.  Renwick  was  greatly  interested  in  artificial  incubation,  and 
it  was  due  largely  to  his  efforts  and  inventions  that  the  raising  of 
young  chickens  was  rendered  a  paying  industry.     He  was  also 
responsible  for  many  other  inventions,  among  which  are  the  balanced 
compound  steam  engine,  and  the  system  of  surrounding  that  portion 
of  the  shaft  of  a  Unix  propeller  which  extends  beyond  the  vessel 
with  a  casing  of  sufficient  size  to  permit  this  portion  of  the  shaft  to  be 
inspected  to  the  stern  bearing.    Both  of  these  are  described  in  his 
English  patent  of  1868.     The  former  invention  did  not  come  mto 
use  until  the  last  decade  of  the  last  century;  and  the  latter  until  the 
accident  to  one  of  the  shafts  of  the  City  of  Paris,  since  which  it  has 
been  employed  in  all  the  great  sea-going  steamers  with  twin  screws. 
In  1893  Mr.  Renwick  published  his  work  on  Patentable  Inventions. 
He  was  a  member  of  the  American  Chemical  Society,  the  En- 
gineers Club,  the  Union  Club,  the  New  York  Yacht  Club,  the  bt. 
Nicholas  Society  and  other  similar  organizations. 
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HENRY    S.    ROBINSON 


Henry  S.  Robinson  was  born  at  Meredith,  N.  H.,  January  22, 
1831,  and  died  April  4,  1912.  After  completing  his  academic  ed- 
ucation, he  took  up  the  active  duties  of  hfe  in  1847  as  assistant 
engineer  of  the  Hamilton  Manufacturing  Company  at  Lowell,  Mass., 
and  later  became  consulting  engineer  for  the  same  company.  In  1849 
he  went  to  the  York  Mills  at  Saco,  Maine,  as  chief  engineer,  where 
he  remained  six  years.  From  1855  until  1861  he  and  his  brother, 
James  R.  Robinson,  were  in  business  at  Clinton,  Mass.,  as  consult- 
ing steam  engineers.  During  the  Civil  War  he  served  for  a  short  time 
as  assistant  engineer  in  the  Navy  and  later  in  the  Army  as  lieutenant 
in  the  36th  Regiment  of  Massachusetts.  From  1865  until  1873  he 
had  charge  of  the  steam  plant  at  the  Pacific  Mills,  Lawrence,  Mass., 
and  in  1873  engaged  in  the  business  of  boiler  manufacturing  at 
Boston,  at  the  same  time  acting  as  consulting  engineer  for  many 
of  his  former  clients.  In  1892  he  retired  from  active  business  and 
allied  himself  with  The  Atlantic  Works,  Boston,  of  which  company 
he  was  vice-president  from  1892  until  1898,  and  president  from  1898 
until  his  death. 

From  an  engineering  standpoint,  Mr.  Robinson's  life  was  par- 
ticularly noteworthy  for  the  practical  results  which  he  achieved  in 
improving  methods  of  steam  boiler  construction  and  operation,  and 
in  convincing  his  clients  and  customers  of  the  desirability  on  eco- 
nomic grounds,  and  duty  for  humanitarian  reasons,  to  design,  con- 
struct and  operate  steam  boilers  with  a  careful  and  intelligent  regard 
for  the  natural  laws  affecting  them.  Before  his  death  he  had  the 
satisfaction  of  knowing  that  methods  which  he  had  advocated  and 
practised  many  years  before  were  being  quite  generally  adopted  by 
engineers  and  boiler  manufacturers,  and  in  some  particulars  were 
being  required  by  legislative  regulations. 

J.   M.  ROBINSON 

J.  M.  Robinson,  president  of  the  Crex  Carpet  Company  of 
New  York,  who  died  on  March  30,  1912,  was  born  in  New  York 
on  July  19,  1849,  and  educated  in  the  public  schools.  He  re- 
ceived his  engineering  training  in  Cooper  Institute  and  through 
practical  experience. 

Mr.  Robinson  had  charge  for  some  time  of  the  linesmen  and 
building  of  the  Western  Union  Telegraph  Company,  and  was 
associated  with  the  Mills  Estate,  erecting  the  Mills  Buildings 
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in  New  York  and  San  Francisco,  and  having  active  management 
of  the  property.  He  was  also  interested  in  many  commercial 
enterprises,  including  the  company  of  which  he  was  president 
at  the  time  of  his  death. 

Mr.  Kobinson  was  a  resident  of  Teaneck,  N.  J.,  and  actively 
intei'ested  in  the  Board  of  Education  and  in  political  and  social 
atfairs  of  that  township. 

HARRY   M.   ROSE 

Harry  M.  Rose  was  born  at  Albany,  N.  Y.,  November  22,  1856, 
and  died  at  Elizabeth,  N.  J.,  December  25,  1912.  He  received 
his  education  in  private  schools  and  under  private  tutors,  and 
afterwards  entered  the  service  of  the  F.  O.  Matthiessen  and 
Wiechers  Sugar  Kefinery,  with  a  view  to  learning  the  business. 
Upon  completion  of  a  four  years'  course  he  went  to  San  Domingo 
and  there  engaged  in  sugar  harvest  work.  Following  this  he 
went  to  the  Philippine  Islands  for  the  (leorge  L.  Squier  Manu- 
facturing Company  of  Buffalo,  N.  Y.,  and  was  engaged  in  that 
country  for  a  period  of  three  3'ears  in  installing  the  machinery 
on  sugar  and  rice  plantations.  Upon  his  return  from  the  Philip- 
pines he  made  a  number  of  trips  to  Mexico  and  Central  America 
as  constructing  and  consulting  engineer  in  the  line  of  plantation 
machinery. 

AMOKY   E.  ROWLAND 

Amory  E.  Rowland  was  born  July  2,  1852,  in  Brooklyn,  N.  Y., 
and  educated  in  the  Sheffield  Scientific  School  of  Yale  Univer- 
sity. He  gained  experience  after  graduation  in  practical 
mechanics  in  the  Continental  Iron  Works  in  Brooklyn  and  had 
been  connected  with  the  firm  of  F.  C.  &  A.  E.  Rowland  in  New 
Haven  and  its  successor,  the  Rowland  Machine  Company,  about 
thirty-five  years.  At  the  time  of  his  death  on  May  7,  1912,  he 
was  secretary  and  treasurer  of  the  company. 

Mr.  Rowland  was  a  trustee  of  the  New  Haven  Savings  Bank, 
director  and  prominently  identified  with  the  New  Haven  Colony 
Historical  Society,  the  Graduates  Club  of  New  Haven,  the 
Organized  Charities  Association,  and  other  similar  organizations. 

GEORGE  H.  8CHULTE 

George  H.  Schulte  was  born  in  Cincinnati,  Ohio.  April  16, 
1848,  and  at  the  age  of  sixteen  went  to  Little  Rock,  Ark.,  where 
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he  was  employed  in  the  Fones  Brothers'  hardware  store.  He  be- 
came its  manager  in  1870.  Twelve  years  later  he  went  to  Mil- 
waukee, Wis.,  where  for  the  next  twenty  years  he  was  superin- 
tendent of  the  Milwaukee  Harvester  Company,  having  full  charge 
of  the  mechanical  part  of  the  works.  Under  his  management  the 
harvester  was  brought  to  so  high  a  degree  of  perfection  that  it 
found  a  world-wide  market.  The  company  was  purchased  by  the 
International  Harvester  Company  of  America  in  1904,  and  Mr, 
Schulte  remained  as  vice-president  and  general  manager  for  one 
year,  when  he  was  compelled  to  retire  on  account  of  ill  health. 
From  1906  to  1908  he  was  director  and  general  manager  of  the 
J.  I.  Case  Threshing  ]Machine  Company  of  Racine,  Wis.  He 
died  July  29,  1912. 

ARTHUR   C.  SCOTT 

Arthur  C.  Scott  was  born  January  27,  1870  at  Northbridge, 
Mass.  He  moved  to  Worcester  when  eleven  years  old  and  ob- 
tained his  education  in  the  public  high  school  there  and  the 
Worcester  Pol3^technic  Institute.  His  first  empIo3nnent  was  in 
the  freight  office  of  the  New  York,  Providence  &  Boston  Eail- 
road  and  tAvo  years  later  he  went  to  work  for  the  Draper  Machine 
Tool  Company  of  Worcester  where  he  remained  for  seven  years. 
In  1903  Mr.  Scott  entered  the  employ  of  the  Norton  Company  as 
traveling  salesman,  and  in  1909  was  sent  to  Great  Britain  to  sell 
grinding  wheels  and  to  investigate  conditions  abroad.  He  died 
November  22,  1912. 

JAMES  B.  SINER 

James  B.  Siner,  a  mill  engineer  of  Boston,  died  on  September 
17,  1912,  at  his  home  in  Maiden.  Mr.  Siner  who  was  born  in 
Lowell,  Mass.,  on  April  3,  1835,  was  educated  in  the  public 
schools  of  that  city  and  served  his  apprenticeship  in  the  Law- 
rence Machine  Shop.  He  began  his  career  as  mechanical  super- 
intendent of  the  Washington  jNIills  at  Lawrence,  with  which  he 
was  associated  for  twenty-two  years,  and  was  at  the  time  of  his 
death  in  charge  of  the  appraisal  department  of  the  Factory 
Mutual  Fire  Insurance  Company  of  Boston. 

HENRY   W.    SPANGLER 

Honry  W.  Spangler  was  born  at  Carlisle,  Pa.,  January  18,  1858. 
He  was  .graduated  with  high  rank  at  the  United  States  Naval  Acad- 
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emy  in  the  class  with  two  others  who  have  attained  to  prommeiit 
positions  in  the  field  of  engineering  education,  namely,  Ira  JN. 
Hollis,  head  of  the  engineering  department  at  Harvard  Umversity, 
and  M.  E.  Cooley,  dean  of  the  department  of  engmeermg  at  the 

University  of  ^Michigan.  .     ..      tt  -^^a  c;t«tp^ 

Professor  Spangler  was  assistant  engmeer  m  the  Umted  btates 
Navy  from  1878  to  1889,  although  for  about  half  of  that  period  he 
was  connected  on  detached  service  with  the  faculty  of  the  Umversity 
of  Pennsvlvania,  first  as  assistant  professor  of  mechanical  engineer- 
ing from^881  to  1884,  and  from  1887  to  1889,  and  theii  as  full  pro- 
fessor, holding  the  Whitney  professorship  of  dynamical  engmeermg^ 
During  the  Spanish-American  War  he  served  for  a  brief  period  as 
cWef  engineer  in  the  United  States  Navy.  With  that  exception  he 
was  in  the  service  of  the  University  of  Pennsylvama  as  head  of  the 
.nechanical    and    electrical    engineering    department    continuously 

from  1887  till  his  death. 

He  was  the  author  of  a  number  ot  standard  textbooks  and  nu- 
merous technical  papers  and  professional  reports.    The  textbooks 
from  his  pen  embrace  Valve  Gears;  Notes  on  Thermodynamics,  Ele- 
ments of  Steam  Engineering,  which  he  wrote  -;f ''b— ^^'^^ 
A.  M.  Greene  and  S.  M.  Marshall;  Graphics;  and  Appled  Thermo 
dynamics.    He  was  a  member  of  the  Amencan  bocie  y  o    Nava 
Architects  and  Marine  Engineers,  the  Amencan  Sooety  of  Naval 
Engineers,  the  American  Society  tor  Testing  Materials    and Jhc 
Society  for  the  Promotion  of  Engineering  Education,  the  FranUin 
In     tute  and  the  Engineers  Club  of  Philadelphia.    H^  was  ^  "X 
ber  of  the  Advisory  Council  of  the  Engineering  Congress  of  the 
World's  Coltmbian^Exposition  in  1893  and  of  the  Jury  of  Awards 
at  the  Buffalo  Exposition  in  1901. 

In  1896  the  University  of  Pemisylvania  conferred  ^^^^^"'2.1 
honorary  degree  of  Master  of  Science  and  ten  years  later  the  degree 
Xctor  of  Science.     He  died  March  17,  1912,  at  his  home  m 

"rtfarburg,  professor  of  civil  engineering  at  the  University  of 
Pennsylvania,  pays  him  the  following  tribute: 

As  a  writer,  his  chief  characteristics  were,  perhaps,  his  P^^^^^^^^^f  °5^'^! 
J::tZ  sJbiect  in  the  simplest  and  cle-st  ^^  — ^^^^^ 
tended  scope  of  treatment,  and  to  keep  m  view  the  practical  reqmr 

^Tr^rT^I^ri^i^^S^^  progressive,  and  always  intens^ 
pratic^l    tlffirst  concern  w.s  to  help  the  ^-dents  to  gam  a  firm  ^a.p  o    th 
underlying  principles  of  the  subject,  and  then  to  encourage  them  to  rely 
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own  resources  in  the  application  of  these  principles.  On  no  point,  perhaps,  was 
he  more  insistent  than  that  of  individual  responsibiUty,  which  his  students  were 
required  to  assume  in  every  branch  of  their  work. 

A  strict  and  almost  military  disciplinarian,  he  was  no  less  rigid  in  the  stand- 
ards which  he  applied  to  himself.  The  respect  and  admiration  in  which  he  was 
held  by  his  students  ripened  into  affection  as  they  came  to  see  him  at  closer 
range.  There  were  few  graduates  who  failed  to  turn  to  him  at  some  time  for 
helpful  counsel  in  the  perplexities  of  later  years,  or  who  failed  to  accept  it,  even 
though  it  ran  counter  to  their  own  promptings. 

He  possessed  to  a  remarkable  degree  the  faculty  of  perceiving  clearly,  and 
almost  intuitively,  the  essential  elements  of  a  seemingly  difficult  problem  or 
complex  situation,  and  he  was  as  quick  in  action  as  in  perception.  Few  excelled 
him  in  the  clear  discernment  of  the  fallacies  of  an  argument  or  in  the  directness 
of  the  challenge  of  such  fallacies.  Of  a  thoroughly  progressive  bent,  he  did  not 
allow  himself  to  be  beguiled  into  strange  paths  by  the  educational  fads  and 
follies  of  the  hour.  The  business  of  education  was  to  him  a  serious  business,  with 
which  hberties  were  not  to  be  taken  lightly. 

FRANCIS    H.    STILLMAN 

Francis  H.  Stillman,  president  of  The  Watson-Stillman  Company, 
and  a  prominent  figure  in  machine  tool  and  engineering  industries, 
died  suddenly  on  February  16,  1912,  at  his  residence  in  Brooklyn. 

Mr.  Stillman  was  born  in  New  York  on  Februarj^  20,  1850,  and 
was  graduated  from  Yale  in  the  class  of  1874  with  the  degree  of  B.S, 
On  leaving  college,  Mr.  Stillman  first  associated  himself  with  the 
Cottrell  Printing  Press  Company,  at  Westerly,  R.  I.  In  1883  he 
became  president  of  the  firm  of  Watson  &  Stillman  which  succeeded 
Lyons  &  Company,  and  in  1904  the  firm  was  incorporated  as  The 
Watson-Stillman  Company,  Mr.  Stillman  remaining  president  up 
to  the  time  of  his  death.  Under  his  direction  the  firm  early  became 
prominent  in  the  hydraulic  engineering  field  and  has  a  large  and 
active  plant  in  Aldene,  N.  J.  Mr.  Stillman  was  also  president  of  the 
Bridgeport  Motor  Company  and  of  the  Pequannock  Commercial 
Compan}^,  and  a  director  of  other  manufacturing  firms.  He  was  one 
of  the  recognized  pioneers  in  hydraulic  machine  tool  construction. 

Mr.  Stillman  was  a  member  of  the  Engineers  Club,  the  Hanover 
Club  of  Brooklyn,  and  the  treasurer  as  well  as  a  director  of  the 
National  Association  of  Manufacturers.  He  organized  and  was 
the  first  president  of  the  Machinery  Club  of  New  York,  and  was 
also  the  first  president  of  the  National  Metal  Trades  Association. 

Mr.  Stillman  was  actively  interested  in  the  Gas  Power  Section 
of  the  Society,  as  well  as  in  the  work  of  its  main  body,  and  was 
serving  as  the  chairman  of  its  executive  committee  at  the  time  of 
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his  death.     At  a  meeting;  of  the  r(MTimittee  on  February  29,  1912, 
the  following  tribute  was  spread  upon  the  minutes: 

The  Committee  desires  to  enter  upon  its  records  sometbing  of  their  apprecia- 
tion of  the  long  and  effective  services  of  Mr.  Stillman  as  a  member  of  the  Section 
and  of  the  Executive  Committee,  and  finally  its  Chairman.  He  died  while 
carryinp;  the  burdens  and  i)rivilefj;es  of  that  office. 

Mr.  Stillman  brought  to  tlie  duties  of  shaping  the  policy  of  the  (ia.s  Power 
Section  of  the  Society,  his  wide  experience  in  administrative  affairs,  his  shrewd 
and  clejxr-sighted  judgment,  and  that  genial  kindness  of  spirit  which  was  one  of 
his  greatest  charms.  In  all  the  difficulties  and  problems  of  starting  such  an 
enterprise,  his  abilities  and  his  assiduity  of  service  were  splendid  factors  in 
bringing  the  Gas  Power  Section  to  its  present  standard  of  usefulness  and  effec- 
tiveness. His  associates  will  miss  his  high  standard  of  business  integrity,  his 
keen  personal  interest  in  the  duties  which  he  had  to  do,  and  his  willingness  to 
take  trouble  for  the  things  which  he  thought  worth  while.  His  colleagues  will 
miss  also  his  friendship  and  the  plea.sure  of  intimate  association  with  him. 

The  Society  was  represented  at  Mr.  Stillman 's  funeral  by  Honor- 
ary Vice-Presidents  Fred  R.  Low  and  Jesse  M.  Smith. 

GEORGE    H.    SULZER 

George  H.  Sulzer,  chief  designer  and  manager  of  the  centrifugal 
pump  department  of  the  Worthington  Hydraulic  Works,  Harrison, 
N.  J.,  died  in  New  York  April  20,  1912.  Mr.  Sulzer  was  born  in 
Winterthur,  Switzerland,  October  21,  1877.  He  received  his  early 
education  at  the  public  schools  and  industrial  college  of  Zurich, 
His  professional  training  was  obtained  at  the  Polytechnic  Institute 
of  the  same  town,  where  he  received  his  diploma  in  1902.  For 
several  years  after  his  graduation  he  was  assistant  in  the  department 
for  centrifugal  pumps  and  turbines  at  the  Polytechnic  Institute. 
In  1903  he  sailed  for  America  and  found  employment  with  R.  D. 
Wood  &  Company,  Camden,  N.  J.,  and  later  on  the  engu)eering 
staff  of  the  Buffalo  Forge  Company.  In  190G  he  was  engaged  by 
the  Henry  Worthington  Company  to  take  charge  of  the  design  of 
centrifugal  pumps,  which  had  alwa3^s  been  his  specialty.  He  had  an 
unusually  intimate  understanding  of  the  theory  and  construction  of 
rotating  machinery,  particularly  of  the  newer  types  of  pumps,  and 
his  services  were  most  valuable  in  the  solution  of  special  problems, 
even  though  he  was  often  handicapped  by  the  prevailing  commer- 
cial tendencies  and  conditions.  He  was  a  member  of  the  Newark 
branch  of  the  Deutscher  Technischer  Verein,  being  its  president  for 
two  terms.  He  was  also  a  member  of  the  Vereinigung  der  Schweizer- 
ischen  Techniker. 
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E.    HARRISON    SYMINGTON 

E.  Harrison  Symington  was  born  in  Baltimore,  Md.,  March  1, 
1879,  and  was  educated  in  the  public  schools  there  and  in  the  tech- 
nical training  school  at  Bethlehem,  Pa.  He  entered  Lehigh  Uni- 
versity in  the  class  of  1898  and  was  graduated  with  the  degree 
of  M.E.  His  first  experience  was  in  the  shop  of  the  Lehigh  Val- 
ley Railroad,  with  which  company  he  remained  till  he  was  made 
engineer  of  tests,  serving  in  that  capacity  for  one  year.  In  1897 
he  entered  the  employ  of  Kilborne  &  Jacob  Manufacturing  Com- 
pany of  Columbus,  Ohio,  where  he  was  in  charge  of  the  engineer- 
ing and  shop  practice.  He  resigned  this  position  to  become  man- 
ager of  western  sales  of  the  T.  H.  Symington  Company,  and  sub- 
sequently of  their  foreign  business.  When  the  concern  opened  its 
new  malleable  foundry  in  Rochester,  N.  Y.,  1909,  he  was  made 
works  sales  manager.  His  last  years  were  spent  as  mechanical 
expert  for  the  company,  especially  devising  improved  methods 
for  draft  gear  designs  for  freight  equipment. 

Mr.  Symington  died  in  Baltimore,  September  5,  1912. 

CHARLES   N.    TRUMP 

Charles  N.  Trump  was  born  at  Newport,  Bucks  County,  Pa.,  on 
May  30,  1829,  of  Quaker  parentage,  and  received  his  education  in  a 
private  school  of  Alexandria,  Va.,  his  father  having  engaged  in  the 
lumbering  business  in  Baltimore.  In  spite  of  opposition  by  his 
family,  who  wished  him  to  enter  one  of  the  professions,  which  did 
not  then  include  mechanical  engineering,  he  apprenticed  himself  in 
one  of  the  machine  shops  of  Baltimore. 

Naturally  a  student,  Mr.  Trump  absorbed  all  the  engineering  in- 
formation available,  and  becoming  interested  in  gas  engineering, 
opened  an  office  in  Philadelphia  for  the  erection  of  gas  works,  es- 
pecially to  develop  a  system  of  manufacturing  gas  from  resin.  He 
erected  several  works  in  different  parts  of  the  country,  but  during  the 
Civil  War  was  obliged  to  abandon  his  business  and  to  take  up  in- 
surance. In  1865  he  was  engaged  by  Russell,  Birdsall  &  Ward,  Port 
Chester,  N.  Y.,  to  take  charge  of  a  section  of  the  works. 

In  1870  he  and  his  brother  opened  a  machine  business  in  the  same 
town,  under  the  name  of  Trump  Brothers  Machine  Company,  and 
developed  a  line  of  manufacture  of  foot-power  scroll  saws,  special 
chucks,  and  other  light  machines.  Two  years  later  they  moved  the 
business  to  Wilmington,  Del.,  considerably  enlarging  it  and  taking 
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up  the  manufacture  of  knitting  machinery.  Mr.  Trump  retained 
for  many  years  the  presidency  of  the  company,  and  retired  only  a 
short  time  before  his  death  on  December  30,  at  the  age  of  83. 

JOHN    BTTUKITT   WKBB 

John  Burkitt  Webb  was  born  in  Philadelphia,  Pa.,  November  22, 
1841,  and  entered  the  Philadelphia  high  school  at  the  age  of  thirteen. 
Although  kept  at  work  in  a  store  for  some  years  after  leaving  school, 
he  was  always  in  pursuit  of  mechanical  and  physical  problems.  His 
father  having  patented  a  windmill,  young  Webb  set  about  to  deter- 
mine the  speed  and  angle  of  sails  giving  the  maximum  eflficiency, 
and  thereby  was  led  to  study  higher  mathematics.  Finally  he  left  the 
store  and  went  to  Bridgeton,  N.  J.,  where  with  Oberlin  Smith,  he 
formed  a  small  company  to  make  an  electro-magnetic  apparatus 
for  playing  organs  automatically.  The  enterprise  proved  too  great, 
however,  for  the  means  at  hand,  and  was  therefore  abandoned.  Mr. 
Webb  then  went  to  work  in  a  pipe-mill  and  built  a^  trip-hammer 
which  ran  many  years  and  greatly  expedited  a  part  of  the  manu- 
facture. At  the  outbreak  of  the  war  business  became  so  dull  that  he 
sought  employment  for  a  year  and  a  half  with  a  medical  journal  in 
Philadelphia,  meanwhile  studying  drawing  in  the  evening  at  the 
Franklin  Institute.  In  the  summer  of  1863,  ]\Ir.  Webb  again  started 
in  business  at  Bridgeton,  in  partnership  with  Mr.  Smith,  building 
special  machine  tools.  In  1869,  he  entered  the  University  of  Mich- 
igan and  after  graduation  was  engaged  as  assistant  in  the  civil  en- 
gineering department.  In  1871,  Professor  Webb  accepted  the 
charge  of  the  Civil  Engineering  School,  newly  established  in  that 
institution.  He  held  this  position  for  eight  years,  during  which  time 
he  made  a  trip  to  Europe  for  the  inspection  of  scientific  schools  and 
for  the  purchase  of  apparatus,  started  a  small  astronomical  and 
meteorological  observatory  for  the  school,  delivered  several  courses 
of  original  lectures,  partially  developed  his  method  of  treating  bridge 
stresses,  and  constructed  various  pieces  of  apparatus. 

In  1879  he  resigned  his  professorship  to  pursue  a  course  of  ad- 
vanced scientific  study  abroad,  and  spent  over  two  years  attending 
lectures  on  pure  mathematics,  mathematical  physics,  logic,  etc.,  and 
in  experimental  work  in  phy.'^ical  laboratories  at  Heidelberg,  Got- 
tingen,  Berlin  and  Paris.  A  year  was  spent  in  Professor  Helm- 
holtz's  laboratory  constructing  apparatus  for,  and  working  at,  the 
then  undeveloped  action  of  an  oscillating  current  through  coils  of 
wire  and  electrolytic  solutions,  with  which  considerable  progress 
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was  made.  His  skill  with  tools  secured  him  the  privilege  of  using 
+he  apparatus  in  the  instrument-maker's  shop  of  the  university,  and 
before  leaving  Berlin  he  was  made  a  member  of  its  Mathematical 
Society.  Nearly  a  year  was  spent  in  Paris  attending  lectures  at  the 
Sorbonne  and  College  de  France  and  in  examining  technical  schools, 
collections  and  methods  there  and  in  other  parts  of  France. 

In  1880  Professor  Webb  was  appointed  to  a  new  chair  of  applied 
mathematics  at  Cornell  University.  During  his  occupancy  he  de- 
livered original  lectures  on  thermodynamics,  mechanism,  drawing 
and  drawing  instruments,  acted  as  judge  at  the  International  Elec- 
trical Exhibition  of  1884;  invented  a  draft  gage  which  was  officially 
used  at  this  exhibition,  and  an  inertialess  steam-engine  indicator 
which  excited  much  attention  at  the  American  Association  meeting 
at  Montreal,  and  published  an  exhaustive  article  on  Belting  to  Con- 
nect Shafts  which  are  not  Parallel  and  do  not  Intersect. 

Professor  Webb  was  called  to  the  position  of  professor  of  mathe- 
matics and  mechanics  at  Stevens  Institute  of  Technology  in  1886. 
He  retired  in  1907  under  the  Carnegie  Foundation  Pension  Fund, 
and  had  since  that  time  been  engaged  in  private  experimental  and 
consulting  engineering  work. 

In  1888  he  originated  his  floating  dynamometer  which  is  a  most 
convenient  and  perfect  device  for  measuring  the  power  given  out  or 
absorbed  by  motors,  dynamos  and  other  machines.  In  1892  he  in- 
vented the  viscous  dynamometer,  which  is  an  absorption  dynamo- 
meter depending  on  fluid  friction,  or  viscosity,  between  rapidly 
moving  surfaces.  In  1900  he  invented  the  dynamophone,  which  is 
a  transmission  dynamometer  measuring  the  twist  of  a  shaft  carrying 
power,  by  a  simple  telephonic,  method  of  great  accuracy  and  re- 
liability. 

Professor  Webb  was  a  member  of  the  American  Association  for 
the  Advancement  of  Science,  American  Mathematical  Society,  and 
the  University  of  Michigan  Round  Table.  He  died  in  New  York, 
February  17,  1912. 

LAWRENCE    WHITCOMB 

Lawrence  Whitconib,  who  died  in  Boston,  Mass.,  on  May  18, 
1912,  was  bom  May  2,  1863,  at  Maiden,  Mass.,  and  was  educated 
in  the  Boston  iind  Roxbnry  pnl)lic  schools.  In  1881  he  left 
school  without  completing  his  course  and  entered  the  shoe  busi- 
ness, becoming  a  salesman  and  factory  superintendent.  In  1890 
he  joined  the  organization  of  the  firm  of  Whitconib,  Wead  & 
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Oompany,  real  estate  brokers  and  agents,  which  became  one  of 
the  large  real  estate  firms  of  Boston.  Mr.  Whitcomb  was  also 
interested  in  the  development  of  the  National  Brake  &  Clutch 
Company  and  its  successor  the  Cork  Insert  Company,  which 
owned  j)atents  covering  the  use  of  cork  for  friction  purposes  in 
brake  shoes,  clutches,  pulleys,  etc.,  and  finding  that  the  use  for 
the.se  devices  was  very  large  ho  made  a  careful  study  of  mechan- 
ical conditions  and  requirements  and  patented  several  new  appli- 
cations of  his  own.  He  was  at  the  time  of  his  death  treasurer 
and  general  manager  of  this  company. 

MAUNSEL    WHITE 

Maunsel  White,  for  many  years  engineer  of  tests  and  metal- 
lurgist of  the  Bethlehem  Iron  and  Steel  Works,  died  in  New 
Orleans  on  October  22,  1912.  He  was  born  in  Plaquemines 
parish.  La.,  on  March  15,  1856,  of  a  prominent  southern  family. 
After  a  few  years  of  study  under  private  tutors  and  in  George- 
town University,  near  Washington,  D.  C,  he  entered  the  school 
of  technology  at  Worcester,  Mass.,  and  later  the  workshops  of 
the  Lehigh  Valley  Railroad  at  Weatherly,  Pa.  Here  he  gained 
a  practical  knowledge  of  mechanics  which  determined  him  to 
secure  an  engineering  education.  In  1875,  accordingly,  he  became 
a  student  at  Stevens  Institute  of  Technology,  from  which  he 
was  graduated  four  years  later  as  valedictorian  of  his  class. 

Immediately  afterward.  White  was  engaged  by  the  Bethlehem 
Iron  Company,  under  John  Fritz,  then  largely  manufacturing 
merchant  steel  and  rails,  now  the  Bethlehem  Steel  Company, 
and  later  became  chief  of  the  metallurgical  department,  taking 
high  rank  as  an  authority  upon  metals.  He  represented  his  com- 
pany and  was  in  charge  of  their  exhibit  at  the  World's  Fair  in 
Chicago  in  1893,  as  well  as  at  the  Paris  Exhibition  of  1900, 
receiving  personally  at  the  latter  a  bronze  medal  of  merit  as  a 
result  of  his  company's  exhibit;  and  he  made  frequent  visits 
to  Europe  in  the  same  capacity  during  his  connection  with  the 
company,  arranging  among  other  things  for  the  sale  of  great 
quantities  of  armor  plate  to  the  government  of  Russia,  through 
personal  interviews  with  the  ministers  of  the  Czar  and  at  least 
one* audience  with  the  Czar  himself. 

Both  the  chemistry  of  iron  and  steel  and  the  physical  proper- 
ties of  these  metals  have  been  so  thoroughly  studied  during  the 
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past  30  years  and  practice  concerning  them  has  become  so  crystal- 
lized, that  the  engineer  of  today  finds  it  dilhcult  to  appreciate 
that  facts  which  now  seem  elementary  and  commonplace  were 
unknown  in  the  early  days  of  the  industry.  The  life  of  the 
metallurgist  in  those  days  was  intense  and  exciting.  Problems 
were  crowded  on  him  upon  which  depended  the  very  life  and 
existence  of  his  company,  and  in  the  solution  of  these  problems, 
in  wringing  these  secrets  from  nature,  Maunsel  White  had  a 
large  though  often  inconspicuous  part.  The  confidence  inspired 
by  his  work  is  shown  in  the  trust  placed  in  him  by  the  govern- 
ment officials  detailed  to  supervise  the  manufacture  of  armor 
plate  and  ordnance  at  the  time  the  Bethlehem  Steel  Company 
was  so  largely  engaged  in  its  construction.  White's  O.K.  on  a 
piece  of  steel  was  regarded  as  final. 

Maunsel  White  will  best  be  remembered  through  his  part  in 
the  extended  investigation  which  led  to  the  discovery  of  the 
Taylor- White  process  of  treating  steel  and  the  development  of 
"  high-speed  "  tools,  which  have  revolutionized  the  machine  shop 
practice  of  the  world.  In  general  he  has  been  accorded  the 
credit  which  belongs  to  him  in  the  discovery  of  this  process, 
but  few  have  appreciated  the  detailed  thoroughness  of  his  work, 
that  true  scientific  devotion  which  enabled  him  to  plod  along, 
month  after  month,  developing  methodically  one  fact  after  an- 
other, and  the  rare  ability  with  which  he  was  able,  in  the  end, 
to  coordinate  and  group  these  facts  so  as  to  indicate  the  con- 
clusions and  theories  towards  which  they  tended.  High-speed 
tools  have  in  many  cases  doubled  and  trebled  the  output  of  metal- 
cutting  machines,  and  practically  all  makers  of  high-speed  steel 
have  today  adopted  for  their  best  brand,  steel  of  almost  the  exact 
chemical  composition  recommended  by  White  as  a  result  of  his 
experiments. 

While  Maunsel  White  will  ever  be  remembered  for  his  metal- 
lurgical discoveries,  his  friends  knew  him  as  a  man  of  rare 
versatility  and  catholicity  of  taste,  with  an  intense  love  of 
literature  and  the  arts  and  marked  ability  in  these  directions 
as  well  as  in  the  realm  of  applied  science.  He  was  both  it  poet 
and  a  mathematician,  a  combination  in  the  same  individual  so 
rare  that  in  this  respect  he  was  a  marvel  to  all  his  friends.  Alive 
to  beauty,  he  could  at  the  same  time  get  at  the  kernel  of  a  problem 
with  quickness,  clearness  and  accuracy.  His  work  at  the  Bethle- 
hem Steel  Company  gained  for  him  the  friendship  and  admira- 
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tion  of  John  Fritz,  the  dean  of  the  steel  industry  in  America. 
Mr.  White  was  widely  known  both  in  America  and  al)road,  and 
was  a  member  of  the  Iron  and  Steel  Institute  of  (Jreat  Britain 
and  the  American  Institute  of  Mining  Engineers. 

I.     CHESTER    G.    WILKINS 

I.  Chester  G.  Wilkins  was  born  in  Whitehall,  N.  Y.,  September 
8,  1871.  He  received  his  early  education  in  the  public  schools  of 
Whitehall  and  in  1893  was  graduated  from  Cornell  University  with 
the  degree  of  M.  E.  His  first  work  was  in  the  railroad  shops  of 
Whitehall,  and  in  August  1894  he  went  to  New  York  entering  the 
employ  of  Evans,  Almirall  &  Company,  heating  and  ventilating 
engineers  and  contractors,  with  whom  he  remained  until  May  1895. 
He  then  obtained  a  position  with  C.  0.  Brown,  consulting  engineer, 
Brooklyn,  N.  Y.,  and  from  March  1896  to  May  1899  designed 
heating  and  ventilating  apparatus  for  public  school  buildings. 
He  went  to  Baltimore,  Md.,  having  secured  a  position  with  Henry 
Adams,  consulting  engineer,  and  two  years  later  returned  to  New 
York  to  fill  a  position  with  Thompson-Starrett  Company,  with 
which  concern  he  remained  till  his  death,  April  20,  1912.  His  work 
during  this  period  consisted  in  the  design,  specification  and  general 
supervision  of  installations  of  mechanical  equipment  for  such  build- 
ings as  James  McCreery  &  Company's  store  on  34th  Street, 
New  York;  the  Crescent  Athletic  Club,  Brooklyn,  the  Adelphia 
Theater,  Philadelphia;  the  Title  Guarantee  &  Trust  Company's 
bank  and  oflfice  building,  Brooklyn;  the  New  York  Steam  Company's 
boiler  house;  and  John  D.  Rockefeller's  residence,  Pocantico  Hills, 
N.  Y. 

FREDERICK    W.    WOLF 

Frederick  W.  Wolf,  who  died  in  Chicago,  111.,  February  17,  1912, 
was  born  in  Duehren,  Germany,  November  27,  1837.  His  early 
education  was  obtained  in  the  high  schools  of  Weinheim,  near 
Heidelberg,  but  before  being  able  to  enter  a  technical  college  he 
was  obliged  to  take  up  some  specific  trade,  and  in  1852  entered  a 
locksmith  shop  in  Nuremberg,  Bavaria,  to  serve  there  as  an  ap- 
prentice. Later  he  went  to  Switzerland,  where  he  worked  in  a 
machine  shop,  returning  lo  Berlin  in  order  to  enter  the  employ  of 
a  sugar  machinery  manufacturer.  At  the  age  of  twenty-one  he  was 
sent  to  erect  a  beet  sugar  factory  300  miles  southwest  ot  Moscow, 
where  he  encountered  a  great  many  difficulties,  being  obliged  to 
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employ  men  who  could  speak  only  the  Russian  language.  After 
successfully  completing  this  installation  he  pursued  the  work  of 
erecting  machinery  in  different  German  cities,  until  he  was  able  to 
enter  the  technical  college  at  Carlsruhe  in  Baden,  where  he  studied 
mechanical  engineering  for  four  years,  his  last  year  there  being  in 
the  capacity  of  assistant  to  the  professor.  After  completing  his 
education  he  was  employed  by  the  Guppy  Machine  Shop,  an  Eng- 
lish firm  in  Naples,  Italy,  to  design  engines  for  the  Italian  warships. 
In  1866  he  came  to  New  York  and  obtained  employment  as  a  drafts- 
man in  a  number  of  different  firms.  The  next  year  he  went  west 
and  for  a  short  period  was  master  mechanic  for  the  Pere  Marquette 
Railroad  Company,  at  Marquette,  Mich.  From  1867  to  1875  he 
was  in  business  as  consulting  engineer  and  architect  in  Chicago. 
Realizing  the  immensity  of  the  future  in  artificial  refrigerating  ma- 
chinery, Mr.  Wolf  purchased  in  1875  the  right  to  manufacture  the 
celebrated  Linde  ice  machine,  patented  by  Prof.  Carl  Linde  of  the 
University  of  Munich.  The  first  Linde  machine  erected  in  the 
United  States  was  imported  by  Mr.  Wolf  in  October  1882,  and  in- 
stalled in  the  Wacker  &  Birk  Brewery,  Chicago,  where  it  still  re- 
mains. Another  machine  was  imported  and  erected  in  the  Schlitz 
Brewery  at  Milwaukee,  but  on  account  of  the  many  difficulties 
surrounding  the  importing  of  these  machines,  Mr.  Wolf  decided  to 
begin  their  manufacture  in  this  country.  In  1887  the  Fred.  W. 
Wolf  Company,  of  which  Mr.  Wolf  was  president  until  his  death, 
was  incorporated  and  continued  the  successful  manufacture  of 
refrigerating  machinery. 

About  1897,  spurred  on  by  the  opportunities  which  presented 
themselves,  and  his  early  training  in  the  erecting  of  beet  sugar  fac- 
tories, the  Fred.  W.  Wolf  Company,  under  the  direction  of  Mr. 
Wolf,  installed  a  number  of  beet  sugar  factories  in  Michigan,  which 
were  very  successful.  On  account,  however,  of  the  growth  of  the 
refrigerating  industry,  the  manufacture  of  beet  sugar  machinery 
was  abandoned  about  1900,  and  since  that  time  all  the  energies  of 
the  Fred.  W.  Wolf  Company  have  been  devoted  to  the  building  and 
installing  of  the  Wolf-Linde  refrigerating  and  ice-making  systems. 
Over  1200  machines  have  been  built  and  erected  under  the 
direct  supervision  of  Mr.  Wolf,  and  he,  without  doubt  bears  the 
distinction  of  being  the  father  of  the  refrigerating  industry  in  the 
United  States. 
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